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COM-74-11436/4GI 74-22 4B PC$S5.25/MF$2.25 


Satellite Infrared Soundings from NOAA Spacecraft. 
COM-73-50936/6GI 
7402 4B PC-GPO/MF$2.25-NTIS 

ABEL, ROGER H. 

Double Potential Step Chronocoulometry at a 

Dropping Mercury Electrode. 

AD-773 957/6GI 74-08 7D PC$3.75/MF$2.25 
ABEL, WILLIAM T. 


Method of Quantitatively Determining Trace Impurities 
in Inert Gas Systems. 
PATENT-3 332 745 74-04 7D Not available NTIS 


Prevention of Embrittlement of Metals. 
PATENT-3 149 006 74-10 11F Not available NTIS 


ABELE, G. 

Expedient Snow Airstrip Construction Techni 

AD-774 290/1GI 74-08 1E PC$3.25 MFS2. 25 
ABELES, F. 


Metallurgy, Structure, Characterization and Optical In- 
vestigation of Ag-Cu Solid Solutions in the Whole 
Concentration Range. 

AD-786 669/2GI 74-25 IF PC$4.25/MF$2.25 


ABELES, FRED 


Reprint: Further Evidence that Leukocytic En- 
dogenous Mediator (LEM) is not Endotoxin. 
AD-779 775/6GI 74-15 6E Reprint 


ABELL, G. C. 


Effect of Isotopic Exchange and Dilution on Hto Per- 
meation. 
MLM-2110 


ABELL, R. 


The Economics of the Operation of Construction Traf- 
fic on the Sub-Base of a Road Pavement, 
PB-228 368/7GI 74-08 13B PC$3.75/MF$2.25 


ABELLA, LORENZO J. 
— Statistical Behavior of Radar Moon Echo 


Sen 779 252/6GI 
ABELLERA, JAMES W. 

A Correlational Analysis of Drug Abuse in the Air 

Force, 

AD-770 017/2GI 
ABELOWITZ, ARTHUR 


Development of Computer-Oriented Mathematical 
Methods for Climatological, Atmospheric and Crystal 


Studies. 
AD-781 171/4Gi 74-17 9B PC$S5S.75/MF$2.25 


ABEND, KENNETH 


Reprint: Comments ‘On the Mean Accuracy of Statisti- 
cal Pattern Recognizers’. 
AD-770 688/0GI 


ABEND, P. 


Device for Automatic Loading of the Initial Bootstrap 
Program Via the Dma-Channel of the Computer 
Siemens 301. 

HMI-B-141 74-06 9B PC$3.00/MF$2.25 


Study About the Disc-Memory Organization for the 

Time-of-Flight Experiment Ndv 14. 

HMI-B-139 74-04 18D PC$4.25/MF$2.25 
ABENDSCHEIN, W. F. 

Biophysical Evaluation of Healing Bone. 

PB-235 170/8GI 74-22 6E PC$4.25/MF$2.25 
ABENS, SANDORS 

Primary Organic Electrolyte Battery Ba-584 ( )/U. 

AD-780 895/9GI 74-17 10C = PC$4.25/MF$2.25 
ABERLE, E. D. 


Effects of Prolonged Freezer Storage on Texture and 
Other Quality Characteristics of Turkey Meat. 
AD-779 486/0GI 74-15 6H PC$3.75/MF$2.25 


ABERNATHEY, R. M 
Improved Two-Columa Ion Exchange Separation of 
Plutonium, Uranium, and Neodymium in Mixed Urani- 
um--Plutonium Fuels for Burnup Measurement. 
LA-5568 74-24 7D PC$4.00/MF$2.25 
ABERNATHY, ROBERT J. 
Methods for the Determination of the Probability Dis- 
tribution and/or the Parameters Which Best Describe a 
Set of Test Data. 
AD-785 497/9GI 74-23 12A_ PC$4.25/MFS$2.25 
ABERNATHY, W. J. 
Insert Facing Tool. 
PATENT-3 813 183 74-19 131 Not available NTIS 
ABERNETHY, C.N. 


Shape Coding for Daymarks. 
AD-778 686/6GI 74-14 17G PC$3.75/MFS$2.25 


74-16 7D PC$4.00/MF$2.25 


74-15 3B PC$3.25/MF$2.25 


74-02 SI PC$3.25/MF$2.25 


74-03 9D Reprint 


ABERNETHY, CHARLES N. 
Visual Divided Attention Alcohol Safety Interlock 


System. 
PAT-APPL-472 166 74-1§ 13L PC$3.25/MF$2.25 
ABERNETHY, CHARLES N. Ill 


Laboratory Evaluation of a rod Safety Interlock 
Systems. Volume I. Summary Repo 
PB-231 138/9GI 74-12 BL "PC$7.00/MF$2.25 


ABESALASHVILI, L. 


Cross Sections of Channels and Resonances in Six- 
Prong pi p Interactions at 5 Gev/C. 
JINR-P1-7027 74-06 20H PC$3.00/MF$2.25 


ABESALASHVILI, L. N. 


Analysis of Topological Cross Sections in Anti Pp In- 
teractions at 22.4 Gev/C. 
JINR-E1-7876 74-21 20H PC$4.00/MF$2.25 


ABEY, A. E. 
High-Pressure Mechanical Properties of an Area 12 


Nevada Test Site Tuff. 
UCID-16377 74-09 8G PC$3.25/MF$2.25 


High Pressure Mechanical Properties of Indiana 
Limestone. 
UCID-16501 74-23 18C PC$4.00/MF$2.25 


High-Pressure Mechanical Properties of Kaye uta Sand- 


stone. 
UCRL-51526 74-16 8M PC$4.00/MF$2.25 


Mechanical Properties of Blair Dolomite. 
UCRL-S51465 74-10 8G PC$4.00/MF$2.25 


Mechanical Properties of ee Sandstone. 
UCRL-51447 74-06 8G PC$4.00/MF$2.25 


ABGARYAN, K. A. 


A Formal Transformation of a System of Linear Dif- 
ferential Equations--Translation. 
AD-776 568/8GI 74-11 12A PC$3.25/MF$2.25 


ABHYANKAR, P. V. 


Muscle Stimulator Type OS882. 
BARC-701 74-24 6L PC$4.25/MF$2.25 


ABIBOV, A. L. 


Construction Plastics in Aircraft and Missile Produc- 
tion--Translation. 
AD-783 762/8GI 74-21 11D MFS$2.25 


ABIDINA, 1. G. 


The Relation between the Quality of a Motion-Picture 
Image and the Degree of Development of the Negative 
and Positive--Translation. 

AD-785 991/1GI 74-24 14E PC$3.25/MF$2.25 


ABIDOV, M. 


Conversion of Liquid Hydrocarbons--Translation. 
AD-780 995/7GI 74-17 7A PC$3.25/MF$2.25 


ABILDSKOV, D 
Filament Wound 67 Gallon Tank for AQM-34M Air- 


craft. 
AD-786 470/5GI 74-25 1C PC$5.75/MF$2.25 
ABILDSKOV, DALE 


Low-Radar-Cross-Section OH-6A Helicopter Tail 
Rotor Blade. 
AD-781 564/0GI 74-18 1C PC$4.25/MF$2.25 


UH-1D Filament-Wound Tubular-Reinforced Rotor 


Blade. 

AD-772 947/8GI1 74-06 1C PC$5.25/MF$2.25 
ABILDSKOV, J. A. 

Control of Lethal Arrhythmias Associated with Coro- 

nary Heart Disease. Experimental Studies of Arr- 

hythmias in Relation to Coronary Heart Disease. 

PB-231 191/8GI 74-12 6E PC$3.25/MF$2.25 
ABIRI, AMNON 

Reprint: A Bayesian Solution to the Problem of State 

Estimation in an Unknown Noise Environment. 

AD-779 236/9GI 74-15 12A Reprint 
ABKHAZI, V. V. 

Reliability of Liquid-Metal Induction MHD Machines-- 

Translation. 

AD-784 208/1GI 74-22 10B PC$5.75/MF$2.25 
ABLE, KENNETH P. 

Reprint: The Role of Weather Variables and Flight 

Direction in Determining the Magnitude of Nocturnal 

Bird Migration. 

AD-777 391/4GI 
ABLETT, M. 

Zero-Power Experiment with the Second Core of the 

“Otto Hahn" (Fdr II--0). 

GKSS-72-E-28 74-08 21F PC$9.00/MFS$2.25 


ABLOW, CLARENCE M. 


Theoretical Studies of Detonation Waves. 

AD-786 628/8GI 74-25 19D PC$4.25/MFS$2.25 
ABMAYR, W. 

Investigations on Neutron Measuring Techniques 

Using Track Detectors Untersuchungen Zur 

Neutronenmesstechnik Mittels Kernspurdetektoren. 

N74-12401/7GI 74-06 18D PC$3.75/MF$2.25 


74-12 6C Reprint 








AT ANNENENNR Name eN Tr Errmetr ret 


ABORINA, I. N. 
Measurement of Spectral Indices in a Uranium--Water 
Lattice with Fuel Elements of a Vver (Water Cooled 
Power Reactor). 
IAE-2242 74-08 18K PC$3.00/MF$2.25 


ABOU-CHACRA, R 


Reprint: A Selfconsistent Theory of Localization. 
AD-782 838/7GI 74-20 20L Reprint 


ABOU-ZAHRA, A. A. 
Some Thermal Situation Aspects in the Bomb Reduc- 


tion of Uranium Tetrafluoride to Uranium Metal. 
AREAEE-188 74-21 7E PC$5.50/MF$2.25 


ABOUDI, J. 
Reprint: A Mixture of the Response of a Laminated 


Plate to Impulsive Loads. 
AD-778 551/2GI 74-14 11D Reprint 


ABOUDI, JACOB 
A Numerical Solution for the Problem of an Impacted 
Fiber-Reinforced Viscoelastic Half-Space, 
AD-775 046/6GI 74-09 11D PC$3.75/MF$2.25 


Reprint: Impact-Deflection by Oblique Fibers in Spar- 
sely Reinforced Composites. 
AD-776 439/2GI1 74-11 11D Reprint 


Reprint: Stress Wave Propagation in a Laminated Plate 
under Impulsive Loads. 
AD-775 294/2GI 74-09 11D Reprint 


The Response of a Sparsely Reinforced Viscoelastic 
Half-Space to Time-Dependent Surface Load, 
AD-772 749/8GI 7406 11D PC$3.75/MF$2.25 


Stress Functions for Fiber-Reinforced Materials and 
the Effects of Fiber-Inextensibility. 
AD-774 447/7GI 74-08 11D PCS$3.75/MF$2.25 


ABOUL-NASR, AHMED E. 


Reprint: Biochemical and Physiological Studies of Cer- 
tain Ticks (Ixodoidea). Effect of Mating, Feeding, and 
Oogenesis on Oxygen Consumption of ‘Hyalomma (H.) 
dromedarii’ Koch (Ixodidae). 

AD-774 362/8GI 


ABRAHAM, B. M. 


Reprint: Demagnetization Experiments on Some 
Promising cad a for Very Low-Tempera- 
ture Refrigera 

COM-74- 30559/SG1 74-19 20L Not available NTIS 


ABRAHAM, DAVID G. 


Transportation Rates and Costs for Selected Virgin 
and Secondary Commodities. 
PB-233 871/3GI 74-18 SC PC$8.50/MF$2.25 


ABRAHAM, M. Ill 


An Investigation of Solid Propellant Combustion in 
Standard and High Acceleration Environments. 
AD-777 727/9GI 74-12 211 PC$4.25/MF$2.25 


ABRAHAM, MICHAEL III. 
Nonmetallized Solid Propellant in High Acceleration 


Environments. 
74-06 211 PC$3.75/MF$2.25 


74-08 6C Reprint 


AD-773 075/7GI 
ABRAHAM, P. M. 
Diffusion of Gases in Solids. Tritium Diffusion in 
Stainless Steel, Zircaloy-2, and Niobium. Period 
Covered: November 1, 1972--October 31, 1973. 
ORO-3508-9 74-08 11F PC$5.00/MF$2.25 


ABRAHAMS, NORMAN M. 


Identification of Naval Academy Applicants with En- 
gineering and Science Interests. 
AD-787 062/9GI 74-26 SI PC$3.25/MF$2.25 


Occupational Scales of the Navy Vocational Interest 
Inventory: I. Development, 
AD-770 558/SGI 74-02 SI PC$3.75/MF$2.25 


Occupational Scales of the Navy Vocational Interest 
Inventory: Il. Reliability, 


AD-770 $57/7G1 74-02 SI PC$3.25/MF$2.25 


ABRAHAMS, P. 

Preliminary Report on Cims Pi/I. 

COO-3077-31 74-06 9B PC$S5.75/MF$2.25 
ABRAHAMSON, S. 


Genetic Effects of Low X-Ray Doses in Drosophila. 
Progress Report, July 16, 1972--August 15, 1973. 
COO-2001-9 74-04 6R PC$3.00/MF$2.25 


ABRAM, HARRY S. 


Neurobehavioral and Clinical Responses to Hemodialy- 
sis. 
PB-226 857/1GI 74-06 6E PC$4.25/MF$2.25 


ABRAMOV, B. M. 


Dependence Upon the Square of the Momentum 
Transfer of the Inclusive Cross Section of the Reac- 
tion pi exp - + p Implies p + Anything in the Region 
of Fragmentation of the Incident Particles at 2.13 and 
2.69 Gevi/C. 

ITEF-72 74-24 20H PC$4.00/MF$2.25 


ABRAMOV, K. K. 


Causes for the Occurrence of Pulsed Interference in 
Remote-Control Connecting Circuits--Translation. 


AD-783 917/8GI 74-21 9A PC$3.25/MF$2.25 
ABRAMOV, M. D. 
Age-Related Changes in Skin and Fur of Mink 


(Vozrastny Izmeneniya Kozhnogo i Volosyanogo 
Pokrova Norok), 
TT-72-51083 74-07 2E PC$3.25/MF$2.25 


ABRAMOV, V. M. 


The Creation of a Stable Ph Gradient in a Nonelec- 
trolyte Buffer Solution Mixture. The Use of This 
System for the Isoelectric Focusing of Albumin and 
Hemoglobin 
N74-21772/0GI 
ABRAMOVICH, G. N. 


The Influence of Magnetic Field on Turbulent Flow 
with a Shift--Translation. 
AD-784 702/3GI 74-22 20D PC$3.25/MF$2.25 


ABRAMOWITZ, S. 


Reprint: Raman Spectrum of F3NO Gas. 
COM-74-50284/0GI 74-11 7D Not available NTIS 


ABRAMOWITZ, STANLEY 


Reprint: Alkali Fluorotellurates (VI). 
COM-74-S0791/4GI_ 74-22 7B Not available NTIS 


ABRAMS, ALVIN J. 
Description of an ‘Ideal’ Change Advocate in a 


Technical Navy Setting. 
AD-782 331/3GI 74-19 SI PC$3.75/MF$2.25 
ABRAMS, G. S. 


Diffraction Dissociation in 205 Gev/C pi exp - p Two- 

and Four-Prong Interactions. 

LBL-2112 74-07 20H PC$3.50/MF$2.25 

Search for Pomeron--Pomeron-2 pi Events in 205 

Gev/C pi exp - p Interactions. 

LBL-2106 74-11 20H PC$4.00/MF$2.25 
ABRAMS, J. I. 

Developments in Mechanics. Volume VII, 

AD-787 666/7GI 74-26 20K Not available NTIS 
ABRAMS, JOEL M. 

A Study of Selected Innovative Hospital Programs in 

Ambulatory Care. 

PB-233 921/6GI 
ABRAMS, MACY L. 

Development and Validation of an Experimental 

Radiograph Reading Training Program. 

AD-782 332/1GI 74-19 SI PC$3.75/MF$2.25 
ABRAMS, MARSHALL D. 

Measuring and Modelling Man-Computer Interaction. 

COM-74-50389/7GI_ 74-13 9B Not available NTIS 


Reprint: On the Passing of MOBIDIC-B. 
COM-74-50442/4GI_ 74-14 9B Not available NTIS 


Reprint: Remote Computing: The Administrative Side. 
COM-73-S0905S/IGI 74-02 9B Not available NTIS 


Use of Computer Networks in Support of Interactive 

Graphics for Computer-Aided Design and Engineering. 

COM-74-10470/4GI 74-09 9B PC$3.75/MF$2.25 
ABRAMS, R. L. 

Frequency Tuned CO2 Laser. 

AD-775 656/2GI 74-10 20E PC$4.25/MF$2.25 

Frequency Tuned CO2 Laser. 

AD-785 180/1GI 74-23 20E PC$S.25/MF$2.25 
ABRAMS, RICHARD 

Waveguide Gas Lasers. 

AD-776 063/0GI 
ABRAMS, ROBERT A. 

Reduction and Decomposition of Large Generalized 

Geometric Programming Problems with Applications. 

AD-779 929/9GI 74-16 12B PC$3.25/MF$2.25 
ABRAMS, TIMOTHY G. 


A Survey of Earth Slope Failures and Remedial Mea- 
sures in Texas. 
PB-224 979/SGI 74-02 13B PC$S.25/MF$2.25 


ABRAMSON, R. 


Analysis of Relaxed Static Stability and Maneuver 
Load Control Applications to a Large Bomber. 
AD-784 865/8GI 74-23 1C PC$7.50/MF$2.25 


ABRAMYAN, L. O. 


Study of Incoherent Photoproduction of Mesons on 

Nuclei. 

EFI-2%73) 
ABRAO, A. 

Amine Extraction of Uranium, Molybdenum, and 

Vanadium from Acid Leach Liquors. 

IEA-292 74-15 183 PC$4.00/MF$2.25 


Edta, Copper, and Rare Earth Recovery from Cu-- 
Edta--Re--Edta Solutions. Use of Thiourea as in Situ H 


sub 2 S Generator. 
IEA-311 74-26 7D PC$4.00/MF$2.25 


Nondestructive Determination of Uranium in Low- 
Grade Ores by gamma Spectrometry: Indirect Mea- 
surement by Means of the exp 234 TH Photopeak. 


74-17 6A PC$3.25/MF$2.25 


74-20 6E PC$9.50/MF$2.25 


74-10 20E PC$4.25/MF$2.25 


74-22 20H PC$4.50/MF$2.25 


ABSTON, CARI C. 


IEA-288 74-12 7D PC$3.25/MF$2.25 


Purification of Uranium by Selective Sorption of Ura- 
nyl Chloride on Anion Resin. 
IEA-287 74-12 183 PC$3.50/MF$2.25 


Studies on the Beneficiation of Molybdenum and 
Uranium in Sulfuric Lixiviation of Ores. Part I. 
Separation of Mo(Vi)--U(Vi) Pairs by Sorption of 
Molybdenum on Weakly Anionic Resin and Fixation of 
Uranium on Strongly Anionic Resin. Part Il. Separa- 
tion of Mo(Vi)--U(Vi) Pairs by Adsorption of Molyb- 
denum on Coal and Sorption of Uranium on Strongly 
Anionic Resin. 

IEA-291 74-12 183 PC$4.00/MF$2.25 
Volumetric Determination of the O/U Ratio in Pellets 
of the Ceramic Oxides Uo/sub 2+X/ and Uo/sub 
2+X/.Tho sub 2. 


IEA-276 74-02 7D PC$3.00/MF$2.25 
ABRAYAN, A. A. ° 
Simultaneous Microdetermination of Carbon, 


Hydrogen, Sulphur and Halogens in Organic Com- 
pounds (Odnovreménnoe Mikroopredelenie Ugleroda, 
Vodoroda, Sery i Galogenov v Organicheskih 
Soedinenijah), 
TT-73-58031 
ABROSIMOV, G. V. 


Investigation of Pulse Superradiant Radiation of Thalli- 
um Vapors--Translation. 
AD-778 383/0GI 


ABSAR, ILYAS 
Reprint: An ‘ab initio’ LCAO-MO-SCF Study of the 


Electronic Structure of Phosphirane and Thiirane. 
AD-782 637/3G1 74-19 7D Reprint 


Reprint: Role of Sulfur D Orbitals in Isothiocyanic 
Acid and an Electronic-Structure Comparison with Iso- 
cyanic Acid. 
AD-782 390/9GI 
ABSHAEV, M. T. 


Radar in Weather Modification and Hail Control, 
JIPRS-60573 74-02 4B PC$3.75/MF$2.25 


ABSHIER, JAMES O. 
Radar Predictions from Automated Analytical 


Stereoplotter. 
PAT-APPL-419 461 74-18 171 PC$3.25/MF$2.25 


ABSHIRE, DANIEL J. 
Design and Fabrication of a Versatile Testing System 


for MNOS. 
AD-785 131/4GI 


ABSHIRE, G. W. 
Polarization in Proton--Proton Scattering at 5.15, 7.0, 


and 12.33 Gev/C. 
COO-2009-72 74-23 20H PC$8.25/MF$2.25 


Polarization of the Recoil Proton in the Reactions pi 
exp +- p Implies Px exp +- in the a sub 2 Region. 
COO-2009-59 74-06 20H PC$3.00/MFS$2.25 


Recent Polarization Results in Large-Angle Elastic 


Proton--Proton Scattering. 
COO-2009-58 74-06 20H PC$3.00/MFS$2.25 


Theoretical Models for Proton--Proton Elastic Polariza- 

tion. 

COO-2009-69 
ABSHIRE, J. B. 


Polarization Compensator for Optical Communications. 
PAT-APPL-463 925 74-18 17B PC$3.25/MFS$2.25 


ABSHIRE, N. L. 
Reprint: Relative Raman Cross Section of 03 for Four 


Ar(+) Laser Frequencies. 
COM-74-10140/3GI 


ABSON, D. J. 
Hardness, Strength and Elongation Correlations for 


Some Titanium-Base Alloys. 
AD-769 763/4GI 7401 #1F PC$4.25/MFS$2.25 


Heated Die Assembly. 
PAT-APPL-465 711 74-20 131 PC$3.25/MF$2.25 


The Influence of Extrusion-Consolidation Variables on 
the Integrity and Strength of the Product from Pre-Al- 
loyed 7075 Aluminum Powder. 

AD-770 950/4GI 74-03 I1F PC$3.75/MF$2.25 


Investigation of Parameters Involved in Metal 
Processing Operations. 
AD-776 293/3GI 74-10 13H PC$4.25/MF$2.25 


ABSTON, CARL C. 


Auroral Electrojet Magnetic Activity Indices AE (10) 
for 1967, 
COM-74-50276-33/GI 74-20 4A MFS$2.25 


Auroral Electrojet Magnetic Activity Indices AE (11) 


for 1968, 
COM-73-$0278-29/GI 7405 4A MFS$2.25 


Auroral Electrojet Magnetic Activity Indices AE (11) 
for 1969, 
COM-74-50276-31/GI 74-11 4A MF$2.25 


74-05 7D PC$3.25/MF$2.25 


74-14 7D PC$3.25/MF$2.25 


74-19 7D Reprint 


74-23 9A PC$S.25/MF$2.25 


74-25 20H PC$4.00/MF$2.25 


74-05 7D Reprint 


PA-3 








ABU-ASALI, E. 


ABU-ASALI, E. 
Nonlinear lon-Acoustic Oscillations in Non-Isothermal 
Plasma with Currents Near the Instability Threshold. 
NP-20008 74-21 201 PC$S5.25/MF$2.25 


ABU-SHUMAYS, I. K. 
Adjoining Appropriate Singular Elements to Transport 
Theory Computations. 
COO-2280-2 74-04 18K PC$4.50/MF$2.25 


Computational Complexity in Multidimensional Trans- 
os Theory Calculations. Progvess Report, September 

1, 1972--August 31, 1973. 
CO0-2280-3 74-04 18K PC$3.00/MF$2.25 


Finite eed in Neutron Transport Theory 

COO-2280- 74-04 18K PC$S '00/MFS2. 25 

“cate rae Functions Generalizing the Exponential 

COG.2280-6 74-21 12A PC$4.00/MF$2.25 
ABU-ZEID, H. M. 

Assembly and Calibration of an Anticompton gamma- 


Ray Spectrometer Using a Ge(Li) Detector and an An- 
nular Nai(Tl) Crystal 


AREAEE-180 "74-21 18D PC$4.00/MF$2.25 
Si Crystal Ge(Li) gamma-Ray Spectrometer. 
AREAEE-I61 74-07 18D PC$3.50/MF$2.25 
ba cruel 
Epithermal Resonance Integral of Lutetiu 
AREAEE-165 4 20H PCS3. 25/MFS$2. 25 


ABUZEID, M. 


Study of Reaction exp “ a( Exp 3 He,p) exp 17 O. 
JINR-P15-7216 74-08 20H PC$3.50/MF$2.25 


Study of the Reaction exp 2 H( Exp 3 He,p) exp 4 He. 
JINR-P15-7121 74-02 20H PC$3.00/MF$2.25 


ACCERBONI, E. 


Reprint: Hydrolic Measurements in the Eastern 
Mediterranean (September 1968). 
AD-776 517/SGI 74-11 8C Not available NTIS 


ACCOLA, NANCY 


Review of Safety Related Statutory Authority Ad- 
ministered by the Department of Transportation. 
PB-226 894/4GI 74-06 SD PC$3.75/MF$2.25 


ACCOMAZZO, M. A. 


High Temperature Electrodialysis. Phase III 
PB-226 827/4GI 74-06 7A PC$6.25/MFS2.25 


High Temperature Electrodialysis, Phase IV. 


PB-227 280/5GI 7407 7A ripe 25/MF$2.25 
High Temperature Electrodialysis. Phase 
PB-234 184/0GI 74-21 7A Poss: "75/MF$2.25 


ACENA BARRENECHEA, M. L. 
Determination of exp 230 TH (lonium) in Uranium 
Ores and Wastes from Uranium Reprocessing. Iv. Cal- 
culation of lonium Separation Yield. 
JEN-280 74-25 7D PC$4.00/MF$2.25 
ACHARYA, HEMENDRA K. 


Investigation of Seismic Wave , Ravana in 
Anisotropic and Inhomogeneous Med. 

AD-781 600/2GI 74-18 8K ‘PCS. 25/MF$2.25 
ACHE, H. J. 

Positronium Reactions with Diamagnetic Organic 
Molecules. 

CONF-730807-7 74-07 7E PC$3.00/MF$2.25 


Stereochemistry of the Decay-Induced H 
Exchange in Diastereomeric Alkyl Halides in the 


Phase. 
CONF-730961-1 74-07 7E PC$3.50/MF$2.25 


Study of the Electron Donor--Acceptor Properties of 
Diamagnetic Organic Molecules Via Positronium Reac- 


tions. 
CONF-730955-1 
ACHENBACH, E. 


Flow Through Bends of Circular Cross Section. 
JUL-1000-RB 74-12 18E PC$4.25/MF$2.25 


ACHENBACH, J. D. 
Reprint: Dynamic and Quasi-Static Extension of an In- 
terface Flaw. ri 
AD-770 912/4GI 74-03 1IF Reprint 
ACHENBACH, PAUL R. 
Reprint: Description of Equipment and Instrumenta- 
tion for a Field Study of a Total Energy System in an 
Apartment Development. 
COM-74-50614/8GI 74-18 10A Not available NTIS 
Reprint: Site Analysis for the Application of Total 
Energy Systems to Housing Developments. 
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Alkali Halide Crystals. 
COM-74-50696/5GI 
74-21 


AGARWALA, R. P. 


Fast Neutron Damage in Stainless Steels. 
BARC-661 74-04 11F PC$3.25/MF$2.25 


74-24 IF Reprint 


20L PC-GPO/MF$2.25-NTIS 


PA-8 


AGEE, ERNEST M. 


Severe Local Storms Research at Purdue University. 
COM-74-11098/2GI 74-16 4B PC$3.25/MF$2.25 


AGEE, JAMES K. 


Prescribed Fire Effects on Water Repellency, Infiltra- 

- and Retention in Mixed-Conifer Litter, Duff and 
oil 

PB-226 225/1GI 


AGERWALA, T. 


Comments on Capabilities, Limitations, and Correct- 
ness of Petri Nets. Report 26. 
COO-3288-26 74-07 9B PC$5.25/MF$2.25 


Survey of Techniques to Reduce/Minimize the Control 
Part/Rom of a Microprogrammed Digital Computer. 
COO-3288-30 74-13 9B PC$3.50/MF$2.25 


AGETON, ROBERT W. 


Hydraulic-Drive Drilling. 
PATENT-3 464 502 74-09 131 


AGEYEV, N. V. 


Interaction of Interstitial Impurities with Iron Sub- 
group Metals in as-Cast Molybdenum-Based Dilute 
Solid Solutions. 
N74-15189/5GI 


AGGARWAL, A. K. 


Modified Quasilinearization Algorithm for Optimal 
Control Problems with Nondifferential Constraints. 
Part 1, Theory, 

AD-772 SS9/1GI 74-06 12A PC$3.75/MF$2.25 


Modified Quasilinearization Algorithm for Optimal 
Control Problems with Nondifferential Constraints. 
Part 2. Examples, 

AD-772 560/9GI 74-06 12A PC$3.75/MF$2.25 


Some Numerical Results on Holt’s Two-Point Bounda- 
ry-Value Problem, 
AD-772 558/3GI 


AGGARWAL, J. K. 


Development of Thin-Film Probes for Velocity Mea- 
surements. 
N74-26830/1GI 74-20 20D PC$3.75/MF$2.25 


Finding the Edges of the Surfaces of Three Dimen- 
sional Curved Objects by Computer. 
PB-231 922/6GI 74-14 9B PC$4.75/MF$2.25 


Picture Processing Using One-Dimensional Implemen- 
tations of Discrete Planar Filters. 
AD-776 049/9GI 74-10 9B PC$3.75/MF$2.25 


Texas Biannual of Electronics Research Number 18. 
AD-781 139/1GI 74-17 9C PC$9.5S0/MF$2.25 


Texas Biannual of Electronics Research Number 19. 
AD-784 968/0GI 74-23 9C PC$7.50/MF$2.25 


Two-Dimensional Digital Filtering and Its Error Analy- 


74-05 2F PC$3.25/MF$2.25 


Not available NTIS 


74-09 11F PC$3.25/MF$2.25 


74-06 12A PC$3.75/MF$2.25 


sis. 
AD-780 653/2GI 74-17 9B PC$3.75/MF$2.25 
Two-Dimensional Digital Filtering and Its Error Analy- 


sis. 
PB-231 923/4GI 
AGGARWAL, SUMER C. 


Reprint: The Development and Evaluation of a Cost- 
Based Composite Scheduling Rule. 
AD-777 354/2GI 74-12 


AGGSON, JAMES R. 


Improvements in the Three-Component Borehole 

Deformation Gage and Overcoring Techniques. 

PB-234 137/8G1 74-20 81 PC$3.75/MF$2.25 
AGGSON, T. L. 


Magnetospheric Electric Field Measurements During 
Sudden Commencements. 


74-14 9D PC$3.75/MF$2.25 


12B_ Reprint 


N74-15064/0GI 74-09 4A  PC$3.75/MF$2.25 
AGGUS, J. 
Experimental Investigation of a Superconducting 


Niobium X-Band Deflecting Cavity and Suggestions 
for the Design of the Deflectors for a Superconducting 
RF Beam Separator at Nal. 


BNL-18292 74-06 20G PC$4.50/MF$2.25 
AGGUS, J. R. 

Eccentric RF Deflecting Structure. 

BNL-18520 74-13 20G PC$3.00/MF$2.25 


Measurements of Adsorption Isotherms and Pumping 
Speed of Helium on Molecular Sieve in 10 exp -11 to 
10 exp -7 Torr Range at 4.2 K. 

BNL-18092 74-02 20G PC$3.00/MFS2.25 


AGIN, J. 


Plan for a Computer-Based Consultant System. 
AD-782 261/2GI 74-19 SI PC$4.25/MF$2.25 


AGLITSKH, E. V. 
Diagnostics of Dense Laser Plasmas and Superdense 


Hot Plasmas, 
IPRS-61878 74-14 201 PC$3.75/MF$2.25 
AGNEW, CARSON E. 


ARPANET Management Study: 
Areas. 


New Application 





AD-783 508/S5GI 74-21 ISE PC$5.25/MF$2.25 

ARPANET Management Study: New Application 

Areas. 

AD-787 039/7GI 
AGNEW, ROBERT A. 


Reprint: Maximization of Long-Run Average Rate-of- 
Return by Stochastic Approximation. 
AD-784 507/6GI 74-22 


AGNONE, A 


Heat Conduction Controlled Combustion for Scramjet 
Applications. 
N74-29217/8GI 


AGOPIAN, K. G. 


Transonic Conical Flow. 
N74-30621/8GI 74-24 20D PC$4.75/MF$2.25 


AGOPIAN, KALOUST GREGORY 


Transonic Conical Flow, 
AD-784 985/4GI 74-23 20D PC$4.25/MF$2.25 


AGOSTINELLI, M 


Accuracy of Experimental Data and Significance of 
the Results. 
RT/FI-(73)10 


AGRANOVSKII, B. A. 


Dispersion Reiations for Averaged Amplitudes. 
ITF-73-152-P 74-16 20H PC$4.00/MF$2.25 


Integral Relations with Damping Function for Forward 
Scattering Amplitude. 
ITF-73-160-P 


AGRANOVSKII, K. YU. 
Radiocybernetic Methods for Controlling Marine Ob- 
jects, 
IPRS-62085 
AGRAWAL, A. K. 


Flow Transients in Clira and Tsmda. 
WARD-S5095 74-14 18E PC$3.00/MF$2.25 


AGRAWAL, B. L. 


A Direct Approach to the Design of Linear Multivaria- 
ble Systems. 
N74-27192/5GI 


AGRAWAL, J. P. 


Development of Seawater Membranes. Part I 
PB-230 706/4GI 74-11 7A PC$7.00/MF$2.25 


Development of Seawater Membranes. Part II. 
PB-230 707/2GI 74-11 7A  PC$7.25/MF$2.25 


AGRAWAL, JAGANNATH P. 


74-26 9B PC$7.00/MF$2.25 


12B Reprint 


74-22 21B PC$3.75/MF$2.25 


74-04 20B PC$5.50/MF$2.25 


74-16 20H PC$4.00/MF$2.25 


74-16 133 PC$8.50/MF$2.25 


74-20 12A_ PC$S5.75/MF$2.25 


Reprint: Low Bit Rate Differential PCM for 
Monochrome Television Signals. 
AD-777 370/8GI 74-12. 17B Reprint 


AGRAWAL, K. M. 
The Solution of Transcendental Equations. 


N74-20170/8GI 74-14 12A  PC$3.75/MF$2.25 
AGRAWAL, P. 

Antennas with Solid State Circuitry. 

AD-893 437/4GI 74-13 9E PC$S.75/MF$2.25 


AGRAWAL, R. M. 


X-Ray Fluorescence Analysis of Low Alloy Steels for 
Mo, Cu, Ni, Man, Cr, and V. 
BARC-699 74-23 7D PC$4.00/MF$2.25 
X-Ray Fluorescence Determination of Trace Impurities 
NB, Fe, Ma, and Ti in High Purity TA sub 2 O sub 5 
and K sub 2 TAF sub7. 
BARC-698 
AGRAWAL, S. C. 
Reprint: On Mixed Integer Quadratic Programs. 
AD-784 504/3GI 74-22 12B Reprint 
AGRAWALA, ASHOK K. 
Learning with Various Types of Teachers. 
AD-778 416/8GI 74-14 $3 PC$3.25/MF$2.25 


On Models for Line Detection. 


74-23 7D PC$4.25/MF$2.25 


PB-226 170/9GI 74-04 6P PC$3.75/MF$2.25 
Pattern Recognition. 
AD-778 940/7GI 74-14 9B PC$3.75/MF$2.25 


AGREEN, R. W. 


Dynamic Techniques for Studies of Secular Variations 

in Position from Ranging to Satellites. 

N74-27351/7GI 74-20 8E PC$3.75/MF$2.25 
AGRELL, N. 

Calculation of Pressure Distributions for a Wing at 

High Subsonic Speed. 

N74-31423/8GI 
AGRINSKI, K. M. 


Coordinated Use of General Purpose Computers 
(UVM) for Hydromines--Translation. 
AD-777 657/8GI 74-12 81 
AGUAYO, EDUARDO 


Course Keeping with Automatic Control. 
AD-773 069/0GI 74-06 13) PC$S.25/MF$2.25 


74-25 1A PC$3.75S/MF$2.25 


PC$3.25/MF$2.25 





AGUDO, E. G. 


X-Ray Fluorescence by Radioisotopic Excitation: A 
oumae Analysis Technique. 
IEA-330 74-25 7D PC$4.00/MF$2.25 


AGUILAR, ANDRES 


The Patrimonial Sea or Economic Zone Concept, 
COM-74-11276-03/GI 
74-21 SD 


AGUILAR-MARTIN, J. 


Stochastic Processes and Dynamic — ead Processus 
Stochastiques et Systemes Dynamique 
N73-33519/2GI 7402 112A PCS4. 75/MF$2.25 


AGUIRRE-PUENTE, J. 


Experimental Method of Classifying Soils According to 
the Extent to Which They Break up on Freezing-- 
Translation. 

AD-769 719/6GI 74-01 8M PC$3.25/MF$2.25 


Simulation Study of the Effects of Frost upon 

Highway Pavements and Supporting Ground--Transla- 

tion. 

AD-769 720/4GI 74-01 13B PC$3.75/MF$2.25 
AGULLO-LOPEZ, F. 


Image Storage Tube. Components Assessment. F- 
Center Colored Alkali Halide Films as Potential Image 
Storage Targets. 


(Order as COM-74-11276) 


N74-32907/9GI 74-26 9A PC$4.25/MF$2.25 
AGULOV, L. I. 

A Refractory Material--Translations. 

AD-784 851/8GI 74-23 11B PC$3.25/MF$2.25 


AGURAIYUYA, R. 
A Study of the Effect of Radio-Frequency and 
Microwave Electromagnetic Fields on the Enzyme- 
Substrate Reaction in Aqueous Solutions and Organic 
Solvents, 
JPRS-62537 


AGUS, ROBERT 


Legislative Commitment to housing, 
PB-229 887/SGI 74-10 3B PC$3.75/MF$2.25 


AHEARN, D. G. 


The Microbial Degradation of Oil Pollutants, 
COM-74-11013/1GI 74-16 13B PC$9.50/MF$2.25 
Reprint: Degradation of Crude Oil by Yeasts and Its 
Effects on ‘Lesbistes reticulatus’. 
COM-74-11013-30/GI 

74-16 13B (Order as COM-74-11013) 
Reprint: Microbial-Facilitated Degradation of Oil: A 
Prospectus. 
COM-74-11013-01/GI 

74-16 13B (Order as COM-74-11013) 
Reprint: The Impact of Oil on Marshland Microbial 
Ecosystems. 
COM-74-11013-22/GI 

74-16 13B 


AHERN, WILLIAM R. 


Energy Alternatives for California: The Current Crisis. 
I. The Impact of Arab Oil Export Policies on the 
California Energy System, 

AD-786 645/2GI 74-25 21D PC$3.25/MF$2.25 
Federal Leasing of Areas Seaward of Los Angeles and 
Orange Counties for Oil and Gas Development: Major 


Implications, 
AD-786 868/0GI PC$3.25/MF$2.25 
AHIQUIST, C. N. 


Reprint: The Influence of Light on Crack Propagation 
in Cadmium Telluride. 
AD-773 235/7G1 


AHLBERG, J. HAROLD 


Sphere-Like, Torus-Like, and Other Spline Surfaces. 
AD-772 616/9GI 74-06 12A_ PC$3.75/MF$2.25 


AHLFELD, C. E. 


Application of Space--Time Diffusion Theory to Sub- 
critical Pulsed Neutron Experiments. 


74-21 6A PC$3.25/MF$2.25 


(Order as COM-74-11013) 


74-25 81 


74-07 20L Reprint 


DP-MS-72-46 74-02 18K PC$3.25/MF$2.25 
Use of exp 252 CF for Reactivity Monitoring 
DP-MS-71-41 74-02 18D PCS3 0 00/MF$2. 25 


AHLFELD, T. E. 
Reprint: Alkane Degradation in Beach Sands. 
COM-74-11013-20/GI 
74-16 13B (Order as COM-74-11013) 
Reprint: The Relative Changes in n-Alkane Composi- 
tioa in Surface Water Slicks. 
COM-74-11013-24/GI 
74-16 13B 
AHLPORT, BOYCE T. 


Bond Improvement Program for Harry Diamond 


Laboratories. 
AD-782 886/6GI 74-20 9E PC$4.25/MFS$2.25 


AHLQUIST, C.N. 


Reprint: The Yield Strength of Polycrystalline CdTe as 
a Function of Grain Size. 
AD-782 402/2GI 


(Order as COM-74-11013) 


74-19 20L Reprint 


AHLQUIST, C. NORMAN 


Electrical, Optical and Mechanical Behavior of 
Photoconducting II-VI Compound Semiconductors. 
AD-771 015/SGI 74-04 20L PC$3.25/MF$2.25 


Reprint: Influence of Dislocations on Electrical Con- 


ductivity of CdTe. 
AD-782 830/4GI 74-20 20L Reprint 


AHLSTON, A. T 


A Study of the Deformation Parameters of Kaolin. 
PB-234 807/6GI 74-21 8M PC$3.25/MF$2.25 


AHLSTROM, ELBERT H. 


Reprint: Role of Larval S 
tions of Marine Teleosts: 


Study. 
COM-74-50282-02-09/GI 
74-18 6C 


AHLSTROM, HARLOW G. 


Laser Heating for High Enthalpy Facilitie: 

AD-783 208/2GI 74-20 14B PCS3. 75/MF$2.25 
AHLUWALIA, D. S. 

Reprint: Asymptotic Theory of Propagation in Curved 


and Nonuniform Waveguides. 
AD-780 073/3GI 


AHLUWALIA, DALJIT S. 
Reprint: Elastic Waves Produced by Surface Displace- 


ments. 
AD-776 434/3GI 74-11 20K Reprint 


Reprint: Uniform Asymptotic Solution of Eigenvalue 
Problems for Convex Plane Domains. 
AD-780 173/1GI 74-16 


AHLUWALIA, H. S. 


Pilot Plant Studies on the Production of a Titani- 
um Sponge from Pure Titanium Tetrachlorid 
BARC-683 74-09 11F PCS$4: (00/MFS2. 25 


AHMAD, I. 
Development of High Strength Filament Reinforced 


Superalloy Composites. 
AD-776 346/9GI 74-11 11D PC$4.25/MF$2.25 


Reprint: A Continuous CVD Process for Coating Fila- 
ments with Tantalum Carbide. 
AD-784 502/7GI 


AHMAD, IBRAHIM 


Measuring Affinity of Distributions, 
AD-773 354/6GI 74-07 12A  PC$3.25/MF$2.25 


AHMAD, K. K. 


Reprint: Cytochemistry of Polymorphonuclear Neutro- 
phils in Schistosomiasis. 
AD-773 157/3GI 


AHMED, A 


Reprint: Lymphocyte Activation in Subacute Scleros- 
ing Panencephalitis Virus and Cytomegalovifus Infec- 
tions. (In vitro Stimulation in Response to Viral-In- 
fected Cell Lines). 
AD-773 680/4GI 


AHMED, AFTAB 


Reprint: Demonstration of a Blocking Factor in the 
Plasma and Spinal Fluid of Patients with Subacute 
Sclerosing Panencephalitis. 

AD-780 413/1GI 74-16 6E Reprint 


Reprint: Differential Susceptibility of Murine T and B 
Lymphocytes to Freeze--Thaw and Hypotonic Shock. 
AD-781 049/2GI 74-17 6E Reprint 


Reprint: Effect of Exogenous and Endogenous Glu- 
cocorticosteroids on the ‘in vitro’ Stimulation of 
Lymphocytes from Sedated and Awake-Restrained 
Healthy Baboons. 

AD-778 049/7GI 74-13 60 Reprint 


Reprint: Specific Murine B-Cell Activation by 
Synthetic Single and Double Stranded Polynucleotides. 
AD-774 $42/5GI 74-08 6P Reprint 


Reprint: Use of Microculture Plates and the Multiple 
Automated Sample Harvester for in vitro Microassay 
of Bacterial Toxins. 
AD-787 234/4GI 


AHMED, AFTAB A. 


Reprint: In vitro Stimulation of Murine Spleen Cells 
using a Microculture System and a Multiple Automated 
Sample Harvester. 
AD-773 109/4GI 


AHMED, M. 
Reprint: Thermal Positive Ions in the Dayside Polar 
Cusp Measured on the ISIS | Satellite. 
AD-770 201/2GI 74-02 4A_ Reprint 
AHMED, O. 
Observation and Measurement of Cavitation Nuclei 
Using Coulter Counter and Laser Light Scattering in 
ps omg and Multiphase Flow Lab. at University of 


PB- PB.229 772/91 20D PC$3.25/MF$2.25 


es in Systematic Investiga- 
he Myctophidae, A Case 


(Order as COM-74-50282-02) 


74-16 20A Reprint 


12A_ Reprint 


74-22 11C Reprint 


74-06 6E Reprint 


74-07 6E Reprint 


74-26 6M Reprint 


74-06 6E Reprint 


74-11 


AHMED, O. S. M. 


Cavitation Threshold and Superheat in Various Fluids. 


AICHER, W. 


PB-228 096/4GI 74-10 20D PC$3.75/MF$2.25 
Gas Nuclei Spectra and Cavitation Inception in Ventu- 


ri. 
PB-226 830/8GI 
AHMED, OSMAN S. M. 
A New Technique for the Measurement of Cavitation 


Nuclei Spectra. 
PB-228 020/4GI 


AHMED, S. B. 


Index of the Composite Environment (Ice): A Basis 
for Evaluating Environmental ney of Electric 
Power Generating Plants in Response to Ne 
ORNL-TM-4492 74-13 13B PCS6. 
AHMER, J. F. 
Reprint: The Exterior Neumann Problem for the Helm- 
holtz Equation. 
AD-773 147/4GI 


AHMY, A. A. 


Stress-Optical Behavior of Inorganic Glasses. 
AD-770 534/6GI 74-02 11B PC$3.25/MF$2.25 


AHN, S. 


Reprint: Solution of the Percus-Yevick Equation for 
the Widom-Rowlinson Model. 
AD-772 576/SGI 


AHN, SAEYOUNG 


Reprint: Results of Percus-Yevick Approximation for a 
Binary Mixture of Hard Spheres with Nonadditive 
Diameters: R(Subscript 11) = R(Subscript 22) =0, 
R(Subscript 12) is Greater than 0. 
AD-780 165/7GI 


AHNBERG, D. 


Localization of Left-to-Right Shunts by Radionuclide 

Angiocardiography (Rac). 

CONF-740708-26 74-24 6E PC$4.00/MF$2.25 
AHNELL, J. E. 


Evidence for Doubly Charged oo pearl me Ions 
from Electron Bombardment of CF sub 
COO-3283-6 74-04 7D PCs3: oOMFS2.. 25 


AHNER, JOHN F. 


Low-Frequency Propagation in = Composite Region 
of a Wedge and Two Parallel Plate 
AD-775 $87/9GI 74-10 20N- PC$3.25/MF$2.25 


AHNER, R. O. 


A Comparison of the Location Refinement Techniques 
in the SDAC/LASA Event Processor. 
AD-774 457/6GI 74-08 173 PC$3.75/MF$2.25 


LASA Regional Travel-Time Corrections and As- 
sociated Nodes. 
AD-774 458/4GI 


AHRENS, J. H. 
Acceptance-Rejection Techniques for Sampling from 


The Gamma and Beta Distributions. 
AD-782 478/2GI 74-19 12A PC$3.75/MF$2.25 


AHRENS, T. J. 
Holographic Study of Rock Specimens Under Uniaxial 


and Triaxial Loads 
AD-784 433/SGI 74-22. 8G PC$4.25/MFS$2.25 


AHRENS, THOMAS J. 


Determination of the Effect of Pressure on the Molar 
Volumes of Ferromagnesian Olivine by X-Ray Diffrac- 


tion. 
AD-771 169/0GI 74-04 8G PC$3.25/MFS2.25 


Reprint: A Spectrographic Interpretation of the Shock- 
Produced Color Chai in Rhodonite (MnaSiO3): The 
Shock-Induced Reduction of Ma(III) to Ma(Il). 

AD-786 295/6GI 74-25 8G Reprint 


Reprint: Petrologic Properties of the Upper 670 Km of 

the Earth's Mantle; Geophysical Implications. 

AD-770 868/8G1 74-03 8G 
AHRWEILLER, M 


Automation of Measurements Concerning Metastable 
Particles Using a Small Computer. 
CEA-CONF-2348 74-06 7D PC$3.00/MFS2.25 


Automation of Measurements Concerning Metastable 

Particles Using a Small Computer. 

N74-20343/1GI 74-14 18D PC$3.25/MF$2.25 
AHSANULLAKH, M. 

Reprint: Simplified Estimates of the Parameters of the 

Double Exponential Distribution Based on Optimum 


Order Statistics from a Middle-Censored Sample. 
AD-777 630/SGI 74-12 12A_ Reprint 


AIBA, T. 
On Liner Heat Transfer of Gas Turbine Combustors. 
N74-20438/9GI 74-14 21E PC$3.75/MF$2.25 

AICHER, W 
Experimental Oscillation and Damping Investigations 
of Cables and Cable Nets Experimentelle Schwin- 
gungs- und Daempfungsuntersuchungen an Seilen und 
Seilnetzen. 
N74-21553/4GI 


74-06 20B PC$3.75/MF$2.25 


74-09 20D PC$7.00/MF$2.25 


S/MF$2.25 


74-06 12A_ Reprint 


74-06 7D Reprint 


74-16 7D Reprint 


74-08 173 PC$3.75/MF$2.25 


Reprint 


74-15 20K PC$3.7S/MFS2.25 


PA-9 





AICHER, W. 


Oscillation Stability of Internally and Externally 
Notched Plane Bars of Equal Form Factor from 
3.4364.7 (7075-T6) Schwingfestigkeit Innen- und Aus- 
sengekerbter Flachstaebe Gleicher Formzahi’ Aus 


3.4364.7 (7075-T6). 
N74-21554/2G1 74-15 20K PC$3.75/MF$2.25 
AIDALA, DWAIN A. 


Survey of Electromagnetic and Seismic Noise Related 
to Mine Rescue Communications. oo L. Emergen- 
cy and Operational Mine Communication 

PB. 235 069/2GI 74-23 81 PCSI2. 25/MF$2.25 


AIDALA, PAUL V. 
Lateral Stability of a Dynamic Ram Air Cushion Vehi- 


cle. 
PB-236 516/1GI 74-26 13F PC$4.25/MF$2.25 


AIDALA, VINCENT J. 
The Utilization of Data Measurement Residuals for 


Adaptive Kalman Filtering. 
AD-776 218/0GI 74-10 12A  PC$3.75/MF$2.25 
AIDELBERG, J. 


Growth of Barium Ferrite for Magnetic Optical 
Devices. 
AD-786 666/8GI 


AIELLO, LUIGIA 


LCFsmall: an Implementation of LCF. 
AD-786 723/7GI 74-25 9B PC$3.75/MF$2.25 


The Semantics of PASCAT. in LCF. 
AD-787 631/1GI 74-26 9B PC$4.75/MF$2.25 


AIELLO, MARIO 
The Semantics of PASCAL in LCF. 


74-25 20B PC$3.75/MF$2.25 


AD-787 631/1GI 74-26 9B PC$4.75/MF$2.25 
AIELLO, R. A. 

Nasa Lewis 8 by 6 Foot Supersonic Wind Tunnel. 

N74-25789/0GI 74-19 14B PC$3.25/MF$2.25 


AIGELTINGER, E 
Reprint: Third-Stage Sintering of Carbonyl Iron 
Powder. 
AD-786 996/9GI 74-25 11F Not available NTIS 
AIGNER, A 
The Influence of a Zero-Calorie Diet on Cardiac Per- 
formance in Overweight Women with Normal Circula- 
tory Systems. 
N74-30469/2GI 
AIHARA, S. 


Dense Relativistic Electron Plasma by Electron 
Cyclotron Heating and Adiabatic Compression. 
N74-19345/9GI 74-13, 201 =PC$3.25/MF$2.25 
AIKAWA, H. 


Anisotropy of Electron Distribution Function of after- 
Glow Plasma Generated by Electron Cyclotron 
Resonance Heating and Confined in Magnetic Mirror 


Field 
74-25 201 PC$3.25/MF$2.25 


74-24 6P PC$3.25/iMF$2.25 


IPPJ-175 


Anisotropy of Electron Distribution Function of after- 
Glow Plasma Generated by Electron Cyclotron 
Resonance Heating and Confined in Magnetic Mirror 


Field. 
N74-19339/2GI 74-13 201 PC$3.25/MF$2.25 


Dense Relativistic Electron Plasma by Electron 

Cyclotron Heating and Adiabatic Compression. 

N74-19345/9GI 74-13 201 + PC$3.25/MF$2.25 
AIKAWA, MASAMICHI 


Cytochemistry of Malaria under Treatment, 
AD-782 905/4GI 74-20 6E PC$3.75/MF$2.25 


AIKEN, EDWIN W. 


A Fixed-Base Ground Simulator Study of Control and 

Display Se amas for VTOL Instrument Landings 

with a Decelerating Approach to a Hover. 

AD-774 750/4GI 74-08 1B PC$4.75/MF'$2.25 
AIKEN, MICHAEL 


The Coordination of Services for the Mentally Re- 
tarded: A Comparison of Five Community Efforts. 
PB-235 014/8GI 74-21 SK PC$S.75/MF$2.25 


AIKEN, T. N 


Aerodynamic and Noise Measurements on a Quasi- 
Two Dimensional Augmentor Wing Model with Lobe- 
Type Nozzles. 

N74-13719/1GI 74-08 1C PC$4.75/MF$2.25 


Aerodynamic Characteristics of a Large-Scale Model 
_ v2 Swept Wing and a Jet Flap Having an Expanda- 
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N74-18925/9GI 74-13 1A PC$3.75/MF$2.25 


Calculation Procedures for Potential and Viscous Flow 
Solutions for Engine Inlets. 
N73-33184/SGI 7402 1A PC$3.75/MF$2.25 


Comparison of Predicted and Measured Low-Speed 
Performance of Two 51 Centimeter-Diameter Inlets at 
Incidence Angle. 

N74-10026/4GI 74-04 21E PC$3.75/MF$2.25 


Computer Program for Calculating Laminar, Transi- 
tional, and Turbulent Boundary Layers for a Com- 
pressible Axisymmetric Flow 

N74-25807/0GI 74-19 20D PC$6.25/MF$2.25 


Effect of Subsonic Inlet Lip Geometry on Predicted 
Surface and Flow Mach Number Distributions. 
N74-11812/6GI 74-06 21E PC$4.25/MF$2.25 


183. PC$3.50/MF$2.25 


74-25 4B PC$S5.25/MFS$2.25 


PA-12 


Low-Speed Wind Tunnel Tests of a 26 ~~ Cina 
(20-in.) 1.15-Pressure-Ratio Fan Engine M 
N74-27277/4G1 74-20 21E Poss. TSIMES2. 25 


ALBERS, L. U. 
——— of Boundary Integral Method to 
stoplastic Analysis of V-Notched BEAMS. 


N74-21551/8G1 74-15 20K PC$3.75/MF$2.25 


Sound Radiation from a High Speed Axial Flow Fan 
Due to the Inlet Turbulence Quadrupole Interaction. 
N74-25534/0GI 74-19 20A PC$3.75/MF$2.25 


ALBERS, N. 


Sas Simulation of a Spherical Langmuir Probe. 
SU-IPR 74-10 201 PC$3.25/MF$2.25 


ALBERT, ENOCH H. 
Perception and Effects on Locomotor Activity in 
American Eels and Atlantic Salmon of Extremely Low 
Frequency Electric and Magnetic Fields. 
AD-778 021/6GI 74-13. 6R PC$4.25/MF$2.25 
ALBERT, FRANKLYNN B. 
Goals for Joliet. 
PB-226 739/1GI 
ALBERT, P. 


Determination of Nitrogen in Refractory Metals. Its 

Technological and Economic Importance. 

EURISOTOP-90 74-21 7D PC$6.75/MF$2.25 
ALBERT, R. E. 


Proliferation of Early Tumor Foci in Irradiated Rat 
Skin. Period Covered: August 1, 1973--July 31, 1974. 
COO-3380-13 74-21 6R PC$4.25/MF$2.25 


Tumorigenic Action of beta, Proton, alpha, and Elec- 
tron Radiation on Rat Skin. Progress Report, August |, 


1972--July 31, 1973. 
COO-3380-10 74-02 6R PC$3.25/MF$2.25 


Tumorigenic Action of beta, Proton, alpha, and Elec- 

tron Radiation oa the Rat Skin. Progress Report, Au- 

gust 1, 1973--July 31, 1974. 

COO-3380-16 74-21 
ALBERTINE, J. R. 

Atmospheric Measurements Program. 

AD-784 374/1GI 74-22 20E PC$4.25/MF$2.25 


An Azimuth Determination System Using the Navy 


Navigation Satellites. 
AD-784 375/8GI 17G_ PC$4.75/MF$2.25 


ALBERTSEN, N. D. 
A Survey of Techniques for the Analysis and Design 
of Submerged Mooring Systems. 
AD-786 487/9GI 74-25 133 PC$3.75/MF$2.25 
ALBERTSON, MAURICE L. 
Metropolitan Water Intelligence Systems. 
PB-235 532/9GI 74-23 13B PC$8.75/MF$2.25 
ALBING, HENRY 
Boating Accident Investigations 1972. Part II. Capsiz- 
ing and Swamping 
AD-785 291/6GI 
ALBRECHT, BRUCE A. 
The Large-Scale Response of the Tropical Atmosphere 


to Radiative Heating. 
PB-231 779/0GI 74-15 4B PC$4.75/MF$2.25 


ALBRECHT, C. 


Technology of Large Superconducting Magnets for 

High Energy Physics Technologie | en ae 

Grossmagnete fuer die Hochenergiephysik 

N74-11291/3GI 74-05 9A PCS5.75/MFS2.25 
ALBRECHT, H. J. 

Flight Measurements in North Atlantic and African 

Regions of Marginal Satellite Visibility. 

N74-16902/0GI 74-11 17B PC$3.75/MF$2.25 
ALBRECHT, JAMES C. 

Alterations in the Hydrologic Cycle Induced by Ur- 

banization in Northern New Castle County, Delaware: 

Magnitudes and Projecti 

PB-232 153/7GI 
ALBRECHT, K. F. 

Neutral Kaon Regeneration on Carbon in the Momen- 

tum Region of 16 to 40 Gev/C. 

JINR-E1-7353 7407 20H PC$3.00/MFS$2.25 


Study of the Form Factors in the K/sub mu 3/ exp 0 


Decays. 
KFKI-73-46 74-07 20H PC$3.50/MF$2.25 
ALBRECHT, P. R. 


Testing and Evaluation of Solid Lubricants for Gas 

Bearings. 

N74-28955/4GI 
ALBRECHT, PEDRO A. 

Fatigue Strength of Steel Beams with Welded Stif- 

feners and Attachments. 

PB-236 060/0GI 74-26 13B PCS$4.75/MFS2.25 
ALBRECHT, R. W. 


Ultrasonic Holography Through Metal Barriers. 
UNL-71 74-10 14E PCS$3.75/MFS$2.25 


74-06 13B PC$3.75/MF$2.25 


6R PC$4.00/MF$2.25 


74-22 


74-23 13L PC$7.S0/MF$2.25 


ions. 
74-14 8H PC$3.75/MF$2.25 


74-22 131 =PC$S.75/MFS2.25 





ALBRECHT, ROBERT M. 


The Use of Panelists as Substitutes for Taxicab 
Drivers in Carbon Monoxide Exposure. 
PB-228 783/7GI 74-09 6A PC$3.75/MF$2.25 


ALBRECHT, WILLIAM J. 


Method of Recovering Microbial Polysaccharides from 
Their Fermentation Broths. 
PATENT-3 119812 74-18 7A Not available NTIS 


Production of Vegetable Protein Beverage Base. 
PATENT-3 639 129 74-17 6H Not available NTIS 


ALBRIGHT, C. E. 


Thermal Compression Bonding of Copper. 
SLA-73-568 74-11 LF PC$3.25/MF$2.25 


ALBRIGHT, M.L. 
Reprint: An Examination of eon ag res anes Tis- 
sue Subjected to Radio-Frequency Irradia 
AD-787 822/6GI 74-26 6R PCS3. 3.25/MFS2. 25 
ALBRIGHT, NORMAN W. 


Reprint: Stabilization of lon Acoustic Waves by Elec- 
tron Trapping. 
AD-782 367/7GI 


ALBRITTON, D. L. 


Investigations of Atmospheric lon-Neutral Processes. 
AD-773 097/1GI 74-06 4A PC$3.25/MF$2.25 


Investigations of Atmospheric Ion--Neutral Processes. 


74-19 201 Reprint 


Final Report. 
DNA-3211-F 74-11 4A PC$4.00/MF$2.25 
Reprint: Calculation of Centrifugal Distortion Con- 


stants for Diatomic Molecules from RKR Potentials. 
COM-74-10139/5GI 74-05 7D Reprint 


Reprint: Calculation of High-Order Rotational Cen- 
trifugal-Distortion Matrix Elements for a Hund's Case 
(a) Basis Set. 

COM-74-10443/1GI 


ALBRITTON, DANIEL L. 
Reprint: Measurement of the Rate Coefficient of Reac- 
tions H(+) + 2H2 yields H+) + H2 and D(+) + 2D2 
yields D3(+) + D2 in a Drift Tube Mass Spectrometer. 
AD-774 184/6GI 74-08 7D Reprint 
Reprint: Mobilities and Longitudinal Diffusion Coeffi- 
cients of Mass-Identified Hydrogen Ions in H2 and 


Deuterium Ions in D2 Gas. 
AD-772 044/4G1 


ALBU, M. 
Geometrical Efficiency for the Triggered High Pres- 
sure Streamer Chamber of the Jinr. 
JINR-E1-7567 74-12 18D PC$3.00/MF$2.25 
ALCALA RUIZ, F. 


Calculations of Changes in Reactivity During Some 

Regular Periods of Operation of Jen-1 MOD Reactor. 

JEN-266 74-08 18K PC$5.00/MFS$2.25 
ALCORN, MARION EVERET 


Available Potential Energy in Numerical Ocean Circu- 

lation Models. 

AD-787 372/2GI 
ALDABAEV, L. }. 

The Effect of Solid Oxidant Additives on Diffusion 

Burning of Polymers in Air, 

AD-770 476/0GI 74-02 21B PC$3.25/MFS$2.25 
ALDEA, L. 


Analysis of Secondary gamma Rays 
Resonance Neutron Capture in exp 147 SM. 


74-09 7D Reprint 


74-05 7D Reprint 


74-26 8C PC$4.25/MF$2.25 


Following 


JINR-P3-7885 74-23 20H PC$4.00/MFS$2.25 
ALDER, B. J 

Computations in Statistical Mechanics. 

UCID-16508 74-21 203 + PCS$6.75/MFS$2.25 


ALDER, JOHN E. 


Lidar Observations of Sierra Wave Conditions. 
AD-784 347/7GI 74-22. 4B PCS3.75/MF$2.25 


ALDER, R. S. 
Experiment Data Report for Semiscale System Coun- 


tercurrent Flow Tests. 
ANCR-1151 74-25 181 PC$10.60/MFS$2.25 


Experiment Data Report for 1-1/2-Loop Semiscale 
System Isothermal Test 1011. 
ANCR-1146 74-16 181 PC$S.45/MF$2.25 


Experiment Data Report for 1-1/2- wy? ante 
System Isothermal Tests 1001, 1002, and | 
ANCR-1148 74-21 181 POSS 4S/MFS2. 25 


Experiment Data Report for 1-!/2-Loop Semiscale 
System Isothermal Tests 1004 and 1006. 
ANCR-1144 74-16 18E PC$S5.45/MF$2.25 


Experiment Data Report for 1-1/2-Loop Semiscale 

System Isothermal Tests 1008 and 1010. 

ANCR-1145 74-16 18E PC$S.45/MF$2.25 
ALDERFER, CLAYTON P. 


The HERWEGA Effect in Organizational Change. 
AD-787 844/0GI 74-26 $3 PC$3.25/MF$2.25 





Learning from Changing: An Application of Open 
Systems Theory to Organizational Diagnosis and 


Change. 
AD-771 423/1GI 74-04 SK PC$11.25/MF$2.25 
ALDES, JOHN H. 

Comprehensive Rehabilitation and the Vocational Ad- 

justment of Cardiac OASDI Recipients. 

PB-234 817/SGI 74-20 6E PC$4.75/MF$2.25 


ALDREDGE, JOANNE L. 
Reprint: Variations of Heart Rate During Sleep as a 


Function of the Sleep Cycle. 
AD-771 277/1GI 


ALDRICH , HAROLD B. 
IBCS (Integrated Battlefield Control System): Auto- 


mated Displays. 
AD-784 611/6GI 


ALDRICH, J. G. 
Energy Systems for Implanted Circulatory Assist 
Devices (H-Pump Program). 
PB-232 182/6GI 74-15 6L PC$S.25/MF$2.25 
ALDRICH, N.C. 


Development and Performance of IR Detectors in the 
1.5 to 2.4 Micrometer Region That Operate at 240 K. 
N74-25957/3GI 74-19 17E PC$7.25/MF$2.25 


ALDRICH, RICHARD W. 
Semiconductor-Insulator Surface Studies in GE and 


GASB. 
AD-916 715/6GI 


ALDRICH, ROBERT C. 
Inventory of Forest and Rangeland and Detection of 


Forest Stress. 
E74-10127 74-05 2F PC$3.25/MF$2.25 


Inventory of Forest and Rangeland and Detection of 
Forest Stress. 
£74-10306 74-09 2F PC$3.75/MF$2.25 


Inveatory of Forest and Rangeland and Detection of 
Forest Stress. 
E74-10404 74-12 2F PC$3.25/MF$2.25 


Inventory of Forest and Rangeland Resources, Includ- 
ing Forest Stress. 
E74-10296 74-08 2F PC$3.25/MF$2.25 


Inventory of Forest and Rangeland Resources, Includ- 
ing Forest Stress. 


74-04 6P Reprint 


74-22, 1SC PC$8.50/MF$2.25 


74-14 17E PC$3.75/MF$2.25 


E74-10769 74-26 2F PC$3.25/MF$2.25 
ALDRIDGE, J. P. 
Reprint: Measurement of Absolute Total Scattering 


Cross Sections for Neon, Argon, and Oxygen. 
AD-771 507/1GI 7404 7D Reprint 


ALDRIDGE, M. D. 
Analysis of Communication Systems in Coal Mines. 
PB-225 862/2GI 74-04 17B PC$5.75/MF$2.25 
ALDUAN, F. A. 


Spectrographic Determination of Boron and Silicon in 
Uranium Tetrafluoride: Study of the Chemical Reac- 
tions in the Electrode Cavity when Zno Is Used as a 
Uranium Excitation Suppressor. 

JEN-269 7408 7D PC$3.00/MF$2.25 


ALEBASTROV, V. A. 


Causality in the Quantum Field Theory with the Non- 
local Interaction. 
JINR-P2-7572 


ALEEM, M. I. H. 


Metabolic Capabilities of Sulfur Oxidizing Bacteria and 
Their Role in Water Pollution. 
PB-236 813/2GI 74-26 6M PC$S.75/MF$2.25 


ALEKEEV, YU. N. 
A Study of the Stressed-Strained State of Metal during 
ae - heed of Lateral Corrugations in Rollers--Trans- 
AD. 769 $65/3GI1 13H = PC$3.25/MF$2.25 
ALEKSAKHIN, R. M. 


Radiobiology and Radioecology of Farm Animals. 
AEC-tr-7523 74-16 6R PC$7.60/MF$2.25 


ALEKSAKHIN, YU. I. 
Impedance of an Electron Ring Screened with Internal 
Coaxial Cylinder. 
JINR-P9-7357 74-06 20G PC$3.25/MF$2.25 


Reflection of Moving Charges and Currents in Metal. 
UCRL-Trans-1506 74-13. 20C =PC$3.50/MF$2.25 


Screening of Quasistationary Magnetic Fields by Thin 


Metallic Plates. 
JIN R-P9-7786 74-20 20G PC$4.50/MF$2.25 


Stability of Coherent Oscillations of an a Ring 
in Resonator. Part I. Azimuthal Oscillation: 
UCRL-Trans-1507 74-14 20G PCSé. 25/MF$2.25 


Stability of Coherent Oscillations of an Electron Ring 
in Resonator. Part II. Transverse Oscillations. 
UCRL-Trans-1508 74-12, 20G = PC$4.00/MF$2.25 


74-14 203 PC$3.75/MF$2.25 


74-01 


ALEKSAN, Z 


Electrochemical and Radiolytic Investigation of Water 

and the Role of Ph Determination in Water--Water 

Reactors with Large Neutron Flux. 

IFA-FR-116-1973 74-14 18E PC$4.00/MF$2.25 
ALEKSANDROV, A. A. 


Decay of exp 160 HO Isomers and Properties of exp 


160 Dy. 

JIN R-P6-8005 74-25 20H PC$4.25/MF$2.25 
Exp 158 HO Radiation. 

JIN R-P6-8000 74-24 20H PC$4.00/MF$2.25 
Gamma-Radiation of exp 160 HO. 

JIN R-P6-7897 74-24 20H PC$4.00/MF$2.25 


The Thermodynamic Properties of Air--Translation. 
AD-784 838/5GI 74-23 4A PC$3.25/MF$2.25 
ALEKSANDROV, B.N. 


Electrical Resistance of ane and Potassium at 

Helium Temperatures--Trax slatio 

AD-773 870/1GI 74-07 201. PC$3.25/MF$2.25 
ALEKSANDROYV, E. A. 


Results from Research on Processes of Cloud Forma- 
tion in Chambers--Translation. 
AD-776 747/8GI 74-11 


ALEKSANDROV, K. A. 


Natural Circulation in Parallel Channel Systems of 
Nuclear Power Plants. 
SRARI-P-191 


ALEKSANDROV, L. 


Program for Solving Non-Linear Systems of Equations 
on the Basis of Regularization Iteration Processes by 
Gauss--Newton. 

JINR-PS-7259 74-02 12A_ PC$S5.75/MF$2.25 


Regularization of the Iteration Processes of the New- 


ton Type. 

JINR-PS-7258 74-08 12A PC$3.50/MF$2.25 

Search for the Bose-Condensate in He-II. 

JINR-P4-7895 74-22 20M PC$4.00/MF$2.25 
ALEKSANDROV, N. L. 

Dry, Live, Aerosol Anthracic Vaccine--Translation. 

AD-781 964/2GI 74-19 6M PC$3.25/MF$2.25 

Dry Live Aerosol Anthrax Vaccine--Translation. 

AD-779 661/8GI 74-15 6M PC$3.25/MF$2.25 
ALEKSANDROV, V. S. 


High Precision Measurements of the Energies and the 
Intensity of the gamma -Rays with Ge(Li)-Detectors. 
JINR-P6-7308 74-07 18D PC$3.00/MF$2.25 


Measurement of Pulse Magnetic Field Distortions and 

Energy Loss in Compressor Chamber. 

JINR-P9-7778 74-16 20G PC$4.50/MF$2.25 
ALEKSANDROV, VICTOR GEORGIEVICH 

Reference Manual on Aviation Materials--Translation. 

AD-783 739/6GI 74-21 1C PC$7.00/MF$2.25 
ALEKSANDROV, YU. A. 


Diffraction of Polarized Neutrons on a exp 186 W Sin- 
gle Crystal Located in a Magnetic Field 
fINR: P 14-7979 74-22 20H PC$4.00/MF$2.25 


Neutron--Electron Interaction Measurement by the 
Method of Slow Neutron Diffraction on Single 
Crystals of Tungsten-186. 
JINR-P3-7745 74-20 20H PC$4.00/MF$2.25 
Possible Experimental Study of Direct n--E Collisions. 
JINR-P3-7634 74-16 20H PC$4.00/MF$2.25 
ALEKSANDROVA, L. P. 
Issues in High-Power Cryogenic Turbogenerator Desig- 
ning--Translation. 
AD-781 190/4GI 
ALEKSANDROVA, O. G. 
Allergenic Properties of Dust in Cotton and Linen 
Spinning Mills--Translation. 
AD-781 147/4GI 74-17 63 PC$3.25/MF$2.25 
Allergenic Properties of the Dust from Cotton- and 
Flax-Spinning Mills--Translation. 
AD-775 126/6GI 74-09 61 
ALEKSANDROVSKAYA, M. M. 


Morphological Correlates of Functional Changes in the 
Central Nervous System from the —— of a Study 
of Glio-Neuronal Relationships--Translatio: 

AD-784 803/9GI 74-23, 6P PCS3. 25/MF$2.25 


ALEKSANYAN, A. B. 


Highlights of the Struggle against the Most Important 
Infectious Diseases in Armenian SSR under Soviet 


Rule--Translation. 
AD-778 391/3GI 74-14 6E PC$3.25/MF$2.25 
ALEKSEEV, A. 


Psychotherapist Discusses Autosuggestion Methods, 
IPRS-61289 74-10 6E PC$3.25/MF$2.25 
A Visit with ‘Nairi’--Translation. 

AD-775 321/3GI 74-09 9B PC$3.25/MF$2.25 


4B PC$3.25/MF$2.25 


74-11 18K PC$3.75/MF$2.25 


74-18 10B PC$3.25/MF$2.25 


PC$3.25/MF$2.25 


ALESHKOV, M. N. 


ALEKSEEV, A. M. 


Study the Nature of Surface Heterogeneity of 
Catalysts and Sorbents by the Thermograph Methods-- 


Translation. 
AD-772 037/8GI 74-05 7D PC$3.25/MF$2.25 
ALEKSEEV, A. V. 


Injection Desuperheater--Translation. 
AD-779 278/1GI 74-15 13A PC$3.25/MF$2.25 


ALEKSEEV, V. A. 
Broadening of Spectral Lines of Unhydrogenlike lons-- 


Translation. 
AD-781 766/1GI 74-18 7D PC$3.25/MF$2.25 
Microclimate in Aspen Stands (O Mikroklimate v Osin- 


nikakh), 
TT-72-51107 74-16 2F PC$3.25/MF$2.25 
ALEKSEEV, V.N. 


Anti-Marxist Essence of Maoist Military Policy, 
JPRS-61253 74-10 SD PC$4.75/MF$2.25 


ALEKSEEV, YU. I. 


Measurement of Temperatures during Linear Pyrolysis 

of Polymethyl Methacrylate--Translation. 

AD-770 946/2GI 74-03 7D PC$3.25/MF$2.25 
ALEKSEEV, YU. N. 


Determining the Field of Displacement Rates during 
the Shaping of the Periodically Repeating Transverse 


Corrugations--Translation. 
AD-772 004/8GI 74-05 13H PC$3.25/MF$2.25 


ALEKSEEV, YU. V 


Mechanism of the Effect of Solution Anions on the 
Kinetics of Metal Dissolution. The Role of Interaction- 


-Translation. 
AD-774 407/1GI 7D PC$3.25/MF$2.25 
ALEKSEEVA, M. 


Container Cardboard with Improved Performance 
Characteristics--Translation. 

AD-784 161/2GI 
ALEKSEEVA, M. I. 
Aerosol Disinfection of Large Quarters--Translation. 

AD-773 500/4GI 74-07 61 PC$3.25/MF$2.25 
ALEKSEEVA, O. G. 

Experimental Study of the Effect of Dose of a Chemi- 

cal Substance on the Incidence and Intensity of Con- 

tact Allergy--Translation. 

AD-785 210/6GI 
ALEKSEEVA, T. V. 

Scrapers (Skrepery) 

PB-231 518-T/GI 
ALEKSENKO, A. E. 

Structure of Diamond Films Obtained from the Gase- 

ous Phase under Low Pressures, 

IPRS-61606 74-12 20B = PC$3.25/MF$2.25 
ALEKSEYEV, S. M. 

High Altitude and Space Suits. 

N74-15797/SGI 74-10 6K PC$12.00/MF$2.25 
ALEKSIDZE, M. A. 

Study of Some Problems of Transformation of Poten- 

tial Fields--Translation. 

AD-779 843/2GI 
ALEKSOFF, C. C. 

Coherent Optical Testing Methods for Mirrors. 

AD-769 598/4GI 74-01 20F PC$3.75/MF$2.25 
ALEMASOV, V. E. 

Thermodynamic and Thermophysical Properties of 

Combustion Products. Volume Computation Methods, 

TT-74-50019 74-16 21B PC$11.50/MF$2.25 
ALENINA, A. N. 


Occupational Diseases of the Skin and Respiratory Or- 
gans in Personnel ee: in the Production of Cer- 
tain Medications--Translatio 
AD-780 335/6GI 741 16 
ALENITSKIHI, YU. G. 
Calculations of the Central Region of the U-120M 
Magnetic System by the Grid Method. 
JINR-P9-7412 74-06 20G PC$3.00/MFS2.25 
ALERS, GEORGE A. 
Characteristics of Acoustic Emission Signals from 
Ceramics. 
AD-778 015/8GI 
ALERS, P. B. 
Surface and Bottom Magnetic Survey in the Area of 
the Bermuda Rise, 
AD-775 900/4GI 
ALERS, PERRY B. 
Geologic and Geomagnetic Background Noise in Two 
Areas of the North Atlantic. 
AD-783 693/5GI 74-21 8N PC$3.25/MF$2.25 
ALESHKOV, M. N. 


Hybrid-Propellant Power Plant (Section 3.5)--Transla- 
tion. 


74-08 


74-22. 13D) =PC$3.25/MF$2.25 


74-23 6E PC$3.25/MF$2.25 


74-13. 2C =PC$3.75/MF$2.25 


74-16 8E PC$8.75/MF$2.25 


6) PC$3.25/MF$2.25 


74-13 1B PCS$4.75/MF$2.25 


74-10 8N PC$3.75/MFS2.25 


PA-13 








ALESHKOV, M. N. 


AD-770 948/8GI 74-03 21H PC$3.25/MF$2.25 


ALESI, ALAN L. 
New Materials and Construction for Improved Hel- 


mets, 
AD-785 601/6GI 74-24 6Q PC$3.25/MF$2.25 


ALESNA, R. E. 

Flexible Joint for Pressurizable Garment. 

PATENT-3 832 735 74-26 6K Not available NTIS 
ALESSANDRO, L. P. 

Heat Generation in the Reactor Shield of the Nj-18A 


Powerplant. 

FXM-4929 74-13. 18N PC$3.00/MF$2.25 
ALETA, C. R. 

Coal Gasification: A Review, 

PB-228 887/6GI 74-09 10A_ PC$3.75/MF$2.25 


A Critique of the New EPA Emission Standards for 
New Stationary Sources, 
PB-228 787/8GI 74-10 13B PC$3.25/MF$2.25 


Review of Technology for the Control i Emissions 
from Fossil Fueled Electric Power Statio: 

PB-227 823/2GI 74-09 13B PCS4. "15/MF$2.25 
A Survey of Methods of Controlling Stack Gas Emis- 


sions from Power Plants, 
PB-227 860/4GI 74-08 13B PC$3.25/MF$2.25 


ALETI, ADINARAYANA 
An Interdisciplinary Investigation of Environmental 
Pollution by Lead and Other Heavy Metals from In- 
dustrial Development in the New Lead Belt of 
Southeastern Missouri. 
PB-227 460/3GI 74-08 13B PC$7.25/MF$2.25 
ALEVIZOU-TERZAKI, V. 


Absorption and Blood Disappearance Rate of Folic 
Acid in Patients Receiving Barbiturates in Excess in 
Combination with Alcohol. 

CONF-740708-16 74-23 60 PC$4.00/MF$2.25 

ALEXANDER, C. A. 

Aircraft Propulsion Lubricating Film Additives: Boun- 
dary Lubricant Surface Films. Volume I. 

AD-777 590/1GI 74-12 11H = PC$4.75/MF$2.25 


ALEXANDER, D. G. 
Radiation Hardening and Radiation-Anneal Hardening 
in Vanadium--Oxygen Alloys. 
1S-3182 74-06 11F PC$3.00/MF$2.25 
ALEXANDER, DAVE W. 
Life Support System for Deep Submersible Vehicles. 
PATENT-3 661 107 74-03 6K Not available NTIS 
ALEXANDER, ERNEST R. 
Applied Design Sciences. The Application of Multi- 
Disciplinary Research Concerning Human Need to the 
Planning Process. 
PB-231 948/1GI 74-14 13B PC$7.50/MF$2.25 
ALEXANDER, G. V. 
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ALSPACH, DANIEL L. 


Non-Linear Tracking in a Multi-Target Environment. 
AD-775 875/8GI 74-10 171 PC$3.75/MF$2.25 
Reprint: A Bayesian Solution to the Problem of State 
Estimation in an Unknown Noise Environment. 
AD-779 236/9GI 74-15 12A Reprint 
Sega: A Parallel Processing Solution to the Adaptive 
K Filtering Problem with Vector Measurements. 


74-20 8K Reprint 


AD-772 394/3GI 74-05 9B Reprint 

Reprint: Hardware Considerations for the Implementa- 

tion of a Parallel Nonlinear Filter. 

AD-772 282/0GI 74-05 12A_ Reprint 
ALSTON, L. A. f 

egos Suspension and Guidance of High Speed 

Noa iees2/Gt 74-13 13F PC$4.25/MF$2.25 
ALSTON, T. 


Lmfbr Physics Programs. Annual Technical Progress 
Report, Government Fiscal Year 1973. 


AI-AEC-13107 74-04 18K PC$4.00/MF$2.25 
ALSTON, W. B. 

Srevartion of Solid Polymer Electrolyte Fluorocarbon 

N72.10547/9G1 74-04 10B PC$3.25/MF$2.25 


ALSUP, STEPHEN A. 


Far Field Studies - Comparative Analysis of Upper 
a Q and Other Geophysical Data on the urasian 
‘ontinent. 
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AD-779 747/SGI 
ALSWORTH, C.C. 


Study of Small Turbofan Engines Applicable to 
General-Aviation Aircraft. 
N74-10725/1GI 74-04 21E PC$7.00/MF$2.25 


ALTAN, TAYLAN 


Forging Equipment, Materials, and Practices. 
AD-771 344/9GI 74-04 13H PC$25.00/MF$25.00 


ALTAR, WILLIAM 
Normal Mode Theory for Sonar Waves in Layered 
Media. 1. A General Method Applied to Linear 
Profiles. 
AD-773 $58/2GI 74-07 17A_ PC$3.75/MF$2.25 
ALTARELLI, G. 


Charmed Particles and Heavy Leptons. 
ISS-L-73-13 74-21 20H PC$4.50/MF$2.25 


ALTENBERGER-SICZEK, A 
Reprint: Optical Potentials in Time-Dependent Quan- 


tum Theory 
74-02 203 Reprint 


74-15 8K PC$4.25/MF$2.25 


AD-770 221/01 
ALTENBERN, ROBERT A. 


Reprint: Differentiation of Escherichia, Enterobacter, 
and Klebsiella by Thin-Layer meee od (37633). 
AD-773 256/3GI 6M_ Reprint 
Reprint: Fermentation Patterns of ew Lactose-Nega- 
tive Enteric Bacteria. 
AD-778 783/1GI 
ALTENSTADTER, J. M. 


Application of Remote Sensing ane in Land- 


74-14 6M _ Reprint 


Use Planning: Flood-Plain Delineatio 
E74-10777 74-26 8B "PCS3.75/MF$2.25 
ALTER, H. 


Lmfbr Physics Programs. Annual Technical Progress 
Report, Government Fiscal Year 1973. 
AI-AEC-13107 74-04 18K PC$4.00/MFS2. 25 


ALTES, RICHARD A. 


Study of Animal Signals and Neural Denny with 
Applications to Advanced Sonar System: 
AD-774 889/0GI 74-09 6D PCS7. 25/MF$2.25 


ALTES, S. K. 

Low-Volume High-Power Radiating Transmitter. 

AD-781 108/6GI 74-17 9E PC$4.75/MF$2.25 
ALTHEIDE, C. P. 

Numerical Solution of Three-Dimensional Elasticity, 

AD-785 653/7GI 74-24 20K PC$3.25/MF$2.25 
ALTHOF, W. 

Reprint: A Process for Increasing the Strength of Heat 

Resistant Adhesive Bonded Lap Joints. 

AD-787 815/0GI 74-26 11A Not available NTIS 
ALTHOFF, WILLIAM EVERETT 


An Automatic Radiotelegraph Translator and Trans- 

criber for Manually Sent Morse. 

AD-772 745/6G1 74-06 17B PC$4.25/MF$2.25 
ALTHOUSE, L. P. 


Properties of Possible Adiprene/Moca Replacement 


Materials. 
UCID-16463 74-21 11A PC$4.00/MF$2.25 


ALTING-MEES, H. 


Crossed-Field Closing-Switch Development. 

AD-780 595/SGI 74-17 9A PC$4.75/MF$2.25 

Inductive Energy Storage Switching Technology for 

High Repetition Rate Lasers. 

AD-774 911/2GI 74-09 9E PC$4.75/MF$2.25 
ALTMAN, J. 

Low-Level X-Irradiation of the Brain During Develop- 

ment: Morphological, Physiological, and Behavioral 

Consequences. Comprehensive Progress Report, June 

15, 1962--August 31, 1974. 

COO-2000-108 74-21 6R PC$4.75/MF$2.25 


ALTMAN, M. B. 

Concerning the Question of Raising the Properties of 

Silumins--Transiation. 

AD-779 639/4GI 74-15 11F PC$3.25/MF$2.25 
ALTMAN, N. H. 

Reprint: Coccidiosis in Harbor Seals. 

AD-785 753/SGI 74-24 6C Reprint 
ALTMAN, NORMAN 8. 


Reprint: ‘Eimeria Phocae sp. a." from the Harbor Seal 
CPhoce vitulina concolor’). 
D-785 754/3GI 74-24 6M _ Reprint 


ALTMAN, VERNON E. 

A Language Implementation Syste: 

AD-780 672/2GI 74-17 2 ‘PCS10.25/MF$2.25 
ALTMAN, YA. A 


Reactions of Auditory Cortical Neurons in the Cat to 
Acoustical Signals with Interaural Difference in Stimu- 
lation—Translation. 


AD-781 226/6GI 74-18 SJ PC$3.25/MF$2.25 


ALTMANN, H, 


Effect of 2,4-D on Semiconservative- and DNA-Repair 
Synthesis (Case Report: Bullous Dermatitis after Ex- 
posure to 2,4-D). 

SGAE-2218 74-16 6R PC$4.00/MF$2.25 


Influence of Indometacin on Semiconservative DNA 
Synthesis and DNA Repair. 
SG AE-2261 74-21 6R PC$4.00/MF$2.25 


Influence of Prednisoloneacetate on the DNA Synthes- 
is of Cells of Synovial Fluid in Patients with Chronic 
Polyarthritis. 

SGAE-2221 74-17 6A PC$4.00/MF$2.25 


Investigations into the Effect of Different Furocu- 
marines on DNA Repair and Semiconservative DNA 
Syathesis. 

SGAE-2247 74-21 6R PC$4.00/MF$2.25 
A Magnetic Suspension System for the Measurement 


of Sphere Drag in Low Density Supersonic Flow. 
N74-15949/2GI 74-10 20D PC$4.75/MF$2.25 


New Aspect in Nucleotide Formation for DNA-Repair 
Processes. 


SGAE-2250 74-21 6C PC$4,00/MF$2.25 
Purine Salvage in Spleen Cells. 
SGAE-2163 74-11 6A PC$3.00/MF$2.25 


Role of Certain Trace Elements in the Appearance of 
Arteriosclerosis. 
SGAE-2257 


ALTMANN, H. M. 


Interactive Computer-Aided Design Aircraft Flying 
Qualities Program. Volume I. Users Manual 
AD-785 101/7GI 74-23 1A PC$8.50/MF$2.25 


Interactive Computer-Aided Design Aircraft Flying 
Qualities Program. Volume II. Methods Formulation 
Manual. 

AD-785 102/S5GI 74-23 1A PC$S.75/MF$2.25 


Interactive Computer-Aided Design Aircraft Flying 
Qualities Program. Volume III. Computer Programming 


Manual. 
AD-785 103/3GI 74-23 1A  PC$11.50/MF$2.25 


Interactive Computer-Aided Design Aircraft Flying 
Qualities Program. Volume IV. Program Assess- 
ment/Correlation Report. 

AD-785 104/1GI 74-23 1A PC$7.25/MF$2.25 


ALTMANN, RONALD 
Analysis of Lightweight Oil Containment System Sea 
Trials. 
AD-770 344/0GI 74-02 13B PC$3.75/MF$2.25 
ALTON, DONALD A. 
Non-Existence of Program Optimizers in an Abstract 


Setting. 
PB-226 464/6GI 


ALTROCK, RICHARD C. 
Reprint: The Formation of Mg(I) 4571 A in the Solar 


Atmosphere. III. The Holweger Solar Model. 
AD-772 314/1GI 74-05 3B Reprint 


Reprint: The Formation of Mg (I) 4571 A in the Solar 
Atmosphere. IV, Empirical vs Synthetic Analyses. 
AD-780 879/3GI 74-17 3B Reprint 


ALTSCHULE, M. D. 
Reprint: Hemolysis in vitro of Blood Obtained from 
Patients with Traumatic Injuries. 
AD-777 389/8GI 
ALTSCHULER, N. 
In Vivo Studies of the Human Thyroid-Stimulating 
Hormone. 
CNEA-339 74-02 6P PC$3.00/MF$2.25 
Preparation of Thyroid Stimulating Hormone of High 
Specific Activity. 
CNEA-346 
ALTSEIMER, J. H. 
Geothermal Well Technology and Potential Applica- 


tions of Subterrene Devices: A Status Review. 
LA-5689-MS 74-26 10A PC$4.00/MF$2.25 


Systems and Cost Analysis for a —— Subterrene 
Tunneling Machine. A Preliminary Stud 
LA-5354-MS 7402 81 PCs4, 00/M F$2.25 


ALTSEIMER, JOHN H. 
Apparatus and Method for Large Tunnel Excavation in 
Hard Rock. 
PAT-APPL-436 401 74-14 13C PC$3.25/MF$2.25 
Apparatus and Method for Large hn an Excavation in 
Soft and Incompetent Rock or Grou 
PAT-APPL-436 402 74-14 BC C83. 25/MF$2.25 
ALTSHULER, EDWARD E. 
Reprint: Atmospheric Emission Statistics at 35 GHz. 
AD-782 741/3GI 74-20 4A_ Reprint 


Tropospheric Range Error Corrections for the NAV- 
STAR System. 
AD-786 928/2GI 74-25 17G PC$3.25/MF$2.25 


74-22, 7D PC$4.00/MF$2.25 


74-05 9B PC$4.25/MF$2.25 


74-12 6E Reprint 


74-06 6A PC$3.00/MF$2.25 
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ALTSHULER, L. H. 
Response of the Edematous ee Lung to Static 
Positive EndExpiratory Pressu 
AD-785 018/3GI 74-23 CE PC$3.25/MF$2.25 
ALTSHULER, O. V. 
Catalysis of Reactions of Oxidation by — Con- 


taining Cations of Transition Metals--Translatio 
AD-785 111/6GI 74-23 7D PC$3. 2S/MFS2. 25 


ALTSTETTER, CARL J. 
Reprint: Transformations in Rare Earth Metals. 
AD-776 599/3GI 74-11 11F Reprint 
ALTSZULER, N 


Two-Compartment Calculator for the Dog Glucose 
Pool in the Nonsteady State. 
BNL-18296 74-07 6A PC$7.00/MF$2.25 


ALUMBAUGH, ROBERT L. 
Polymer-Strengthened Concrete for Military Facilities. 
AD-773 073/2GI 74-06 13C PC$3.75/MF$2.25 
Reinforced Plastics Laminates Panels. Physical Tests 
and Surface Examination of Panels Removed After 
Five Years of Exposure. 
AD-786 349/1GI 74-25 11D PC$4.25/MF$2.25 
ALVARES, NORMAN J. 


The Destruction of High Expansion Fire-Fighting 
Foam by the Components of Fuel Pyrolysis and Com- 
bustion. Part III. Tests of Full Scale Foam Generators 
Equipped with Scrubbers. 

AD-787 076/9GI 74-26 13L PC$S.25/MF$2.25 


ALVAREZ, L. W. 


Liquid Xenon Filled Wire Chambers for Medical Imag- 
ing Applications. 
LBL-2092 74-04 18D PC$3.00/MF$2.25 


Liquid Xenon Multiwire Proportional Chambers for 
Nuclear Medicine Applications. 
LBL-3000 74-25 18D PC$4.00/MF$2.25 


ALVAREZ, LUIS 

Proceedings of the Forum on Storage Effects on 

Equipment, 

AD-772 682/1GI 74-06 SE PC$4.25/MF$2.25 
ALVAREZ, M.C. 

Economics of Air Transport. 

N74-14682/0GI 74-08 1C PC$3.25/MF$2.25 
ALVAREZ, R. 

A Mercury Vapor Generation and Dilution System. 

COM-74-10987/7GI 74-14 7D PC$3.25/MF$2.25 
ALVAREZ-RAMIS, C. 

Contamination of Terrestrial Gasteropda in a Biotope 

with Low-Level alpha Contamination Due to Plutoni- 

um and Uranium. 

LA-tr-74-11 
ALVAREZ, ROBERT 

Interaction of Nitrilotriacetic Acid with Suspended and 

Bottom Material, 

PB-225 023/1GI 7401 7D PC-GPO/MF$2.25 
ALVARINO, ANGELES 


Reprint: Distribution of Siphononphores i in the Regions 
Adjacent to the Suez and Panama Canals. 
COM-74-50282-02-15/GI 
74-18 6C (Order as COM-74-50282-02) 
ALVERSON, DAYTON L. 


Reprint: Examples of National Contributions to the 
Development and Management of the Oceans’ Living 
Resources. 

COM-74-10059/SGI 


ALVES, F. F. 


Plastification of Wood by gamma Irradiation. 
LFEN-NI.-8(a) 74-25 7E PC$S5.50/MF$2.25 


ALVESTAD, REIDAR 
Simulation of Maneuvering Characteristics of a 
cee Study Ship Using a Modified Nonlinear 
AD-783 034/2GI 74-20 133 PC$4.25/MF$2.25 
ALWANG, W.G. 


Pwar-20 Reactor (2-Mwt) Preliminary Nuclear Analy- 

sis. 

TIM -864 74-16 18N PC$7.50/MF$2.25 
ALY, J. J. 

The Amount of Matter in a Matter-Antimatter Model 

of the Universe. 

N74-32180/3GI 


ALYAKRINSKAYA, IL. O. 
Morphophysiological Adaptations = Viviparity in 
Viviparus (Gastropoda, Prosobranchia 
TT-71-53119 74-15 6C iaecS3: 25/MF$2.25 
ALYASSINI, NABIL 
Study of Laser-Irradiated Thin Films. 
AD-774 022/8GI 7408 20E PCS$5.75/MF$2.25 


74-23 8H PC$4.00/MF$2.25 


74-04 6C Reprint 


74-25 20H PC$3.75/MF$2.25 


ALYEA, F. 


Infrared Vidicon Observations of Exploding Balloon 
Events. 
AD-780 030/3GI 74-16 19D PC$3.75/MF$2.25 


ALYEA, F.N. 


Analysis of the Feasibility of an Experiment to Mea- 
sure Carbon Monoxide in the Atmosphere. 
N74-10992/7GI 74-05 4A PC$8.50/MF$2.25 


ALYEA, FRED N. 


Infrared Vidicon Observation of Exploding Balloon 
Events. 
AD-772 754/8GI 74-06 19D PC$3.75/MF$2.25 


Numerical Simulation of an Ice Age Paleoclimate. 
PB-232 823/SGI 74-16 4B PC$5.75/MF$2.25 


Spectroscopy of Metal Oxides. 
AD-772 752/2GI 74-066 7D PC$4.75/MF$2.25 


ALYSHIN, V. 1. 


The Atmosphere of MARS in the Landing Area of the 
Descent Apparatus of MARS-6 (Preliminary Results). 
N74-27334/3GI 74-20 22A PC$3.75/MF$2.25 


ALZNER, EDGAR 


Leeside Flow Field Description over Cones at Large 
Incidence. 
AD-785 369/0GI 74-23 16B PC$4.75/MF$2.25 


AMAGLOBELI, N. 8. 


Analysis of Topological Cross Sections in Anti Pp In- 
teractions at 22.4 Gev/C. 
JINR-E1-7876 74-21 20H PC$4.00/MF$2.25 


Correlations of Neutral and Charged Particles in pi exp 
- n-Collisions at p = 40 Gev/C. 
JINR-P2-7752 74-21 20H PC$4.00/MF$2.25 


AMALDI, U. 


Electron Scattering and Few Nucleon Systems. 
ISS-72-14 74-07 20H PC$4.00/MF$2.25 


Radiation Protection around Nuclear Plants. 
ISS-P-73-1 74-13. 18H = =PC$3.75/MF$2.25 


AMALRAJ, BR. V. 


Geo-Hydrological Conditions at Radioactive Solid 
Waste Management Site, Trombay, with Special 
Reference to Pumping Test Studies. 

BARC-677 74-07 18G PC$3.75/MF$2.25 


AMANA, O. M. 
Studies on Transonic Turbines with Film Cooled 
Blades. 
AD-786 739/3GI 
AMANN, J. 


Lampf Data Handling Workshop. Introduction to Pdp- 
11 DOS-8. 
LA-5343-MS 


AMANN, R. F. 


Mueller--Regge Pole Description of Pionization in 
Proton--Proton Scattering. 
COO-3533-28 74-22. 20H PC$4.00/MF$2.25 


AMANO, H. 


Radiolysis of Dehpa and Dehpa in Kerosene or Ccl 
sub 4 and Its Effect on the Sr exp 2+ Extraction. 
JAERI-M-5333 74-12 7E PC$4.00/MF$2.25 


Training of Operators and Maintenance Personnel in 

the Division of Research Reactor Operation at Jaeri. 

JAERI-M-5414 74-18 18E PC$4.00/MF$2.25 
AMAR, ABNISH C. 

Hydrodynamics of Artificial Groundwater Recharge 

(Saturated Flow Theory). 

PB-226 637/7GI 74-05 8H PC$8.50/MF$2.25 
AMARO, ALLEN J. 


Development and Evaluation of Practical Self-Help 
Fire Retardants. 


74-25 21E PC$4.25/MF$2.25 


74-04 9B PC$4.00/MF$2.25 


AD-770 615/3G1 74-02 7D PC$4.25/MF$2.25 
AMATA, E. 

Remarks on Solar Wind Heating. 

N74-12464/SGI 74-06 4A  PC$3.75/MF$2.25 


AMATEAU, MAURICE F. 


Fatigue Crack Growth in Ti-6Al-4V from Threshold to 

Unstable Fracture, 

AD-770 980/1GI 74-03 11F PC$4.75/MF$2.25 
AMATO, A. J. 


Wind Effected Redistribution of Surface Contamina- 
tion. Progress Report, September 1973--August 1974. 


ORO-4395-1 74-24 13B PC$4.00/MF$2.25 
AMATO, G 

Some Remarks on a Uv Detection System for a H2 

Streamer-Chamber. 

N74-33163/8GI 74-26 9E PC$3.25/MF$2.25 
AMATO, R. 


Facilitating the Exploitation of ERTS Imagery Using 
Snow Enhancement Techniques. 
E74-10180 74-066 8B PC$3.25/MF$2.25 


AMBROSE, J. R. 


AMATO, ROGER V. 
Application of EREP Imagery to Fracture-Related 
pose Safety Hazards and Environmental Problems in 
ining. 
E74-10258 74-07 81 PC$3.25/MF$2.25 


Application of ERTS-1 Imagery to Fracture Related 
Mine Safety Hazards in the Coal Mining Industry 
E74-10238 7407 81 Pes3. 75/M FS2. 25 


Facilitating the Exploitation of ERTS-1 Imagery Using 
Snow Enhancement Techniques. 
E74-10080 7403 8G PC$4.25/MF$2.25 


Study of Application of ERTS-A Imagery to Fracture- 
Related Mine Safety Hazards in the Coal Mining In- 


dustry. 
E74-10083 74-03 81 PC$3.25/MF$2.25 


Study of Application of ERTS-A Imagery to Fracture- 
Related Mine Safety Hazards in the Coal Mining In- 


dustry. 
E74-10336 74-09 81 PC$3.25/MF$2.25 
AMATT, WILLIAM 


Summary of Propeller Design Procedures and Data. 
Volume II. Structural Analysis and Blade Design 


AD-774 836/1GI 7409 IC PC$IO. 25/MFS2. 25 
AMAZEEN, J. 

Desiccant Humidity Control System. 

N74-12499/1GI 74-06 6K PC$S5.25/MF$2.25 


AMAZIGO, JOHN C. 
Fully Plastic Crack in an Infinite Body under Aanti- 
Plane Shear. 
AD-778 865/6GI 74-14 20L PC$3.75/MF$2.25 


Reprint: On the J Integral for an Internally Pressurized 
Cylindrical Shell with Longitudinal Crack. 
I 


AD-780 604/5G 74-17 20L Reprint 
AMBARUCH, R. 

Application of Remote Sensing to Hydrology. 

N74-27811/0GI 74-20 8H PC$S.25/MF$2.25 
AMBATS, I. 


Differential Cross Sections in pi -p Implies K exp 0 
lambda exp 0 and pi exp + p Implies K exp 0 sigma 
exp 0 from 3 to 6 Gev/C. 
ANL/HEP-7336 74-04 20H PC$3.00/MF$2.25 


Inclusive Production of lambda exp 0 ‘S Using a 
Polarized Proton Beam. 


COO-1545-142 74-22 20H PC$4.00/MF$2.25 

Measurement of Polarization in pi exp - p Implies K 

exp 0 lambda exp 0 et 5 Gev/C. 

ANL/HEP-7344 74-11 20H PC$3.00/MF$2.25 
AMBAUD, P. 

The Problem of the Wedge in Acoustic 

N74-27747/6G1 74-20 20A PCS3. 25/MF$2.25 


AMBEGAOKAR, V 


Reprint: Conduction in Random Systems. 
AD-776 479/8GI 74-11 20L Reprint 


Reprint: Landau-Ginzburg Equations for an Anisotrop- 
ic Superfluid. 
AD-782 861/9GI 74-20 20M = Reprint 


Reprint: The Order Parameter in Liquid (3)He. 
AD-782 614/2GI 74-19 7D Reprint 


AMBERG, R. L. 


Brake Control System Modification, Augmentor Wing 
Jet STOL Research Airplane (Awijsra). 
N74-29374/7GI 74-24 1C PC$4.75/MF$2.25 


AMBION, A. G. 


Selar Maps and Activities, August 1974. 
N74-33253/7GI 74-26 3B PC$3.25/MF$2.25 


AMBLER, BRUCE 


The Effects of Concentrated and Distributed Attention 
on Peripheral Acuity. 
PB-226 175/8GI 


AMBLER, J. F.R. 


Characterisation of Nuclear Dispersion Fuels. The 
Non-Destructive Examination of Silicon Carbide by 
Selenium Immersion. 

TRG-Report-2545(S) 74-25 183 PC$4.00/MFS$2.25 


AMBLER, J. W 
Food Habits of Deep-Sea Macrourid Fishes off the 


Coast. 
RLO-2227-T-12-40 74-10 6C PC$3.50/MFS$2.25 
AMBROSE, A. D. 


Aa Approach to Shop Floor Quality Control. Develop- 
ment of an Inspection Analyser. 


{ 74-04 SJ) PC$3.7S/MF$2.25 


PB-230 217/2GI 74-11 IF PCS$3.25/MFS$2.25 
AMBROSE, D. 

The Vapour Pressure of Water. 

N74-22809/9GI 74-18 7D PC$3.25/MF$2.25 


AMBROSE, J. R. 


Reprint: Tribo-ellipsometric Study of the Repassivation 
Kinetics of a Ti 8Al-I1Mo-1V. 
COM-74-50553/8GI_ 74-19 11F Not available NTIS 
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AMBROSE, JOHN R. 


AMBROSE, JOHN R. 
pong Tribo-Ellipsometry: A New Technique to 
el. ome of Repassivation Kinetics to 
ped 
sont seT6SOl 74-22 11F Not available NTIS 
AMBROSE, K. R. 


Mechanisms by —— Autochthonous 
s Escape Immune Reje 
co F-731141-1 74-17 ar "Pcs. 25/MF$2.25 


AMBROSETTI, ANTONIO 
A Perturbation Theorem for Superlinear Boundary 


AD-780 6$0/8G1 74-17 112A PC$3.25/MF$2.25 
Reprint: Dual Variational Methods in Critical Point 


Theory and A; ations. 
AD-775 | 74-09 12A Reprint 
AMBURGEY, J. D. 


Response of a Large All-Liquid Scintillation Spec- 

trometer and of a 24-Layer Iron-Plastic Spectrometer 

to Charged Pions and Protons in the Low-Gev Energy 

ORNL-TM-4349 74-08 18D PC$S.50/MF$2.25 
AMDOR, STEPHEN L. 


Quantitative Risk Assessment: A Test C 
AD-777 S85/1GI 74-12 1SE PCSs. 1SIMFS2. 25 


AMEEN, DAVID A. 
Institute of Logistics Research Annual Report for 


AD-774 826/2GI 74-09 1SE PC$5.75/MF$2.25 
AMELANG, M. 

What Effect Does the Warning of Reactions Have on 

the Reaction Time. 

N74-31584/7G1 74-25 53° PC$3.75/MF$2.25 
AMELINCKX, 8. 


Reprint: Direct Lattice Imaging of the Hexagonal Fer- 


rites. 
AD-775 621/6GI 74-10 20B Reprint 
Reprint: Lattice Imaging of the Hexagonal Ferrites - 


The MoS Series. 
AD-775 623/2G1 74-10 20B Reprint 
AMERSON, A. BINION JR. 


Ecological Baseline Survey of Johnston Atoll, Central 


Pacific Ocean, 
AD-779 800/2G1 74-16 6F PC$10.25/MF$2.25 
AMERSON, H. V. 
Reprint: Electron Microscopy of Zoosporogenesis in 
_ Marine Phycomycete, ‘Lagenidium callinectes’ 
COM-74-11361/4G1 74-22 6C Reprint 


Reprint: The Occurrence of Polycomplexes in the 
Nucleus of Encysting Spores of ‘Lagenidium cal- 
linectes’, A Marine Phycomycete. 

COM-74-11348/1GI 74-22 6C_ Reprint 


AMES, B. N. 
Comprehensive Progress Report, February 1, 1971-- 


June 30, 1974. 
UCB-34-P-156-X-6 74-17 6C PC$4.25/MF$2.25 
AMES, L. L. 


Characterization of Actinide Bearing Soils: Top Sixty 
Centimeters of 216-Z-9 Enclosed Trench. 


BNWL-1812 74-16 8H PC$S.45/MF$2.25 
AMES, L. L. JR. 

Experimental Design for the Preliminary Study of 

Geochemical Processes. 

BNWL-CC-573 74-13 8H PC$3.00/MF$2.25 
AMES, RAY W. 
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PB-236 372/9GI 74-26 SC PC$3.25/MF$2.25 


Regional Impact Analysis System. I]. MRIO Data 


Base: MAPS. 
PB-236 373/7GI 74-26 SC PC$3.25/MF$2.25 


Regional Impact Analysis System III. MRIO Data 
IMS 


Base: ; 
PB-236 370/3GI 74-26 SC PC$3.75/MF$2.25 
ANDERSON, CHARLES D. 


Development of Criteria for Printing Color Reconnais- 
sance Stereo Strip Photography for Interpretation 
Under Dynamic Viewing Conditions. 

AD-781 123/5GI 74-17 14E PC$4.75/MF$2.25 
Prediction of Target Acquisition Performance of Aerial 
Observers and Photointerpreters with and without 


Stereoscopic Aids. 
AD-781 122/7GI 17H = PC$5.25/MF$2.25 
ANDERSON, D. 


Averaged Lagrangians Containing Higher Derivatives. 
PB-226 469/5GI 74-05 12A_ PC$3.75/MF$2.25 


Effects of Equivalence Ratio and Dwell Time on Ex- 
haust Emissions from an Experimental Premixing 


Prevaporizing Burner. 
N74-32369/2GI 74-25 21B PC$3.25/MF$2.25 
ANDERSON, D. B. 


Integrated Optical Modulators for 
Wavelengths. 


74-17 


10 Micron 


PA-22 


AD-778 370/7GI 
ANDERSON, D. BRUCE 
After Leibniz - Discussions on Philosophy and Artifi- 
cial Intelligence, 
AD-778 376/4GI 
ANDERSON, D. F. 
Real Time Digital Control of Remote Tracking Instru- 


ments. 
SLA-74-5186 


ANDERSON, D. RICHARD 


Low-Temperature, Low Pressure Hydrogen Gettering. 
PAT-APPL-443 077 74-21 7A PC$3.25/MF$2.25 


ANDERSON, D. T. 


Comparison of Soil Surface Temperature Measure- 
ments by Means of Standard Soil Mercury Thermome- 
ters and a Barnes Prt-5 Infrared Thermometer. 

N74-19031/SGI 74-13 8M = PC$3.25/MF$2.25 


ANDERSON, D. V. 


A Continuously Rezonable Fluid Solver in Moving 
Orthogonal Coordinates with Time Dependent Metric. 
AD-777 686/7GI 74-12 201 PC$3.75/MF$2.25 


A Numerical Model of the Mid-Latitude Ionosphere. 
AD-785 841/8GI 74-24 4A PC$4.75/MF$2.25 


ORTHOL: A 2d Explicit Grid Orthogonalizer for Pseu- 
do-Lagrangian Code 
AD-785 235/3GI 
ANDERSON, D. W. 
Wims'E’ Module W-Pij: A Two-Dimensional Collision 
Probability Code with General Boundary Conditions. 
AEEW-R-862 74-08 18K PC$6.00/MF$2.25 


ANDERSON, DANIEL C. 
Design Methods for Specifying Handling Qualities for 
Control Configured Vehicles. Volume I. Technical 


Discussion. 
AD-780 099/8GI 74-16 


ANDERSON, DARRELL L. 
A Comparative Analysis of the Proposed New Military 


Nondisability Retirement System. 
AD-770 $73/4GI 74-02 SA PC$5.75/MF$2.25 


ANDERSON, DAVID 


Emission Factors for Trace Substances. 
PB-230 894/8GI 74-12 13B PC$4.75/MF$2.25 


National Emissions Inventory of Sources and Emis- 
sions of Phosphorus. 
PB-231 670/1GI 74-13 


ANDERSON, DAVID KARL 
An Analysis of Alternative Methods for Loading 
Provisions Aboard AOEs | and 2. 
AD-781 866/9GI 74-18 133 | PC$6.25/MF$2.25 
ANDERSON, DAVID V. 
Axisymmetric Multifluid Simulation of High Beta 
Plasmas with Anisotropic Transport using a Moving 


Flux Coordinate Grid. 
AD-778 650/2G1 


ANDERSON, DAVID W. 


The Biogeochemistry of Devils Lake, North Dakota. 
PB-226 306/9GI 74-05 8H PC$4.75/MF$2.25 


ANDERSON, DONALD N. 


A Comparison of the Principles of Guerrilla Warfare 
as Described by Mao Tse-Tung and T. E. Lawrence. 
AD-775 669/SGI 74-10 15SG PC$3.25/MF$2.25 


ANDERSON, DONALD O. 


World Health Organization/International Collaborative 
Study of Medical Care Utilization. Volume 7. Analysis 
Manual. 

PB-234 281/4GI 


ANDERSON, DONALD R. 


Quality Standards for Highway Maintenance, 
PB-236 374/SGI 74-25 13B PC$4.75/MF$2.25 


ANDERSON, DUWAYNE M. 


Arctic and Subarctic Environmental Analyses Utilizing 
ERTS-1 Imagery. 
E74-10017 74-03 8F PC$4.25/MF$2.25 


New’ England Reservoir Management: Land 
Use/Vegetation Mapping in Reservoir Management 
(Merrimack River Basin). 

E74-10669 74-21 8B PC$3.75/MFS$2.25 


The Water-Ice Phase Composition of Clay/Water 
Systems. |. The Kaolinite/Water System. 
AD-782 951/8GI 74-20 8M PCS$3.25/MFS2.25 


ANDERSON, E. C. 


Lung Irradiation with Static Plutonium Microspheres. 
LA-UR-74-968 74-22 6R PC$4.50/MFS2.25 


Numerical Solution of the Steady-State Navier-Stokes 
Equations for Hypersonic Flow About Blunt Axisym- 
metric Bodies. 
N74-27751/8GI 


74-14 20F PC$4.25/MF$2.25 


74-14 6D PC$3.75/MF$2.25 


74-17 9B PC$4.25/MF$2.25 


74-23 201 + PC$3.75/MF$2.25 


1C PC$5.75/MF$2.25 


13B PC$4.25/MF$2.25 


74-14 201 PC$3.75/MF$2.25 


74-20 6E PCS$7.25/MF$2.25 


74-20 20D PC$3.25/MFS$2.25 





ANDERSON, E. E. 


Reprint: Magnetization of Lutetium Iron Garnet Near 
the Critical Point. 
AD-771 337/3GI 74-04 20L Reprint 


Reprint: The Critical Exponents beta and delta of Yt- 


trium Iron Garnet. 
AD-770 410/9GI 74-02 20L Reprint 


ANDERSON, E. W. 


Charged Multiplicity Associated with Transverse Mo- 
mentum of a Leading Proton in Pp at 28.5 Gev/C. 
COO-1428-370 74-16 20H PC$3.00/MF$2.25 


ANDERSON, EDWARD E. 
The Effect of Various Sweetening Agents on the 
Quality of Canned Jellied Cranberry Sauce. 
AD-779 457/1GI 74-15 6H PC$3.25/MF$2.25 


Non-Caking Freeze Dried Applesauce. 
AD-779 456/3GI 74-18 6H PC$3.25/MF$2.25 


ANDERSON, ELIZABETH 


Thickness-Scratch Testing Device. 
PATENT-3 738 O11 74-21 14B_ Not available NTIS 


ANDERSON, ERIC A. 


National Weather Service River Forecast System, 
Forecast Procedures and National Weather Service 
River Forecast System, Snow Accumulation and Abla- 
tion Model, 
COM-74-10930-SET/GI 

74-16 8H Mag Tape $325.00;Foreign $405.00 


National Weather Service River Forecast System-- 
Snow Accumulation and Ablation Model. 
COM-74-10728/SGI 74-11 8H PC$7.25/MF$2.25 


National Weather Service River Forecast System, 
Snow Accumulation and Ablation Model - Programs 
and Test © ata, 
COM-74-10931/5GI 

74-16 8H Mag Tape $175.00;Foreign $219.00 


ANDERSON, FERD E. JR. 
Is the Use of Herbicides in Limited War Justified. 
AD-774 204/2GI 74-08 15B PC$3.25/MFS$2.25 
ANDERSON, FERREL E. 


Reduction of Friction and Wear in the M551 Sheridan 
Recoil Mechanism. 
AD-777 $43/0GI 


ANDERSON, FRANZ E. 


The Effect of Boat Waves on the Sedimentary 
Processes of a New England Tidal Flat. 
AD-774 902/1GI 74-09 8C PC$3.75/MFS$2.25 


ANDERSON, G.C. 


Columbia River Effects in the Northeast Pacific: 

Biological Studies. Report of Progress, June 1971-- 

March 1974. Volume |. 

RLO-2225-T-26-22 
ANDERSON, G. L. 

19F Chemical Shifts and Infrared C-F Stretching 

Frequencies for Bridgehead Fluorides. 

AD-783 937/6GI 74-21 7C PC$3.25/MFS2.25 


Dynamics of Rotating Deformable Soiids. 

AD-772 943/7GI 74-06 20K PCS$4.75/MFS2.25 
ANDERSON, G. Y. 

Design Considerations for the Airframe-Integrated 

Scramjet. 

N74-12448/8GI 74-06 21E PCS$3.75/MFS$2.25 

Exploratory Tests of Two Strut Fuel Injectors for Su- 

personic Combustion. 

N74-16496/3GI 
ANDERSON, GARY L. 

A Non-Linear Formulation of the Equations of Motion 

of a Rotating Bar. 

AD-771 059/3GI 74-04 20K PCS$3.75/MFS2.25 


Reprint: An Approximate Analysis of Non-Linear, 


74-12, 19C =PC$3.25/MF$2.25 


74-23 8A PCS$4.50/MF$2.25 


74-10 21E PC$3.75/MFS2.25 


Non-Conservative Systems Using Orthogonal 
Polynomials. 
AD-770 651/8GI 74-03 12A_ Reprint 


Reprint: Application of a Variational Method to Dis- 
sipative, Non-Conservative Problems of Elastic Stabili- 


ty. 
AD-770 650/0GI 
ANDERSON, GEORGE C. 


Reprint: On the Vertical Distribution of Zooplankton 
in Relation to Chlorophyll Concentration. 
AD-787 753/3GI 74-26 8A_ Reprint 


Reprint: Primary Productivity Studies Using Merchant 
Vessels in the North Pacific Ocean. , 
AD-787 757/4GI 74-26 


ANDERSON, GEORGE WILLIAM 


An Experimental Investigation of a High Lift Device 
on the Owl Wing. 
AD-769 492/0GI 


ANDERSON, GERALD E. 


A Mesoscale Windfield Analysis of the Los Angeles 
Basin. 
PB-231 832/7GI 


74-03 20K Reprint 


8A Reprint 
74-01 


1A PC$4.75/MFS2.25 


74-13 4B PC$S5.25/MF$2.25 





ANDERSON, H 
Application of Phoswich Detectors for Lung Counting 


Plutonium-238. 
MLM-2048(OP) 74-02 6R PC$3.00/MF$2.25 


Chestwall Tissue Measurements for Lung Counting 


Applications. 
MLM-2047(OP) 74-02 6R PC$3.00/MF$2.25 
ANDERSON, J.C. 


Pi -- Pi Phase Shifts in the Energy Region 0.6 to 1.42 
Gev. 
COO-3066-36 74-14 20H PC$3.00/MF$2.25 


Traffic: Capacity, Delay, and Quality of Service, 
PB-225 424/1GI 74-02 13B PC$2.00/MF$2.25 


ANDERSON, J. D. 


Radioactive Liquid Wastes Discharged to Ground in 
the 200 Areas During 1972. 
ARH-2757(Pt.3) 74-09 


Status Report to Usndc. 
UCID-16258(Add.) 74-02 


Status Report to Usndc. 


18G PC$9.25/MF$2.25 


20H PC$3.00/MF$2.25 


UCID-16395 74-09 20H PC$3.25/MF$2.25 
Status Report to Usndc. 
UCID-16514 74-23 20H PC$4.00/MF$2.25 


Summary of Radioactive Solid Waste Burials in the 
200 Areas During 1972. 
ARH-2757(Pt.2) 74-10 


ANDERSON, J. FRANK JR. 


Ruminant Direct Feeding Suspension Supplement. 
PATENT-3 794 740 74-18 2E PC$3.25/MF$2.25 


ANDERSON, J. H. 


Hotrod: A Computer Program for Subchannel Analysis 
of Coolant Flow in Rod Bundles. 
WAPD-TM-1070 74-11 18E PC$8.25/MF$2.25 


ANDERSON, J. HILBERT 


Research Applied to Ocean Sited Power Plants. 
PB-228 067/SGI 74-08 10B PC$4.25/MF$2.25 


Research Applied to Ocean Sited Power Plants. 
PB-228 070/9GI 74-08 10B PC$4.25/MF$2.25 


ANDERSON, J. J. B. 


Hormonally-Induced Daily Fluctuations in Plasma Cal- 
cium and Phosphate Concentrations in the Rat. 
ORO-4106-12 74-16 6P PC$4.25/MF$2.25 


ANDERSON, J. K. 
Burnout Heat Fluxes for Npr Tube-in-Tube Fuel Ele- 


ments. 
183 PC$4.50/MF$2.25 


18G PC$3.50/MF$2.25 


HW-77470 74-10 
Npr Boiling Burnout Experiments: Preliminary Analy- 


sis. 
HW-71784 18] PC$3.00/MF$2.25 
ANDERSON, J. L. 


Analytical Modeling of Thermal Discharges. A Review 
of the State of the ART. 

ANL/ES-18 74-22 8H PC$7.60/MF$2.25 
Assessment of Lightweight Mobile Nuclear Power 
Systems. 

N74-15389/1GI 74-09 18N PC$3.75/MF$2.25 
Hydrogen Absorption by Ab sub 5 Compounds. 
LA-5320-MS 7402 7D PC$4.00/MF$2.25 


ANDERSON, J. U. 


Soil Association and Land Classification for Irrigation, 
McKinley County. 
PB-233 121/3GI 74-17 8M PC$4.25/MF$2.25 


Soil Associations and Land Classification for Irriga- 


tion, Taos County. 
PB-233 119/7GI 74-17 8M PC$3.75/MF$2.25 


Soil Associations and Land Classification for Irriga- 
tion, Valencia County. 
PB-233 120/SGI 74-17 8M PC$4.25/MF$2.25 


Suitability of New Mexico Lands for Irrigation. 
PB-233 122/1GI 74-17 8M PC$3.75/MF$2.25 


ANDERSON, JACK H. 
Proposal for Considering Social, Economic, and En- 


74-10 


vironmental Factors in Transportation Systems 
Planning. 
PB-237 027/8GI 74-26 13B PC$3.25/MF$2.25 


ANDERSON, JAMES H. 


Identification, Definition and Mapping of Terrestrial 
Ecosystems in Inerior Alaska. 
E74-10137 74-05 8B PC$3.25/MFS$2.25 


ANDERSON, JAMES J. 


Reprint: Silicate Water Mass Analysis off the N. W. 
Coast of Africa. 
AD-787 771/SGI 74-26 83 Reprint 


Reprint: Some Physical and Chemical Properties of the 

Gulf of Corinth. 

AD-787 773/1GI 
ANDERSON, JAMES P. 


Computer Security Technology Planning Study. 
Volume 2. 


74-26 83 Reprint 


AD-772 806/6G1 74-06 9B PC$5.75/MF$2.25 
Multics Evaluation. 
AD-777 593/SGI 74-12 9B PC$3.75/MF$2.25 


ANDERSON, JAMES R. 


Optimal Interstellar Trajectories with Relativistic 

Rockets Using Combined Thrust and Acceleration 

Limited Control. 

AD-770 280/6GI 74-02 22C 
ANDERSON, JERRY LEE 

Negatively Buoyant Jets in a Cross Flow. 

PB-234 177/4GI_ 74-21 8H PC-GPO/MF$2.25-NTIS 


ANDERSON, JOHN 


PC$5.25/MF$2.25 


Reprint: A Dislocation Model for the Parkfield 
Earthquake. 
AD-783 415/3GI 74-20 8K Reprint 


ANDERSON, JOHN D. JR. 


Reprint: The Effect of Kinetic Rate Uncertainties on 
Gas-Dynamic Laser Performance. 
AD-777 348/4GI 74-12. 7D Not available NTIS 


Sensitivity of Gasdynamic Laser Calculations to Un- 
certainties in Kinetic Rates. 
AD-774 135/8GI 74-08 7D PC$4.25/MF$2.25 


ANDERSON, JOHN H. 
The Effects of Heating on Color Centers in Germani- 


um-Doped Quartz. 
AD-776 194/3GI 74-10 20L PC$3.25/MF$2.25 


Reprint: Frequency Analysis of Vestibular Influence 
on Extensor Motoneurons. I. Response to Tilt in Fore- 
limb Extensors. 

AD-778 224/6G1 74-13 6P Reprint 


Reprint: Frequency Analysis of Vestibular Influence 
on Extensor Motoneurons. II. Relationship between 
Neck and Forelimb Extensors. 
AD-778 227/9GI 


ANDERSON, JOHN R. 
Quantification of Pollutants in Agricultural Runoff. 
PB-233 134/6GI 74-17 13B PC-GPO/MF$2.25-NTIS 
Reprint: A Semantic Interpretation of Encoding 
Specificity. 
AD-783 159/7GI 
ANDERSON, K. A. 


Data Processing of Martian Topographic Information 
Obtained from Ground-Based Radar and Spectroscopy 
and from Mariners 6 and 7. Martian Topography 
Elevations: Data Processing. 

N74-22448/6GI 74-17 3B PC$4.25/MF$2.25 


Energetic Particle Flux Experiment (Imp F and G). 
N74-18336/9GI 74-12 4A  PC$3.25/MF$2.25 
ANDERSON, K. J. 
Work Plan for p-11 Facility Cleanup. 
ARH-293%Rev.) 74-25 18G PC$4.00/MF$2.25 
ANDERSON, KARL E. 
Reprint: Hepatocellular Ultrastructure in Asympto- 
matic Hepatitis B Antigenemia. 
AD-785 720/4G1 
ANDERSON, KENT P. 
The Price Elasticity of Residential Energ 
AD-786 604/9GI 74-25 SC 7ee3 2S/MFS2. 25 
Residential Demand for Electricity: Econometric Esti- 
mates for California and the United States, 
PB-236 251/SGI 74-25 10A PC$4.25/MF$2.25 
Some Implications of Policies to Slow the Growth of 
Electricity Demand in California, 
PB-236 206/9GI 74-25 SD PC$4.75/MF$2.25 
Toward Econometric Estimation of Industrial Energy 
Demand: An Experimental Application to the Primary 
Metals Industry, 
PB-236 243/2GI 
ANDERSON, L. 


Measurement of the Polarization Parameter for the 

Reaction pi exp - p Implies pi exp 0 N Between 1.03 

and 1.79 Gev/C. 

LBL-2114 74-14 20H PC$3.00/MF$2.25 
ANDERSON, L. A. 

On Thermal Stress Failure of the Snap-19A Rtg Heat 


183 PC$3.25/MF$2.25 


74-13 6P Reprint 


74-20 SJ Reprint 


74-24 6E Reprint 


74-25 10A PC$4.75/MF$2.25 


Shield. 
N74-30338/9GI 
ANDERSON, L. O. 
Feasibility Study of an Integrated Program for 
Aerospace Vehicle Design (Ipad). Volume 4: Ipad 


System Design. 
N74-28518/0GI 74-22 22B PC$10.00/MFS$2.25 


ANDERSON, L. P. JR. 
A Preliminary Study of the Feasibility of Using a Pres- 
surized Tube for the Soft Recovery of a Five Inch 


Projectile. 
AD-772 $23/7GI 19A PC$3.75/MF$2.25 
ANDERSON, L. W. 


Nosetip Cooling Technology (NCT) Program: Ia- 
vestigation of Discrete Injection Cooling. 


74-24 


74-06 


ANDERSON, O. R. 


AD-774 590/4GI 
ANDERSON, LEE G. 


Benefit Cost Analysis of Alternative Expansion Sites 
for the Virginia Key Sewage Treatment Plant, 
COM-74-10188/2GI 74-06 13B PCS3. 7S/MFS$2. 25 


Economic Aspects of Fisheries Utilization in the Law 
of the Sea Negotiations, 
COM-74-11276-06/GI 
74-21 SD 
ANDERSON, LEMOYNE W. 


The Elements of Access to Agricultural Sciences In- 
formation Within Colorado, Montana, New Mexico, 


and Wyoming 
74-22 SB PC$8.75/MF$2.25 


74-08 13A PC$9.50/MF$2.25 


(Order as COM-74-11276) 


PB-234 351/SGI 


ANDERSON, ! EON 
The Feasibility of Closed System Mariculture: Prelimi- 
nary Experiments with Crab Molting, 
COM-74-10892/9GI 74-13 6C Reprint 
ANDERSON, LOWELL W. 


Production of Sintered Porous Metal Fluoride Pellets. 
PATENT-3 781 392 74-20 7D Not available NTIS 


ANDERSON, M. C 


An Emergency Life-Saving Instant Exit System for 
Cargo, Cargo-Transport and Passenger Aircraft. 


Volume II. 
AD-778 824/3GI 74-14 6G PC$3.75/MF$2.25 


ANDERSON, M. E. 
Feasibility Model of a High Reliability Five-Year Tape 
Transport, Volume |. 
N74-17161/2GI 74-11 14C PC$3.75/MF$2.25 
Feasibility Model of a High Reliability Five-Year Tape 
Transport, Volume 2. 
N74-14895/8GI 
ANDERSON, M. M. 
Interface Current Technique for Two-Dimensional Cell 
Calculations. 
DP-MS-72-62 74-02 
ANDERSON, MARILYN J. 
Selected Abstracts on Animal Models for Biomedical 
Research, 
AD-781 528/SGI 74-18 6C MF$2.25 


Selected Abstracts on Animal Models for Biomedical 
Research - Il, 
AD-781 529/3GI 74-18 6C MP$2.25 


Selected Abstracts on Animal Models for Biomedical 
Research - III, 
AD-781 530/1GI 
ANDERSON, MARK H. 
Interregional Planning of Water Resources Allocations 
by Systems Analysis Approach. 
AD-786 698/1GI 74-25 
ANDERSON, MARK O. 


The Propagation of a Spherical N Wave in an Absorb- 
ing Medium and Its Diffraction by a Circular Aperture. 
AD-787 878/8GI 74-26 2A PC$5.25/MFS$2.25 


ANDERSON, MELVIN E. 


Reprint: A Comparison of the Toxicology of 
Triethylene Glycol Dinitrate and Propylene Glycol 
Dinitrate. 

AD-776 831/0GI 74-11 6T Reprint 
Reprint: On the Mechanism of the Oxidation of 
Human and Rat Hemoglobin by Propylene Glycol 
Dinitrate. 
AD-777 399/7GI 

ANDERSON, N. 


Tory I1-C Test Vehicle. Part 7 of the Tory II-C Pro- 

gram. 

UCRL-7036(Pt.7) 
ANDERSON, N. G. 


Introduction: Third Conference on Embryonic and 
Fetal Antigens in Cancer. 
CONF-731141-2 74-18 6E PC$4.00/MF$2.25 


Proposed Mechanisms by —- Autochthonous 

Neoplasms Escape Immune Rejec' 

CONF-731141-1 74-17 «* PC$4.25/MFS2.25 
ANDERSON, NORMAN G. 

Compact Dynamic Multistation Photometer Utilizing 

Disposable Curvette Rotor 

PATENT-3 798 459 74-25 14B Not available NTIS 


Rotor Having Sample Holding Means. 
PATENT-3 813 031 74-26 6L Not available NTIS 


ANDERSON, O. L. 
Finite-Difference Solution for Turbulent Swirling Com- 
pressible Flow in Axisymmetric Ducts with Struts. 
N74-18647/9GI 74-13 20D PC$6.25/MF$2.25 
ANDERSON, O. R. 
The Environmental Impact of Deep-Sea Mining. 
COM-74-50489/5GI 
74-16 83 PC-GPO/MF$2.25-NTIS 


74-09 14C PC$4.75/MF$2.25 


18K PC$3.00/MF$2.25 


74-18 6C MF$2.25 


13B PC$S.25/MF$2.25 


74-12 6A Reprint 


74-12 18N PC$3.00/MF$2.25 


PA-23 





ANDERSON, ODIN W. 
Expenditures for Personal Health Services: National 
Trends and Variations, 1953-1970. 
PB-226 572/6GI 74-06 6E PC$4.25/MF$2.25 
ANDERSON, ORDEAN S. 


River, Recommendations for Improving the a En- 
vironmental Resources, Administrative Repo: 
PB-226 308/5GI 74-05 13B PCS$3 $3. 75/MFS2. 25 


ANDERSON, ORVILLE V. 


Increasing the Longevity of aed Radiographic 
Processing Solutions with Replenishment 
AD-769 485/4GI 74-01 6E PCs .25/MF$2.25 


ANDERSON, P. N. 
A Method of Billing Third Generation Computer 


Users. 
N74-11982/7GI 74-06 9B PC$3.25/MF$2.25 
ANDERSON, P. P. 


Design, Evaluation and Recommedation Effort Relat- 
ing to the Modification of a Residential 3-Ton Absorp- 
tion Cycle Cooling Unit for Operation with Solar Ener- 


sy. 
N74-28536/2G1 74-22, 13A_  PC$3.25/MF$2.25 
ANDERSON, P. T. 


Low Noise Amplifier with + em to Noise Ther- 
mometry Between 300K and 4K. 
COO-2314-1(Rev.) 74-10 9E PC$3.00/MF$2.25 


Noise Thermometer for Temperatures from Above 

300K to Below 4K. 

COO-2314-1 74-02 14B PC$3.00/MF$2.25 
ANDERSON, P. W. 


Remote-Sensing Studies of Hydrologic Environments 
in the Lower Raritan River System, New Jersey. 
N74-22972/5GI 74-18 8H PC$3. 25/MFS2. 25 


Reprint: A Selfconsistent Theory of Localization. 
AD-782 838/7G1 74-20 20L Reprint 


Reprint: Comment on ‘Model for an Exciton 
Mechanism of Superconductivity’. 
AD-782 839/5GI 74-20 20L Reprint 


Reprint: Remarks on Giant Conductivity in TTF- 
TCNQ. 
AD-782 847/8GI 74-20 20L Reprint 


Reprint: Some Macroscopic Considerations on Motions 

of Anisotropic Superfluids. 

AD-782 840/3GI 
ANDERSON, PAUL 


Alpha | Antitrypsin Deficiency and Respiratory Dis- 


ease. 
PB-231 041/SGI 
ANDERSON, PAUL L. 
The Design, Construction and Test Results of a Small 
Centrifuge Aerosol Spectrometer for Fine Particulate. 
PB-235 772/1GI 74-25 14B PC$4.75/MF$2.25 
ANDERSON, PORTER 
Studies on ‘Hemophilus influenzae’ b Vaccine. 
PB-232 622/1GI 74-16 6E PC$3.75/MF$2.25 
ANDERSON, R 
Photographic Techniques for Enhancing ERTS Mss 
Data for Geologic Information. 
N74-30835/4GI 74-24 8F PC$3.75/MF$2.25 


Reprint: The Possible Occurrence of Photosynthetic 
Microorganisms in Deep-Sea Sediments of the North 


Atlantic 

PB-231. 218/9Gi 74-12 8A Not available NTIS 

Residential Energy Consumption - Multi-Family Hous- 

ing Data Acquisition 

PB-226 771/4GI 74-06 13B PC$3.25/MF$2.25 
ANDERSON, R. A. 

Formation of the Bacterial Flagellar Bundle 

SLA-74-S158 74-25 6M PCS$4 00/MFS2. 25 
ANDERSON, R. E. 

Methods of Assessing Structural Integrity for Space 
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Cycles in Metabolism and Heat Loss. 
N74-25627/2GI 74-19 6P PC$4.25/MF$2.25 


The Development of an Elastic Reverse Gradient Gar- 
ment to Be Used as a Countermeasure for Car- 
diovascular Deconditioning. 

N74-12784/6GI 74-07 6B PC$4.25/MF$2.25 


ANOKHIN, P. K. 


Philosophical Meaning of the Problem of Natural and 
Artificial Intelligence, 
IPRS-60916 

ANSARI, A. 


Carrier-Free exp 11 'C-Labeled Catecholamines in 
Nuclear Medicine and Biochemical Research. 


the Valley of Ten 


74-08 20L PC$3.50/MF$2.25 


74-06 6D PC$3.25/MF$2.25 


BNL-18379 74-09 6E PC$3.25/MF$2.25 
Thallium-201 for Medical Use. 
BNL-18094 74-07 6E PC$3.00/MFS$2.25 


ANSARI, A. N. 


Comparative Evaluation of exp 123 I and /Sup 99M/TC 
for Thyroid Studies. 
BNL-18401 74-11 6R PC$3.50/MF$2.25 


Continuous Registration of the Thyroidal Uptake of 
/Sup 99M/TC and exp 123 I in the First 30 Minutes. 
CONF-740708-54 74-24 6E PC$4.00/MF$2.25 


Exp 123 I-Indocyanine Green ( Exp 123 I-Icg) as an 
Sonn for Dynamic Studies of the Hepato Biliary 
ystem. 


CONF-740708-53 74-24 6E PC$4.25/MF$2.25 
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ANSELIN, F. 


Behavior of Rapsodie Reactor Fuel Elements in 1971 
and 1972. 
AEC-tr-7495 74-13 18E PC$4.00/MF$2.25 


Study of Reactions Between Fuel (U,Pu)O sub 2 and 


Sodium. 
AEC-tr-7492 74-13 18E PC$4.00/MF$2.25 
Study of the Reactions Between (U,Pu)O sub 2 Fuel 


and Sodium. 
CEA-CONF-2419 PC$3.50/MF$2.25 


ANSELMI, O. E. 
Metabolism of exp 111 in-Transferrin as a Measure of 


Bone Marrow Activity. 
CONF-740708-49 


ANSELONE, P. M. 
Convergence of the Discrete Ordinates Method for the 


Transport Equation. 
BNWL-SA-5S016 74-24 20H PC$4.50/MF$2.25 


Convergence of the Discrete Ordinates Method for the 
Transport Equation. 
ORNL-4984 


ANSLUN, R. 


Calculation of Load to Destruction for Concrete Im- 
bedded Metallic Columns le Calc Ul des Charges UI- 
times des Colonnes Metalliques Enrobees de Beton. 

N74-32995/4GI 74-26 13M PC$4.75/MF$2.25 


ANSON, FRED C. 


Fundamental Processes Occurring at Electrodes. 
AD-781 596/2GI 74-18 7D PC$3.25/MF$2.25 


Reprint: Attractive Interactions between Cations Ad- 
sorbed on Mercury. The Unique Behavior of Isothio- 
cyanato Complexes of Chromium(III). 

AD-786 199/0GI 74-24 7D Reprint 


Reprint: Electrode Kinetics for a Simple Redox Reac- 
tion with Adsorbed Reactant. The Reduction of 
Cr(OH2)3(NCS)3 at Mercury Electrodes. 

AD-776 481/4GI 74-11 7D Reprint 


Reprint: Elimination of the Diffuse Layer by Specific 
Adsorption of Anions on Mercury from Dilute Aque- 
ous Solutions. 

AD-776 436/8GI 74-11 7D Reprint 


Reprint: The Evaluation of Surface Activities from 
Adsorption Isotherms and Their Utilization in Kinetic 
Analyses of Electrode Reactions. 
AD-776 723/9GI 


ANSOURIAN, P. 
Rigid-Frame Connections to Concrete-Filled Tubular 
Steel Columns. 
N74-31999/7GI 
ANSPAUGH, B. 
Uncertainties in Predicting Solar Panel Power Output. 
N74-22710/9GI 74-18 10B PC$3.75/MF$2.25 
ANSPAUGH, L. R. 


Compilation of Published Information on Elemental 
Concentrations in Human Organs in Both Normal and 
Diseased States. 4. Data Summary Ordered by Specific 
Health State, Subordered by Atomic Number, Organ, 
and Suborgan. 

UCRL-S51013(Pt.4) 74-04 6A PC$7.60/MF$2.25 


Evaluation of the Resuspension Pathway Toward Pro- 


74-09 181 


74-24 6E PC$4.25/MF$2.25 


74-23 20H PC$4.00/MF$2.25 


74-11 7D Reprint 


74-25 13M PC$4.25/MF$2.25 


tective Guidelines for Soil Contamination with 
Radioactivity. 
UCRL-75250 74-21 8H PC$4.00/MF$2.25 


Field Spectrometric Measurements of Radionuclide 
Concentrations and External gamma Exposure Rates at 
the Nevada Test Site. A Demonstration Study. 


UCRL-S51412 74-02 18H PC$4.00/MFS$2.25 
Ge(Li) Low Level in-Situ gamma-Ray Spectrometer 
Applications. 

UCRL-75325 74-11 8H PC$3.00/MFS$2.25 
Resuspension of Plutonium: A Progress Report. 
UCRL-75484 74-16 8H PCS$S.25/MF$2.25 
Wind-Driven Redistribution of Surface-Deposited 
Radioactivity. 

UCRL-74392 74-04 18H PC$3.00/MFS$2.25 


ANTAR, BASIL NAMAN 
Second Order Effects in Unstable Boundary Layers on 
a Flat Plate. 
AD-778 942/3GI 74-14 20D PC$7.25/MF$2.25 
ANTENUCCI, ANTHONY J. 
State-of-the-Art Review of Altimeter Displays. 
AD-779 408/4GI 74-15 1D PC$3.25/MF$2.25 
ANTESBERGER, G. 
Magnetic Flux Line Pinning in Nbta by NB sub 2 N 
Precipitation. 
JUL-994-FF 
ANTHES, DAVID E. 
Electrodialysis Process Using Inorganic lon Exchange 


Membranes. 
PATENT-3 463 713 


74-12 20L PCS$6.50/MFS$2.25 


74-09 7A Not available NTIS 





ANTHES, RICHARD A. 


Prediction of Mesoscale Flows over Complex Terrain. 
AD-776 333/7GI 74-11 4B PC$S.25/MF$2.25 


ANTHONI, F 


A Hardware Breakout Debugging Aid for the PDP8/1. 
N74-10181/7GI 74-04 9B PC$3.25/MF$2.25 


ANTHONY, F. M. 


Data and Results from a Study of Internal Convective 

Cooling Systems for Hypersonic Aircraft. 

N74-30422/1GI 74-24 20M PC$10.00/MF$2.25 
ANTHONY, J. MARSHALL 

rey | Water and Sewer System Costs Using 

TOPAZ (Technique for the Optimal Placement of Ac- 


tivities in Zones), 
PB-233 690/7GI 


ANTIMONIL, G. D. 


Central Mechanism of Action of Electromagnetic 
Fields, 
JPRS-60711 


ANTIPIN, G. K. 
Calculation of the Bor-60 Reactor Assembly Cooling in 


a Gaseous Medium. 
SRARI-P-176 74-02 181 PC$4.00/MF$2.25 


Stability and Monotony Ranges for Two-Point Dif- 
ference Schemes of Thermal Mass Transfer Equation. 
SRARI-P-200 74-16 20M PC$4.50/MF$2.25 


ANTIPOV, I. T. 


Comparison of Various Methods of Flight-Line Three- 
Dimensional Analytic Phototriangulation--Translation. 
AD-783 662/0GI 74-21 8E PC$3.25/MF$2.25 


ANTIPOV, V. V. 


Some General Principles for Studying the Combined 
Effect of Spaceflight Factors, 
JPRS-62546 74-21 


ANTIPOV, YU. M. 


Decay Channel a sub 2- Implies eta pi exp - in the 
Reaction pi exp - p Implies p pi exp - pi exp + pi exp - 
pi exp 0 at 40 Gev/C. 

COO-1195-271 74-10 20H PC$3.00/MF$2.25 


Differential Cross Sections and Scaling in pi exp - p 
Implies X exp - p at 25 and 40 Gev/C. 
COO-1195-272 74-10 20H PC$3.00/MF$2.25 


Production of K* exp - (890) and K* exp - (1420) in 
the Reaction K exp - p Implies (K pi ) exp - p at 25 
and 40 Gev/C. 

COO-1195-275 74-10 20H PC$3.00/MF$2.25 


Reaction K exp - p Implies X/sub K/ exp - p at 25 and 
40 Gev/C. 
COO-1195-274 74-10 20H PC$3.00/MFS2.25 


Reaction pi exp - p Implies pi exp - pi exp - piexp + p 
at 25 and 40 Gev/C. 
COO-1195-276 


74-18 13B PC$7.00/MF$2.25 


74-05 6R PC$3.75/MF$2.25 


6S PC$3.75/MF$2.25 


74-10 20H PC$3.00/MF$2.25 


A sub | , a sub 2, and a sub 3 Production in pi exp - p 
Implies pi exp - pi exp - pi exp + p at 25 and 40 
Gev/C 


CO0-1195-273 
ANTIPYUK, A. I. 
Radiation Shielding and Radiation Fields around a 


Synchrophasotron at Slow Proton Extraction. 
JINR-P16-7958 74-24 20G PCS$4.00/MFS2.25 


ANTL, R. J. 


The Effect of Noise Constraints on Engine Cycle Op- 
timization for Long-Haul Transports. 
N73-32620/9GI 74-02 21E PCS$3.25/MFS$2.25 


ANTLE, CHARLES 


Reprint: Maximum Likelihood Estimation with the 
Weibull Model. 
AD-780 481/8GI 


ANTLE, CHARLES E. 
Choice of Model for Reliability Studies and Related 


Topics. Il. 
AD-772 775/3GI 74-06 14D PCS$4.25/MFS$2.25 


Reprint: Discrimination between the Log-Normal and 
the Weibull Distributions. 
AD-780 309/1GI 


ANTMAN, STUART S. 


Reprint: Nonuniqueness of Equilibrium States for Bars 
in Tension. 
AD-776 463/2GI 


ANTOINE, A.C. 


* Preliminary Analysis of an Extensive One Year Survey 
of Trace Elements and Compounds in the Suspended 
Particulate Matter in Cleveland, Ohio. 

N74-29071/9GI 74-22 13B) PCS3.25/MFS$2.25 


ANTOINE, B. 


Damage Threshold Determination of Light Walls Sub- 
mitted to Single or Repeated Bangs, Part 1 Determina- 
tion du Seuil d'Endommagement de Cloisons Legeres 
Exposees a des Bangs Unitaires ou Repetes. Premiere 
Partie. 

N74-10846/SGI 


74-10 20H PCS4.00/MFS$2.25 


74-16 12A Reprint 


74-16 12A_ Reprint 


74-11 20K Reprint 


74-04 


13M PC$4.25/MFS$2.25 
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ANTONACCI, 


Method of Connecting a Metal Conduit to a Plastic 
Conduit. 
PAT-APPL-289 695 74-10 13E PC$3.25/MF$2.25 


ANTONCHENKO, V. YA. 

Possibility of Existence of Multineutron Systems. 

ITF-74-25E 74-23 20H PC$4.00/MF$2.25 
ANTONEKO, V. A. 

Gas Processing Method--Translation. 

AD-770 442/2GI 7402 7A PC$3.25/MF$2.25 
ANTONELIS, GEORGE A. JR. 


Some Physiological Parameters of the Blood of the 
California Gray Whale, 
COM-74-50189-04-08/GI 

74-16 8A (Order as COM-74-50189-04) 


ANTONELLI, A. 

Beneficial Uses of Waste Heat. 

RT/PROT~(74)10 74-25 13B PC$S5.50/MF$2.25 
ANTONENKO, A. V. 


Humoral Factors of Immunity in Adrenalectomized 
and Non-Operated Guinea Pigs in a State of Delayed 
Hypersensitivity --T ranslation. 

AD-785 112/4GI 74-23 6P PC$3.25/MF$2.25 


ANTONI, F. 
Action of 2, 4, 5-Te on DNA-Repair after Uv- or 
Ionizing Radiation. 
SGAE-2211 74-16 6R PC$3.00/MF$2.25 
Effect of 2,4-D on Semiconservative- and DNA-Repair 
Synthesis (Case Report: Bullous Dermatitis after Ex- 
posure to 2,4-D). 
SGAE-2218 
ANTONI, NILS 
Information on Current Activities, 
PB-236 027/9GI 74-24 13M PC$3.75/MF$2.25 
ANTONIADIS, GRIGORIOS 


Reprint: Serological Investigations on the Incidence of 
Complement-Fixing Antibodies to Cytomegalovirus in 
West Berlin. 

AD-769 176/9GI 74-01 6M Not available NTIS 


ANTONIAK, CHARLES E. 


Method and Means for Performing Distribution-Free 

Detection of Signals in Noise. 

PATENT-3 775 770 74-26 9D Not available NTIS 
ANTONIDES, GENE J. 

Effect of Pressure on Ignition of Hypergolic Liquid 

Propellants. 

AD-772 756/3G1 74-06 21B PC$3.25/MF$2.25 


Ignition of Hypergolic Liquid Propellants at Low Pres- 


sure. 
AD-778 964/7GI 74-14 211 PC$3.75/MF$2.25 
ANTONIEWICZ, PETER R. 


Theoretical Study of the Effective Polarizability of Ad- 
scrbed Molecules on Metal Surfaces. 
AD-777 053/0GI 74-11 7D PC$3.25/MF$2.25 


Theoretical Study of the Effective Polarizability of Ad- 
sorbed Molecules on Metal Surfaces. 
AD-777 454/0GI 74-12. 7D PC$3.25/MF$2.25 


74-16 6R PC$4.00/MF$2.25 


ANTONINI, M. 
Formation Energy of Vacancies in Zirconium. 
RT/FI1-(74)5 74-25 11F PC$4.25/MF$2.25 


ANTONOV, V.A. 


On the Pulse Number During Optimal Transfer 
Between Close Keplerian Orbits. 
N74-33284/2GI 74-26 22C PC$3.25/MF$2.25 


ANTONOVA, E. A. 


Study of the Temperature Conditions for the Forma- 
tion of and the Service Life of Ni-Cr-Si-B Coatings-- 
Translation. 

AD-775 136/SGI 74-09 11C PC$3.25/MF$2.25 


ANTONOVIC, GLIGORUJE 
Soil Composition and State of Erosion on Golija 


Mountain, 

TT-73-56017 74-05 8M PC$3.25/MF$2.25 
ANTONOVIC, GLIGORIJE M. 

Soils of Rogozna Mountain, 

TT-73-56016 74-05 8M PC$3.25/MF$2.25 
ANTONUCCI, E. 


Eleven-Years Inversion of the Green Corona Emission. 
N74-14462/7GI 74-08 3B PC$3.25/MF$2.25 
Solar Cycle Variation of Large-Scale Coronal Struc- 
tures. 

N74-31286/9GI 74-24 3B PC$3.25/MF$2.25 


Solar Rotating Magnetic Dipole . 

N74-31285/1GI 74-24 3B PC$3.75/MF$2.25 
ANTONUCCI, ZSTER 

Anomalous Cosmic-Ray Anisotropy and Unidirectional 

Interplanetary Magnetic Field during 1954, 

AD-775 862/6GI 74-10 3B PC$3.25/MF$2.25 


Eleven-Years Inversion of the Green Corona Emis- 


sion, 

AD-772 071/7GI 74-05 3B PC$3.25/MF$2.25 
Green Corona and Solar Sector Structure. 

AD-775 $57/2G1 74-09 3B PC$3.25/MF$2.25 


Rigid and Differential Rotation of the Solar Corona, 
AD-772 068/3GI 74-05 3B PC$3.25/MF$2.25 


Solar Cycle Variation of Large-Scale Coronal Struc- 


tures. 
AD-784 427/7GI 74-22 3B PC$3.25/MF$2.25 


Solar Rotating Magnetic Dipole. 
AD-784 428/SGI 74-22 3B PC$3.75/MF$2.25 


ANTONUCCI, JOHN D. 


Performance of a Microwave Antenna System in the 
Shoulder Region of a Blunt Reentry Nose Cone. 
AD-777 828/SGI 74-13 16C =PC$3.75/MF$2.25 


ANTONUCCI, JOSEPH M. 


Method of Making Perfluorostyrene. 
PATENT-3 655 785 74-03 7C Not available NTIS 


Synthesis of Perfluoroparacresol, Polyoxyper- 
fluorobenzylene and Related Monomers and Polymers. 
PATENT-3 629 340 = 74-03 7C_ Not available NTIS 


ANTONYEV, A. A. 


Diseases of the Skin in the Production of Caprolactam- 
-Translation. 
AD-787 413/4GI 


ANTONYUZHENKO, V. A. 
Dynamics of Hygenic Working Conditions and Occu- 


pational Disease Incidence among Workers in Suspen- 
sion Polyvinyl Chloride Production over a Number of 


Years, 
PB-233 614-T/GI 74-18 63 PC$3.25/MF$2.25 


ANTOSIEWICZ, HENRY A. 


Qualitative Properties of Differential Equations. 
AD-775 419/SGI 74-09 12A PC$3.25/MF$2.25 


ANTROPOVA, U. I. 


Some Radiation and Temperature Characteristics of 

Thawing of Snow during the Winter of 1959-60 

(Nekotore Radiatsionne i Temperaturnye Kharak- 

teristiki Snegotayaniya Zimoi 1959-60 g.), 

TT-72-51063 74-07 8L PC$3.75/MF$2.25 
ANTWI-BOATENG, G. 

Phase Transformations in Vapor-Quenched Molyb- 

denum and Molybdenum Gold Alloys. 

AD-776 970/6GI 74-11 LIF PC$4.25/MF$2.25 
ANUFRIEV, V. A. 

Evaluation of Radiation Characteristics of Regenerated 

Plutonium Fuel. 

SRARI-P-179 74-02 183 PC$3.00/MF$2.25 
ANUFRIEV, V. M. 


Characteristics of Diffusers in Shock Tube--Transla- 
tion. 
AD-780 376/0GI 


ANUNSON, G. A. 


Proposed New Coordinate System for Dabob Bay 3-D 
Tracking Range. 
AD-776 219/8GI 


ANVARI, A. 
Pulse Circuit for N2 Lasers Pulskrets for N2-Laser. 
N74-13210/1GI 74-07 20E PC$3.75/MF$2.25 
ANWAR, IQBAL M. 


Investigation of Sliding-Surface Bearings of Screw 
Pumps Utilized on the Navy Distillate Fuel Oil Con- 
version Program. 

AD-771 453/8GI 74-04 131 PC$8.75/MF$2.25 


Supplemental Data for Investigation of Sliding-Surface 
Bearings of Screw Pumps Utilized on the Navy Distil- 
late Fuel Oil Conversion Program. 


74-26 63 PC$3.25/MF$2.25 


74-16 21E PC$3.25/MF$2.25 


74-10 8B PC$4.25/MF$2.25 


AD-771 378/7GI 74-04 131 PC$8.75/MF$2.25 
ANYOS, T. 

Technology Transfer: Transportation. 

N74-?2587/1GI 74-17 13F PC$4.75/MF$2.25 

Technology Transfer-Transportation. 

N74-33397/2GI 74-26 13F PC$3.75/MF$2.25 
AOKI, K. 


Eliminating Pollution and Creating a General Equilibri- 

um Model Including the Environment. 

N74-16312/2GI 74-10 13B PC$3.25/MF$2.25 
AOKI, Y. 


Strain Analysis by the Moire Analyzer Method (On the 
Accuracy in Measurement and Heat Proof Moire 
Grid 


). 
N74-23454/3G1 74-18 11F PC$3.25/MF$2.25 
AOYAGI, K. 


Acoustic Characteristics of a Large-Scale Wind Tunnel 
Model of an Upper-Surface Blown Flap Transport 
Having Two Engines. 

N74-15719/9GI 74-10 1A PC$4.75/MF$2.25 


APOSTOLOS, JOHN A. 


Aerodynamic Characteristics of a Large-Scale Model 
with a Swept Wing and a Jet Flap Having an Expanda- 
ble Duct. 

N74-11826/6G1 74-06 1B PC$4.75/MF$2.25 


Wind Tunnel Investigation of a Large-Scale Upper 
Surface Blown-Flap Transport Model Having Two En- 


gines. 
N73-32973/2GI 74-02 1C PC$4.25/MF$2.25 


Wind Tunnel Investigation of a Large-Scale 25 Deg 
Swept-Wing Jet Transport Model with an External 
Blowing Triple-Slotted Flap. 

N74-13721/7GI 74-08 1A PC$4.25/MF$2.25 


AOYAMA, T. 


Study on the Code Contempt: An Analytical Model for 
the Containment Temperature and Pressure Behavior. 
JAERI-M-5339 74-12) 181 PC$S.45/MF$2.25 


APANASYUK, A. V. 
Analog Digital Computer for Calculating Dose Fields-- 
Translation. 
AD-781 591/3GI 
APATOFF, JULIUS B. 


Role of Diphenylamine as a Stabilizer in Propeliants; 
Analytical Chemistry of Diphenylamine in Propellants 
(A Survey Report). 

AD-783 499/7GI 74-21 7C PC$3.75/MF$2.25 


APEL, W. D. 


Measurement of the pi pi -S-Wave in the Reaction pi 
exp - p Implies pi exp 0 piexp ON. 
KFK-EXT-3-74-1 74-20 20H PC$6.75/MF$2.25 


APGAR, WILLIAM C. JR. 


Inter-Regional Migration: Evaluation of 1960 Census 
Data and implications for Analysis of the 1970 Census, 
COM-74-10284/9GI 74-07 SK PC$3.75/MF$2.25 


The Public Use Sample and Migration Research, 
COM-74-10390/4GI 74-07 SI PC$4.25/MF$2.25 
APGAR, WILLIAM J. 


An Experimental and Theoretical Study of the Flow 
Field Surrounding a Suction Pipe Inlet, 
COM-74-10172/6GI 74-05 13B PC$4.75/MF$2.25 


74-18 6R PC$3.25/MF$2.25 


APIN, A. YA. 
Boron Reactions in an Explosion--Translation. 
AD-785 989/5GI 74-24 19A PC$3.25/MF$2.25 


APLEVICH, J. D. 


Optimum Linear System Reduction Via the Phase 
Variable Canonical Form. 
N74-29032/1GI 74-22 12A_ PC$3.25/MF$2.25 


APODACA, L. E. 

Dissimilar Metals Joint Evaluation. 

N74-22203/5GI 74-17 13E PC$S.25/MF$2.25 
APODACA, M. P. 


Development and Evaluation of a Compacted 
CVD/Felt Cone. 
SLA-73-729 74-07 11D PC$S.75/MF$2.25 


APOL, ARVIN 


Health Hazard Evaluation/Toxicity Determination. 

Western Foundry Company, Tigard, Oregon. 

PB-232 586/8GI 74-16 63 PC$3.25/MF$2.25 
APOL, ARVIN G. 

Health Hazard Evaluation/Toxicity Determination. 

Ford Motor Company, Lorain, Ohio. 

PB-229 112/8GI 74-10 63 PC$3.25/MF$2.25 


Health Hazard Evaluation/Toxicity Determination. 
Fortune Industries, Inc., Chelsea, Michigan. 
PB-229 123/SGI 74-10 63 PC$3.25/MFS$2.25 


Health Hazard Evaluation/Toxicity Determination. 

Union Pacific Railroad, Pocatello, Idaho. 

PB-229 161/SGI 74-10 63) PC$3.25/MFS$2.25 
APOLLONIO, S. 

Reprint: Glaciers and Nutrients in Arctic Seas. 

AD-773 341/3GI 74-07 8) Reprint 
APONY, T. J. 

Modified Polybenzothiazole-Based Adhesive. 

PAT-APPL-304 585 74-09 1A PCS$3.25/MFS$2.25 
APOSTOLAKIS, GEORGE 


Investigation of Radio-Frequency Interference to the 
Backup Emergency Communication Equipment. 
AD-771 234/2G1 7404 17B PC$4.75/MF$2.25 


Investigation of Radiofrequency Interference to the 

Backup Emergency Communication Equipment at the 

Elwood, New Jersey, Long-Range Radar Site. 

AD-783 633/1GI 74-21 17G PC$3.75/MFS$2.25 
APOSTOLAKIS, GEORGE C. 


Investigation of Shielding Methods and Materials for 

Reduction of Radiofrequency Interference to Backup 

Emergency Communication Equipment. 

AD-779 293/0GI 74-15 17B PC$3.75/MF$2.25 
APOSTOLOS, JOHN A. 


California Skid Resistance Studies. 
PB-233 000/9GI 74-16 13B PC$4.75/MF$2.25 
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APOSTOLOU, S. F. 


APOSTOLOJU, S. F. 


Materials Development and Testing. 
PB-230 309/7GI 74-11 6L 


APOSTOLOVA, A. 
Phenomenology of the Back-Bending at High Spins in 


Nuclear Rotational Bands. 
JINR-E4-7753 74-21 20H PC$4.00/MF$2.25 


APPEL, DIRK 
Shock Tube Studies of Deuterium Dissociation and 
Oxidation by Atomic Resonance Absorption Spec- 
trophotometry, 
PB-235 901/6GI 
APPEL, ERIK 
Hydraulic Performance of Pennsylvania Highway 
Drainage Inlets Installed in Grassed Channels (Type H, 
Type 4-Ft., and Type 6-Ft.). 
PB-229 605/1GI 74-09 13B PC$S.25/MF$2.25 
APPELQUIST, THOMAS 
Reprint: Positron-Electron Annihilation in Gauge Theo- 


ries of Strong Interactions. 
AD-779 217/9GI 


APPELS, C. 


Incipient Separation of a Compressible Turbulent 
Boundary Layer. 
N74-32740/4GI 74-26 20D PC$4.25/MF$2.25 


Turbulent Boundary Layer Separation at Mach 12. 
N74-13704/3GI 74-08 20D PC$4.25/MF$2.25 


aman Heat Transfer Measurements in a Mach 15 
Flow. 
N74-14648/1GI 


APPELT, W. 


Numerical Treatment of the Singular Integral Equation 
for the Determination of Electron Density and Electric 
Field Strength of Electro-Optical Instruments Nu- 
merische Behandlung der Singulaeren Integralgleichung 
Zur Bestimmung der Ladungsdichte und Feldstaerke 
bei Elektronenoptischen Instrumenten. 

N74-25958/1GI 74-19 12A PC$3.75/MF$2.25 


APPEN, A. A. 
Study of the Temperature Conditions for the Forma- 
tion of and the Service Life of Ni-Cr-Si-B Coatings-- 


Translation. 
11C) = PC$3.25/MF$2.25 


PC$3.75/MF$2.25 


74-24 7D PC$3.75/MF$2.25 


74-15 20H Reprint 


74-08 20D PC$3.75/MF$2.25 


AD-775 136/SGI 
APPERLEY, L. W. 


On the Prediction and Evaluation of the Ground Level 
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The Use of Ice-Forming Aerosols for Cloud Modifica- 
tion and Results of Investigations of New Ice-Forming 


Reagents--Translation 
AD-772 047/7G1 7405 4B PC$3.25/MF$2.25 
BAKHAREYV, A. V. 


Advantages of Hot Isothermal Stamping--Translation. 
AD-782 529/2GI 74-19 13H PC$3.25/MF$2.25 


BAKHIR, L. P. 
Method of Sampling Particles Formed during Burning 
of Metallized Condensed Systems in Constant-Pressure 


Chamber--Translation. 
AD-785 212/2GI 74-23. 7D PC$3.25/MF$2.25 
BAKHMAN, N. N. 


The Effect of Aluminum Additives on the Operational 
Effectiveness of the Catalytic Combustion Agent 


Fe203--Translation. 
AD-771 666/5GI 74-05 21B PC$3.25/MFS$? 25 


The Effect of Solid Oxidant Additives on Diffusion 
Burning of Polymers in Air, 

AD-770 476/0GI 7402 21B PC$3.25/MF$2.25 
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Bay Sockeye Salmon. 
COM-74-50282-02-18/GI 
74-18 6C (Order as COM-74-50282-02) 


BAKKEN, A. H. 
Ultrastructural Aspects « oe Activity. 
CONF-730458-1 6c PCs} 00/M F$2.25 
BAKKER, T. 


Transmission of Focussed Laser BEAMS Through the 


Atmosphere. 
N74-10504/0GI 7404 WE PCS3.25/MFS2.25 


PA-49 








BAKRUNOVA, T. S. 


BAKRUNOVA, T. 8. 
Investigation of Flame Speeipeiion Conditions of Gas 
Burner Devices--Translatio: 

AD-781 663/0GI 74.18 21B =PC$3.25/MF$2.25 


BAKSHI, P 


Reprint: Hydrogenic Stark-Zeeman Spectra for Com- 
bined Static and Dynamic Fields. 
AD-778 116/4GI 74-13 7D Reprint 


BAKULEVA, A. N. 


Cooperation Between the USSR and the USA in Study 

of Cardiovascular Diseases. Joint Symposium on Coa- 
genital Heart Defects, 

PB-233 611-T/GI 


BAKUM, B. I. 


Dust Turbulence of the Working Flow in a Hypersonic 
Nozzle--Translation. 
AD-781 631/7G1 


BAKUN, ANDREW 


Coastal Upwelling Indices, West Coast of North 
America, 1946-71. 
COM-74-50004/2GI 

74-04 8C PC-GPO/MF$2.25-NTIS 


74-18 6E PC$3.25/MF$2.25 


74-18 20D PC$3.25/MF$2.25 


BAL, A. J. B.C. 


Calculation of the Statistical Distribution of the Cloud 
Factor for Different Parts of Europe. 
N74-10586/7GI 74-04 4B PC$3.25/MF$2.25 


BAL’BUTSEV, E. B. 


Reference Spectrum Method Modification for Solving 
the Bethe--Goldstone Equation for Finite Nuclei. 


JINR-P4-7922 74-22 20H PC$4.00/MF$2.25 

oe Conserving Pairing in the Rare Earth Region 

Nuckei. 

JINR-P4-7482 74-14 20H PC$3.00/MF$2.25 
BAL, Y 


Complex Chemistry of Uranyl Nitrate-p-Aminobenzoic 
Acid System. 


CNAEM-R-119 74-21 7E PC$4.00/MF$2.25 
BALAAM, N. P. 


Finite Element Analysis of the Effects of Installation 
on Pile Load-Settlement Behaviour. 
PB-236 081/6GI 74-25 13M PC$3.25/MF$2.25 


BALABAN, A. T. 
Computing Program for Interpreting ESR Spectra of 


Organic Free Radicals. 
IFA-CO-27-1972 74-02 7C PC$4.25/MF$2.25 
BALABAN, HAROLD 8. 


Reprint: The Use of Warranties for Defense Avionics 
Procurement. 


AD-769 399/7GI 7401 1SE PC$S.75/MF$2.25 
BALABANOV, N. P 


Study of the (N, alpha ) Reaction on Deformed Nuclei. 
JINR-P3-7376 74-06 20H PC$3.00/MF$2.25 


BALACHANDRA, J. 


Stress Corrosion Cracking and Passivity in Binary Zr-- 
Cr Alloys. 


BARC-685 74-21 11F PC$4.75/MF$2.25 
BALACHANDRA, M. 

Transients in High Spin Gyroscopic Systems. 

AD-772 769/6GI 74-06 17G PC$3.25/MF$2.25 
BALACHANDRAN, N. K. 


Reprint: Atmospheric Gravity Waves and the Energy 
of the Jet Stream. 
AD-770 909/0GI 


BALADI, GEORGE Y. 


Ground Shock Calculation Parameter Study. Report 3. 
Influence of Type of Constitutive Model on Ground 
Motion Calculations. 

AD-778 164/4GI 74-13 19D PC$6.25/MF$2.25 


BALAGULA, T. E. 


Calculation of the Aerodynamic Characteristics of a 
Twisted Jet--Translation. 
AD-781 657/2GI 74-18 20D PC$3.25/MF$2.25 


BALAGUROV, V. A. 
State-of-the-Art and Prospects of Magnetoclectric 
Machines for Self-Contained Electrical Supply 
Spsepe and Controllable Electrical Drives--Transla- 
AD-773 893/3GI 74-07 10B PC$3.25/MF$2.25 
BALAKHONSTEV, G. A 


Structure and Properties of Gute Crystalliza- 
tion in an Electromagnetic Field--Transla' 
AD-784 041/6GI 74-22, 1IF = PC$3. $3.25/MFS2. 25 


BALAKHOVSKIY, I. S. 
Problems of Space Biology. Volume 22: Metabolism 
under the Extreme Conditions of Spaceflight and Dur- 


Its Simulation. 
N74-13813/2GI 74-08 6S PC$7.00/MF$2.25 
BALAKIRSKY, J. 


Mission and Data Operations IBM 360 User'S Guide. 
N74-14921/2GI 74-09 9B PC$12.25/MF$2.25 


74-03 4A Reprint 


BALAKRISHMAN, A. V. 


Time-Optimal Control Synthesis for Non-Linear 
Systems: A Flight Dynamic Example, 
AD-785 405/2G 74-23 2A PC$3.25/MF$2.25 


BALAKRISHNAN, A. V. 


Reprint: A Note on the Structure of Optimal 
Stochastic Controls. 
AD-782 958/3GI 74-20 12A_ = Reprint 


A Theory of Adaptive Control of Linear Dynamic 
Systems, 
AD-770 952/0GI 74-03 12A_ PC$3.75/MF$2.25 


BALAKRISHNAN, M 


Nuclear Cross-Section Calculations Using R-Matrix. 
BARC-663 74-02 20H PC$4.00/MF$2.25 


ao Report on Nuclear Data Activities in India. 


BARC-695 74-12 20H PC$6.00/MF$2.25 
BALANDA, A 


Angular Distribution of Prompt gamma Rays in Heavy- 
lon-Induced Reactions. 
JINR-P7-7201 74-02 20H PC$3.00/MF$2.25 


Hyperfine Interactions of Heavy Ions Recoiling into 


Vacuum. 
JINR-E7-7237 74-02 7D PC$3.00/MF$2.25 
BALANDA, M. 


Phase Diagram of Hematite in a Magnetic Field. li. 

High-Temperature Modification. 

JINR-P 14-7986 74-25 81 PC$4.00/MF$2.25 
BALANDIN, M. P. 

Measurement of the Positive Muon Lifetime. 

JINR-P1-7892 74-21 20H PC$4.00/MF$2.25 
BALANDIN, V. N. 

Complex of Programs for Computing Co-Ordinates of 

Photographic Points on Electronic Computers Using 

Results of Radiogeodestic Measurements--Translation. 

AD-776 104/2GI 74-10 8E PC$3.25/MF$2.25 
BALANOFF, HOWARD 

The Comprehensive Urban Pian, Henderson, Texas 

1972-1992. Volume I. 

PB-224 920/9GI 74-01 13B PC$S5.25/MF$2.25 


BALANOFF, N. 


Interactive Television: A Study of its Effectiveness as 
a Medical Education Resource in the Rural Northeast 


PB-225 172/6GI 74-02 SI PC$6.25/MF$2.25 
BALARD, F. 

Concentration of Gas Traces in Air by Distillation. 

CEA-R-4523 74-21 7D PC$4.00/MF$2.25 
BALAS, EGON 


Disjunctive Programming: Properties of the Convex 
Hull of Feasible Points. 


AD-785 177/7GI “74-23 12B PC$4.25/MF$2.25 
Facets of the Knapsack Polytope. 

AD-770 600/5GI 74-02 12B PC$3.75/MF$2.25 
Finding a Minimum Node Cover in an Arbitrary 
Graph. 

AD-771 093/2GI 74-04 12B PC$3.75/MF$2.25 
Implicit Enumeration: An Introductory Survey. 
AD-773 322/3GI 74-07 12B PC$3.75/MF$2.25 
Intersection Cuts from Disjunctive Constraints 

AD-778 283/2GI 74-13 12B) PC$4. 25/MFS2. 25 


Maximizing a Convex Quadratic Function Subject to 
Linear Constraints. 
AD-778 654/4GI 74-14 12B PC$3.75/MF$2.25 


BALASCIO, J. F. 


New Pyroelectric Vidicon Targets. 
AD-786 600/7GI 74-25 9A PC$S5.25/MF$2.25 


BALASCIO, JOSEPH F. 


Cesium Dideuterium Arsenate Crystal Development. 
AD-780 247/3GI 74-16 20B PC$4.25/MF$2.25 


BALASHKIND, M. I. 
Device for Exciting Seismic Oscillations in Water-- 
Translation. 

AD-779 617/0GI 


BALASHOV, V. K. 


Search for K/sub L/ exp 0 Implies pi exp + pi exp - E 
exp + E exp - Decay Using Ckm-100 Equipment with 
a 1-Meter Streamer Chamber. 

JINR-P1-7539 74-13 20H PC$3.00/MF$2.25 


BALASHOV, YU. S. 


Growth and Cuticle Extension in the Ixodidae Ticks 
During Blood Sucking (Rost i Rastiyazhenie Pokrovov 
Tela Iksodovykh Kleshchei pri Krovososanin), 

TT-73-$8037 74-26 6C PC$3. 75/MFS2. 25 


Water Balance and Critical Temperature of the Epicu- 
ticle in Argasid: Ticks (Parasitiformes, Argasidae) 
(Vodnyi Balans i Kriticheskaya Temperatura Zpiku- 
tikuly u Arasovyh Kleshchei (Parasitiformes, Ar- 


TT-73-58069 


74-18 81 PC$3.25/MFS$2.25 


74-25 6C PC$3.25/MF$2.25 


BALASHSHA, YA. 
Forecasting Problems in the Chemical Industry--Trans- 


lation 
AD-785 997/8G1 
BALASINGH, C. 


The Variance as a Criterion for Defocusing in Powder 
Diffractometry. 
N74-17166/1GI 74-11 14B PC$3.25/MF$2.25 


BALASUBRAHMANYAN, V. K. 


A Solar Energetic Particle Event with He-3/He-4 1. 

N74-32240/5GI 74-25 3B PC$3.25/MF$2.25 
BALASUBRAMANIAN, G. R. 

Development of Air Pulsed Mixer Settler Equipments 

for Solvent Extraction Studies. 

BARC-672 74-06 18) PC$3.75/MF$2.25 

Laboratory Counter Current Extraction and Stripping 


Studies in Air Pulsed Mixer Settler Battery for High 
Plutonium Concentrations. 


74-24 7A PC$3,25/MF$2.25 


BARC-673 74-06 18] PC$3.50/MF$2.25 
Laboratory Studies on Acid Thorex Process. 
BARC-681 74-20 18) PC$5.50/MF$2.25 


BALASUBRAMANIAN, N. 


Reprint: Plastic Deformation and Luders Band 
Propagation in Alpha-Brass. 

AD-785 820/2GI 74-24 11F Reprint 
BALAZS, M. E. 


Survey of Manual Methods of Measurements of 

Asbestos, Beryllium, Lead Cadmium, Selenium, and 

Mercury in Stationary Source Emissions. 

PB-234 326/7GI 74-21 7B PC$6.25/MF$2.25 
BALAZS, MARJORIE K. 

Survey of Manual Methods of Measurements of 

Asbestos, Beryllium, Lead, Cadmium, Selenium, and 

Mercury in Stationary Source Emissions. 

AD-787 742/6GI 74-26 7B PC$6.25/MF$2.25 
BALAZY, S. 

The Problem of Predation of Bark Beetle Eggs by 

Mites (Zagadnienie Drapieznictwa Roztoczy (Acarina) 

na Jajach Kornikow (Scolytidae, Coleoptera)), 

TT-73-54044 74-21 6C PC$3.25 
BALAZY, STANISLAW 

Tarsonemoides gaebleri Schaarschmidt (Acar., Tar- 

sonemidae)-Ovivorous, Mite Inhabiting Galleries of Ips 

typographus (L.) (Tarsonemoides gaebleri 

Schaarschmidt (Acar., Tarsonemidae)--Jajozerny Roz- 

tocz w Zerowiskach Kornika Drukarza ‘Ips typog- 

raphus’ (L.)), 

TT-73-54016 


BALBACH, H. E. 


Environmental Impact Assessment Study for Army 

Military Programs. 

AD-771 062/7GI 74-04 13B PC$6.25/MF$2.25 
BALCERAK, J.C. 


Effect of Sweep Angle on the Pressure Distributions 
and Effectiveness of the Ogee Tip in Diffusing a Line 


Vortex. 
N74-11822/S5GI 74-06 1A PC$S5S.25/MF$2.25 


BALCERAK, JOHN C. 


Investigation of Viscous Line Vortices With and 

Without the Injection of Core Turbulence. 

AD-785 256/9GI 74-23, 1A PC$6.25/MF$2.25 

Vortex Modification by Mass Injection and by Tip 

Geometry Variation. 

AD-771 966/9GI 74-05 1A PC$4.75/MF$2.25 
BALCERZAK, STANLEY P. 


The Ability of Stored Blood to Transport Oxygen in 
vivo. 


PB-233 708/7GI 
BALCH, J. W 


Time Resolved Detection with MOS Radiation Detec- 
tors with Memory 


UCID-16434 = 74-14: 18D PC$3.00/MF$2.25 
BALCK, ROIE R. 

Inviscid Supersonic Nonuniform Flows Over Sharp 

and Spherically Biunted Cones at Angle of Attack. 

— Il. Computer Program Descriptions and User's 

AD-770 169/1GI 74-02 20D PC$S5.75/MF$2.25 
BALCOMB, J. D. 


Comparative Analysis of Libr Absorption, Dehumidifi- 
cation and Solar-Rankine Cooling System Options for 
a 66,000 Ft exp 2 Building in Los Alamos, New Mex- 


ico. 
LA-UR-74-1062 74-26 13A PC$4.50/MF$2.25 


High-Temperature Nuclear Reactors as an Energy 
Source for Hydrogen Production. 
LA-UR-74-213 74-16 18E PC$3.00/MF$2.25 


agua Heat and Hydrogen in Future Energy Utiliza- 


74-16 6C PC$3.25 


74-20 6P PC$4.25/MF$2.25 


LA- 5456-MS 74-10 10A PC$4.00/MF$2.25 


Nuclear Pulsed Space Propulsion Systems. 
LA-4541 74-02 21F PC$3.75/MF$2.25 
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BALCOMBE, R. J. 


A Parametric Model of Inter-City Passenger Trans- 
port: An Interim Report 


PB-227 450/4GI 74.07 13B PC$3.75/MF$2.25 
BALDACCHINI, G. 

Excitons. 

LNF-73-52 74-21 20L PC$4.00/MF$2.25 


BALDASARE, P 


A Study of Subsonic Transport Aircraft Configurations 
Using Hydrogen (H2) and Methane (CH4) as Fuel. 
N74-32432/8GI 74-26 1C PC$3.75/MF$2.25 


BALDERES, THEODORE 
Reprint: Free Vibrations of Ring-Stiffened Toroidal 


Shells. 
AD-775 079/7G1 
BALDERSTON, J. M. 


Multiple-Access Telephony for an Australian Satellite 
System. 
N74-13844/7GI 74-08 17B PC$3.75/MF$2.25 


BALDERSTON, M 
An Historical Survey of Communications Satellite 


74-09 20K Reprint 


Systems. 

N74-27625/4GI 74-20 17B PC$3.75/MF$2.25 
A Set of Satellite Link Calculation Programs. 
N73-33108/4GI 74-02 17B PC$3.25/MF$2.25 


BALDEWEG, F 


Investigation of the Reactions exp 16 O(D,p) exp 17 O 
and exp 16 O(D, alpha ) exp 14 N for Bombarding 
Energies E/sub D/ = 0.9 to 2.0 Mev. 


ZFK-212 74-12, 20H PC$3.75/MF$2.25 
BALDIN, A. M. 

Experimental Investigation of Cumulative Meson 
Production. 

JINR-E1-8054 74-24 20H PC$4.50/MF$2.25 
BALDIN, B. YU. 

Observation of Antitritium. 

JINR-P1-7846 74-18 20H PC$4.75/MF$2.25 


BALDINI-CELIO, R. 


Further Results on Reactions E exp + E exp - Implies 
E exp + E exp - E exp + E exp - and E exp + E exp 
- Implies E exp + E exp - mu exp + mu exp - with 
Adone Storage Ring at 1400 to 1500 Mev. 

LNF-73-50 74-08 20H PC$3.00/MF$2.25 


Wide Angle Electron--Positron Bremsstrahlung at 
Adone. A New Limit for the Existence of a Heavy 


Electron. 
LNF-73-28 74-08 20H PC$3.00/MF$2.25 
BALDINI, M. G. 


Hemorrhage in Leukemia with Special Reference to 


Platelet Transfusions. 
COO-3234-22 74-23 6E PC$4.25/MF$2.25 


Physiopathology of Blood Platelets and Development 
of Platelet Substitutes. Progress Report, August 1, 


1973--July 31, 1974. 
COO-3234-16 74-23. 6S PC$5.00/MF$2.25 


BALDINI, MARION G. 
Permeability Changes in the Plasma and Granular 
Membrane of Stored Platelets. Their Prevention for 
Improved Platelet Preservation. 

PB-233 645/1GI 74-18 6E PC$3.75/MF$2.25 

BALDOR, CARLOS A. 

AN/GSC-32 Voice/Data Modem Improvement. 
AD-776 090/3GI 74-10 17B PC$4.75/MF$2.25 

BALDRIDGE, ALAN 
Reprint: Migrant Gray Whales with Calves and Sexual 
Behavior of Gray Whales in the Monterey and Area of 
Central California, 1967-73. 

COM-74-50282-02-19/GI 
74-18 6C (Order as COM-74-50282-02) 

BALDRIDGE, H. DAVID 
Shark Attack Against Man: A Program of Data Reduc- 
tion and Analysis. 
AD-771 465/2GI 


BALDWIN, A. 


Energetic-Neutron Spectrometry. Annual Progress Re- 
port, | April 1973--31 March 1974. 


74-04 6C PCS$S5.75/MF$2.25 


COO-2231-21 74-21 18D PC$7.00/MF$2.25 
Sixty-Minute Thermal Battery: A Feasibility Study. 
SLA-73-5888 74-26 10C PC$4.50/MF$2.25 


BALDWIN, A. D. 


Strontium, Caicium and the Istopic Composition of 
Strontium in Underground Waters from the Scioto 
River Basin, Ohio. 
PB-226 104/8GI 


BALDWIN, A. R. 


Long-Life, Low-Voltage, Power Thermal Battery. 
SLA-73-7069 74-17 10C PC$4.00/MF$2.25 
Preliminary Study into the Feasibility of a Sixty- 
Minute Thermal Battery. 

SLA-73-0412A 74-26 10C PC$4.00/MF$2.25 


7405 8H PC$3.75/MF$2.25 


BALDWIN, B. S. 
Decay of Far Flow Field in Trailing Vortices. 
N74-14978/2GI 74-09 20D PC$3.25/MF$2.25 
BALDWIN, D. A. 
Analysis of Aquifer Response for the Sterling Event, 
Tatum Dome, Lamar County, Mississippi. Vela 
Uniform Program: Project Dribble. Final Report. 
VUF-1042 7402 18C PCS$4. OO/MFS2. 25 
BALDWIN, D. E. 
Comments on Obtaining a Bounce Average Fokker-- 
Planck Equation. 
UCID-16494 74-20 201 PC$4.00/MF$2.25 


Low-Frequency Electron Oscillations in Bounded 
Plasmas. 
UCID-15546 
BALDWIN, G.C. 


Research on Slow Electron Collision Processes in 
a, Final Report, September 15, 1976--December 
31,1 4 


COO-3008-1 74-06 7D PC$3.00/MF$2.25 
BALDWIN, H. A 


Automatic Identification and Physiological Monitoring. 
LA-UR-74-630 74-21 6P PC$4.00/MF$2.25 


Electronic Animal Identification and Temperature 
Monitoring. 

LA-UR-73-1688 74-11 6B PC$3.50/MF$2.25 
Telemetry Link for an Automatic Salmon Migration 


Monitor. 
74-17 9F PC$3.25/MF$2.25 


74-26 201 PC$5S.00/MF$2.25 


N74-21799/3GI 
BALDWIN, J. M. 


Determination of Organic Carbon in Water with a 
Silver-Catalyzed Peroxydisulfate Wet Chemical Oxida- 


tion Method. 
CONF-740314-3 74-24 7C PC$4.00/MF$2.25 


BALDWIN, JAMES E. 


Mobile Maintenance Facility (Dental). A Prototype 
Design for Dental Support for U.S. Navy and U.S. 


Marine Corps Personnel, 
AD-773 063/3GI 74-06 6E PC$4.25/MF$2.25 


BALDWIN, K. M. 
Simulator Evaluation of Display Concepts for Pilot 
Monitoring and Control of Space — Approach 
trol. 


and Landing. Phase 2: Manual Flight C 
N74-13817/3GI 74-08 SE PCS4. 75/MF$2.25 


BALDWIN, M. N. 
Physics Verification Program, Part III, Task 8. Quar- 
terly Technical Report, January--March 1973. 
BAW-3647-26 74-08 18] PC$S.00/MF$2.25 
Physics Verification Program, Part III, Task 8. Quar- 
terly Technical Report, October--December 1972 
BAW-3647-25 74-06 18K PC$4: 00/MF$2. 25 
Physics Verification Program Part Ill, Task 9. Quar- 
terly Technical Report, April--June 1973. 
BAW-3647-27 74-16 183 PC$3.00/MF$2.25 
Physics Verification Program, Part Ill, Task 9. Quar- 
terly Technical Report, July--September 1973. 
BAW-3647-28 74-16 18K PC$4.00/MF$2.25 
BALDWIN, M. P. 
Density Variations in Porous Hot Pressings of High 
Diameter to Length Ratio. 
AWRE-O-2-74 74-14 11F PC$3.00/MFS2.25 
Density Variations in Porous Hot Pressings of High 
Diameter to Length Ratio. 
AWRE-O-2-74 74-15 11F PC$3.00/MF$2.25 
BALDWIN, R. D. 


Experimental Evaluation of Fission-Gas Release in 
Lmfbr Subassemblies Using an Electrically Heated 
Test Section with Sodium as Coolant. 

ANL-8036 74-10 18E PC$S.45/MF$2.25 


BALDWIN, R. M. 
Removal of Sulfur from Coal by Treatment with 
Hydrogen. Phase I: The _— of Operating Variables 


and Raw Material Propertie 
PB-235 849/7GI 74-24 81 PCS$S.25/MF$2.25 
BALDWIN, R. R. 


Reprint: The Role of Radical-Radical Reactions in 
Hydrocarbon Oxidation. 
AD-776 133/1GI 


BALDWIN, ROBERT D. 
Research on Stadimetric Ranging: Visually Matching 
the Apparent Size of Objects. 
AD-772 994/0GI 7406 SJ) PCS$3.75/MF$2.25 
BALDWIN, ROBERT R. 
pr ong Problems and Progress in Hydrocarbon Ox- 


‘AD-776 137/2GI 


BALDWIN, ROY R. 
Reprint: Second Limit of Hydrogen + Oxygen Mix- 
tures: The Reaction H + HO2. 
AD-779 321/9GI 


74-10 7C Reprint 


74-10 7D Reprint 


74-15 7D Reprint 


BALEV, O. G. 


BALDWIN, THOMAS E. JR. 


Methods of Moments Applications. Volume III. Thin 
Wire Analysis Program (TWAP) User Manual. 
AD-771 SS1/9GI 74-04 9E PC$7.00/MF$2.25 


Methods of Moments Applications. Volume V. Thin 
Wire Antenna Analysis Computer Codes Compared 
with Measured Data. 

AD-783 897/2GI 74-21 9E PC$7.00/MF$2.25 


BALDWIN, W. M. Hl 


Humoral and Cellular Immunity Elicited by Trans- 
plants of Normal Tissues in Mice and Salamanders and 
Assessed by in Vivo and in Vitro Assays. 

UR-3498-456 74-13 6E PCSI3. 25/MF$2.25 


BALDWIN, WILLIS H. 


Extraction of Lithium from Neutral Brines Using a 
Beta Diketone and Trioctylphosphine Oxide. 
PATENT-3 793 433 74-23 7B Not available NTIS 


BALEA, E. 


Branching Ratios for Total Inclusive Cross-Sections. 
IFA-HE-81-1972 74-20 20H PC$4.00/MF$2.25 


BALEA, O. 


Branching Ratios for Total Inclusive Cross-Sections 
IFA-HE-81-1972 74-20 20H PC$4.00/MF$2.25 


BALEKUIAN, ARAM Y. 


Reprint: Chromatography of Rare Basic Amino Acids. 
AD-776 644/7GI 74-11 6A Reprint 


BALES, BARNEY L. 


Reprint: Electron Paramagnetic Resonance and Elec- 
tron-Nuclear Double Resonance Line Shape Studies of 
Trapped Electrons in Gamma-Irradiated Deuterium- 
Substituted 10 M Sodium Hydroxide Alkaline Ice 
Glass. 

AD-786 083/6GI 74-24 7D Reprint 


Reprint: Matrix Endor Linewidths of Trapped Silver 
Atoms and Aromatic Nitroxide Radicals in Polycrystal- 
line and Glassy Matrices at 77 K: Correlation with 
Matrix Polarity. 

AD-776 487/1GI 74-11 20L Reprint 
Reprint: Matrix ENDOR Studies of Intermolecular In- 
teractions of Free Radicals in Disordered Systems. 
AD-784 541/S5GI 74-22. 7D Reprint 


BALES, R. A. 
— Surface Traffic Control Systems Deployment 


Analys: 

AD-793 699/4GI 7407 17G_ PC$S.7S5/MF$2.25 
BALES, SUSAN L. 

Prediction of Lifetime Extreme Accelerations for 


Design of LNG Cargo Tanks. 
AD-779 635/2GI 74-15 13D PC$4.25/MF$2.25 


BALES, WILLIAM B. 


Simulation for the Assessment of Tactical Nuclear 
Weapons (SATAN Il). 
AD-774 620/9GI 74-08 $1SF PC$11.25/MF$2.25 


Simulation for the Assessment of Tactical Nuclear 
Weapons (Satan II). 
AD-781 263/9GI 74-18 ISF PC$S.75/MF$2.25 


Simulation for the Assessment of Tactical Nuclear 
Weapons (SATAN II). General Description. Change |. 
AD-773 915/4GI 74-07 SF PC$3.25/MF$2.25 


BALESCU, R 
Kinetic Equations for Plasmas Submitted to a Strong 


Time-Dependent External Field. Iv. Renormalized 
Stochastic Treatment and Kraichnan Model Equation 


for Turbulence. 
EUR-CEA-FC-718 74-24 201 PC$4.00/MFS$2.25 


Statistical Mechanics of Nonuniform Systems Sub- 
jected to an Arbitrary and Time Dependent External 
Field. Dynamics of Nonkinetic States and the Super- 
kinetic Equation. Application to Strong Plasma Turbu- 


lence 
EUR-CEA-FC-691 74-24 201 PC$14.00/MFS$2.25 


Superkinetic Equation for Non-Uniform Systems in a 

Time-Dependent External Field. Exact Equation for 

Strong Collisional Plasma Turbulence. 

CEA-CONF-2381 74-09 201 PC$3.00/MFS2.25 
BALESTRA, F. 


180 exp © Magnetic Spectrometer with Helium Filled 
Streamer Chamber. 
LNF-73-56 74-16 18D PC$4.00/MF$2.25 


Magnetic Spectrometer with Helium Streamer 
Chamber for Measurement of Pion Scattering at 180 


expo. 
JINR-P1-7566 74-14 20H PC$3.00/MFS$2.25 
BALESTRINI, S. 


Method to Estimate the Specific Fissions in exp 235 U 

Using a Nai Crystal 

LA-5587-MS 74-21 7D PC$4.00/MF$2.25 
BALEV, 0. G. 


Criteria of Absolute and Convective lastability. 
ITF-73-55-P 74-02 201 PC$3.75/MF$2.25 


PA-51 





BALFANZ, H. -P. 


BALFANZ, H. -P. 
Failure Rate Compilation 


IRS-W-8 74-15 181 PC$7.75/MF$2.25 
Failure Rate Compilation. Scientific Reports. 
AEC-tr-7564 74-24 181 PC$7.75/MF$2.25 


BALIGA, BANTWAL RABINDRANATH 
Flammability Limits and the ee Burning of 
Solid ints at Low Pressur 
AD-782 561/SGI 74-19 2B PC$3.75/MF$2.25 
BALIGH, MOHSEN M. 


The Finite Element Computer Code 3NONLIN'’. 
AD-772 165/7GI 
74-05 8G $200.00/deck;Foreign $250.00 


BALINTFY, JOSEPH L. 
Contribution of Mathematical Models to Optimizing 


Volume F Decisions. 

AD-774 916/1G 74-09 6H PC$3.75/MF$2.25 
BALKE, R. L. 

Determination of Life for a Polyimide-Epoxy Alterna- 

tor Insulation System. 

N74-19704/7G1 74-14 10B PC$6.25/MF$2.25 
BALL, CARL 

Dual Lane Runway Study. 

AD-779 496/9GI 74-15 1E PC$3.25/MF$2.25 
BALL, CARL T. 

Analysis of Dual Lane Runways. 

AD-777 914/3GI 74-13 1E PC$4.25/MF$2.25 
BALL, H. K. 


Transponders for European Communication Satellite 

Systems (Ecs and Ots s) Transponder fuer Eu- 

ropaeische Nachrichten-Satellitensysteme (Ecs und Ots 

Programm). 

N73-33116/7G1 74-02 17B PC$3.25/MF$2.25 
BALL, I. J. IR. 


Ecology of Duck Breods in a Forested Region of 
North-Central Minnesota. 


COO-1332-86 74-08 6F PC$6.00/MF$2.25 

Effect of Radio Packages on Ducks. 

COO-1332-84 74-10 6C PC$3.00/MF$2.25 
BALL, JOHN 


The Feasibility of Brine Shrimp Production on Christ- 
Island 


mas le 
COM-73-11895/2GI 74-01 6C PC$7.00/MF$2.25 
BALL, JOHN A. 


Time Variations in the OH Microwave and Infrared 
Emission from Late Type Stars 
AD-773 309/0GI 74-07 3B PCS4. 75/MF$2.25 


BALL, JOHN L. JR. 


Marine Advisory Program Input--1974. 
COM-74-$0488/7GI 74-15 SC PC$3.25/MF$2.25 


BALL, JOSEPH J. 
Reprint: Device for Stabilizing Electrodeless Discharge 


oars 
COM-74-50620/SGI_ 74-20 14B Not available NTIS 
BALL, M. 


rint: Fo gga Control of the Configuration of the 
—— anks 
AD-776 866/6G1 74-11 8G Reprint 


BALL, M. M. 
Reprint: Origin of the Gulf and Caribbean and Implica- 
tions Regarding Ocean Ridge Extension, Migration, 
and Shear. 
AD-776 862/SGI 74-11 8G Reprint 
BALL, MAHLON M. 
Reprint: The Role of Fracture Zones in Sea Floor 


Spre: ® 

AD-776 683/5GI 74-11 8G Reprint 
BALL, R. 

An Experimental Investi ~Y of the Erosive Charac- 

teristics of 410 Stainless Steel and 6A1-4V Titanium. 

AD-774 325/SGI 74-08 11F PC$4.25/MF$2.25 
BALL, R. E. 


A Discussion of Dynamic ‘Crack Propagation in Bent 
Plates 


AD-783 950/9GI ash 11F PC$3.25/MF$2.25 

FY 73 Hydraulic Ram Studie 

AD-776 536/5GI 74-11 IC PC$4.75/MF%2.25 
BALL, R. F. 

An Engineering at ees Guide for a Six 

— of Freedom, T al Homing Simulation Pro- 

AD. 769 595/0GI 74-01 16B PC$11.50/MF$2.25 


BALL, RICHARD H. 


Energy Alternatives for California: The Current Crisis 
IH. Allocation of Scarce Supplies 


AD-786 718/7GI 74-25 2D PC$3.25/MF$2.25 
BALL, ROBERT C. 

Aa Ecological Evaluation of Stream Eutrophication. 

PB-226 140/2GI 74-05 6F PC$8.75/MFS$2.25 


BALL, ROBERT E. 


Natural Frequencies of Bonded and - ergy Propel- 
lants in Three and Five-Inch Rocket Moto: 

AD-780 219/2GI 74-16 211 PCS3: 75/MFS$2.25 
Radial Pressure on a Gun Launched Motor Case Due 
to Slumping Propellant. 

AD-777 666/9GI 74-12 19G PC$3.75/MF$2.25 


BALL , WILLIAM E. 


An Investigation of a Extensions of a Method for 

Generating Power Serie 

AD-771 741/6GI 74-05 12A PC$3.25/MF$2.25 
BALLA, K. Z. 


Determination of Metals of Low Concentration in High 
Purity Copper by Atomic Absorption Spec- 


trophotometry. 
KFKI-73-20 74-02 7B PC$3.00/MFS$2.25 


BALLADA, J. 

Analytical Determination of alpha Emitters (Pu, AM, 

and cm) in Feces. 

CEA-N-1667 74-11 7D PC$3.00/MF$2.25 
BALLAGNY, A. 

Htr Fuel Element Irradiations. 

CEA-CONF-2529 74-14 18E PC$3.00/MF$2.25 
BALLAL, D. R. 


Estimation and Optimization of the Film Cooling 
Requirements in a Gas Turbine Combustion Chamber. 
N74-14439/SGI 74-08 21E PC$3.75/MF$2.25 


A Proposed Method for Calculating Film-Cooled Wall 

Temperatures in Gas Turbine Combustion Chambers. 

N74-14440/3GI 74-08 21E PCS$3.25/MF$2.25 
BALLANCE, W.C. 


Summary of Chemical and Radiochemical Monitoring 
of Water for the Cannikin Event, Amchitka Island, 
Alaska, Fiscal Year 1972. Amchitka-38. 

USGS-474-167 74-02 18C PC$4.25/MF$2.25 


BALLANTYNE, J. P. 

Reprint: Simultaneous X-Ray Microanalysis and Re- 

sistance Measurement of Electron Beam Induced 

Direct Metallic Deposition. 

COM-73-50980/4GI_ 74-03 \LI1F Not available NTIS 
BALLARD, BUENA 8S. 

Salinity Problems of Organisms in Coastal Areas Sub- 

ject to the Effect of Engineering Works. 

AD-775 761/0GI 74-10 6F PC$7.00/MF$2.25 
BALLARD, C. S. 

Sodium Kinetics in Hypertonic Saline Abortion. 

CONF-740708-48 74-25 6P PC$4.00/MF$2.25 
BALLARD, D. B. 

Reprint: A Resolution Test Sample for the Scanning 

Electron Microscope. 

COM-74-50046/3GI 74-06 7D Not available NTIS 
BALLARD, DAVID B. 

Reprint: A Low Magnification-Large Sample Holder 

for the SEM. 

COM-74-50985/2GI 74-26 14B Not available NTIS 
BALLARD, G. S. 


The Effect of High Temperature Upon the Trans- 
mittance and the Emission Spectrum of Infrared Win- 


dow Materials. 
N74-32109/2GI 74-25 20F PC$3.75/MF$2.25 


BALLARD, J. 


Experiment in the Eutrophication of Terrestrial 
Ecosystems with Sewage: Evidence of Nitrification in 
a Late Successional Forest. 

BNL-18797 74-18 6F PC$4.00/MF$2.25 


Flux of Water and Nutrients to the Ground Water 

under a Field-to-Forest Sere. 

BNL-18295 74-07 6F PC$3.00/MF$2.25 
BALLARD, L. D. 

Reprint: A Suggestion for Determining g by a Two In- 

terferometer Technique. 

COM-73-S0950/7GI 74-03 20K Not available NTIS 
BALLARD, LEE N. 


Process for Preparation of Caustic-Resistant Con- 
tainers for High-Temperature Use. 
PATENT-3 236 682 74-11 LIC Not available NTIS 


Recovery of Metals and Phosphate from Waste 
Phosphate Sludge. 

PATENT-3 653 875 74-02 13B Not available NTIS 
BALLARD, P. J. 


Analysis of Reactivity and Power Distribution Mea- 
surements on an Axially and Radially Non-Uniform 


Cagr-Type Reactor. 
RD/B/N-2618 74-02 18K PCS$S.5¢/MF$2.25 


BALLARD, ROBERT D. 
Advanced Marine Technology. 


AD-774 998/9GI 74-09 133 PC$4.75/MFS$2.25 
Advanced Marine Technology. 
AD-784 420/2GI 74-22. 133° PC$4.25/MF$2.25 


The Nature of Triassic Continental Rift Structures in 
the Gulf of Maine. 
AD-787 562/8GI 74-26 8G PC$5.75/MF$2.25 


Summary of Seismic Reflection, Refraction, Magnetic 
and Dr Station Data Collected During a Geologic 
Study of the Gulf of Maine. 

AD-787 563/6GI 74-26 8G PC$4.75/MF$2.25 


Summary of the Geologic Dives Conducted in the Gulf 
of Maine During 1971 and 1972 by the Research Sub- 
mersible ALVIN. 
AD-787 018/1GI 


BALLATO, ARTHUR 


A New Monolithic Crystal Filter Using Piezo-electric 
Coupling between Anisotropic Laminae, 
AD-785 604/0GI 74-24 9E PC$3.25/MF$2.25 


Reprint: Stacked-Crystal Filters. 
AD-775 540/8GI 


BALLENSIEFEN, G. 


Otto-Pebble Bed Reactor for a 1000 Mwe Helium Tur- 
bine Plant. 
JUL-1070-RG 74-24 18E PC$6.75/MF$2.25 


BALLENTINE, GEORGE 


Evaluation of Runway Skid-Resistance Characteristic 
at Grand Forks AFB, North Dakota. 
AD-774 056/6GI 74-08 1E PC$3.75/MF$2.25 


BALLENTINE, GEORGE D. 


Evaluation of Runway Skid-Resistance Characteristic 
at Albuquerque International Airport. 
AD-779 756/6GI 74-15 1E PC$3.75/MF$2.25 


Evaluation of Runway Skid-Resistance Characteristic 
at Hahn Air Base, Germany. 
AD-775 157/1GI 74.09 1E PC$3.75/MF$2.25 


Evaluation of Runway Skid-Resistance Characteristic 
at K. I. Sawyer AFB, Michigan. 
AD-777 188/4G1 74-12 1E PC$4.25/MF$2.25 


Evaluation of Runway Skid-Resistance Characteristic 
at Kincheloe AFB, Michigan. 
AD-774 054/1GI 74-08 1E PC$3.75/MF$2.25 


Evaluation of Runway Skid-Resistance Characteristic 
at Minot Air Force Base, North Dakota. 
AD-773 403/1GI 74-07 1E PC$3.75/MF$2.25 


Evaluation of Runway Skid-Resistance Characteristic 
at Royal Air Force Alconbury, England. 
AD-775 154/8GI 74-09 1E PC$3.75/MF$2.25 


Evaluation of Runway Skid Resistance Characteristic 
at Royal Air Force Bentwaters. 
AD-770 019/8GI 74-02 1E PC$3.75/MF$2.25 


Evaluation of Runway Skid-Resistance Characteristic 
at Royal Air Force Lakenheath, England. 
AD-774 057/4G1 74-08 LE PC$3.75/MF$2.25 


Evaluation of Runway Skid-Resistance Characteristic 
at Royal Air Force Upper Heyford, England. 
AD-773 404/9GI 74-07 LE PC$3.75/MF$2.25 


Evaluation of Runway Skid-Resistance Characteristic 
at Royal Air Force Woodbridge, England 
AD- +45 155/SGI 7409 IE PCS3. 75/MF$2.25 


Evaluation of Runway Skid-Resistance Characteristic 
at Spangdahlem Air Base, Germany. 
AD-773 805/7GI 74-07 iE PC$3.75/MF$2.25 


Evaluation of Runway Skid-Resistance Characteristic 
at Wurtsmith AFB, Michigan. 
AD-774 615/9GI 74-08 1E PC$3.75/MFS$2.25 


Evaluation of Runway Skid-Resistance Characteristics 


at Ellsworth AFB, South Dakota. 
AD-776 761/9GI 74-11 1E PC$3.75/MF$2.25 


Evaluaton of Runway Skid-Resistance Characteristic at 

Bitburg Air Base, Germany. 

AD-775 156/3GI 74-09 1E PC$3.75/MF$2.25 

Evalution of Runway Skid-Resistance Characteristic at 

Zweibrucken Air Base, Germany. 

AD-773 794/3GI 74-07 1E PC$3.75/MF$2.25 
BALLENTINE, RICHARD K. 


Influences of Microbial Populations on Aquatic 
Nutrient Cycles and Some Engineering Aspects. 
PB-230 170/3GI 74-10 6M PC$4.75/MFS$2.25 


BALLESTER, MANUEL 
Synthesis and Properties of Alkaromatic Chlorocar- 
bons, a Class of Thermostable, Chemically Inert, Elec- 


tron-Active Materials. 
AD-787 222/9GI 74-26 7C PCS$4.25/MF$2.25 
BALLHAUS, W. F. 


Numerical Simulation of Transoric Flow About Air- 

planes and Helicopter Rotors, 

AD-785 605/7G1 74-24 20D PC$3.25/MF$2.25 
BALLHAUSEN, C. J. 


Reprint: Polarized Electronic Spectra of Tetra- 
cyanonickelate (II) at 5K. 

AD-776 $18/3GI 74-11 7D Reprint 
BALLIF, J. L. 


Review of Methods for Measuring Stainless Steel In- 
terstitial Elements in Sodium-Application to Lmfbr'S. 


74-25 8G PC$4.75/MF$2.25 


74-09 9A Reprint 
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HEDL-SA-649 
BALLINGER, C. A. 


Evaluation of the Structural Behavior of Typical 

Highway Inlet Grates, with Recommended Structural 

Design Criteria. 

PB-236 435/4GI 74-26 13B PC$4.75/MF$2.25 
BALLOFFET, Y. 

Deformation of Fuel Subassemblies Hexagonal Wrap- 

pers Due to Stainless Steel Swelling. 

AEC-tr-7485 74-13 18E PC$4.00/MF$2.25 
BALLOU, J. E. 


Effect of Ventilation Variables on Breath Thoron Out- 


put. 
BNWL-SA-4682 
BALLOU, JAMES K. 


Reprint: Electron-Impact Excitation of the Argon 
Atom. 
AD-772 329/9GI 


BALLOWE, J. W. 

Ben Franklin Dam Study. Final Report, I 

DUN-2349 74-21 18G PCS6. 25/MF$2.25 
BALLU, Y. 

Chapter VI. Instrumentation in Slow-Electron Spec- 


trometry 

CEA-CONF- 2469 74-14 18D PC$8.00/MF$2.25 
BALLUFFI, R. W. 

Defects in Metal Crystals. Progress Report, May 1, 

1973--April 30, 1974. 

COO-3158-28 74-16 11F PC$4.25/MF$2.25 

Faceting of High Angle Grain Boundaries in the Coin- 

cidence Lattice. 

COO-3158-25 74-16 20B PC$3.00/MF$2.25 

Grain Boundaries in Thin-Film Bicrystals of Surface- 


Reactive Metals Prepared by Vacuum Welding. Report 
No. 2179. 


COO-3158-30 74-21 11F PC$4.00/MF$2.25 

Study of Vacancy Defects in Quenched Tungsten by 

Combined Electrical Resistivity and Field Ion 

Microscopy. 

COO-3158-23 74-02 11F PC$3.25/MF$2.25 
BALMA, JAMES P. 

Application of Sampled-Data Control Techniques in 

the Design of an Aircraft Flutter Mode Controller. 

AD-779 078/SGI 74-15 1B PC$7.00/MF$2.25 
BALMER, D. 

A Quickest Detection Problem with Costly Informa- 


74-16 7D PC$4.50/MF$2.25 


74-07 6R PC$3.00/MF$2.25 


74-05 7D Reprint 


tion. 
N74-22248/0GI 74-17 14D PC$3.25/MF$2.25 
BALMER, GLENN G. 


Road Roughness Technology, State of the Art. 
PB-233 172/6GI 74-17 13B PC$3.75/MF$2.25 


BALMER, H. A. 
Aska Part 3,1: Material Non-Linearities. Lecture Notes 


with Example Problems. 
N74-15630/8GI 74-09 20K PC$4.75/MF$2.25 


BALMER, M. F. 
Effect of Combined Exposure to Methylene Chloride 


and Ethanol in Guinea Pigs. 
UR-3490-406 74-09 6T PC$4.00/MF$2.25 


BALMUKHANOV, S. B. 
Esophageal Cancer Recurrence after Radiation 
Therapy, 
PB-236 947-T/GI 
BALO-BANGA, M. J. 
Effect of 2,4-D on Semiconservative- and DNA-Repair 
Synthesis (Case Report: Bullous Dermatitis after Ex- 


posure to 2,4-D). 
SGAE-2218 


BALOBAEV, V.T. 


Heat Exchange Between Permafrost and the At- 
mosphere in the Presence of a Vegetation Cover. 
N74-12163/3GI 74-06 4B PC$3.25/MF$2.25 


Variation in Thickness and Temperature Regime of 
Permafrost beneath Areas of Sediment Accumulation 
and Denudation--Translation. 

AD-769 722/0GI 74-01 8L PC$3.25/MF$2.25 


BALODIS, V. 


Bleached Sulphate Pulp from a Representative Sample 
of Marri ("Eucalyptus calophylla’) from Western Aus- 
tralia, 

PB-228 622/7GI 74-10 11L PC$3.25/MF$2.25 


BALOGUN, EKUNDAYO E. 


A Study of Satellite-Observed Cloud Patterns of Tropi- 
cal Cyclones. 
COM-74-10226/0GI 


BALOUSKUS, ROBERT A. 


Electrochemical Removal of Heavy Metals from Acid 
Mine Drainage. 
PB-232 764/1GI 


74-26 6R PC$3.25/MF$2.25 


74-16 6R PC$4.00/MF$2.25 


74-06 4B PC$S5.25/MF$2.25 


74-17 7A PC$4.75/MF$2.25 


BALOVNEYV, V. I. 


The Effectiveness of a Bulldozer Moldboard with a 
Protruding Center of the Blade (Effektivnost Buldozer- 
nogo Otvala c Vystupayushchim Srednim Nozhom), 
PB-229 768-T/GI 74-11 2C PC$3.25/MF$2.25 
BALS, lL. 
Data Acquisition System from Uncorrelated Experi- 
mental Inputs. 
IF A-NE-16-1974 
BALSAM, ALAN 


Reprint: Enhanced Binding of 3,5,3°-L- 
Triiodothyronine by Rat Kidney Microsomes after Ac- 
climation to Cold. 
AD-783 148/0GI 


BALSAMO, E. P. 


Radiofrequency Superconductor Magnetometer. 
LNF-73-55 74-21 8N PC$4.00/MF$2.25 


BALSARA, JIMMY P. 


Vibration Characteristics of the North Fork Dam 
Model. 
AD-777 548/9GI 74-12 13B =PC$4.75/MF$2.25 


BALSEVICH, S. YA. 


Analog Digital Computer for Calculating Dose Fields-- 
Translation. 
AD-781 591/3GI 


BALSILLIE, J. H. 


Reprint: State of Groin Design and Effectiveness. 
AD-770 182/4GI 7402 13B Reprint 


BALSLEY, BEN B. 


Reprint: Doppler Spectra of Diffuse Radar Auroras. 

COM-74-10490/2GI 74-10 4A _ Reprint 
BALTAKIS, F. P. 

Influence of Roughness on Heat Transfer and Transi- 

tion: ART Program Data Report, 

AD-777 384/9GI 74-12. 16B PC$3.25/MF$2.25 
BALTAS, A 

A Study of Neutrino-Production of Nucleon Isobars in 


the Quark Model. 
N74-22339/7GI 


74-20 9B PC$4.00/MF$2.25 


74-20 6S Reprint 


74-18 6R PC$3.25/MF$2.25 


74-17 20H PC$4.75/MF$2.25 


BALTAY, C. 
Isabelle Antiproton Option. 
BNL-18820 74-18 20G PC$4.00/MF$2.25 


BALTER, STEPHEN 

Reprint: Multiple Borrmann Diffraction. 

AD-774 959/1GI 74-09 20B Reprint 
BALTHESEN, E. 


Diffusion of Uranium and Thorium in Pyrocarbon. 
SGAE-2216 74-22, 183 PC$4.00/MF$2.25 


Structural Changes in Pyrocarbon Coatings of Spheri- 


cal Particles by Heat Treatment and Neutron Irradia- 
tion. 


SGAE-2217 74-24 11B PC$4.00/MF$2.25 
BALTHIS, VERNON M. 


A Safe and Convenient Preparation of Isopropyl 

Methylphosphonylated Acetylcholinesterase. 

AD-772 916/3GI 74-06 6A PC$3.25/MF$2.25 
BALTIMORE, HENRI ETTA 

Community Well-Being as a Factor in Urban Land Use 

Planning. 

PB-227 339/9GI 74-07 13B PC$7.50/MF$2.25 
BALTUSIS, LIAMA 


Yeast Phenylalanyl Transfer Ribonucleic Acid 

Synthetase: Purification and Complex Formation with 

Phenylalanine Transfer Ribonucleic Acid. 

AD-770 376/2GI 74-02 6A PC$3.25/MF$2.25 
BALTZER, O. J. 


River and Harbor Aid to Navigation System 
(RIHANS) Phase 1-T: System Definition. 
AD-771 868/7GI 74-05 17G PC$10.50/MF$2.25 


BALU, K 
Transformation of Indian Bentonites to Sodalites and 
Their Utilisation in Radioactive Waste Treatment. 
BARC-688 74-12 18G PC$3.25/MF$2.25 
BALUSEK, ROBERT A. 


Development of a Period Analysis Computer Program. 
AD-773 808/1GI 74-07 6B PC$3.25/MFS$2.25 


BALYEAT, RALPH R. 

The Care and Treatment of Neglected and Dependent 

Children: Metropolitan Nashville. 

PB-228 381/0GI 74-08 SK PC$3.25/MF$2.25 
BALYURA, V.I. 

Water-Cooling Tower--Translation. 

AD-772 016/2GI 74-05 13A PC$3.25/MF$2.25 
BALZANO, QUIRINO 

Scattering from Dielectric-Covered Periodic Screens of 

Small Rectangular Apertures, 

AD-782 027/7GI 74-19 9E PC$4.25/MF$2.25 


BANDY, WILLIAM J. JR 


BALZER, ROBERT M. 
Domain-Independent Automatic Programming. 


AD-777 956/4GI 74-13 9B PC$3.25/MF$2.25 
Human Use of World Knowledge. 
AD-778 006/7GI 74-13 SG PC$3.25/MF$2.25 


Language-Independent Programmer's Interface. 
AD-777 957/2GI 74-13 9B PC$3.25/MF$2.25 


BALZO, D. R. DEL 


Oceanic Horizontal Random Temperature Structure. 
AD-784 409/SGI 74-22 83 PC$4.25/MF$2.25 


BAM-ZELIKOVICH, G. M. 


Studies of Liquid-Metal Flows in Mag- 
netohydrodynamic Systems, 
IPRS-60634 74-04 201 PC$4.25/MF$2.25 


BAMBAKIDIS, G. 


Analysis of Mossbauer Fe-57 Absorption in an F.C.C. 

Fe-CO-V Alloy. 

N74-10989/3GI 74-05 11F PC$3.25/MF$2.25 
BAMBERG, S. A. 


Some Ecological Attributes and Plutonium Contents of 
Perennial Vegetation in Area 13. 
UCLA-12-937 74-09 8H PC$3.00/MF$2.25 


BAMBERGER, CARLOS E. 


Recovery of Protactinium from Molten Fluoride 
Nuclear Fuel Compositions. 
PATENT-3 781 403 74-22 18) Not available NTIS 


BAMBERGER, W 


Static Optimization of Technical Processes. 
KFK-PDV-15 74-18 SB PC$6.00/MF$2.25 


BAMERT, A. E. 


Optimal Concepts of Fire Protection as a Function of 
the Importance of Data Processing Installations. 
LA-tr-74-20 74-22 13L = PC$4.75/MF$2.25 


BANACH, H. B. 


Status of the Snap-50 Reactor Fuels Parametric Stu- 
dies. Part I. 
PWAC-431 74-16 18N PC$S.50/MF$2.25 


BANACH, H. J. 


Parametric Studies of Radiatively Cooled Reactors for 
Space a: 2 to 40 Mwt. 
PWAC-4 74-16 18N PC$8.00/MF$2.25 


Preliminary Design of the 2 Mwt Reactor and Shield 
(Pwar-20) for the Snap-50/Spur Powerplant. 
PWAC-445 74-16 18N PC$S.75/MF$2.25 


Status of the Snap-50/Spur Reactor Fuels Parametric 
Studies. Part II. 2-Mw, 8-Mw, 10,000-Hour, and 
20,000-Hour Reactor Designs. 

PWAC-442 74-16 18N PC$5.00/MF$2.25 


BANAS, C. M. 


Electron Beam, Laser Beam and Plasma Arc Welding 
Studies. 
N74-19116/4GI 74-13 13H = PCS$3.75/MF$2.25 


BANAS, CONRAD M. 


Laser Welding of Navy Ship Construction Materials. 
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Water Resources Planning. 
PB-225 050/4GI 74-01 13B PC$6.25/MF$2.25 


Technical and Economic Restestane of Cooling 

Systems Blowdown Control Technique 

PB-231 258/SGI 74-13 13B PC-GPO/MFS2. 25-NTIS 
BARB, CHARLES E. JR. 


Automated Street Address Geocoding Systems, Their 
Local Adaptation and Institutionalization. 


PB-236 145/9GI 74-25 SA MFS$2.25 
BARB, D. 

Moessbauer Isotope Tables. 

IFA-NR-9-1972 74-21 20H PCS$6.25/MF$2.25 


BARBACCI, MARIO R. 


Automated Exploration of the Design Space for Re- 
ister Transfer (RT) Systems. 
B-235 895/0GI 74-24 9B PC$6.25/MF$2.25 


BARBARA, H. 

Liquid Expulsion Subsystem. 

PAT-APPL-301 029 74-09 21H PC$3.25/MF$2.25 
BARBARINO, G. 

Experiment on Neutrino--Lepton Scattering. 

LNF-74-4(R) 74-18 18D PCS4. 00/M F$2.25 
BARBARISI, MODESTO 

3D Radiograph Display by Means of Halography. 

AD-769 641/2GI 74-01 14B PC$3.25/MF$2.25 
BARBASHOV, B. M. 

Classical Dynamics of the Relativistic String 

JINR-P2-7852 74-20 20H PCS4 75/MFS2. 25 


Eikonal Approximation for High Energy Inclusive 
Processes. 
JINR-E2-7790 74-21 203 + PC$4.25/MF$2.25 


Qualitative Picture of High-Energy Hadron Scattering 

in Scalar Field Theory L/sub Int/ = Gpsi exp 2 phi. 

JINR-P2-7372 7406 20H PC$3.00/MFS2.25 
BARBASHOVA, Z. I. 


Effect of Prolonged Hypokinesia on the Heart Muscle 
of Rats. 
N74-11882/9GI 


BARBE, PENNY 


The Flow Chart Produced by the PILER System. 

AD-786 225/3GI 74-24 9B PC$3.25/MF$2.25 

Program Reduction in the PILER System. 

AD-786 224/6GI 74-24 9B PC$3.25/MF$2.25 
BARBEE, L. G. 

Interactive Computer-Aided Design Aircraft Flying 


Qualities Program. Volume I. Users Manual. 
AD-785 101/7GI 74-23 1A PC$8.50/MF$2.25 


74-06 6S PC$3.25/MF$2.25 
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BARBEE, L. G. 


Interactive Computer-Aided Design Aircraft Flying 
Qualities Program. Volume II. Methods Formulation 
Manual. 

AD-785 102/SGI 74-23, 1A  PC$5.75/MF$2.25 
Interactive Computer-Aided Design Aircraft Flying 
Qualities Program. Volume III]. Computer Programming 
Manual. 

AD-785 103/3GI 74-23, 1A PC$11.50/MF$2.25 
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AD-785 104/1GI 74-23, 1A PC$7.25/MF$2.25 
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AD-787 382/1GI 74-26 8C Reprint 
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teristics of a Pulsed Rail Thruster Using Mercury 
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AD-774 154/9GI 74-08 21C PC$3.25/MF$2.25 
Measurements of the Thrust and Exhaust Charac- 
teristics of a Pulsed Rail Thruster Using Mercury 
Propellant. 
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Method for Producing Molybdenum from Molybdenite 
(MoS2). 
PATENT-3 330 646 74-06 11F Not available NTIS 


BARBER, D. 
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74-14 4B PC$6.25/MF$2.25 


74-15 21C PC$3.25/MF$2.25 
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BARBER, D.C. 
Principal Components: A New Approach to the Analy- 
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CONF-740708-4 74-26 6E PC$4.00/MF$2.25 


BARBER, J. 
Analysis of Dual Mode Systems in an Urban Area. 


Volume I: Summary. 
PB-236 425/SGI 74-25 13F PC$3.75/MF$2.25 


Analysis of Dual Mode Systems in an Urban Area. 
Volume II: Study Results. 
PB-236 426/3GI 74-25 13F PC$7.50/MF$2.25 


Analysis of Dual Mode Systems in an Urban Area. 
Volume III: Description of the Analysis Techniques 
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PB-236 427/1GI 74-25 13F PC$9.50/MF$2.25 
Analysis of Dual Mode Systems in an Urban Area. 
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PB-236 428/9GI 74-25 13F PC$6.25/MF$2.25 
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N73-32977/3GI 74-02 1C PC$3.75/MF$2.25 
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Effective Absorbed Energies. 

ORAU-120 74-04 6R PC$4.00/MF$2.25 


BARBER, M. R. 
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BARBER, R. T. 
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COM-74-10249/2GI 74-06 6F Reprint 
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Movement of Strontium Threugh the Soil to the Plant 
Root Membrane. Progress Report, September 1, 1973-- 
August 31, 1974. 

COO-1495-24 74-21 8H PC$4.75/MF$2.25 


Nitrogen Uptake Efficiency by Four Plant Species in 

the Field and Growth Chamber. 

PB-229 638/2GI 74-11 13B  PC$4.25/MF$2.25 
BARBER, V.C. 
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tion System (VRCAMS). Part I and II, 
AD-785 658/6GI 74-24 13F PC$3.25/MF$2.25 


BARBER, VICTOR C. 


Vehicle/Road Compatibility Analysis and Modification 
Systems (VRCAMS). 
AD-772 962/7GI 74-06 19C PC$7.50/MF$2.25 
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AD-775 884/0GI 74-10 ISE PC$6.25/MF$2.25 
BARBER, W.G. 

Reprint: Nuclear Scattering of Plane-Polarized 
Photons. 

COM-74-SOO11/7GI_ 74-05 20H Not available NTIS 
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Free-Boundary Helical Equilibria. 

IPP-2/221 74-22 201 PC$4.25/MF$2.25 


BARBERIO, J. C. 


Indirect Determination of lodine in Organic Com- 
pounds by Atomic Absorption Spectrophotometry. 
TEA-285 74-06 7D PC$3.00/MF$2.25 


BARBERO, P. 


User’S Guide for a Computer Program to Analyze the 
Lre 16 Ft Transonic Dynamics Tunnel Cable Mount 
System. 

N74-10297/1GI 74-04 14B PC$7.25/MF$2.25 


BARBERON, M. 


Magnetic Structure of Mn sub 3 Snn Above 350 K. 
KFKI-73-43 74-06 20L PC$3.00/MF$2.25 


BARBIA, A 


North, West, and Northwest Winds of Marseilles from 
1882 to 1970 (Statistical Analysis) Vents de Nord- 
Ouest et Mistral a Marseille de 1882 a 1970 (Essai 
Statistique). 

N74-15334/7GI1 74-09 4B PC$3.75/MF$2.25 


North-West Winds and the ‘Mistral’ at Marseille from 
1882 to 1970 (Statistical Test) Vents de Nord-Ouest et 
Mistral a Marseille de 1882 a 1970 (Essai Statistique). 

N74-17358/4GI 74-11 4B PC$3.75/MF$2.25 


BARBIELLINI, G. 


Experiment on Neutrino--Lepton Scattering. 
LNF-74-4(R) 74-18 18D PC$4.00/MF$2.25 


Investigation of Photon-Photon Interactions by 
Positron Electron BEAMS Colliding with 2.7 Gev 
Total Energy. 

N74-16403/9GI 74-10 20H PC$3.25/MF$2.25 


Muon Pair Production by gee Interaction 
in the Adone E exp + E exp - Storage Ri 
LNF-73-63 74-18 20H PCS4 00/MF$2.25 


Study of Photon--Photon Interactions by the E exp + 
E- Frascati Storage Ring. Internal Note 471. 
NP-19846 74-06 20H PC$3.50/MF$2.25 


Study of Photon-Photon Interactions by the Positron 
Electron Frascati Storage Ring. 
N74-16402/1G1 74-10 20H PC$3.25/MF$2.25 


BARBIER, J. 


Trapping and Desorption of Iodine in Graphite-Gas 

Reactors. 

CEA-CONF-2544 74-16 18E PC$3.00/MF$2.25 
BARBIER, P. 


Contribution to Study of Irradiated Lithium Hydride: 
Study by Microdifferential Thermal Analysis of Lithi- 
um Hydride Irradiated at 52 exp 0 C with exp 60 CO 


gamma -Rays. 
CEA-R-4473 74-08 20L PC$6.50/MF$2.25 
BARBIERI, J. F. 


Numerical Solutions of Ecosystem Models. 
UCID-16337 6F PC$4.00/MF$2.25 
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Experiment on Neutrino--Lepton Scattering. 
LNF-74-4(R) 74-18 18D PCS4. 00/M F$2.25 
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LNF-73-56 74-16 18D PC$4.00/MF$2.25 


Calorimetric Monitoring System for Low Duty Cycle 
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LNF-73-35 74-07 20G PC$3.00/MF$2.25 


= Loss Spectrometer for Low Energy Pion Scat- 


LNFL?3- 36 74-16 20G PC$4.25/MF$2.25 
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Chamber for Measurement of Pion Scattering at 180 

expo. 

JINR-P1-7566 74-14 20H PC$3.00/MF$2.25 
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N74-32928/SGI 74-26 13H PC$3.25/MF$2.25 


BARBOSA, M. R. 
Plastification of Wood by gamma Irradiation. 
LFEN-NI.-80(a) 74-25 7E PC$5.S0/MFS$2.25 
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The Chemical Conversion of Solid Wastes to Useful 
Products. 
PB-233 178/3GI 74-17 13B PC$7.00/MF$2.25 
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Life, 

COM-74-11570/0GI 74-25 14B PC$3.75/MF$2.25 
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Sleep Mechanisms: Sleep Deprivation and Detection of 


Changing Levels of Consciousness. 
N74-10089/2GI 74-04 6S PC$3.25/MF$2.25 
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Flaps and Slats. 
N74-17747/8GI 74-12 1A PC$3.75/MF$2.25 
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Hydrodynamic Stability of a Rotating Liner. 

AD-778 666/8G1 74-14 201 PC$3.75/MF$2.25 
BARCILON, VICTOR 

Well-Posed Inverse Eigenvalue Problems. 

AD-787 132/0GI 74-26 12A  PC$3.25/MF$2.25 
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Subcompact Vehicle Tests with Inflatable Restraints: 
Volume I. Executive Summary. 
PB-226 231/9GI 74-04 13F PC$3.75/MF$2.25 


Subcompact Vehicle Tests With Inflatable Restraints. 
Volume II. Appendix D. Part |. Baseline Tests. 
PB-230 903/7GI 74-11 13F PC$S.75/MF$2.25 


Subcompact Vehicle Tests With Inflatable Restraints. 
Volume II. Appendix D. Part 2. Olin System Tests. 
PB-230 904/SGI 74-11 13F PC$11.25/MF$2.25 


Subcompact Vehicle Tests With Inflatable Restraints. 
Volume II. Appendix D. Part 3. Rocket Researsh 
System Tests. 

PB-230 905/2GI 74-11 13F PC$11.50/MF$2.25 
Subcompact Vehicle Tests With Inflatable Restraints. 
Volume II. Technical Report. 

PB-230 902/9GI 74-11 13F PC$8.S0/MF$2.25 

BARCLAY, JAMES A. 


Economic Studies of Uses of the Glass Fractions from 
Municipal Incenerator Residues. 
PB-226 703/7GI_ 74-06 7A PC-GPO/MF$2.25-NTIS 


BARCLAY, KENNETH M. 


Gasification of Carbonaceous Fuels. 
PATENT-3 567 412 74-06 7A Not available NTIS 


Recovery of Sulfur Values from Sulfur-Bearing 
Materials. 
PATENT-3 567 377 


BARCLAY, SCOTT 
Decision Theory Research. 


74-06 7A Not available NTIS 


AD-779 861/4GI 74-16 12B PC$4.75/MF$2.25 
Two Methods of Assessing Probability Distributions. 
AD-770 133/7GI 74-02 12A_ PCS$3.25/MF$2.25 


BARCZA, LAJOS 


Reprint: Heteroconjugation of Inorganic Anions in 
Nonaqueous Solvents. II. Perchlorate Complexes of 
Some Organic Hydroxy Compounds. 

AD-782 634/0GI 74-19 7C Reprint 


BARCZEWSKI, ROBERT D. 


Theoretical and Experimental Investigations of the 
Physics of Warm Clouds. 
AD-772 635/9GI 74-06 4A PC$7.00/MFS$2.25 


BARD, A. J. 


Reprint: Electrogenerated Chemiluminescence. XV. On 
the Formation of Excimers and Exciplexes in ECL. 
AD-786 390/SGI 74-25 7D Reprint 


BARD, ALLEN J. 


Reprint: Electrogenerated Chemiluminescence. XIV. 
Effect of Supporting Electrolyte Concentration and 
Magnetic Field Effects in the 9,10- 
Dimethylanthracene-Tri-p-tolylamine System in 
Tetrahydrofuran. 

AD-786 099/2GI 74-24 7C Reprint 


Reprint: The Production of Singlet Oxygen in Elec- 
trogenerated Radical Ion Electron Transfer Reactions. 
AD-786 098/4GI 74-24 7D Reprint 


Reprint: Triboluminescence and Triboelectrification by 
the Motion of Mercury over Glass Coated with Scintil- 
lator Dyes. 

AD-786 362/4GI 


BARD, CHARLES L. 


Testing Feed Tray Assemblies to Provide a More 
Durable Method of Attaching the Mount to the Feed 
Tray for the 7.62mm: M60 Machine Gun. 

AD-773 030/2GI 74-06 19F PC$3.25/MFS$2.25 


BARD, HARRY 


Predicting Pollution in the James River Estuary. A 
Stochastic Model, 


74-25 7D Reprint 


PB-236 784/SGI 74-26 13B PC$S.75/MF$2.25 
A Stochastic Model for the James. 
PB-232 939/9GI 74-17 13B PC$4.75/MF$2.25 
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BARD, MORTON 


Police Family Crisis Intervention and Conflict Manage- 
ment. An Action Research Analysis 


PB-230 973/0GI 74-11 ss" PC$7.50/MF$2.25 
Teteies Police as Specialists in Family Crisis Inter- 
ntio’ 
PB. 230 758/SGI 74-11 SI PC$4.25/MF$2.25 
BARD, R. J. 


Development of Particles Coated with Pyrolytic Car- 
bon. Ii. Coatings from Methane at High Temperatures. 
LA-3601 74-02 183 PC$4.50/MF$2.25 


Development of Particles Coated with Pyrolytic Car- 
bon. Iv. Coatings from Various Hydrocarbons at Low 
Temperatures. 

LA-3767 74-02 183 PC$4.00/MF$2.25 


Development of Particles Coated with Pyrolytic Car- 
bon. Ix. Studies of Commercial Experimental Coated 
Particles. 

LA-4560 74-02 18) PC$3.25/MF$2.25 


Development of Particles Coated with Pyrolytic Car- 
bon. V. Doped Coatings. 
LA-3984 74-02 183 PC$3.50/MF$2.25 


Development of Particles Coated with Pyrolytic Car- 
bon. Vi. Comparisons of Experimental UC sub 2 
Cores. 

LA-4139 74-02 183 PC$3.25/MF$2.25 


Development of Particles Coated with Pyrolytic Car- 
bon. Vii. Studies of Porous Carbon. 
LA-4226 74-02 183 PC$3.75/IM "$2.25 


Development of Particles Coated with Pyrolytic Car- 
bon. Viii. Improved Core-Coat Combinations. 
LA-4308 74-16 183 PC$4.75/MF$2.25 


Development of Particles Coated with Pyrolytic Car- 
bon. X. Scale-Up of Coating Processes. 
LA-4771 74-02 183 PC$3.S0/MF$2.25 


BARD, R. R. 


Reprint: Condensation-Cyclization Reactions of Elec- 
tron-Deficient Aromatics. VII. The Kinetics and 
Mechanism of Carbanionic sigma-Complex Formation 
and Cyclization. 


AD-772 156/6GI 74-05 7C_ Reprint 


BARDADIN-OTWINOWSKA, M. 


Multiplicity of Neutral Pions in High Energy Colli- 


sions. 
INR-1462 74-06 20H PC$3.25/MF$2.25 


BARDAKCI, K 


Reprint: Dual Models and Spontaneous Symmetry 
Breaking II. 
AD-782 171/3GI 


BARDALL, KENNETH 
Optimization of Single Particle Absorption Cross Sec- 


74-19 20H Reprint 


tion, 

AD-785 712/1GI 
BARDASH, IRWIN 

Temperature Compensated Latching Ferrite Phase 


Shifter. 
PAT-APPL-350 257 74-15 9E PC$3.25/MF$2.25 


Temperature Compensated Latching Ferrite Phase 

Shifter. 

PATENT-3 824 502 
BARDEEN, JOHN 


Theoretical Problems in Solid State and Low Tempera- 

ture Physics. 

AD-779 451/4GI 
BARDEEN, W.A 


Reprint: A Reverse Multi-Regge Bootstrap. 
AD-779 644/4GI 74-15 20H Reprint 


Reprint: The K- Nucleon Interaction in K Mesic 
Atoms. 
AD-779 643/6GI 


BARDES, J. 


Photometric Measurements Using Image Converters. 
N74-10208/8GI 74-04 9A PCS$3.25/MF$2.25 


BARDET, G. 
Radioactive Effluents and by-Products Resulting from 
the Production of Nuclear Energy. 
CEA-CONF-2462 74-13 18G PC$3.25/MF$2.25 
BARDIELD, RICHARD E. 
The Automobile Worker and Retirement: A Second 


74-24 20L PC$3.25/MF$2.25 


74-26 9E Not available NTIS 


74-15 20L PC$3.25/MF$2.25 


74-15 20H Reprint 


Look. 

PB-236 050/1GI 74-23 SI PC$4.25/MF$2.25 
BARDIN, D. 

Pion Radius. 

JINR-E1-8047 74-24 20H PC$4.00/MF$2.25 


BARDIN, D. YU. 


Decays K Implies mu nu /sub mu /E exp + E exp - , 
K Implies E nu /sub E/ mu exp + mu exp - , K Im- 
plies mu nu /sub mu / mu exp + mu exp - , K Implies 
E au /sub E/E exp + E exp 

JINR-P2-7347 74-06 “20H PC$3.50/MF$2.25 


Neutrino Charge Radius. 








JINR-P2-7528 74-13 20H PC$3.00/MF$2.25 
Possibility of Suppressing the Background from K Im- 
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exp - During Investigation of the Decay K Implies L 


nu E exp + E 
JIN R-P2-7348 74-10 20H PC$3.00/MF$2.25 


BARDIN, J. L. 

Mobile Sonar Technology Information Bank. 

AD-909 137/2GI 74-14 17A  PC$4.25/MFS2.25 
BARDO, R. D. 


Even-Tempered Gaussian Atomic Orbital Bases in 

Quantum Chemistry: Ab Initio Calculations on Atoms 

Hydrogen Through Krypton and on Molecules Con- 

taining Carbon, Hydrogen, and Oxygen . 

IS-T-586 74-02 7D PC$12.25/MF$2.25 
BARDSLEY, J. N. 

Reprint: Deactivation of He (2 triplet S) by Thermal 


Electrons. 
AD-781 909/7GI 


BARDSLEY, J. NORMAN 


Reprint: Threshold Behavior of Inelastic Scattering 
Cross Sections. 
AD-771 576/6GI 


BAREISS, E. H. 


Adjoining Appropriate Singular Elements to Transport 
Theory Computations. 
COO-2280-2 74-04 18K PC$4.50/MF$2.25 


Computational Complexity § in Multidimensional 
Neutron Transport Theory Calculations. Progress Re- 
port, September 1, 1973--August 31, 1974. 

COO-2280-9 74-21 20H PC$4.00/MF$2.25 
Computational Complexity in Multidimensional Trans- 


port Theory Calculations. Progress Report, September 
1, 1972--August 31, 1973. 


74-19 7D Reprint 


74-04 7D Reprint 


COO-2280-3 74-04 18K PC$3.00/MF$2.25 

Finite Elements in Neutron Transport Theory. 

COO-2280-1 74-04 18K PC$S5S.00/MF$2.25 
BAREISS, L. E. 


Payload/Orbiter Contamination Control Requirement 
Study 
N74- 313457361 74-24 22A_ PC$6.25/MF$2.25 


BARENBERG, ERNEST J. 


Correlation of Pavement Behavior and Performance 
Between the University of Illinois Test Track and the 
AASHO Road Test. 

PB-231 326/0GI 74-12 13B PC$S.75/MF$2.25 


The University of Illinois Test Track as a Tool for 
Evaluating Pavement Performance. 
PB-235 907/3GI 74-23 13B  PC$3.75/MFS$2.25 


BARENBLATT, G. I. 


Combustion Theory Methods in Polymer Mechanics-- 
Translation. 
AD-773 885/9GI 74-07 111 PC$3.25/MF$2.25 


BARENBOIM, A. B. 


Test Stand for Research into the Effect of Physical 
Properties of Gases on the Characteristics of a Cen- 
trifugal Compressor--Translation. 

AD-771 089/0GI 74-04 13G PC$3.25/MF$2.25 


BARFIELD, B. J. 


Proceedings. Planning and Design for Urban Runoff 
and Sediment Management. 10-11 April 1973, 
PB-225 274/0GI 74-01 13B PC$3.75/MFS$2.25 


BARFIELD, BILLY J. 


Development of Prediction Relationships for Water 
Requirements with Irrigation Cooling. 
PB-229 791/9GI 74-12. 2D PC$3.75/MFS$2.25 


BARGAUZ, A. L. 


High-Speed Streams of Combustion Products as 
Source of Intensified Heating of Metal--Translation. 
AD-780 310/9GI 74-16 13A PC$3.25/MFS$2.25 


BARGER, R. L. 


On the Use of Thick-Airfoil Theory to Design Airfoil 
Families in Which Thickness and Lift Are Varied Inde- 
pendently. 

N74-21635/9GI 74-17 1A  PCS$3.25/MF$2.25 


Streamline Curvature Design Procedure for Subsonic 
and Transonic Ducts. 
N74-11818/3GI 74-06 1A  PCS$3.25/MFS$2.25 


A Streamline Curvature Method for Design of Super- 
critical and Subcritical Airfoils. 


N74-32416/1GI 74-26 1A PC$3.25/MF$2.25 
BARGER, V. 

Model Independent Analysis of the Structure in Pp 

Scattering. 

RL-73-82 74-06 20H PCS$3.00/MFS2.25 


BARGER, WILLIAM R. 


Artificial Sea Slicks: Their Practical Applications and 
Role in Fundamental Research. 
AD-780 784/SGI 74-17 83 PC$3.25/MFS$2.25 


Determination of the Thickness of Petroleum Films on 
Water. 
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AD-786 353/3GI1 74-25 14B PC$3.25/MF$2.25 


Sampling and Determining the Concentration of Film- 
Forming Organic Constituents of the Air-Water Inter- 


face. 
AD-785 237/9GI 74-23 7D PC$3.25/MF$2.25 


BARGETON, D. 


Exchange of Hand Heat. The Role of Circulatory 
Reactions and Variations of the Local Temperature of 
Arterial Bloods. 


N73-33043/3GI 74-02 6P PC$3.75/MF$2.25 


BARGHOLTZ, C. 


G-Factor of the 1291.5-Kev State in exp 59 CO. 
USIP-73-11 74-24 20H PC$4.00/MF$2.25 


Gamma--Gamma Directional Correlations in exp 103 
RH 


USIP-73-8 74-09 20H PC$3.25/MF$2.25 


Level Scheme of exp 126 Te Studied by gamma Spec- 
troscopy and gamma--Gamma Angular Correlations. 
USIP-73-13 74-06 20H PC$3.50/MF$2.25 


Levels and Transitions in exp 136 BA. 
USIP-73-7 74-06 20H PC$3.00/MFS$2.25 


BARGMANN, ROLF 


Structure and Distance of Logical Patterns. Appendix 
Volume II. 
AD-783 894/9GI 74-21 12A PC$8.75/MF$2.25 


Structure and Distance of Logical Patterns. Appendix. 
Volume III. 
AD-783 895/6GI 74-21 12A  PC$9.5S0/MF$2.25 


Structure and Distance of Logical Patterns. Appendix. 
Volume IV. 
AD-786 475/4GI 74-25 12A PC$8.75/MFS$2.25 


Structure and Distance of Logical Patterns. Appendix. 
Volume V. 
A. +-786 476/2GI 74-25 12A PC$8.75/MFS$2.25 


Structure and Distance of Logical Patterns. Appendix. 
Volume VI. 
AD-786 493/7GI 74-25 12A PC$8.50/MF$2.25 


Structure and Distance of Logical Patterns. Appendix. 
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BARNETT, C. S. 

Tory II-C Operations. Part 9 of the Tory II-C Program. 

UCRL-7036(Pt.9) 74-12 18N PC$3.00/MF$2.25 


Tory lic Test Operations. 
UCRL-12263(Summ.) 74-12 18N PC$3.00/MF$2.25 
BARNETT, D. M. 


Weakening of an Elastic Solid by a Rectangular Array 
of Cracks. 
AD-785 436/7GI 


BARNETT, E. L. 


Lunar Observations Verifier Editor Programmer'S 

Manual, Revision |. 

N74-21839/7GI 
BARNETT, H. J. 

Reprint: The Overland Shipment of Live Dungeness 
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COM-73-50645-11-04/GI 

74-05 6C (Order as COM-73-50645-11) 

BARNETT, HAROLD J. 
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COM-73-1199S/0GI 74-03 SC Reprint 
BARNETT, J. D. 
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COM-74-50207/IGI 74-11 7D Not available NTIS 
BARNETT, KENNETH M. 

Evaluation of Several Wire Mesh Screens for the Pro- 

tection and Ventilation of Meteorological Sensors. 

AD-781 504/6GI 74-18 4B PC$3.25/MF$2.25 

Turbulence Induced Changes in Vortex Shedding from 

a Circular Cylinder. 

AD-775 885/7GI 
BARNETT, STANLEY M. 


The Effect of Temperature and Oxygen ge on 
Cellulose Utilization by Thermophilic Orga 
PB-235 839/8GI 74-24 6M PCS. "25/MFS2. 25 


BARNETTE, ROBERTA A. 


Job Development Project. 
PB-235 144/3G1 74-21. SI PC$4.25/MFS2.25 


BARNEY, G. S. 

Effects of Irradiation on Combustion of Organic Com- 

pounds: A Literature Survey. 

ARH-2861 74-23 7E PC$4.00/MF$2.25 
BARNICLE, EDWARD J. 

Military Potential Test of Interim High Level Con- 

tainers Airdrop System (HLCADS). 

AD-776 898/9GI 74-11 15SG PC$4.25/MF$2.25 
BARNOFF, ROBERT M. 
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PB-232 930/8GI 74-16 13B PC$7.25/MF$2.25 
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and Deck Assemblies. 

PB-235 271/4GI 74-23 13B PC$S.75/MFS$2.25 
BARNOSKI, MICHAEL 
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AD-787 781/4GI 74-26 20F PC$4.25/MFS$2.25 
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AD-775 067/2GI 74-09 20F PC$4.75/MFS2.25 
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AD-785 124/9GI 74-23 17B = PC$7.25/MFS$2.25 


74-23, 20L =PC$3.75/MF$2.25 


74-17 3B PC$3.75/MF$2.25 


74-10 20D PC$S5.75/MF$2.25 
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UR-3490-418 74-18 6T PC$3.00/MF$2.25 
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AD-772 181/4GI 
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74-05 11D Reprint 


N74-14655/6GI 74-08 20M PC$5.25/MF$2.25 
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BARON, J. L. 
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CEA-CONF-2335 74-07 11F PC$3.00/MF$2.25 


BARON, J. R. 


Reprint: Minimum Radiative Transfer Geometries. 
AD-779 096/7GI 74-15 22C Reprint 


BARON, M. L. 
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AD-781 316/5GI 74-18 19D PC$6.25/MF$2.25 
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AD-780 199/6GI 74-16 
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ments. 
AD-777 075/3GI 74-12 171 =PC$4.75/MF$2.25 
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74-25 20G PC$4.00/MF$2.25 


19D PC$S5.75/MF$2.25 


AD-785 824/4GI 74-24 4A PC$S5.25/MF$2.25 
BARON, R. S. 
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N74-14760/4GI 74-09 1B PC$3.75/MF$2.25 
BARON, SHELDON 
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iss. -73-8 74-18 18D PC$4.75/MF$2.25 


Study of Total Absorption Counters for Very High 

Energy Particles. 

N74-20338/1GI 
BARONI, G. 


Multicharged Particle Emission in the ayy ome of 
Carbon Induced by ae -Energy Electr: 
NP-20053 74-22 20H PCS4. 25/MF$2.25 


— Discrimination of Low Energy Nuclei in 


74-15 15SC PC$6.25/MF$2.25 


74-14 20H PC$3.75/MF$2.25 


Plastic 
N74-151 10/1GI 74-09 18D PC$3.75/MF$2.25 


Tracks Discrimination of Low Energy Nuclei in 
Plastics. Internal Note 458. 


NP-19847 74-06 18D PC$3.50/MF$2.25 
BARONTI, P. 

Droplet Spectra in Layer-Clouds, 

AD-775 044/1GI 74-09 4B PC$3.75/MF$2.25 
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PB. 225 022/3GI 74-01 13B PC$7.00/MF$2.25 
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N74-17200/8GI 74-11 11G PC$3.25/MF$2.25 
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AD-773 874/3GI 74-07 7D PC$3.25/MF$2.25 
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LNF-73-72 74-20 18D PC$4.00/MF$2.25 
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N74- 32243/4GI 74-25 3B PC$3.75/MF$2.25 
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System. 
N74-26268/4GI 74-19 3B PC$3.25/MF$2.25 
BAROZZI, G. C. 
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RT/EDP-(73)4 74-07 20D PC$3.00/MF$2.25 


BARR, AVRON 
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Program. 

AD-779 883/8GI 74-16 SI PC$4.25/MF$2.25 
BARR, B. G. 

Research on the Application of Satellite Remote 
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grams Involved with Resource Management and En- 


vironmental Quality. 
N74-14093/0GI 74-08 8F PC$4.25/MF$2.25 
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grams Involved with Resource Management and En- 


vironmental Quality. 
N74-22047/6GI 74-17 8F PC$4.75/MF$2.25 


BARR, D. R. 
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Markov Chains. 
AD-775 280/1GI 74-09 
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BARR, D. W. 
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AD-783 671/1GI 74-21 20E PC$3.75/MF$2.25 
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UCRL-S1593 74-26 18A PC$4.00/MF$2.25 
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UCRL-S1557 74-23 10B PC$5.45/MF$2.25 
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UCID-16429 74-14 18A PC$3.25/MF$2.25 
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74-07 8N PC$3.25/MF$2.25 


18G PC$7.60/MF$2.25 
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BARRETT, C. A. 
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Disparities in Unemployment Experience: 

Section Analysis. 
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BARRETT, R. E. 
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74-25 4A PC$3.25/MF$2.25 


74-14 13B PC$4.75/MF$2.25 


74-01 7C PC$3.25/MF$2.25 
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AD-777 596/8GI 74-12 13D = PC$3.25/MF$2.25 
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AD-783 628/1GI 74-21 ISE PC$3.25/MF$2.25 
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Y-1944 74-21 7D PC$4.00/MF$2.25 
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Y-1940 74-18 7D PC$4.00/MF$2.25 
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Multiple-Flame Combustion Model 
Computer Program. 
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Field Trials of the Crc UHF Radiometer at Churchill 
Falls and Lake Melville Labrador. 
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The Miniature Pig: A Biomedical Model for Behavioral 
Studies. 
AD-776 216/4GI 74-10 SJ | PC$3.25/MF$2.25 
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AD-769 270/0GI 74-01 6E PC$3.25/MF$2.25 
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AD-782 720/7GI 74-20 60 PC$3.25/MF$2.25 
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CN-2992 74-24 8H PC$S5.50/MF$2.25 


BARRON, EDGAR G. 
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BARRON, ROGER L. 
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Piloting of Vehicles, 
AD-770 953/8GI 74-03 1C PC$3.75/MF$2.25 
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AD-781 079/9GI 74-17 1C PC$4.75/MF$2.25 
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AD-776 065/5GI 74-10 9B PC$4.25/MF$2.25 
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AD-785 080/3GI 74-23 20N PC$S5.25/MF$2.25 
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Modes. 
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AD-781 080/7GI 74-17 1C = PC$7.25/MF$2.25 
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74-17 211 PC$4.75/MF$2.25 


74-22 14E PC$3.25/MF$2.25 


BARRON, T. H. K. 
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BARROT, J. P. 
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CEA-R-4468 74-06 14B  PC$3.25/MF$2.25 
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CEA-R-4467 4-06 14B PC$3.25/MF$2.25 
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PB-227 052/8GI 74-06 13B PC$3.75/MF$2.25 
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Volume II. Bibliography. 
PB-230 811/2GI 74-11 


BARROWS, A. W. 


Solid Propellant Flammability Including Ignitability and 
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BARRY, F. W. 
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BARRY, GERALD J. 
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BARRY, J. M. 
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BARRY, J. R. 
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Volume I. Study Results. 
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BARRY, JAMES D. 
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13B PC$10.50/MF$2.25 
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13F PC$7.25/MF$2.25 


74-17 21E PC$7.00/MF$2.25 
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74-26 4A PC$3.75/MF$2.25 
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AD-779 169/2GI 74-15 20H Reprint 
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UCSF-10-P-2-210 74-06 6R PC$3.00/MFS$2.25 
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PB-225 060/TGI 74-01 6E PC$3.25/MF$2.25 
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COO-3001-49 74-06 20H PC$3.00/MF$2.25 
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COO-3001-55 74-14 7E PC$3.00/MF$2.25 
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Effect of Mono-Aluminides of Iron, Cobalt and 


Nickel--Translation. 
20L = =PC$3.25/MF$2.25 


74-03 7A Not available NTIS 


AD-783 658/8G1 
BASHKIROV, V. 


Beneficial Use of Cavitation Bubbles, 
IPRS-60974 74-06 20D ‘'PC$3.25/MF$2.25 


BASHKIROVA, G. M. 


The Use of Ice-Forming Aerosols for Cloud Modifica- 
tion and Results of Investigations of New Ice-Forming 
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Evaluation of Proposed Elderly Condominium Pro- 


gram. 
PB-228 891/8GI 74-09 SK PC$3.75/MF$2.25 
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Reprint: Extinction Coefficients of Azomethane and 

Dimethyl Mercury in the Near Ultra-Violet. 
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BASSETT, HAROLD L. 
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KFKI-73-60 74-11 7D PCS 00/MF$2.25 
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74-09 18E PCS$S.50/MF$2.25 
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BATANOV, G. M. 


Parametric Excitation of Waves in Magnetized Plasma. 


NP-19919 74-11 201 PC$3.00/MF$2.25 
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AD-787 747/SGI 74-26 20L PC$3.75/MF$2.25 
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Slab Models for Classical Diffusion in the Belt Pinch. 
N74-14398/3GI 74-08 201 PC$3.75/MF$2.25 
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Properties of Multilayer Filters. 
N73-32537/SGI 74-02 20F PC$3.25/MF$2.25 


BAUMEN, WALTER J. JR. 


Analysis of Delivery Accuracy for AH-1G (COBRA) 
Launched 2.75-Inch Rockets from Tests eee 
January-March 1972 at China Lake, Californ 

AD-782 978/1GI 74-20 SI PCS$3. 7S/MFS2. 25 


BAUMGARDNER, MARION F. 


Evaluation and Comparison of ERTS Measurements of 
Major Crops and Soil Associations for Selected Test 
Sites in the Central United States. 

E74-10474 74-14 2C PC$6.25/MF$2.25 


BAUMGART, BRUCE G. 


GEOMED: Geometric Editor. 
AD-780 452/9GI 74-16 9B PC$3.7S/MF$2.25 


Image Contouring and Comparing 
AD-771 300/1GI 74-04 9B PC$4.2S/MF$2.25 


BAUMGART, R 
Frg-O-II Experiment. 
GKSS-72-E-18 74-08 18K PC$S5.25/MF$2.25 


Zero-Power Experiment with the Second Core of the 
“Otto Hahn"’ (Fdr II--0). 
GKSS-72-E-28 74-08 


BAUMGARTEN, G. P. 


Building and Evaluation of a Polluted Air Delivery 
System. 
COM-74-10866/3GI 74-12 


BAUMGARTEN, STEVEN A. 


pon Analysis of Actual and Potential Uses of Nursing 
Homes. 
PB-225 117/1GI 74-01 


BAUMGARTNER, H. ROBERT 


Silicon Nitride in Rolling Contact Bearings. 
AD-771 393/6GI 74-04 131 PC$4.75/MF$2.25 


BAUMHACKER, H. 


Detection of Ultrashort CO sub 2 Laser Pulses Using 
the Optical Kerr Effect. 
IPP-4-113 


BAUMHAUER, J.C. 

Second Harmonic Generation and Parametric Excita- 

tion of Surface Waves in Elastic and Piezoelectric 

Solids. 

AD-777 017/5GI 74-11 
BAUMHEIER, EDWARD C. 

A Conceptual Framework for the Description and 

Analysis of Human Service Delivery Systems. 

PB-235 977/6GI 74-23 SK PC$4.25/MF$2.25 
BAUMILLER, R. C. 

Virus Induced Mutation and Irradiation. Final Report. 

COO-3673-1 74-21 6R PC$4.25/MF$2.25 
BAUR, E. JACKSON 

Assessing the Social Effects of Public Works Projects. 

AD-769 955/6GI 74-02 SK PC$3.75/MFS$2.25 
BAUR, J.P. 


Initial-Stage Sulfuric Acid Leaching ga of Chal- 
copyrite Using Radiochemical Technique: 
PB-228 628/4GI 7409 IF PCs3. 75/MF$2.25 


BAURER, T. 
Defense Nuclear Agency Reaction Rate Handbook. 
Second Edition. Revision Number 3, 
AD-776 650/4GI 74-11 7D PC$3.75/MF$2.25 


BAURMASH, L 
Lmfbr Safety Programs. Annual Technical Progress 


Report, Government Fiscal Year 1973. 

AI-AEC-13108 74-04 181 PC$4.00/MFS$2.25 
BAUSCH, THOMAS A. 

Regional Economic and Demographic Analysis for 

Cleveland, Ohio. 

PB-235 116/1GI 
BAUTISTA, RB. G. 

Chemical Synthesis of Metal Rich Tantalum Sulfides at 

High Pressures and High Temperatures. 

IS-M-19 74-25 7B PC$4.00/MF$2.25 

Compilation of Experimental hang on Thermal 

Emittances of Materials. Part I. Metal: 

1S-3346(Pt.1) 74-25 IF PCSIB. $0/MF$2.25 


74-02 21E PC$3.75/MF$2.25 


21F PC$9.00/MF$2.25 


13B PC$3.75/MF$2.25 


6E PC$5.75/MF$2.25 


74-14 20F PC$3.00/MF$2.25 


20L = PC$4.25/MF$2.25 


74-22 13B PC$8.75/MF$2.25 
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BAVASSANO, B. 


BAVASSANO, B 


Far Magnetospheric Field Observations by Pioneer 8 
The Distant Bow Shock and the Extended Tail. 
N74-13552/6GI 7407 4A PC$3.75/MF$2.25 


Influence of the Pressure Anisotropy on the Mhd 
Reduced Shock Relations. 
N74-13550/0GI 74-07 201 PC$3.25/MF$2.25 
Pioneer 8 Extraterrestrial Magnetic Field Data 
Processing Elaborazione Dei Dati di ng ee 
Extraterrestre Ottenuti Dalla Sonda Pionee: 

N74-13573/2GI 74-07 3B PC$S. “SIMFS2. 25 

BAVLI, YA. L. 
Kinetics of Thiophosphamide in the Blood of Mamma- 


ry-Cancer Patients, 
PB-232 857-T/GI 74-17 60 PC$3.25/MF$2.25 
BAWIN, S. M. 


Reprint: Effects of Modulated Very High Frequency 
Fields on Specific Brain Rhythms in Cats. 


AD-778 265/9GI 74-13, 6R_ Reprint 
BAXI, H. RB. S. 

On the Applicability of Multivariate Statistical 
Techniques. 

AD-777 179/3GI 74-12 12A  PC$7.50/MF$2.25 
BAXMAN, H. R. 


Development of Particles Coated with Pyrolytic Car- 
bon. li. Coatings from Methane at High Temperatures. 
LA-3601 74-02 18] PC$4.50/MF$2.25 
Development of Particles Coated with Pyrolytic Car- 
bon. Iv. Coatings from Various Hydrocarbons at Low 


Temperatures. 
LA-3767 74-02 183 PC$4.00/MF$2.25 


Development of Particles Coated with Pyrolytic Car- 
bon. Ix. Studies of Commercial Experimental Coated 
Particles. 

LA-4560 74-02 18) PC$3.25/MF$2.25 


Development of Particles Coated with Pyrolytic Car- 
bon. V. Doped Coatings. 
LA-3984 74-02 18] PC$3.50/MF$2.25 


Development of Particles Coated with Pyrolytic Car- 


ne Vi. Comparisons of Experimental UC sub 2 
‘ores. 
LA-4139 74-02 18) PC$3.25/MF$2.25 


Development of Particles Coated with Pyrolytic Car- 
bon. Vii. Studies of Porous Carbon. 
LA-4226 74-02 18] PC$3.75/MF$2.25 


Development of Particles Coated with Pyrolytic Car- 
bon. Viii. Improved Core-Coat Combinations. 
LA-4308 74-16 183 PC$4.75/MF$2.25 


Development of Particles Coated = Pyrolytic Car- 
bon. X. Scale-Up of Coating Proces: 
LA-4771 74-02 18] *PCS3. $0/MF$2.25 


BAXTER, A. M. 


Preliminary Study of the Stability Characteristics of a 
Fast-Spectrum Thermionic Reactor. 
18N PC$3.75/MF$2.25 


GA-6504 74-10 
BAXTER, B. J. 

Primary Jaw Crusher Development. 

GA-A-12864 74-23 18] PC$S5.45/MF$2.25 
BAXTER, C. R. 


Ovonic Switching in Tin Selenide Thin Film 
N74-27259/2G1 74-20 20L PCS$S '25/MFS2. 25 


BAXTER, DONALD J. 
Development of Cargo Slings with Nondestructive 


Checkout ee 
AD-777 497 1C =PC$6.25/MF$2.25 


BAXTER, KENNETH N. 
Reprint: Shrimp Discarding by the Commercial Fishery 
in the Western Gulf of Mexico. 
COM-73-50645-09-04/GI 
74-01 6C 
BAXTER, SAMUEL S. 


Survey of Facilities Using Land Application of Waste- 


water. 

PB-227 351/4G1 74-07 13B PC$10.25/MF$2.25 
BAXTER, W.G. 

Ge--Anpd Shield Materials, a Status Report. 

DC-59-10-166 74-15 18F PC$6.00/MF$2.25 
BAY VAN NGUYEN, 

Polar Aspects of Spontaneous Recombination in F- 

Merodiploid Derivatives of Escherichia Coli K12. 

TID-26579 74-21 6C PC$4.00/MF$2.25 
BAY, Z. 

Reprint: The Constancy of the Velocity of Light and 

Prospects for a Unified Standardization of Time, 


Frequency and Length. 
COM-74-30802/9GI 74-23 14B_ Not available NTIS 


BAYAR, B. 
Fast Gas-Thermochromatographic Methods of 
Radioactive Element Extraction. li. Gold as Universal 


Target for Rapid Production of Radioactive Samples of 
Rhenium, Osmium, Iridium, and Mercury. 


74-12 
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Fast Gas-Thermochromatographic Methods of 
Radioactive Element Extraction. Iv. Extraction of 
Neutron-Deficient Zr and NB Isotopes from the Silver 


Chloride Melt. 
JINR-P12-7340 74-07 7E PC$3.00/MF$2.25 


Fast Gas-Thermochromatographic Methods of 
Radioa:tive Element Separation. Iii. Production and 
Thermc chromatographic Behavior of Ultramicroquanti- 
ties of ‘Volatile Oxides and Tungsten Hydroxides. 

JINR-Pi 2-7280 74-08 7D PC$3.00/MF$2.25 


BAYAZEED, ALDO F. 

Subsurface Disposal of Pickle Liq 

PB-225 273/2GI 74-04 iB "Pcs. 75/MF$2.25 
BAYER, A 

Energy and the Environment in Baden--Wuerttemberg. 

KFK-1966-UF 74-21 13B PC$12.25/MF$2.25 
BAYER, BERNARD 


Annual Report of the Mechanized Information Center 
(2nd) February 1, 1972 through 31 Jan 1973. 
PB-230 075/4GI 74-11 SB .25/M F$2.25 


BAYER, C 
Experimental Study of Rayleigh Scattering with a 
Ruby Laser Beam: Relative Variation of Scattered 
Light with the Number of Scattering Centers and Na- 


ture of the Gases. 
N74-13211/9GI 74-07 20F PC$4.25/MF$2.25 


BAYER, FREDERICK M. 


Guide to the Lobsters and Lobster-Like Animals of 
Florida, the Gulf of Mexico and the Caribbean Region, 
COM-74-10007/4GI 74-04 6C PC$3.75/MF$2.25 


BAYER, K.C. 
Preliminary Seismicity Study of the Southern Nevada 
Region. Quarterly Report, April--June 1973. 
NVO-474-1 74-13 8K = PC$7.25/MF$2.25 
Seismic Investigations in Wyoming as Part of the 
Wagon Wheel Definition Studies. 
PNE-WW-33 74-23 18C PC$4.50/MF$2.25 
BAYER, WILLIAM L. 


The Epidemiology of Cytomegalovirus as Transmitted 
by Blood Transfusion. 
PB-234 206/1GI 


BAYEV, V. K. 


Calculation of the Ignition and Combustion of a 
Hydrogen Jet in Air at Finite Chemical-Reaction Rates. 
N74-32374/2GI 74-25 21B PC$3.25/MF$2.25 


BAYLAC, G. 
Analysis of the Behavior of Elements of the Primary 
Circuit of the Chinon 2 and Chinon 3 Reactors under 
the Action of Static and Dynamic Stresses Exerted by 


CO sub 2 under Pressure. 
CEA-CONF-2565 74-23 18E PC$4.00/MF$2.25 


Comparison Between Experimental and Computer 

Analyses of the Behaviour under Pressure of a 90 exp 

0 Bend with an Elliptical Section. 

CEA-CONF-2575 74-18 13D PC$4.75/MF$2.25 
BAYLES, F. DERRICK 


Development of High Temperature (1250F) Wire and 


74-19 6E PC$3.75/MF$2.25 


Connector. 

AD-786 890/4GI 74-25 9A PC$10.25/MF$2.25 
BAYLES, J. 

Development of the CEL Salvage Remote Assist and 

Lift Device. 

AD-782 $03/7GI 74-19 133° PC$3.25/MF$2.25 


BAYLES, STEVEN F. 
Interactions Between Mosquito Repellents and Human 


Skin, 
AD-785 684/2GI 


74-24 6F PC$3.25/MF$2.25 
BAYLESS, JOHN R. 
Plasma Cathode for E-Beam Lasers. 
AD-776 597/7GI 74-11 20E PC$3.75/MF$2.25 
Plasma Cathode for E-Beam Lasers. 
AD-786 745/0GI 74-25 20E PC$4.25/MF$2.25 
BAYLEY, SUZANNE 


Energy Evaluation of Water Management Alternatives 
im the Upper St. Johns River Basin of Florida, 
PB-227 051/0GI 74-06 8H PC$S.25/MF$2.25 


Models for Planning and Research for the South 
Florida Environmental Study. 
PB-231 938/2GI 74-14 6F PC$S.75/MF$2.25 


Simulation of a Model of Sawgrass Marsh With Peat, 


Fire, Water and s, 
PB-231 668/SGI 74-13 6F PC$3.75/MF$2.25 
BAYNE, B. L. 


Reprint: The Responses of Three Species of Bivalve 
Mollusc to Declining Oxygen Tension at Reduced 


Salinity. , 

AD-771 364/7GI 74-04 6F Not available NTIS 
BAYNE, C. K. 

Precipitation Variability Over North Carolina. 

PB-225 123/9GI 74-01 4B PC$7.00/MF$2.25 





BAYS, J. K 


The APOLLO Spacecraft: A Shasesler. Volume 2: 8 
November 1962 - 30 September 1964 
N74-12507/1GI 74-06 22B PC$8.75/MF$2.25 


BAYTOS, W.C. 


Feasibility of Microencapsulated Detoxicants for 
Removal of Nitrogenous Metabolites via Oral Ingestion 
and Characterization of Azotemic Dog Gut Fluid. 

PB-234 480/2GI 74-20 6E PC$4.25/MF$2.25 


BAYUK, E. 1. 


The Effect of Temperature on Velocity of Longitu- 

dinal Waves in Rocks at High Pressures--Translation. 

AD-782 541/7GI 74-19 8G PC$3.25/MF$2.25 
BAYUZICK, R. J. 

Effect of Electrical Stimulation on the Biophysical 

Properties of Healing Fractures. 

ORO-2401-82 74-21 6B PC$4.00/MF$2.25 
BAZARAA, M. S. 

On the Cone of Tangents with Applications to Mathe- 

matical ming. 

AD-771 3: I 
BAZARTH, FERRELL M. 


Implementation Package for Use of Liquid Calcium 
Chloride to Improve Deicing and Snow Removal 


74-04 12B PC$4.25/MF$2.25 


Operations. 

PB-224 842/SGI 7401 13B PC$3.25/MF$2.25 
BAZEEV, E. T. 

Studies of Liquid-Metal Flows in Mag- 

netohydrodynamic Systems, 

JPRS-60634 74-04 201 PC$4.25/MF$2.25 


BAZEL, LAWRENCE A. 
Evaluation of Water Quality Standards in California, 
Maryland, Ohio, and Oregon: Case Studies, 1965-1972. 
PB-234 979/3GI 74-22, 13B) =PC$5.25/MF$2.25 

BAZHANOV, V.L. 

Strength of Glass-Fiber Laminates (Chapters |, 7, and 
8)--Translation. 
AD-783 055/7GI 


BAZHANOV, V. S. 


Antineoplastic Activity of the New Antibiotic Car- 

minomycin, 

PB-225 $05-T/GI 
BAZHENOV, YU. I. 

The Effect of Adaptation to Cold on the Energy of 

Muscular Activity--Translation. 

AD-781 110/2GI 74-17 6P PC$3.25/MF$2.25 
BAZILEVSKIY, A. T. 


Current Concepts Regarding the Moon. 
N74-19475/4GI 74-13 3B PC$7.50/MF$2.25 


BAZIN, J 
Behavior of Lwr Rods in the Molten Regime: Synthes- 
is of the ‘’Tof" and ‘’Taf"’ Tests. 
CEA-R-4527 74-10 18E PC$S5.75/MF$2.25 


Presence of Tritium in Zircaloy Casings of Pressurized 

Water Reactors. Experimental Results. 

CEA-CONF-2532 74-15 181 PC$3.50/MF$2.25 

Two Years of Operation of the Shielded Microprobe: 

Evaluation and the Future. 

CEA-CONF-2414 74-09 7D PC$3.75/MF$2.25 
BAZINET, G. D. 

Development and Evaluation of a Modified Stirling- 

Cycle Engine. 

PB.235 734/1GI 74-25 6L PC$S.75/MF$2.25 

Development and Evaluation of a Modified Stirling- 

Cycle Heart Engine. 

PB-236 230/9GI 


BAZNAT, M. I. 


Magnetic Moments of Odd-Mass Deformed Nuclei in 
the Non-Adiabatic Model. 
JINR-P4-7224 74-06 20H PC$3.00/MFS$2.25 


Rotational Invariance and Effective Charges for E2 
Transitions with delta K = | in Odd-Mass Nuclei. 
JINR-P4-7907 74-23 20H PC$4.50/MF$2.25 


BAZZARO, ENRICO 
Reprint: The Effect of Concentrated Loads on the 
Mechanical Characteristics of Monocable Aerial 
Ropeways, with Continuously Running Carrying Haul- 
ing Rope. 
AD-771 103/9GI 74-04 131 Not available NTIS 
BE, C.A. 
Initial Activity in the Study of Oriented Eutectic Su- 
peralloys for Use at High Temperature. 
CISE-N-165 74-18 IF PC$4.50/MFS$2.25 
BEACH, C. J. 
Results from a Rocket Borne Swept Frequency lono- 
spheric Plasma Probe 
N74-28174/2GI 
BEACH, EDWARD J. 


Computer Test Facility. 
AD-774 798/3GI 


74-20 11D PC$S5.25/MF$2.25 


74-04 60 PC$3.25S/MFS$2.25 


74-25 6L PC$6.25/MF$2.25 


74-20 4A PC$3.25/MF$2.25 
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BEACH, LEE ROY 


An Empirical Examination of Social Power in Terms 
of Decision Theory 
AD-787 592/SGI 


BEACH, NORMAN E. 
Government Specifications and Standards for Plastics, 
Covering Defense Engineering Materials and Applica- 
tions. 

AD-771 008/0GI 74-04 111 PC$3.00/MF$3.00 

BEACHEY, JACOB 
peer Studies of 


Ppa 231 991/1GI 
BEACHEY, JACOB E. 


Vaporization Kinetics and Thermodynamics of Gra- 

phite Using the High Pressure Mass Spectrometer. 

AD-785 136/3GI 74-23 7D PC$7.25/MF$2.25 
BEADLE, P. C. 

The Absolute Measurement of Rate Constants for 

Some Key Reactions Involving Free Radicals. 

AD-770 689/8GI 74-03 7D PC$4.75/MF$2.25 


BEAL, DAVID B. 


Live-Load Stresses in a Straight Box-Girder Bridge. 
PB-229 611/9GI 74-10 13B PC$3.75/MF$2.25 


BEAL, FRANK 
Interagency Cooperation in Comprehensive Urban 


Planning and Air Quality Maintenance. 

PB-231 993/7GI 74-14 13B PC$3.75/MF$2.25 
BEAL, J. W. 

Coherent Space Charge Limits in Closed Orbit High 

Intensity Electron Machines. 

UCID-15512 74-26 20G PC$4.00/MF$2.25 

Dipole Field in a Toroidal Geometry for the High In- 

tensity Storage Ring. 

UCID-15694 74-26 20G PC$4.00/MF$2.25 

Injector System for the 14 Mev High Intensity 

Neutron Facility. 
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BEAL-MONOD, M. T. 


Reprint: Contribution to the Kapitza Conductance 
from Spin-Spin Interactions. 
AD-784 664/5GI 

BEAL, RICHARD SMITH 


Cybernetic Analysis of a Simulated International 
Threat System: Principles and Procedures. 
AD-783 947/5GI 74-21 SD PC$3.75/MF$2.25 


Semi-Annual Technical Report. 


74-26 SJ PC$3.25/MF$2.25 


Flame and Explosion 


74-14 81 PC$4.25/MF$2.25 


74-22, 20G =PC$6.25/MF$2.25 


74-22 20M_ Reprint 


AD-777 970/SGI 74-13 SD PC$3.25/MF$2.25 
Threat Recognition and Analysis: The Annual Report, 
1973-74, 

AD-784 323/8GI 74-22 SD PC$3.25/MF$2.25 


BEAL, ROBERT E. 


Method for Removing Metals from Vegetable Oils. 
PATENT-3 634 475 74-17 6H Not available NTIS 


Multiple Hydrogenation Insert. 
PATENT-3 261 669 74-18 7A Not available NTIS 


pong ae we of Vegetable Oils in an Improved Aque- 


PATENT. ry 504038 74-18 7C Not available NTIS 


Production of C18 Cyclic Acids in Aqueous Solvent. 
PATENT-3 419 586 74-18 7C Not available NTIS 


BEAL, ROBERT EVERETT 


An Investigation of a Method for Obtaining a Numeri- 
cal Indicator of Phase Coherenc 
AD-783 813/9GI 74-21 


BEALE, H. A. 
High Rate Physical Vapor Deposition of Refractory 


Metals. 
LA-UR-74-937 13H PC$S.00/MF$2.25 
BEALE, JOHN W. 


Review of Common Supply Support Overseas. Volume 
I. Analysis, 
AD-780 681/3GI 74-17 1SE PC$S.25/MF$2.25 


Review of Common Supply Support Overseas. Volume 


Il. Field Research and Data 
AD-780 683/9GI 74-17 1SE PC$13.00/MF$2.25 


BEALKE, FREDERICK C. JR. 


Strategic Implications of Mutual and Balanced Force 
Reductions for the North Atlantic Treaty Organization. 
AD-778 914/2GI 74-14 SD PC$3.75/MF$2.25 


BEALL, DAVID ALBERT 


An Experiment to Measure Laser Beam Wander and 
Beam Spread in the Marine Boundary Layer Near 
Shore. 


AD-775 027/6GI 
BEALL, L 


An Automated FAA Frequency Assignment System, 
AD-779 086/8GI 74-15 17G PC$4.75/MF$2.25 


e. 
9D PC$S.75/MF$2.25 


74-24 


74-09 20F PC$4.75/MF$2.25 


BEALL, ROBERT A. 
Induction Melting of Metals in Cold, Self-Lined Cruci- 


bles. 
PATENT-3 775 091 74-04 LIF Not available NTIS 
Method for Melting Refractory Metals for Casting Pur- 


poses. 
PATENT-2 825 641 13H Not available NTIS 
BEALL, S. E. JR. 


Status of Waste Heat Utilization and Dual-Purpose 
Plant Projects. 
CONF-731101-56 


BEALOR, JESSE L. JR. 


Echo-Range Equalizer Sonar System. 
PATENT-3 775 734 74-26 17A Not available NTIS 


BEALS, STEPHEN 
The Validation of Entry-Level Law Enforcement Ex- 
aminations in the States of California and Nevada, 
PB-232 927/4GI 74-17 SI PC$4.75/MF$2.25 
BEAM, C. A. 
Genetic, Cytological, and Biochemical Study of Cell 
Cycle Dependent Changes in Radiation Sensitivity of 


74-11 


74-15 13B PC$S.25/MF$2.25 


Yeast. Final Progress Report, January 1, 1968--August 
31, 1971. 
COO-3468-1 74-13 6R PC$3.00/MF$2.25 


BEAM, R. H. JR. 


Radi Geometry Modules. 
KAPL-M-7339 74-24 


BEAM, R. M. 


Numerical Calculations of Two Dimensional, Unsteady 
Transonic Flows with Circulation. 
N74-17021/8GI 74-11 20D PC$3.75/MF$2.25 


Solid Medium Thermal Engine. 
PATENT-3 830 060 74-26 20M Not available NTIS 


BEAM, WALTER E. JR. 


Reprint: Environmental Modifications for Controlling 
Acute Respiratory Disease. 
AD-777 616/4GI 74-12 6E Reprint 


Reprint: Relationship of Pre-Existing Antibody to Sub- 

sequent Infection by ‘Mycoplasma pneumoniae’ in 

Adults. 

AD-774 005/3GI 
BEAMER, J. L. 


Effects of Intracavitary Irradiation by Californium-252. 
BNWL-SA-4679 74-12 6R PC$3.00/MF$2.25 


BEAMS, JESSE W. 


Magnetic Suspension Balance. 
AD-783 387/4GI 74-20 


BEAN, BRADFORD R. 


An Aircraft Investigation of Turbulence in the Lower 
Layers of a Marine Boundary Layer. 
COM-74-50337/6GI 74-12 4B MF$2.25 


BEAN, DENNIS L. 


Development of In-House Capabilities for Determina- 
tion of Quality of Water and Sediments. 
AD-777 541/4GI 74-12 13B  PC$3.25/MF$2.25 


BEAN, EDWARD C. 


A Prototype Four-Horn Cluster IFF Antenna. 
AD-784 395/6GI 74-22 9E PC$3.25/MF$2.25 


BEAN, ELIOT D. 
Intercultural Communication Training Manual. Volume 


1, 
AD-780 270/SGI 74-16 SG PC$8.75/MF$2.25 
yr Communication Training Manual. Volume 
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AD-780 271/3G1 74-16 SG PC$4.75/MF$2.25 
BEAN, KEN 

Bipolar Medium-Scale Integrated Circuit Hardening. 

Volume I. Phase I. 
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BEAN, LOWELL JOHN 


Alternative Economic Development Policies for Indian 
Communities. Morongo Indian Reservation: A Century 
of Adaptive Strategies 
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BEAN, RUSSELL K. 
Orthophotoscope. 
PATENT-2 869 419 
BEAN, T. A. 
Analysis of Partial-Reflection Data from the Solar 
Eclipse of 10 Jul. 1972. 
N74-12480/1GI 
BEANS, ALLEN F. 


Instantaneous Frequency Diversity Radar System. 
PATENT-3 729 739 74-26 171 Not available NTIS 


BEAR, D. V. T. 
Feasibility of Obtaining a 1967 Ruble/Dollar Conver- 


sion Ratio. 
AD-781 252/2GI 74-18 SC PC$S.75/MF$2.25 


12A PC$8.75/MF$2.25 


74-08 6E Reprint 


14B  PC$3.25/MF$2.25 


74-20 9E PC$6.25/MFS$2.25 


74-23. SC PC$S.75/MF$2.25 
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BEASLEY, ANNIE R. 
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and Potential Government Expenditure 
AD-781 254/8GI 74-18 SC PCS6. 25/MF$2.25 


Theoretical Aspects of Comparing Economic Capacity. 
AD-781 257/1GI 74-18 SC PC$S.25/MF$2.25 


BEARD, CHARLES D. 


High Energy Halogen Chemistry. 
AD-773 942/8GI 7407 7B PC$5.25/MF$2.25 


BEARD, D. S. 


Dctr Power Supply and Energy Storage Review Meet- 
ing, Germantown, Maryland, March 5--7, 1974. 
WASH-1310 74-22 18A_ PC$7.60/MF$2.25 


BEARD, EUGENE 


Aviation Cost allocation Study: Socio-Economic Ap- 

proach to Benefits of the Airport and Airway System, 

PB-229 315/7GI 74-09 1B PC$9.25/MF$2.25 
BEARD, JAMES K. 


Application of Nonlinear Acoustics to Problems in 
Inshore Undersea Warfare. 
AD-781 235/7GI 74-18 20A PC$4.75/MF$2.25 


BEARD, MARIAN 
A Rationale and Description of the Basic Instructional 
Program. 
AD-779 883/8GI 
BEARD, MARIAN H. 
Comparison of Student Performance and Attitude 
under Three Lesson-Selection Strategies in Computer- 


Assisted Instruction. 
AD-773 953/SGI 


BEARD, S. G. JR. 


Temperature Measurement in a High-Temperature Car- 
bon Multilayer Reentry Vehicle Heatshield 
SLA-73-8014 74-11 18F PC$3.00/MF$2.25 


BEARDEN, L. E. JR. 


Determination of Lattice Parameters by a Search-Scan 
Computer-Assisted Data Analysis Method. 
Y-1946 74-24 11B PC$4.00/MF$2.25 


BEARDEN, M. D. 


Brine Concentration by Electrodialysis, Phase II. 
PB-229 629/1GI 74-10 7A PC$7.25/MF$2.25 


Design and Construction of a Large Brackish Water 
Desalination Module. 
PB-227 177/3GI 


BEARDSLEY, ROBERT C. 
New England Continental Shelf Dynamics Pilot Ex- 


periment, 
AD-785 257/7GI 74-23 8C PC$4.25/MF$2.25 


Oceanographic Research at M.1.T. in the Department 
of Earth and Planetary Sciences and the Department 
of Meteorology. 

AD-776 197/6GI 74-10 83 PC$3.75/MF$2.25 


Reprint: Circulation on the New England Continental 
Shelf: Response to Strong Winter Storms. 
AD-785 063/9GI 74-23 8C_ Reprint 


Reprint: The Generation of Long Nonlinear Internal 
Waves in a Weakly Stratified Shear Flow. 
AD-773 891/7G1 74-07 8C Reprint 


Spring Run-Off and Nutrient-Seawater Density Cor- 
relations in the Massachusetts Bay, 
COM-74-10407/6GI 74-08 83 PCS$7.25/MF$2.25 


Spring Run-Off and Nutrient-Seawater Density Cor- 
relations in the Massachusetts Bay. Part I. Spring Run- 
Off into Massachusetts Bay, 1973, 
COM-74-10407-01/GI 

74-08 8) 


BEARSS, EDWIN C. 


Fort Point National Historic Site, California. Historic 
Structure Report, 
PB-236 174/9GI 74-25 SD PC$23.75/MFS$2.25 


Historic Furnishing Study, Primary Department of the 
West Branch School and Jesse Hoover's Blacksmith 
and Wagon Shop, Herbert Hoover National Historic 
Site, West Branch, lowa, 

PB-234 454/7GI 74-20 SD PC$4.75/MF$2.25 


Historic Structure Report and Furnishing Study, 
Blacksmith Shop, Lyndon B. Johnson National Histor- 
ic Site, 


PB-234 453/9GI 74-20 SD PC$3.75/MF$2.25 


Historical Base Map, Proposed Lincoln Home, Na- 
tional Historical Park, Springfield, Illinois, 
PB-233 855/6GI 74-18 SD PC$7.25/MF$2.25 


Kings Mountain National Military Park, South 
Carolina. Historic Structure Report, Howser House, 
Historical and Architectural Data 

PB-236 117/8GI 74-25 SD PCS$8.75/MF$2.25 


BEASLEY, ANNIE R. 


The Effect of Multiple Immunization on Interferon 
Production. 
AD-774 286/9GI 


74-16 SI PC$4.25/MF$2.25 


74-08 SI PC$4.25/MF$2.25 


74-06 7A PC$S.25/MF$2.25 


(Order as COM-74-10407) 


7408 6E PCS$3.25/MF$2.25 


PA-69 





BEASLEY, C. O. JR. 


BEASLEY, C. O. JR. 
Microinstabilities in Inhomogeneous Plasmas II: Nu- 


merical Results. 
ORNL-TM-4325 74-02 201 PC$S5.75/MF$2.25 


Program IPP6: Microinstabilities in Inhomogeneous, 

Mirror-Contained Plasmas. 

ORNL-TM-4475 74-12 201 PC$5.50/MF$2.25 
BEASLEY, M. R. 

An Ultra-Low-Noise Preamplifier Using Superconduct- 

ing Quantum Devices. 

AD-781 281/1GI 
BEASLEY, R. M. 

Ceramic Coating for Silica Insulation. 

PAT-APPL-482 104 74-24 11C PC$3.25/MF$2.25 

Ceramic Coating for Silica Insulation. 

PAT-APPL-482 105 74-24 11C PC$3.25/MF$2.25 
BEASLEY, T. M. 


Reprint: Contributions from the Alpha Emitter, Poloni- 
um-210, to the Natural Radiation Environment of the 
Marine Organisms. 
AD-770 926/4GI 


BEASLEY, W. D. 


Low Speed Aerodynamic Characteristics of a 17 Per- 
cent Thick Airfoil Section Designed for General Avia- 
tion Applications. 
N74-11821/7GI 
BEATLEY, J. C. 


Check List of Vascular Plants of the Nevada Test Site 
and Central-Southern Nevada. 
COO-2307-4 74-10 6F PC$4.25/MF$2.25 


BEATON, MICHAEL §. 
A Study of Wear Reactions in a High-Speed Test 
between a Nickel and a Nickel-30 Weight Percent 


Chromium Specimen, 
74-16 1A PC$4.25/MF$2.25 


74-18 14B PC$3.75/MF$2.25 


74-03 8A Reprint 


74-06 1A PC$4.25/MF$2.25 


AD-780 458/6GI 
BEATON, S. PATRICK 


The Housing Hunt: An Analysis of Buyer Behavior 
and Market Structure in Light of Recent Research. 


PB-232 199/0GI 74-15 SJ | PC$4.25/MF$2.25 
BEATTIE, W. H. 

Metal Atom Oxidation Lasers. 

LA-5452 74-15 20E PC$S.45/MF$2.25 


BEATTIE, WILLARD H. 

Metal Atom Oxidation Laser. 

PAT-APPL-469 737 74-26 20E PC$3.25/MF$2.25 
BEATTY, D. F. 


ERTS-1 Imagery Use in Reconnaissance Prospecting: 
Evaluation of Commercial Utility of ERTS-1 Imagery 
in Structural Reconnaissance for Minerals and Petrole- 


um. 
E74-10345 


BEATTY, JACKSON 


Reprint: Operant Control of Occipital Theta Rhythm 
Affects Performance in a Radar Monitoring Task. 
AD-782 131/7GI 74-19 SJ Reprint 


Reprint: Period Analytic Algorithms for the Estimation 
of Selected Spectral Properties of Short Segments of 
EEG Data. 
AD-782 113/SGI 
BEATTY, JAMES F. 
The Water Budget and Waste Treatment at a Modern 


74-13 8G PC$6.25/MF$2.25 


74-19 6P Reprint 


Dairy, 

PB-224 792/2GI 
BEATTY, JERRY L. 

FAA/DOD Liaison in Management of the National 


Aviation System. 
AD-787 208/8GI 17G PC$6.25/MF$2.25 


BEATTY, R. W. 
Applications of Waveguide and Circuit Theory to the 
Development of Accurate Microwave Measurement 
Methods and Standards. 
COM-73-50960/6GI . 
74-06 14B PC-GPO/MF$2.25-NTIS 


Methods for Automatically Measuring Network 
Parameters. 
COM-74-50388/9GI 74-13 14B Not available NTIS. 


Reprint: A Frequently Re-Invented Circuit (abstract). 
COM-74-50609/8GI 74-19 14B Not available NTIS. 


Reprint: 2-Port Lambda G/4 Waveguide Standard of 
Voltage Standing-W ave Ratio. 
COM-74-50405/IGI_ 74-13 9A Not available NTIS 


BEATTY, ROBERT W. 
Reprint: The 1973 International Microwave Symposi- 


74-01 13B PC$3.75/MF$2.25 


74-26 


um. 
COM-74-50432/SGI_ 74-15 20N Not available NTIS 


BEAUBIEN, LAURENT A. 
Buoyant Matrix Materials. 


PATENT-3 733 629 74-26 11D Not available NTIS 


PA-70 


BEAUCHAMP, K. G. 


The Design of Cascaded Digital Recursive Filters 
Using the Bilinear Transform. 
N74-17917/7G1 74-12 9B PC$3.75/MF$2.25 


BEAUCHAMP, N. A. 


Development of Methodologies and Procedures for 
Identifying STS Users and Uses. 
N74-27456/4GI 74-20 SA PC$7.00/MF$2.25 


BEAUCHAMP, R. O. JR. 
Toxicity and Analysis of Carbon Disulfide: An An- 


notated Bibliography. 
ORNL-TIRC-74-1 74-26 6T PC$7.00/MF$2.25 


Toxicity and Analysis of Carbon Disulfide: An An- 


notated Bibliography. 
ORNL-TIRC-74-1 74-23 6T PC$4.75/MF$2.25 
BEAUDET, PAUL R. 


Organizational Structures for Constant 

Earth Data Bases. 

AD-773 964/2GI 
BEAUDET, ROBERT A. 


Reprint: Determination of the Molecular Structure of a 
Tetraborane by Microwave Spectroscopy. 
AD-782 452/7GI 74-19 7C Reprint 


Reprint: Microwave Spectrum, Structure, and Dipole 
Moment of N,N-Dimethylaminodiborane. 
AD-773 201/9GI 74-06 7D Reprint 


BEAUDOIN, ADRIENNE 
Risk II Program Instructions. Volume IV: Revised 
Risk II Programs (RSK260 Series) and Additional Ex- 


tensions. 
1SF PC$5.25/MF$2.25 


Resolution 


74-08 8E PC$7.00/MF$2.25 


PB-236 442/0GI 74-26 


Risk II Program Instructions. Volume V: Region Ef- 
fects Programs. 
PB-236 443/8GI 74-26 ISF PC$4.75/MF$2.25 


Risk II Program Instructions. Volume VI: Weapon Ef- 
fects Assessment Lattice Programs. 
PB-236 444/6GI 74-26 SF PC$3.75/MF$2.25 


BEAUDOIN, R. L. 
Reprint: ‘Plasmodium lophurae’: The Ultrastructure of 


the Exoerythrocytic Stages. 
AD-774 979/9GI 


BEAUDRY, B. J. 
Use of Inert Atmospheres in the Preparation and Han- 
dling of High Purity Rare Earth Metals. 
IS-M-23 74-25 11F PC$4.00/MF$2.25 


BEAUJARD, F. 
Real Time Identification of Aircraft Parameters. Con- 
tribution to the Self Adaptive Guidance Identification 
en Temps Reel des Parametres d'UN Avion. Contribu- 
tion au Pilotage Auto-Adaptatif. 
N74-22683/8GI 74-18 17G PC$S.25/MF$2.25 
BEAUJEAN, H. 
Akut: A Process for Separating Aerosols, Krypton, 
and Tritium from the Combustion Waste Gases in the 
Reprocessing of High Temperature Fuel Elements. 
GERHTR-60 74-12. 7D PC$3.00/MF$2.25 


BEAULAURIER, L. O. 


Assessment of Total Energy Systems for the Depart- 
ment of Defense. Volume 2. Appendices. 
AD-781 817/2GI 74-18 10A PC$6.25/MF$2.25 


BEAUMASTER, JAMES F. 
Interdiction of a Capacitated Logistics Network. 
AD-775 692/7GI 74-10 ISG PC$6.25/MF$2.25 
BEAUME, R. 


Dielectric Constants and Refraction Indices of Gases 
as a Function of Pressure. 
N74-10990/1GI 74-05 7D PC$3.75/MF$2.25 


Translation Invariant States in Quantum Mechanics. 
CNRS-CPT-73-P-547 74-08 20) PC$4.25/MF$2.25 


BEAUMONT, JUDY DE 
Tri-Level Accident Investigation Study. Volume I. 
PB-224 975/3GI 74-01 13L PC$S.75/MF$2.25 
BEAUREGARD, O. COSTA DE 


Photons/Tachyons in Fresnel’s Evanescent Wave: 

Conservation of Momentum/Energy in Dipole Absorp- 

tion/Emission--Translation. 

AD-782 206/7GI 74-19 203 PC$3.25/MF$2.25 

Photons/Tachyons in the Evanescent Wave Associated 

with Total Reflection--Translation. 

AD-782 205/9GI 74-19 203 PC$3.25/MFS$2.25 
BEAUSOLIEL, ROBERT W. 

Laboratory Studies of the Hydraulic Performance of 

One-Story and Split-Level Residential Plumbing 

Systems with Reduced-Size Vents. 


COM-74-$0353/3GI 
74-13 13B =PC-GPO/MF$2.25-NTIS 


74-09 6M _ Reprint 


BEAUVAIS, C. 


Phase Transformations in Titanium Alloys. I. Contribu- 
tion to Study of Transformation Kinetics in Ti--6% al-- 
6% V--2% SN Alloy. 
CEA-R-4542 


74-22 LIF PCS$6.25/MF$2.25 





Study of Phase Transformations in Titanium Alloy. lii. 
Study of Isothermal Transformations of beta III Titani- 
um Alloy. 

CEA-R-4567 74-21 IF PC$S5.25/MF$2.25 


Study of Phase Transformations in Titanium Alloys. li. 
Contribution to the Study of Isothermal Transforma- 
tions in Ti--6% al--6% V--2% SN--Titanium Alloy, after 
Quenching from ( Alpha + beta ). 

CEA-R-4566 74-24 11F PC$6.50/MF$2.25 


BEAUVAIS, E. 
Photometric Measurement of the Immunofluorescence 
Intensity of Group D Streptococci. 
BNL-17854 74-02 6M PC$3.00/MF$2.25 
BEAUWENS, R. 


Convergence Analysis of Some Factorization Iterative 
Methods for M-Matrices. 
COO-2280-5 74-21 12A PC$S.00/MF$2.25 


Point and Block Factorization Iterative Methods for 
Arbitrary Matrices and the Characterization of M- 


Matrices. 
COO-2280-7 12A PC$S.50/MF$2.25 


BEAVAN, L. A. 


Development Status of Near-Isotropic Graphites for 
Large Htgrs. 
GA-A-12944 
BEAVER, J. E. 


Dynamic Studies of Thyroid Function Using Parenteral 
Nai-123. 
CONF-740708-3 


BEAVER, RICHARD 


The Political Limits to School Finance Reform, 
PB-234 363/0GI 74-20 SI PC$5.00/MF$S5.00 


BEAVIS, L. C. 
Formation and Properties of Rare-Earth and Transition 


Metal Hydrides. 
SLA-73-5923 74-15 20L PC$3.00/MF$2.25 


Properties of Hydride Forming Metals and of Mul- 
tilayer Hydrogen Permeation Barriers 
SLA-73-7017 74-13 7B 


BEBBINGTON, W. P. 


Environmental Effects of a Complex Nuclear Facility. 
DPSPU-72-30-10 74-06 18H PC$3.00/MF$2.25 


BEBBS, E. H. 


Atmospheric Ray Tracing. 
AD-787 063/7GI 74-26 20A PCS$S.25/MF$2.25 


BEBUROV, M. YU. 


Mutants of Eremothecium ashbyii Resistant to 8- 
Azaguanine. Report I. Isolation of Mutants and Study 
of Riboflavin Biosynthesis Level, 

PB-236 946-T/GI 74-26 6M 


BECCU, K. D. 


Meeting Future Peak Electrical Energy Demands by 
Means of Electrochemical Storage Systems. 
N74-22709/1GI 74-18 10C PC$3.25/MF$2.25 


BECH, MOGENS I. 
Reprint: A Brief Description of the HyA Large Am- 
plitude PMM System. (1) Course Stability While 
Stopping. (2) Some Aspects of the Stability of Auto- 
matic Course Control of Ships. 
AD-774 540/9GI 74-08 14B_ Not available NTIS 


BECHARD, K. E. 


Space/Terrestrial Radio Service Coordination Areas: 
Program WARC 71.A28 User's Manual, 
COM-74-10409/2GI 74-11 17B  PC$4.75/MFS$2.25 


BECHARD, M. 


Control of the Quality of Nutrients by Analysis of 
Minerals in Plant Material. 
CEA-CONF-2309 74-09 7D PC$3.00/MFS$2.25 


BECHEMILH, J. P. 


Gamma Spectra Processing for the Germaine Air Loop 
and Irene Water Loop. 
CEA-N-1655 


BECHER, P. E. 


Application of Statistical Linear Elastic Fracture 
Mechanics to Pressure Vessel Reliability Analysis. 
RISO-M-1650 74-12 181 PC$3.50/MFS$2.25 


BECHHARDT, STEVEN R. 


A Candidate Standard for Fundamental BASIC, 
COM-74-10932/3G1 74-13 9B PCS$S.75/MF$2.25 


BECHHOFER, ROBERT E. 


An Iterated Integral Representation for a Multivariate 
Normal Integral Having Block Covariance Structure. 
AD-773 854/5SGI 74-07 12A_ PC$3.25/MF$2.25 


A Two-Sample Procedure for Selecting the Population 
with the Largest Mean from Several Normal Popula- 
tions with Unknown Variances: Some Comments on 
Ofosu's Paper. .» 
AD-787 825/9GI 


74-21 


74-25 11B PC$S5.45/MF$2.25 


74-24 6E PC$4.00/MF$2.25 


‘PCS3.00/MF$2.25 


PC$3.25/MF$2.25 


74-07 18G PC$3.00/MFS2.25 


74-26 12A PC$3.25/MF$2.25 





BECHIS, KENNETH P. 
Time Variations in the OH Microwave and Infrared 
Emission from Late Type Stars, 
AD-773 309/0GI 74-07 3B PC$4.75/MF$2.25 
BECHTEL, A. A. 
Effects of Coronary Hypotension on Myocardial Sub- 


strate Utilization. 
AD-780 239/0GI 74-16 6P PC$3.25/MF$2.25 


Myocardial Substrate Utilization in Dogs Following 

Endotoxin Administration. 

AD-770 154/3GI 74-02 6P PC$3.25/MF$2.25 
BECHTEL, F. K. 


Analog Computer Simulation of an Optical Tracking 
Mouat. 


SLA-73-802 74-04 17H PC$3.25/MF$2.25 
Optical Contrast Enhancement of Moving Targets. 
SLA-73-923 74-09 14E PC$4.50/MF$2.25 


Study of Mechanical Resonance in the Tme-16 
Tracking Telescope by Examination of the Control 
Feedback Loop. 

SLA-73-874 74-07 17H = PC$4.00/MF$2.25 


BECHTEL, THOMAS F. 


Apparatus for the Direct Measurement of Thermal 
Stresses. 
PAT-APPL-332 539 74-14 14B  PC$3.25/MF$2.25 


BECHTHOLD, W. 


Radioactive Waste Disposal. 1972 Annual Report. 
KFK-1862 74-24 18G PC$4.75/MF$2.25 


BECHTOLDT, C. J. 
Reprint: Polarization Measurements on Titanium Tube 
and Steet Having Preferred Orientation Textures. 
COM-74-50979/SGI_ 74-25 LIF Not available NTIS 
BECK, CHARLES H. 


Investigation of Medical Laboratory Single-Task Auto- 
mation, Development and Testing of an Automated 
Multi-Channel Autoanalyzer Analysis System. 

AD-778 927/4GI 74-14 6L PC$4.75/MF$2.25 


BECK, CYRUS 


The Validity of Obtaining the Total Attenuation Coef- 
ficient by Adding the Coefficients of Absorption and 
Scattering. 

AD-779 003/3GI 


BECK, D. 


Reprint: Bibliography and Substance-Property Index 

(Inorganic). 

COM-74-50686/6GI 
BECK, E. J. 

Development and Fracture Mechanics Data for 6AL- 

6V-2 SN Titanium Alloy. 

N74-20127/8GI 74-14 1I1F PC$4.75/MF$2.25 


Firefighter'S Compressed Air Breathing System Pres- 


74-15 20F PC$3.25/MF$2.25 


74-20 7D Not available NTIS 


sure Vessel Development Program. 
N74-30497/3GI 74-24 6K PC$7.25/MF$2.25 
BECK, E. M. 


Industrial Development and Changes in Occupational 


Structures. 
COM-74-10544/6GI 74-10 SC PC$3.25/MF$2.25 


Social Status and Personality Factors in Predicting In- 
terviewer Performance, 
COM-74-10564/4GI 74-10 SL PC$3.25/MF$2.25 


Some Effects of Industrial Development on Heads of 


Households, 
COM-74-10563/6GI 74-10 SC PC$3.25/MF$2.25 


Trade Patterns and Community Identity: Five Years 


Later. 

COM-74-10554/SGI 74-10 SC PC$3.25/MF$2.25 
BECK, EARL J. JR. 

Dredging Method Employing Injection and Suction 


Nozzles. 
PATENT-3 646 694 74-03 8I Not available NTIS 
BECK, ELWOOD M. JR. 


Industrial Development and Urbanization: A U-S. 
Case, 
COM-74-10546/1GI 74-10 SC PC$3.75/MF$2.25 


BECK, F. H. 
Stress Corrosion Cracking of Titanium Alloys. 
N74-28994/3GI 74-22, 11F PC$4.25/MF$2.25 


Stress Corrosion Cracking of Titanium and Titanium 
Base Alloys in Aqueous and Gaseous Media. 
AD-773 245/6G1 74-07 #11F PCS$4.75/MF$2.25 


BECK, GEORGE T. 
Marketing in Kuwait. 
COM-74-$0113-27/GI 
74-22. SC PC-GPO/MF$2.25-NTIS 
BECK, GERHARD O. 


Picosecond Beam Monitor. : 
PATENT-3 784 909 74-25 20G Not available NTIS 


BECK, H. 


One-Phonon Spectral Function for Solid Helium. 
COO-3161-15 7404 20L PC$3.75/MF$2.25 


BECK, H. M. 

Oystein Ore, a Bibliography, 

AD-779 273/2GI 74-15 12A PC$3.25/MF$2.25 
BECK, J. E. 


Slanting for Combined Nuclear Weapons Effects: Ex- 
amples with Estimates, and Air Blast Room Filling. 
AD-783 061/SGI 74-20 1SC PC$7.S0/MF$2.25 


BECK, J. R. 


Columbia River Effects in the Northeast Pacific: 
Physical Oceanography. Report of Progress, Sep- 
tember 1971--January 1974. 

RLO-2225-T-25-12 74-24 83 PC$23.00/MF$2.25 


BECK, J. W. 


Technical and Economic Feasibility of Superconduct- 
ing Power Transmission: A Case Study. 
BNL-18602 74-22 9C PC$4.00/MF$2.25 


BECK, JACOB 
The Effect of Adapting to Gratings on Vernier Acuity 


with a 3-Dot Test-Object. 
PB-226 169/1GI 74-04 6P PC$3.75/MFS$2.25 


The Effects of Concentrated and Distributed Attention 
on Peripheral Acuity. 
PB-226 175/8GI 74-04 $3 PC$3.75/MF$2.25 


Relation between Similarity Grouping and Perceptual 
Constancy. 

PB-226 143/6GI 74-04 SJ PC$3.75/MF$2.25 
Similarity Grouping and Peripheral Discriminability 
under Uncertainty II. 


PB-226 148/SGI 74-04 SJ PC$3.75/MF$2.25 
Similarity Grouping of Curves. 
PB-226 219/4GI 74-04 SJ PC$3.75/MF$2.25 


BECK, JAMES L. 


Parole Decision-Making: Supplemental Report Thir- 
teen. The Practical Application of a Severity Scale, 
PB-236 5$77/3GI 74-26 SK PC$3.75/MF$2.25 


Parole Decision-Making: Supplemental Report Twelve. 
The Reliability of Information in the Parole Decision- 


Making Study, 
PB-236 576/SGI 74-26 SK PC$3.75/MF$2.25 
BECK, JOSEPH R. 


Reducing the Travel Requirements of the American 
City: An Investigation of Alternative Urban Spatial 
Structures. 

PB-232 317/8GI 74-15 13B PC$3.75/MF$2.25 


BECK, LAWRENCE J. 


Auding and Reading: A Developmental Model. 
AD-786 042/2GI 74-24 SI PC$S.25/MF$2.25 


BECK, P. A. 
Magnetism in Ni--Cu and CO--Re Solid Solutions. 


COO-1198-1026 74-10 20L PC$3.00/MF$2.25 
BECK, R. 

Fluorescent Thyroid Scanning: What'S New. 

FMI-1000-427 74-02 6E PC$3.00/MF$2.25 
BECK, R.N. 


Theory of Optimum Utilization of All Detected Radia- 


tion. 
FMI-1000-422 74-06 6R PC$3.00/MF$2.25 
BECK, ROBERT F. 


Experiments on Ship Motions in Shallow Water. 
AD-786 752/6GI 74-25 133 PC$3.75/MF$2.25 


BECK, RONALD R. 

Cybernetically Coupled Research Vehicle. 

AD-777 799/8GI 74-13, 19C PC$3.25/MF$2.25 
BECK, T. R. 

Reprint: Pitting of Titanium. I. Titanium-Foil Experi- 


meats. 

AD-772 374/SGI 74-05 11F Reprint 
BECK, THEODORE R. 

Reprint: Electrochemistry of Freshly-Generated Titani- 

um Surfaces. II. Rapid Fracture Experiments. 

AD-776 166/1GI 74-10 7D Reprint 

Reprint: Pitting of Titanium. Il. One-Dimensional Pit 

Experiments. 

-AD-772 832/2GI 74-06 LIF Reprint 


BECK, WILLIAM M. JR. 


Building an Amphitheater and Coasting Ramp of Mu- 
nicipal Solid Waste. Volumes I and II. 
PB-225 346/6G1 74-02 13B PC$8.75/MF$2.25 


BECKER, A. 


Command and Control of a Variable Density Wind 
Tunnel Commande et Regulation d'Une Soufflerie a 
Densite Variable. 

N74-22893/3G1 74-18 14B  PC$S.25/MF$2.25 


Problems of Geometry in Connection with Efficiency 

Calculations in Ionizing Radiation Metrology. 

CEA-R-4498 7402 18D PC$5.00/MF$2.25 
BECKER, ABRAHAM S. 

Review of Gur Ofer, the Service Sector in Soviet 

Economic Growth, 


BECKER, J. 


AD-786 586/8GI 74-25 SC PC$3.25/MF$2.25 


Ruble Price Levels and Dollar-Ruble Ratios of Soviet 
Machinery in the 1960s, 
AD-775 073/0GI 74-09 SC PC$4.25/MF$2.25 


The Superpowers in the Arab-Israeli Conflict, 1970- 

1973, 
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AD-783 372/6GI 74-20 8B Not available NTIS 


BETANCOURT, O. L. 


Three Dimensional Computation of Mag- 
netohydrodynamic Equilibrium of Toroidal Plasma 
Without Axial Symmetry. 

COO-3077-49 74-21 201 PCS9.00/MF$2.25 


BETHE, H. A. 


Theory of Pion Scattering by Nuclei II. 
LA-5503 74-15 20H PCS$4.00/MF$2.25 


BETHEL, JAMES S. 


The Effects of Herbicides in South Vietnam. Part B. 
Working Papers: Studies of the Inland Forests of 
South Vietnam and the Effects of Herbicides Upon 
those Forests, 


AD-779 029/8GI 74-15 6F PCS$8.50/MF$2.25 


BETHKE, A. D. 


Convergence Properties of Simple Genetic Algorithms. 
N74-30553/3GI 74-24 9B PC$3.75/MF$2.25 


BETHKE, GEORGE W. 


Development of Range Squared and Off-Gating 
Modifications for a Lidar System. 
PB-228 715/9GI 74-09 17H PC$4.25/MF$2.25 


BETHOUX, J. P. 


Solar Energy the Seasonal Thermoclin 
N74-27308/7GI 74-20 8) PCS). 25/MF$2.25 


BETHOUX, R. 
Rotation-Particle Coupling in Ground State Bands of N 
= 107 Isotones: Exp 179 HF, exp 181 W, and exp 183 
Mo Behavior of the Ground State Band of exp 182 
FRNC-TH-405 
BETRA, N. K. 


Reprint: Giant Quantum Oscillations in Gallium. 
AD-775 972/3G1 74-10 20L Reprint 


BETSER, A. A. 


A New Method for the Recording and Independent 
Reconstruction of the Isopachic and Isochromatic 


74-14 20H PC$S.S0/MF$2.25 


Fringe Patterns with a Single Hologram 
N74-12192/2GI 74-06 14E PC$4.25/MFS2.25 
BETSON, R. 


Regional Environmental Systems Analysis: An Ap- 

proach for Management. 

CONF-740912-1 74-25 13B PC$4.00/MF$2.25 
BETTENDROFFER, E. 

Digital System for Speed and Phase Control of Phased 

Neutron Chopper Arrays. 

EUR-S112 74-21 20G PC$4.50/MF$2.25 
BETTER, JOHN W. 

Elimination of Agglomeration by Freezing of Lignite 

or (cher Moisture-Containing or Wetted Aggregates 

During Shipment. 

PATENT-3 243 889 74-11 21D Not available NTIS 
BETTES, R. S. 


Elastic-Plastic Behavior of a Longitudinal Semi-Elliptic 
Crac . in a Thick Pressure Vessel. 
HSSTP-TR-28 74-12. 181 PC$4.00/MF$2.25 


BETTIS, EDWARD S. 


Single Fluid Molten Salt Nuclear Breeder Reactor. 
PATENT-3 743 577 74-06 181 Not available NTIS 


BETTS, ALAN K. 


Diagnostic Tests of Models for the Thermal Structure 

of the Non-Precipitating Convective Boundary Layer. 

PB-231 780/8GI 74-15 4B PC$4.25/MF$2.25 
BETTS, JOHN T. 

Solving the Nonlinear Least Square Problem: Applica- 

tion of a General Method. 

AD-783 212/4G1 74-20 12A PC$3.75/MFS$2.25 
BETTS, MARTIN B. 


Influence of Selected Modular Container Designs 
(PALCON/TRICON) on LKA-113 Class Ship Cargo 
Handling and Storage. 

AD-785 917/6GI 74-24 13D PCS$S.75/MFS$2.25 


BETTS, R. E. 


Evolution and Development of a Tow Blast Simulator. 
AD-769 596/8GI 74-01 16D PCS$3.75/MFS$2.25 


BETTS, R. F. 


Clinical Evaluation of Respiratory Virus and Bacterial 
Polysaccharide Vaccines. 
PB-233 654/3GI 

BETTS, ROBERT F. 


Prospective Study of Cytomegalovirus and Herpes 
Simplex Virus Infection of Patients Undergoing 
Chronic Hemodialysis. 
PB-234 484/4GI 
BETTS, RUSSELL 


An Evaluation of Chemical Crop Destruction in Viet- 


‘74-19 6E PCS4.25/MFS2.25 


74-22 6E PCS$3.75/MFS2.25 


nam, 
AD-779 790/SGI 74-16 ISB PC$3.75/MF$2.25 
BETZ, G. 
Research Applied to Solar-Thermal Power Systems. 
PB-231 591/9GI 74-13 10B = PCS$4.25/MFS$2.25 


BET:“ER, PETER R. 
Reprint: Bottom Currents, Nepheloid Layers and Sedi- 
mentary Features under the Gulf Stream near Cape 
Hatteras. 
AD-781 769/5GI 
BEUGLASS, LARRY K. 


Integration Modifications to Accommodate Solar 
Radiation Discontinuities. 

AD-783 027/6GI1 74-20 22C PCS$3.25/MFS$2.25 

BEULKE, M. R. 

A Forward Speed Effects Study on Jet Noise from 
Several Suppressor Nozzles in the NASA/Ames 40- by 
80-Foot Wind Tunnel. 
N74-21898/3GI 


74-18 8C Reprint 


74-17 20A PCS$8.50/MFS$2.25 


PA-89 





BEUM, CORLIN O. JR. 


BEUM, CORLIN O. JR. 
Standardization of Avionics Information Systems. 
AD-783 063/1GI 74-20 9B PC$10.50/MF$2.25 
BEUS, MICHAEL J. 
Rock Bolt Tension Load Cell. 
PAT-APPL-409 104 74-04 
BEUS, S. G. 
Hotrod: A Computer Program for Subchannel Analysis 


of Coolant Flow in Rod Bundles. 
WAPD-TM-1070 74-11 18E PC$8.25/MF$2.25 


yy os WILLIAM B. 


14B  PC$3.25/MF$2.25 


nalysis of Survey Findings Concerning the USAFI 
Hh — GED (General Education Development) 
Prog: 
AD TT | 680/SGI 74-06 SI PC$3.75/MF$2.25 


BEUSSE, WILLIAM E. 


Documentation of the 1973 DOD Personnel Survey. 
AD-785 385/6GI 74-23 $1 PC$S5.25/MF$2.25 


The Impact of Military Service on Low Aptitude Men. 
AD-785 383/1GI 74-23 SI PC$3.75/MF$2.25 


In-Service and Post-Service Benefits of GED ee 
Educational Development) Program Participatio: 
AD-778 110/7GI 74-13, SI PC$3. 75/MFS2. 25 


Utilization of Veteran's Benefits by Army New Stan- 


dards FY 1969 Separates. 
AD-785 384/9GI 74-23 SI PC$3.75/MF$2.25 
BEVAN, DONALD E. 


Reprint: Evaluation of Causes for the Decline of the 
Karluk a—vase Salmon Runs and Recommendations 
for Rehabilita’ 
COM-73- 50437-03-03/G1 

74-04 6C (Order as COM-73-50437-03) 


Reprint: Reply to Rounsefell’s ‘Comments on 
‘Evaluation of Causes for the Decline of the Karluk 
Sockeye Salmon Runs and Recommendations for 
Rehabilitation,’ by R. Van Cleve and D. E. Bevan’. 
COM-73-50437-03-05/GI 
74-04 6C 


BEVAN, M. G. 


Measurements of Particulate Lead on the M4 Motor- 
way at Harlington, 
PB-235 409/0GI 


BEVENSEE, R. M. 


Evaluation of Some Thin Wire Computer Programs. 
UCRL-75428 74-18 131 PC$4.00/MF$2.25 


BEVERLY, WILLIAM B. 
Sensitivity of the Transport of 14-MeV Neutrons to 
the Nitrogen Elastic Angular Distribution, 
AD-769 712/1GI 74-01 20H PC$4.75/MF$2.25 
BEVERSTOCK, FRANCES 


Metropolitan Milwaukee Fact Book: 1970. 
PB-234 703/7GI 74-22 13B PC$13.00/MF$2.25 


BEVERSTOCK, FRANCES B. 


Getting it all Together in Milwaukee: From Census 
Data to Fact Book in Thirteen Steps or More. Edition 


(2nd). 
PB-232 432/SGI 13B PC$6.25/MF$2.25 
BEVILAQUA, PAUL M. 


A Comparison Test of the Hypermixing Nozzle. 
AD-778 448/1GI 74-14 1A  PC$3.75/MF$2.25 


BEVIS, D. 
Respirator Studies for the AEC Division of Opera- 
— Safety. Progress Report, July 1--December 31, 
1973. 
LA-5574-PR 74-21 6Q PC$4.00/MF$2.25 
BEVIS, D. A. 


Respirator Studies Related to the AEC Directorate of 
Regulatory Standards, January 1--December 31, 1973. 
LA-5612-PR 74-24 14B PC$4.00/MF$2.25 


BEVIS, D. J. 
Respirator Studies for the AEC Division of Opera- 
tional Safety. Progress Report, January 1--June 30, 
1973. 
LA-5470-PR _ 74-12 6L PC$4.00/MF$2.25 
BEWERS, J. M. 


Reprint: Rapid Changes in the Fluoride to Chlorinity 
Ratio South of Greenland. 
AD-770 351/SGI 74-02 83 Reprint 


BEY, CALVIN F. 


Growth of Black Walnut Trees in Eight Midwestern 
States - A Provenance Test. 
PB-226 476/0GI 74-05 2F PC$3.25/MFS$2.25 


BEY, PAUL B. 


Optical Film Thickness Monitor. 
PATENT-3 744916 74-26 20F Not available NTIS 


BEY, PAUL P. 
Analysis of VUV and X-Ray Lasers Pumped by a 


Traveling-Wave Source. 
AD-784 995/3GI 74-23. 20E + PC$3.25/MF$2.25 


(Order as COM-73-50437-03) 


74-23, 13B =PC$3.75/MF$2.25 


74-15 


PA-90 


BEYELER, M 


Application of the Ion Analyzer to Studies of 
Heterodiffusion in Metals. 
CEA-CONF-2304 74-04 L1F PC$3.75/MF$2.25 


BEYER, C.E 


Gapcon-Thermal-1: A Computer Program for Calculat- 
ing ths GAP Conductance in Oxide Fuel Pins. 
BNWL-1778 74-06 18] PC$7.60/MF$2.25 


BEYER, C. F. 
Studies of the Conformation and Self-Association of 


Cyclic Decapeptides by Triplet--Triplet Energy 
Transfer. 
CONF-740441-1 74-20 6A PC$4.25/MF$2.25 
BEYER, G. 


Decay Chain exp 162 YB(19.0 Min) Implies exp 162 
TM(21.8 Min) Implies exp 162 ER and the Decay of 
exp 160 TM(9.2 Min) to exp 160 ER. 

JIN R-E6-8008 74-25 20H PC$4.75/MF$2.25 


New Isotope exp 161 YB(T/sub 1/2/) = 4.2 Min. 

JIN R-P6-7760 74-17 20H PC$4.00/MF$2.25 
BEYER, G. J. 

Rapid Electrodeposition of Radioactive Rare Earth. 

JINR-E 12-7744 74-17 7D PC$4.00/MF$2.25 
BEYER, G. U. 


Chemical Effects Connected with Various Processes of 
Radioactive Decay of Ce Isotopes in ao with 
Polyamine--Polycarboxylate Chelate Ligan: 

JINR-P12-7758 74-24 7E pose. S50/MF$2.25 


BEYER, H 


Television Thermography: A Contribution to Deter- 
mine the Temperature Distribution on a Twist Drill 
Fernseh-Thermographie: Ein Beitrag ~ Erfassung 
der Temperaturverteilung AM Drehmeis: 

N74-16104/3GI1 74-10 14B PCs. 25/24 F$2.25 


BEYER, N. S. 


Effect of Induced Fission on Plutonium Assay with a 
Neutron Well Coincidence Counter. 
ANL-8029 74-04 18] PC$4.00/MF$2.25 


BEYER, R. 


Investigations on the Readability and Interpretability 
of Electronic Displays: Investigations on the Effective- 
ness of Brightness Coding and Colour Coding of Dis- 


play Elements. 
N74-27685/8GI 74-20 9D PC$4.75/MF$2.25 
BEYER, R. A. 


The Clustering of Ar to Li(+) and a Comparison of 
Drift Tube Models, 


AD-773 668/9GI 74-07 7D PC$3.75/MF$2.25 
BEYER, W. A. 

Efficient Iumination of a Sphere. 

LA-5318 74-04 201 PC$4.00/MF$2.25 
BEYERS, B. J. 


Partial Bibliography of Interest to Those Measuring 
Aquatic Primary Productivity with Some Theoretical 
Considerations Regarding Such aa Period 
Covered: September 1964--January 1, 

SRO-819-2 74-24 6F PCSiO.25/MFS2. 25 

BEYERS, R. J. 

Partial Bibliography of Interest to Those Measuring 
Aquatic Primary Productivity with Some Theoretical 
Considerations Regarding Such eee. Period 


Covered: September 1964--January 1, 1973. 
SRO-819-2 74-24 6F PCs: 25/MF$2.25 


Report of Ecological Research at Savannah River 
Ecology Laboratory. Annual Report, August 1971-- 


May 1, 1974. 
SRO-819-1 74-24 6F PC$8.00/MF$2.25 


BEYERS, ROBERT J. 
NTA and Mercury in Artificial Stream Systems. 
PB-234 459/6GI 74-20 8H PC-GPO/MF$2.25-NTIS 
BEYGMAN, I. L. 


Mirror Optics of X-Ray Telescopes a a Description 
of a Program for Design of an Objecti 
N74-20013/0GI 74-14 20F PCS3. 75/MF$2.25 


BEYNON, S. M. 


Fisp 4 and Hylas 2: Updated Versions of the Com- 
puter Programs for Calculating Radioactive Fuel In- 


ventories. 
RD/B/N-2633 74-02 18G PC$3.75/MFS$2.25 


BEYTH, RUTH 
‘I Knew It Would Happen’ -- Remembered Probabili- 


ties of Once-Future Things. 
AD-780 971/8GI 74-17 53° PCS$3.75/MFS$2.25 


BEZANSON, ALLAN F. 


Reprint: Effect of Draining Method on the Quality of 
Fish Stored in Boxes. 
COM-74-50189-02-07/GI 

74-11 6H (Order as COM-74-50189-02) 


Reprint: Polyethylene Trays for Flounder Fillets. 
COM-74-50189-05-02/GI 


74-19 6H (Order as COM-74-50189-05) 


BEZDEK, H. F. 


Reprint: Pressure Dependence of the Acoustic Relaxa- 
tion Frequency Associated with MgSO4 in the Ocean. 
AD-783 597/8GI 74-21 83° Reprint 


Reprint: Reflection of High-Frequency Sound at Nor- 
mal Incidence from the Ocean Bottom. 
AD-779 199/9GI 74-15 83 Reprint 


BEZDEK, ROGER H. 


Empirical Tests of Input-Output Forecasts: 
and Critique. 
COM-74-11439/8GI 74-22, SC PC$3.75/MF$2.25 


The Job Impact of Alternatives to Corps of Engineers 

Projects. 

PB-227 820/8Gi 74-08 
BEZDENEZHNYKIH, A. A. 


A Pilot-Plant Study of the Changes in the Mineral 
Matter of Nazarovsk Coal in a Vertical Cyclone Fur- 


Review 


13B PC$3.75/MF$2.25 


nace (Steldovoe Issledovanie Protsessov 
Prevrashcheniya Mineralnoi Chasti Vertikalnoi 
Tsiklonnoi Topke), 

TT-71-53073 74-07 21B PC$3.25/MF$2.25 


Study of the Chemical Structure of Slag, Fly-Ash and 
Deposits Formed during the Combustion on Nazarovsk 
Coal in a Cyclone Furnace (Issledovanie 
Khimichesmogo Sostava Shlaka, Letychei zoly i Ot- 
lokenie, Obrazueushchikhoya pri Szhiganii Nazarov- 
skogo Uglya v Tsikionoe Topke), 

TT-71-53072 74-07 21B PC$3.25/MF$2.25 


BEZDENEZHNYKH, K. V. 


Leukocyte Agglomeration Reaction in ie of Al- 
lergy Reactions from Antibiotics--Translatio 
AD-770 932/2GI 74-03 6E PC$3. 25/MFS2. 25 


BEZIK, M. J. 
— of Electroplating to the Fabrication of Op- 
Y. DA- 5789 74-21 20F PC$4.00/MF$2.25 
BEZLER, P. 


Evaluation of the Technical, Economic, and Environ- 
mental Features of a Synthetic Fuels Economy Based 


on Fusion Reactors. 
BNL-18430 74-12 18A  PC$7.25/MF$2.25 


Minimum Activity Blankets for Commercial and Ex- 
perimental Power Reactors. 
BNL-18439 74-14 


BEZRUKOVA, A. K. 


Effect of Plastic Deformation and Phase Transforma- 
tions at Negative Temperatures on the Properties of 
Titanium Alloys. 
N74-30987/3GI 


Reprint: Nonlinear Theory and Angular Spectrum of 
the Ion-acoustic Instability. 
COM-74-10247/6GI 


BHAGAVAN, B. K. 


Analog-to-Digital Converter Evaluation by Digital 
Computer Analysis of Recorded Output. Volume I. 
ALD-775 442/7G1 74-09 171 PC$S5.25/MF$2.25 


Modification of the Ear Simulation Programs for Com- 
mand Guidance Studies and Discussion of Tests for 
System Evaluation. Volume II 
AD-780 931/2GI 74-17 


BHAGWAT, A. M. 

Anaerobic Metabolism in Lake Washington Sediments. 

RLO-2225-T-26-9 74-04 8H PC$4.25/MF$2.25 
BHAGWAT, ASHOK 

Oxidation of Organic Matter in Sediments, 

PB-231 248/6GI 74-13 13B PC-GPO/MFS$2.25-NTIS 
BHALLA, C. P. 


Reprint: K-Shell Auger Rates, Transition Energies, and 
Fluorescence Yields of Variously lonized States of 
Argon. 

AD-786 106/S5GI 74-24 7D Reprint 


Reprint: Multiple Inner-Shell Ionization of Aluminum 
by High-Velocity Medium-Z Beams. 
AD-785 783/2GI 74-24 7D Reprint 


Reprint: Theoretical K-Shell Auger Rates, Transition 


18A PC$3.25/MF$2.25 


74-24 11F PC$3.25/MF$2.25 


74-06 201 Reprint 


“17G -PC$S.25/MF$2.25 


Energies, and Fluorescence Yields for Multiply 
Ionized Neon. 
AD-770 212/9GI 74-02 7D Reprint 


BHALLA, CHANDER P. 
Reprint: Relativistic HFS Oscillator Strengths for Indi- 
um and Gallium. 
‘AD-770 915/7G1 
BHALLA, HARJIT, S. 


Multi-Time Period Facilities Location Problems: A 
Heuristic Algorithm with Application to Waste Water 


Treatment Systems, 
PB-225 697/2GI 7405 13B PC$4.75/MF$2.25 


BHALME, H. N. 


Reprint: Changes in the Pattern of Distribution of 
Southwest Monsoon Rainfall Over India Associated 
with Sunspots. 


74-03 7D Reprint 
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COM-73-50496-09-03/GI 
74-06 4B (Order as COM-73-50496-09) 
BHANDARI, N. N. 


Modular Multi-Wire Readout System for Proportional 
Wire Chambers. 
LBL-2445 74-13. 18D PC$3.00/MF$2.25 


BHANDARKAR, DILEEP P. 
Analytic Models for Memory Interference in Mul- 
tiprocessor Computer Systems. 
AD-773 843/8GI 74-07 9B PC$7.00/MF$2.25 
BHANDARKAR, M. D. 


Structure and Elevated Temperature Properties of Fer- 
ritic Alloys Strengthened by Intermetallic Compounds. 
LBL-1858 74-07 11F PCS8 ‘3S/MPS2. 25 


BHANSALI, KIRIT J. 
Surface Structure and Applied Stress in Corrosion 


Rate. 

AD-783 402/1GI 74-20 11F PC$4.75/MF$2.25 
BHARAT, R. 

A Frequency Divider Using a Charge-C oupled Device. 

AD-774 253/9GI 74-08 9E PC$3.25/MF$2.25 


BHARGAVA, BHARAT K. 
a Tree Systems for Syntactic Pattern Recogni- 


AD-782 640/7GI 74-19 9B Reprint 
BHARGAVA, S. 
Seat: Dual Extremum Principles Relating to Cooling 
ins. 
AD-776 $16/7G1 74-11 12A_ Reprint 


Reprint: Dual Extremum Principles Relating to Op- 
timum Beam Design. 
AD-776 472/3GI 74-11 20K Reprint 


Reprint: On the Nonlinear Method of Wilkins for 


Cooling Fin Optimization. 

AD-776 441/8GI 74-11 12A_ Reprint 
BHARTIA, P. 

Reprint: Diffraction by a Sectoral Horn with Cylindri- 

cal Aperture. 

AD-779 238/SGI 74-15 9A Not available NTIS 


apr we SURINDAR N. 


iin Brtain Lavage Devic 
PATEN 3757806 74-22 oL " Not available NTIS 


BHAT, B. N. 

Solute Diffusion in Liquid Metals. 

N73-32032/7GI 7402 7D PC$3.25/MF$2.25 
BHAT, B. R. 


Response of Structures to Random Acoustic Excita- 

tion: An Experimental Study. 

N74-17615/7GI 74-11 20K PC$3.75/MF$2.25 
BHAT, H. R. 

Reprint: Haemap’ ysalis (Kaiseriana) Anomala Warbur- 

ton (Ixodoidea: i<odidae) from India: Description of 

Immature Stages and Biological Observations. 

AD-773 246/4GI 74-07 6C Reprint 
BHAT, I. S. 

Dispersal and Uptake of Radioactive Elements in the 

Tarapur Environment. 

BARC-644 74-02 18H PC$14.75/MF$2.25 
BHAT, M. R. 


Evaluated Neutron Cross Sections for exp 107 Ag, exp 
109 Ag, and exp 133 CS. 
BNL-50383 74-02 20H PC$3.25/MF$2.25 


Evaluated Neutron Cross Sections for the Stable 


Isotopes of Xenon. 
BNL-50374 74-04 20H PC$S.45/MF$2.25 


Multi-Level Effects in Reactor Calculations and the 
Probability Table Method. Proceedings of the Csewg 
Resonance Region Subcommittee oo. — at 
Brookhaven National Laboratory, May 8 

BNL-50387 74-06 18K bess. a SMFS2. 25 


Neutron and gamma Ray Production Cross Sections 


for Silicon. 
BNL-S0379 74-02 20H PC$3.00/MF$2.25 
BHAT, M. S. 
Phase Transformation Characteristics and Creep Pro- 
perties of a Laves Phase Strengthened Fe--T--Cr--Mo 
Alloy. 
LBL-2277 74-22 I1F PC$11.00/MF$2.25 
BHATE, S. K. 


Launch Window Analysis of Satellites in High Eccen- 
tricity or L ‘te Orbits. 
N74-12478/: 74-06 22C PC$8.75/MF$2.25 


BHATIA, A. K. 


Radiative Transitions Involving the (2P2K3 Pe) 
Metastable Autodetaching of H(-). 
N74-15412/1GI 7409 7D PC$3.25/MF$2.25 


BHATIA, K. G. 


A Computer Program for Automated Flutter Solution 
and Matched Point Determination. 
N74-13636/7GI 74-07 1A PC$4.25/MF$2.25 


Rapid Iterative Reanalysis for Automated Design. 
N73-32797/SGI 74-02 20K PC$4.25/MF$2.25 


BHATT, HARASIDDIPRASAD G. 


Analysis of Pollution Control Costs, 
PB-233 026/4G1 74-17 81 PC$10.50/MF$2.25 


BHATT, K. 
Characteristics of Urban Transportation Systems. A 
Handbook for Transportation Planners, 
PB-233 580/0GI 74-19 13B PC$S.75/MF$2.25 
BHATT, KIRAN U. 
Para-Transit: Neglected Options for Urban Mobility. 
PB-234 320/0GI 74-22 13F PC$11.25/MF$2.25 
BHATTACHARYA, S. K. 


Reprint: The Cooling Rate Dependence of the Massive 
Transformation Temperature. 
AD-772 238/2GI 74-05 11F Reprint 


BHATTACHARYYA, G. K. 


Estimation of Reliability in a Multicomponent Stress- 
Strength Model. 
AD-770 979/3GI 74-03 12A PC$3.75/MF$2.25 


BHATTACHARYYA, S. P. 


Robust Design of Dynamic Observers. 
N74-33008/5GI 74-26 12A  PC$3.75/MF$2.25 


BHATTI, NAZIR 


Characterization of Tissue Growth into Porous Bio- 

materials. 

AD-787 $74/3GI 
BHAUMIK, GORA 


Network Flow Modeling of Multireservoir Distribution 
Systems. 
PB-233 927/3G1 74-18 13B PC$7.00/MF$2.25 


BHAUMIK, M. L. 
UV Gas Laser Investigations 


74-26 6L PC$3.75/M¥F$2.25 


AD-782 219/0GI 74-19 20E PC$3.75/MF$2.25 
UV Gas Laser Studies. 
AD-770 8:7/5GI 74-03 20E PC$3.75/MF$2.25 


BHAVILAI, RAWI 
The Fine Structure of the Solar Chromosphere. 


AD-179 434/0GI 74-15 3B PC$3.25/MF$2.25 
BHIDE, G. K. 

Tolerances in Laboratory Glass-Blowing. 

BARC-704 74-09 14B PC$3.00/MF$2.25 
BHISE, V 

Revision of High Temperature and Critical Properties 

of Cesium. 

COO0-3027-9 74-14 7D PC$3.00/MF$2.25 
BHISE, V.S. 


High Temperature Vapor Pressure and the Critical 
Point of Potassium. 
COO-3027-4 74-14 7D PC$3.00/MF$2.25 


Vapor —* and Critical Point of Rubidiu: 
COO-3027- 74-14 7D PC$3 '00/MFS2. 25 


aninains CHADRAKANT M. 
Relation Between Air-Sea Exchange Over the Arabian 


Sea and the Fluctuations of the Western Indian 
Summer Monsoon, 
AD-786 867/2GI 74-25 4B PC$4.25/MF$2.25 


BHUMRALKAR, CHANDRAKANT M. 


Numerical Experiments on the Computation of Ground 
Surface Temperature in an Atmospheric Circulation 


Model. 
AD-783 922/8GI 74-21 4B PC$4.25/MF$2.25 


Reprint: An Observational and Theoretical Study of 
Atmospheric Flow Over a Heated Island: Part I. 
COM-73-50496-10-01/GI 
74-10 4B (Order as COM-73-50496-10) 
Reprint: An Observational and Theoretical Study of 
Atmospheric Flow Over a Heated Island: Part II. 
COM-73-50496-10-02/GI 
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Principles of the Reliability Theory of Mechanical 
Systems (Chapter VIII)--Translation. 
AD-785 209/8GI 74-23 14D PC$3.75/MF$2.25 


Problems of the Reliability Theory in Mefhanics of 
Deformable Solids--Translation. 
AD-778 945/6GI 74-14 20K PC$3.75/MF$2.25 


Reprint: Deformation of Elastic Spherical Shells with 
Random Initial Imperfections. 

AD-784 795/7GI 74-23 20K PC$3.25/MF$2.25 
Statistical Problems of Vibration and Buckling 
Strength in Elastic Systems (Chapter 10)--Translation. 
AD-779 831/7GI 74-16 20K PC$3.75/MF$2.25 


BOLTON, BRIAN 


Vibrations of Plates. Chapter 7--Translation 


AD-780 363/8GI 74-16 20K PC$4.25/MF$2.25 
Vibrations of Shells. Chapter 8--Translatio: 
AD-777 656/0GI 74-12 20K PCS4: 25/MF$2.25 


BOLOTINA, A. YU. 


Problem and Subject Plan for Rheumatology--1973, 
PB-232 853-T/GI 74-17 6E PC$3.25/MF$2.25 


BOLOTOV, B. V. 


An Electromagnetic Suspension--Translation. 
AD-770 515/SGI 7402 17G = PC$3.25/MF$2.25 


BOLOTOV, V.N. 


Negative Pion Charge Exchange Scattering on Protons 
i Momentum Range 20 to 50 Gev/C. 
IFVE-SEF-73-52 74-10 20H PC$4.00/MF$2.25 


BOLOTSKY, GLORIA R. 


Multicommodity Network Plotting via Program 
NETPLT. 
AD-783 954/1GI 

74-21 17B PC-GPO/MF$2.25-NTIS 
Multicommodity Network Plotting via Program 
NETPLT. 
COM-74-50634/6GI1 

74-21 17B PC-GPO/MF$2.25-NTIS 


BOLSHAKOV, G. F. 


The Physico-Chemical Principles of the Formation of 
Deposits in Jet Fuels--Translation. 
AD-781 164/9GI 74-17 21D PC$8.75/MF$2.25 


BOLSHOV, D 
Will There Be a Meeting with Other Intelligent Beings 


N74-15693/6GI 
BOLSTAD, D. D. 

A Bureau of Mines Direct-Reading Azimuth Protrac- 

tor. 

PB-228 688/8GI 74-09 81 PC$3.25/MF$2.25 


Determination of Attitudes of Joints Surveyed With a 
Borescope in Inclined Boreholes. 


74-09 22A PC$3.25/MF$2.25 


PB-228 665/6GI 74-10 81 PC$3.25/MF$2.25 
BOLSTAD, J. H. 
Empirical Investigation of Reordering and Data 


Management for Finite Element Systems of Equations. 
ANL-8056 74-17 12A PC$4.00/MF$2.25 


BOLSTER, ROBERT N. 


Water Repellent Composition for Coated Optical Glass 
Surfaces. 
PATENT-3 592 669 74-04 


BOLSTERLI, M. 


Random Packing of Equal and Unequal Spheres in 
Two and Three Dimensions. 
LA-DC-72-745 74-17 12B PC$4.75/MF$2.25 


BOLTAX, A 


Analysis of Irradiation-Induced Creep of Stainless 
Steel in Fast Spectrum Reactors. 
CONF-721115-4 74-13, 11F = PC$3.25/MF$2.25 


Stress-Induced Deformation of Metals During Fast- 
Neutron Irradiation 
CONF-721115-7 


BOLTE, WILLIAM H. 
Simulators and Graphics, Computer Aided Design 


Tools. 
74-07 9B PC$7.25/MF$2.25 


11C Not available NTIS 


74-14 20L PC$3.50/MF$2.25 


AD-773 738/0GI 
BOLTON, BRIAN 

Arkansas Studies in Vocational Rehabilitation. Series I. 

A Review of the Literature on the Prediction of Reha- 

bilitation Client Outcome and the Development of a 

Research Model. 

PB-236 509/6GI 74-25 SK PC$4.25/MF$2.25 


Arkansas Studies in Vocational Rehabilitation. Series I. 
Empirically Derived Rehabilitation — Sub- 
Te and Their Biographical Correlate 

'B-234 859/7GI 74-21 SI PCS3.75/MFS2.25 
Arkansas Studies in Vocational Rehabilitation. Series I. 
Monograph IX. Tbe Relationship of Client Initial 
Psychological a Rehabilitation Counseling 
Behavior, and Coun: lient Characteristics. 
PB-234 972/8GI 74-21 SJ) PC$4.25/MF$2.25 


Arkansas Studies in Vocational Rehabilitation. Series |. 
Mo VII. Counseling Interview Behavior of 


Empiric: Derived Sub-Groups of Rehabilitation 
Counselors. 
PB-234 970/2GI 74-21 SJ) ~PC$4.75/MF$2.25 


Arkansas Studies in Vocational Rehabilitation. Series 1. 
Monograph VIII. Client Demographic Characteristics 
and Psychological Status at Initiation of the Rehabilita- 


tion Process. 
PB-234 971/0GI 


74-21 53° PC$3.25/MF$2.25 
Arkansas Studies in Vocational Rehabilitation. Series I. 
Monograph X. 
PB-235 $22/0GI 74-22 $3 PC$4.25/MFS$2.25 


Arkansas Studies in Vocational Rehabilitation. Series |. 
Monograph XI. Client-Counselor Interactions, Patterns 
of Service, Client Outcome. Overview and Summary. 
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PB-234 969/4GI 74-21 $3. PC$4.25/MF$2.25 
BOLTON, N. E. 
Revised Beryllium Control Program for M 
ORNL-TM-4531 74-15 6R PCs3 "00/MPFS2. 25 
ae for ery and Control of Toxic Materials in 
Research Facility. 
CON -740519-1 44-21 13L PC$4.00/MF$2.25 


Trace Element Measurements at the Coal-Fired Allen 
a Plant. Progress Report, February 1973--July 
1973. 

ORNL-NSF-EP-62 74-22 13B =PC$S.S0/MF$2.25 


BOLTON, BR. E. 
An Assessment of Wet Systems for Residential Refuse 


Collection. 
PB-236 085/7GI 74-25 13B PC$S.25/MF$2.25 


Wet Systems for Residential Refuse Collection: A 
Case Study for Springfield, Massachusetts. 
PB-234 499/2GI 74-21 13B PC$7.25/MF$2.25 


BOLTON, WILLIAM RB. 


Buffer Capacity in Aquatic Ecosystems. 
PB-231 469/8GI 74-12 13B PC$4.25/MF$2.25 


BOLTZ, F. W. 
An Experimental Investigation of an Oblique-Wing and 
por at _— at Mach Numbers Between 0.60 
N73-32927/8GI 7402 1A PC$10.00/MF$2.25 
An Experimental Investigation of Three Oblique-Wing 
and Body Combinations at Mach Numbers Between 


0.60 and 1.40. 
N73-32926/0GI 74-02 1A PC$6.25/MF$2.25 
BOLZ, L. H. 
Reprint: Effects of Polymorphism on the Raman-Ac- 
tive Longitudinal Acoustical Mode Frequencies of n- 
Paraffins. 
COM-74-50731/0GI 74-22 7D Not available NTIS 
BOLZAN, J. F 
Recovery from Spontaneous Breakdown of Chiral and 
Gauge Symmetry in Dense Domains of Hadronic 


Matter. 
COO-1545-145 74-25 20H PC$4.00/MF$2.25 
BOLZANO, K. 


The Influence of a Zero-Calorie Diet on Cardiac Per- 
formance in Overweight Women with Normal Circula- 


tory Systems. 
N74-30469/2GI 74-24 6P PC$3.25/MF$2.25 
BOMAR, EDWARD S. 


Sintering of Compacts of UN, (U,Pu) N, and PuN. 
PATENT-3 766 082 74-14 183 Not available NTIS 


BOMAR, S. H. JR. 


Analysis and Evaluation of Radome Materials and 
Cc rations for Advanced RF Seekers. 
AD-774 310/7G1 74-08 171 PC$S.25/MF$2.25 


BOMBARDT, JOHN N. JR. 
Induced Current on a Thin Cylinder Above a Finitely 


Conducting Half-Space, 
AD-769 587/7GI 7401 9A PC$3.25/MF$2.25 
BOMBELLES, JOSEPH T. 


Regional Economic and Demographic Analysis for 


Cleveland, Ohio. 
PB-235 116/1GI_ 74-22 13B =PC$8.75/MF$2.25 
BOMBICH, ANTHONY A. 


Development of Methods to Determine the Hugoniot 
ion-of-State of Concrete. 


AD-762 940/1GI 74-20 13C PC$4.75/MF$2.25 
Technique for Determining Unloading Response of 
Rock, 

AD-779 447/2GI 74-18 8G PC$3.75/MF$2.25 
BOMKO, V. A. 


Study of the Characteristics of a Linear Accelerator 
Operating in a Transformation-Wave Mode. 
LA-tr-73-53 74-11 20G PC$3.00/MF$2.25 


BONACIC-KOUTECKY, VLASTA 
A Molecular Orbital Description for Sulfur Compounds 


of Valences 2, 4, and 6. 
AD-770 147/7GI 7402 7D PC$3.75/MF$2.25 
BONASSAR, MARON J. 


Sone Seam Diffusion Bond Titanium 


valuation. 

AD-780 029/5GI 74-16 
BONATTI, ENRICO 

Classification and Genesis of Submarine Iron-Man- 


io Deposits, 
-226 001/6GI 7405 8D (Order as PB-225 983) 
Reprint: Ancient Continental Mantle Beneath Oceanic 


Ridges. 
AD-776 856/7GI 74-11 8G Reprint 


Reprint: Fissure Basaits and Ocean-Floor Spreading on 
the East Pacific Rise. 
AD-776 857/SGI 8G Reprint 


Spar 
1C PC$4.25/MF$2.25 


74-11 


Reprint: Fissure Basalts and Ocean-Floor Spreading on 
the East Pacific Rise. 


AD-776 867/4GI 74-11 8G Reprint 
Reprint: Manganese Fluctuations in Caribbean Sedi- 
ment Cores Due to Postdepositional Remobilization. 
AD-776 855/9GI 74-11 8D Reprint 
Reprint: Origin of Offsets of the Mid-Atlantic Ridge in 
Fracture Zones. 

AD-776 696/7GI 74-11 8G Reprint 


Reprint: Postdepositional Mobility of Some Transition 
Elements, Phosphorus, Uranium and Thorium in Deep 
Sea Sediments. 


AD-776 8$4/2GI 74-11 8D Reprint 
Reprint: Sedimentary Serpentinites from the Mid-At- 
lantic Ridge. 

AD-776 I 74-11 8G Reprint 


BONAVENTURE, R. 
Tests of Fuel Assemblies under Sodium in the NA3 


L of Cen/Sck, MOL. 
AEC-tr-7494 74-13 18E PC$4.00/MF$2.25 
BONAVITO, N. L. 


An Analytic Method to Account for Drag in the Vinti 


Satellite Theory 
N74-26293/2G1 74-19 22A PC$4.25/MF$2.25 
BONCAL, RICHARD 


XR-3 Surface Effects Ship Test Craft: A gm 
Model and Simulation Program with Verifica’ 
AD-772 847/0GI 74-06 133 PC$7. SO/MFS2. 25 


BONCH-OSMOLOVSKII, A. G 


Reflection of Moving Charges and Currents in Metal. 
UCRL-Trans-1506 74-13 20C PC$3.50/MF$2.25 


BONCHE, P. 
Exp 90 Zr( Exp 16 0, 2s C) exp 94 Mo Reaction. 


CEA-CONF-2341 20H PC$3.00/MF$2.25 

Microscopic Theory of Transfer Reactions Between 

Heavy Ions. 

CEA-N-1666 74-20 20H PC$10.25/MF$2.25 
BOND, A. H. 

Primary Jaw Crusher Development. 

GA-A-12864 74-23 18] PC$S.45/MF$2.25 
BOND, ALAN 


Reprint: Novel Products from Reactions between Al- 
lyliron Tricarbonyl Iodide and Polypyrazolylborate 
Salts: A New Type of nen a 

AD-770 665/8GI 7C Reprint 


BOND, B. J. 
Uses of Power Plant Discharge Water in Greenhouse 
Production. 


CONF-740317-1 
BOND, CARL E. 


Reprint: Ecology and Production of Juvenile Spring 
Cc Salmon, ‘Oncorhynchus tshawytscha’ in a 
Eutrophic Reservoir. 
COM-73-50437-03-18/GI 
74-04 6C 


BOND, CURTIS A. JR. 


Ambient Air Quality Instrument Study. 
AD-786 5 I 74-25 14B *Pcss: 75/MF$2.25 


Protocol for Evaluating Ambient Air Quality Instru- 

meats. 

AD-786 535/SGI 
BOND, JAMES O. 


for Preparation of Immune Globulin against 


Bolivian Hemorrhagic Fever. 
AD-785 746/9GI 74-24 6E PC$3.25/MF$2.25 


BOND, JOHN W. JR. 
Hypervelocity Impact Shock-Induced Damage to Steel 


Armor, 
AD-785 607/3GI 74-24 19D PC$3.25/MF$2.25 
BOND, LESLIE A. 


74-16 2C PC$4.00/MF$2.25 


(Order as COM-73-50437-03) 


74-25 14B  PC$3.75/MF$2.25 


An A sis of the Water Quality Problems of the Saf- 
ford Valley, Arizona. 
PB-228 871/0GI 74-09 13B PC$7.00/MF$2.25 


BOND, PATRICK A. 
peed Design and Development of an Interactive Energy 


odel, 
PB-236 144/2GI 74-25 10A PC$6.25/MFS$2.25 
BOND, V. P. 


Radiation Effects Data and Their Interpretation. 
BNL-17889 74-02 6R PC$4.50/MFS$2.25 


High-Level Waste Management Research and — 


ment Program at Oak Ridge National Labora 
CONF-740428-1 74-18 18G PCS$4. 2S/MES2. 25 


Methods for Removal of Actinides from High-Level 


Wastes. 
CONF-740434-2 74-18 18G PC$4.25/MF$2.25 
BONDARCHUK, V. I. 


Cuban Economic Development, 
CEMA Countries, 


Cooperation with 





IPRS-63185 
BONDARCHUK, V. M. 
} ca Unit for Sensitivity Graph Films--Transla- 


‘AD-786 846/6G1 74-25 14E PC$3.25/MF$2.25 
BONDARENKO, E. M. 


Thermal Stability of Polyheteroarylenes--Translation. 
AD-786 035/6GI 74-24 7C PC$3.75/MF$2.25 


BONDARENKO, G. G. 


Effect of Electron Irradiation on Mechanical Proper- 
ties and Structure of Aluminum--Translation. 
AD-784 321/2GI 74-22, 11F PC$3.25/MF$2.25 


BONDARENKO, L. F. 
Energy Efficiency of Regenerative ~o4 
Operating on the Open System--Translatio: 
AD-772 457/8GI 74-06 13A PCS3, 25/MF$2.25 
BONDARENKO, N. V. 


A Study of the Structure of Carbon Fibers Using the 


Scanning Electron Microscope 
N74-27044/8GI 74.20" “LIE PC$3.25/MF$2.25 


A Study of the Structure of Carbon cow Using the 
Scanning Electron Microscope--Translat: 
AD-781 111/0GI 74-17 WE PCS3. 25/MF$2.25 


BONDARENKO, V 


Information on the Operation of the Fleet, 
JIPRS-60881 74-06 133 PC$3.25/MF$2.25 


BONDARENKO, V.N. 


Determination of the Refractive Index of Air by the 
Dispersion Method Using Radio Waves--Translation. 
AD-785 947/3GI 74-24 20F PC$3.25/MF$2.25 


BONDARENKO, V. V. 
Ejecting Capacity of Ejector with Mixing Chamber-- 


Translation 
74-16 13K PC$3.25/MF$2.25 


74-26 SC PC$4.25/MF$2.25 


Machines 


AD-779 832/SGI 

Investigation of the Ejection Capacity of Mixers 

Which Partially Limit the Jet and the Flame--Transla- 

tion. 

AD-776 735/3GI 20D PC$3.25/MF$2.25 
BONDAREV, I. M 


Planning and Control of Scientific Researc 
JPRS-60427 74-02 6E ress. 25/MF$2.25 


BONDAREYV, S. G. 


Plow Shares for 
Kamenistykh Pochv), 


74-11 


Stony Soils (Lemekhi dla 


PB-232 144-T/GI 74-15 2C PC$3.25/MF$2.25 
BONDI, FRED JR. 

How Europeans Feel about Detente. 

AD-778 869/8G 74-14 SD PC$3.75/MF$2.25 


BONDI, KENNETH R. 
Reprint: Fluxes of CO2 in the Lung Gas Studied by 
Continuously Recorded Arterial pH. 
AD-774 317/2GI 7408 6P Reprint 
BONDURANT, DONALD M. 
Proceedings of the Annual Appalachian Gas Measure- 


ment Short Course (30th), 
PB-225 695/6GI 74-04 21D PC$11.50/MF$2.25 


Proceedings of the Annual Appalachian Gas Measure- 

ment Short Course (31st), 

PB-225 696/4GI 74-04 21D PC$11.50/MF$2.25 
BONDURANT, J. A 

Systems Analysis of Irrigation Water Management in 


Eastern Idaho. 
PB-226 100/6GI 74-04 13B PC$4.75/MF$2.25 
BONE, THERON CARL 
Small Scale Properties in the Marine Boundary Layer. 
AD-787 373/0GI 74-26 4B PC$4.25/MF$2.25 
BONESS, M. F. W. 
Reprint: Excitation of High Vibrational States of N2 
and CO via Shape Resonances. 
AD-773 582/2GI 74-07 7D Reprint 
BONESS, M. J. W 
Reprint: Vibrational Excitation in CO2 via the 3.8 eV 
Resonance. 
AD-781 576/4GI 74-18 7D Reprint 
Reprint: Vibrational Excitation of O02 by Electron Im- 
pact above 4 eV. 


AD-776 506/8GI 74-11 7D Reprint 
BONEY, L. R. 
Computer Program for Calculation of Real b.Gee Turbu- 


leat Boundary Layers with Variable E 

N74-26819/4GI 74-20 20D 
BONEY, WILLIAM E. 

a Monoxide Laser from Helium-Air-Methane 


Mix! 
PATENT-3 704 428 74-07 20E Not available NTIS 
BONFILS, S. 


Experimental Restraint Ulcer in the White Rat. |: 
Methods, Incidence of Lesions, and Modifications by 
Certain Technical and Pharmacodynamic Techniques. 


Entropy. 
7.$0/M F$2.25 





N74-19722/9GI 74-14 6E PC$3.25/MF$2.25 


Experimental Restraint Ulcer in the White Rat. 3: 
Study and Analysis of the Part Played by Certain 
Psychological Factors. 

N74-16822/0GI 74-11 SJ PC$3.25/MF$2.25 


Experimental Ulcers Induced by Forced Immobiliza- 

tion in the White Rat. 2: Anatamopathology of the 

Gastric Lesions Development of Ulcerations after 

Ending Immobilization. 

N74-17809/6GI 74-12 6S PC$3.25/MF$2.25 

New Techniques for Producing ee Ulcerations in 

the White Rat: The Ulcer of Constrain’ 

N74-17844/3GI 74-12 68 PCS3 .25/MF$2.25 
BONGARD, S. A. 

Regulation of Gradation Characteristics of Hydrotype 

Printing--Translation. 

AD-784 358/4GI 74-22, 14E PC$3.25/MF$2.25 
BONGARTZ, K. 


Stress Analysis of Coated Fuel Particles to Determine 
Their Burnup Behavior in High Temperature Reactors. 
GERHTR-78 74-13 18E PC$3.00/MF$2.25 


BONGARTZ, W 


Steady State: A Standard Condition Neglectable or 
Compulsary for Renal Function Studies. 
CONF-740708-6 74-24 6E PC$4.00/MF$2.25 


BONGIORNO, JOSEPH J. JR. 


Reprint: On the Design of Observers for Insensitivity 
to Plant Parameter Variations. 
AD-782 774/4GI 74-20 12A_ Reprint 


BONGRAND, J. 


Acoustical Tests at the Center for Testing of Propul- 
sion Systems. 
N74-32723/0GI 74-26 20A PC$3.25/MF$2.25 


Description of Acoustical Installations of the Center 
for Testing of Propulsion Systems 


N74-32722/2GI 74-26 20A PC$3.25/MF$2.25 

Development of Acoustical Methods. 

N74-33146/3GI 74-26 20A PC$3.25/MF$2.25 
BONHAM, R. A. 


Reprint: A Simple High-Vacuum Valve which Can Be 
Built into a Container Wall. 
AD-782 465/9GI 74-19 13K Reprint 


Reprint: Bethe Surface and Inelastic and Elastic Dif- 
ferential Cross Sections for Helium Obtained by Use 
of 25-keV Incident Electrons. 

AD-782 463/4GI 74-19 7D Reprint 


Reprint: Bethe Surface, Elastic and Inelastic Dif- 
ferential Cross Sections, Compton Profile, and Binding 
Effects for Hydrogen Obtained by Electron Scattering 
with 25 keV Incident Electrons. 

AD-782 460/0GI 74-19 7D Reprint 


Reprint: Compton Scattering of High-Energy Electrons 
from Helium. 
AD-781 105/2GI 74-17 7D Reprint 


Reprint: Measurement of Quantities Related to the 
Charge and Momentum Densities of Atoms and 
Molecules by Use of keV Electron Scattering. 

AD-782 462/6GI 74-19 7D Reprint 


Reprint: Observation of the Compton Modified Band 
for the Scattering of keV Electrons by H2, He, Ne, 


and Ar. 
AD-770 678/1GI 7403 7D Reprint 


Reprint: Second Born Zero Angle Differential Cross 
Sections in the High Energy Limit for the Electron Im- 
pact yewny of He: The | singlet S to 2 triplet S 
and 2 triplet P Transitions. 

AD-781 106/0GI 74-17 7D Reprint 


BONHAM, RUSSELL A. 


Investigations into the Electronic ogee of Atoms 
and Molecules by Scattering Technique 
AD-783 260/3GI 74-20 7D PCS3. 25/MF$2.25 


Reprint: Coupling to the Elastic Channel in Electron 
Impact Spectroscopy: A Simple Second Born Model 
and Its Application to Excitation of the 6 Singlet P 
One State of Mercury and to the Excitation of 
Molecules. 

AD-782 466/7GI 74-19 7D Reprint 


BONI, A. A. 


Laser-Interaction Studies. Part 1. A Theoretical In- 
vestigation of Laser Supported Combustion Waves. 
Part 2. Measurements of the Effect of Particulate, 


Matter on Air Breakdown by 1.06 Micron 
AD-784 356/8GI 74-22 (201 PCS. 25/MF$2.25 
BONI, A. L. 


Application of Clean Room Operations to Low-Level 

Chemical Analysis. 

DP-MS-73-42 7406 7D PC$3.25/MF$2.25 
BONI, M. ALLEN 

Personality and Situational Effects on Leader 

Behavior. 

AD-787 108/0GI 74-26 $3 PC$3.25/MFS$2.25 


BONIFAZI, C 

Active and Passive Component Qualification Programs 
and Tests Hey yor E Prove di Qualificia Per Com- 
ponenti Attivi E Passive. 

N74-12930/SGI 74-07 14B PC$4.75/MF$2.25 
Analog Noise Generators with Uniform Probability 
Density Generatori Analogici di Rumore a Densita’ di 
Probabilita’ Uniforme 


N74-12932/1GI "74-07 9D PC$4.25/MPFS$2.25 
Flight and Ground Electronics for the Xuv Rocket Ex- 
riment. 
N74-12935/4G1 74-07 4A PC$3.75/MF$2.25 
BONILLA, C. F. 


Corrected Thermal Conductivity of Liquids by the AC- 
Heated Wire Method (Dowtherm a and Isopar M). 
COO-3027-8 74-13 14B  PC$3.00/MF$2.25 


Determination of Interfacial Tension at High Tempera- 
tures. Surface Tension of Potassium and Interfacial 
Tension of Li/Licl to 850 exp 0 C. 

COO-3027-7 74-14 7D PC$3.00/MF$2.25 


Experimental Determination of the Critical Point and 
ee Saturated Phase Densities of Ru- 


COO: 3027-16 74-11 L1F PC$11.25/MF$2.25 


High Temperature Saturated Phase Densities of Ru- 
bidium, and the Critical Properties of Rubidium. 
COO-3027-10 74-14 7D PC$3.00/MF$2.25 


High-Temperature Thermal Properties of Liquid 
Metals, Gases, and Vapors. Progress Report, October 
1, 1972--September 30, 1973. 

COO-3027-15 74-09 11F PC$3.00/MF$2.25 


High Temperature Vapor Pressure and the Critical 
Point of Potassium. 
COO-3027-4 74-14 7D PC$3.00/MF$2.25 


High Temperature Vapor Pressure and the Critical 
Point of Potassium. 
COO-3027-11 74-10 11F PC$7.75/MF$2.25 


Interphase Phenomena and the Condensation of Liquid 
Metal Vapors. The Condensation Mechanism of 
Nitrogen Tetroxide Vapor. 

COO-3027-12 74-10 7D PC$13.00/MF$2.25 


Revision of High Temperature and Critical Properties 
of Cesium. 


COO-3027-9 74-14 7D PC$3.00/MF$2.25 
Vapor Pressure and Critical Point of Rubidium. 
COO-3027-5 74-14 7D PC$3.00/MF$2.25 


BONIN, PAUL R. 


Engineering Flight Test - AH-iIG ~~ pad with 
Model 212 Tail Rotor. Part I. Load Surv 
AD-776 359/2GI 74-11 = 1C PCSS. 75/MF$2.25 


Engineering Flight Test - AH-1G Helicopter with 
Model 212 Tail Rotor. Part II. Performance and Han- 
s. 
AD-776 360/0GI 74-11 1C PC$S.25/MF$2.25 
BONINCONTRO, A 


Determination of the Complex Dielectric Constant by 
Cavity Perturbation Methods. 


N74-18329/4GI 74-12 9A PC$3.75/MF$2.25 
BONING, C. W. 

Index of Time-of-Travel Studies of the U.S. Geological 

Survey. 

PB-225 173/4GI 74-02 8H PC$4.75/MF$2.25 
BONIS, M. 


Characterization of the Solid--Solid Diffusion by Ionic 


Probe. 
CEA-CONF-2589 74-18 20L PC$4.2S/MF$2.25 
BONKA, H. 


Iodine Release from Nuclear Power Plants and 
Reprocessing Plants as Well as the py nl of the 
Contamination of the Environment in the 

JUL-997-RG 74-12 8H Poss. S/MFS2. 25 


BONN-HAMBURG-MUNICH COLLABORATION, 


Multiplicities, Topological Cross Sections, and Single 
Particle Inclusive Distributions from Pp Interaction at 
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ments at the Second la.E.a. Intercomparison at 


O.R.N.L., May 1971. 
74-02 6R PC$3.75/MF$2.25 


74-19 6T PC$3.75/MF$2.25 


74-14 SD PC$3.75/MF$2.25 


AERE-R-7008 


Nuclear Accideat Dosimetry Systems: U.K. Measure- 
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The Physiology of Cold Weather Survival, 
AD-784 268/SGI 74-22 6S PC$4.75/MF$2.25 
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Statistical Properties of Fast Fourier Transform Coef- 
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AD-774 854/4GI 74-09 2A.  PC$4.25/MF$2.25 
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Stability Study of Non-Linear Iterative Vectorial 

Sequence by Majoration sur Une Etude Par Majora- 

tion de la Stabilite des Suites Recurrentes Vectorielles 

Non Lineaires. 

N74-18226/2GI 74-12 12A_ PC$3.25/MF$2.25 
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Fabrication of Implantable Artificial Heart Devices 
and Components, 
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AD-785 860/8GI 74-24 6M PC$3.25/MF$2.25 


74-19 6L PC$S.25/MFS$2.25 
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PATENT-3 573 182 74-06 11F Not available NTIS 





ATS INNA! LTTE LT TT I 





ee aan 


BORSCHNECK, F 
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BORTSAIKIN, S. M. 
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Computer Simulation of a Two-Dimensional Model 
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Phase Transformations During Thermal Treatment of 
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N74-30996/4GI 74-24 13H PC$3.25/MF$2.25 
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BOSCHITZ, E. T. 
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NP-19869 74-06 20H PC$4.25/MF$2.25 
BOSE, CHRISTINE E. 
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PB-224 790/6GI 74-01 SI PC$7.25/MF$2.25 
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PB-235 331/6GI 74-24 13B PC$7.50/MF$2.25 
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BOSSY, HERBERT G. 
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BOSSY, L. G. 
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PAT-APPL-349 903 74-15 10B PC$3.25/MFS$2.25 
BOYD, CHARLES R. JR. 


Microwave Reciprocal Latching Ferrite Phase Shifters. 
AD-777 006/8GI 74-11 9E PC$4.25/MF$2.25 


74-17 8B PC$3.25/MF$2.25 


BOYKO, LEO L. 


BOYD, D. P. 


Coaxial and Printed Circuit Delay Lines for Multi Wire 
Proportional Chamber Readout, 
PB-227 936/2GI 74-10 18D PC$3.25/MF$2.25 


BOYD, DAVID R. 


Imaging Crowd Surveillance System. 
AD-911 378/8GI 74-12 17E PC$S.25/MF$2.25 


BOYD, E.A 


An Investigation of a Nonplanar Vortex Lattice 
Method for Wing Calculations. 


N74-10023/1GI 74-04 1A PC$4.25/MF$2.25 
BOYD, J. B. 

Annual Progress Report, | September 1973--1 April 

1974. 

UCD-34-P-210-X-1 74-21 6R PC$4.00/MF$2.25 


BOYD, J. HAYDEN 


Demand for Urban Bus Transit: Two Studies of Fare 
and Service Elasticities. 


PB-224 943/1GI 7401 13B PC$3.25/MF$2.25 
BOYD, J.T. 

Integrated Optical Modulators for 10 Micron 

Wavelengths. 

AD-778 370/7GI 74-14 20F PC$4.25/MF$2.25 


BOYD, KENT N. 
An Analysis of Factors Related to Desertion among 
FY 1968 and FY 1969 Army Accessions 
AD-772 731/6GI 74-06 SI PCS4. 25/MF$2.25 


BOYD, PATRICK L. 


Apparatus for Testing the Traction Properties of Pneu- 
matic Tires. 
PAT-APPL-502 832 74-25 14B PC$3.25/MF$2.25 


Application for Letters Patent. 

PAT-APPL-502 832 74-23 14B PC$3.25/MF$2.25 
BOYD, R. H. 

Reprint: Application of Conformational Analysis 

Techniques to the Prediction of Heats of Formation 


and Gas-Phase Thermodynamic Functions. 
AD-772 158/2GI 74-05 7D Reprint 


BOYD, R. L. F. 
lon Mass Spectrometry of the Lower lonosphere 
AD-787 785/SGI 14-26 7D PC$4.75/MF$2.25 
BOYD, ROBERT W. 


Regression Sampling: Some Results for Resource 
Managers and Researchers. 
PB-233 249/2GI 74-17 12A PC$3.25/MF$2.25 


BOYD, W. J. Hil. 


Electric Field Induced Spectra of H sub 2 and D sub 2. 
N74-22804/0GI 74-18 7D PC$7.25/MF$2.25 


BOYD, W. K. 


Corrosion of Metals in the Atmosphere, 
AD-784 943/3GI 74-23 11F PC$12.50/MF$12.50 


Prevention of Deterioration of Navigational Buoys. 


AD-786 327/7G1 74-25 11F PC$3.75/MF$2.25 
BOYER, C. M. 

Accident Experience with Impact Attenuation Devices. 

PB-224 995/1GI 7401 13B PC$3.75/MF$2.25 
BOYER, D. 8. 


Binocular and Monocular Field of View Performance 


Test. 
PB-236 318/2GI 74-25 $3 PC$S.25/MF$2.25 
BOYER, D. W. 
Experimental Investigation of Rocket Plume Radiation 
Altitudes. 


at Low 
AD-782 263/8GI 74-19 21B PC$3.75/MF$2.25 
BOYER, MARION D. 


Centrifugal Vacuum Casting Machine - Feasibility 


Study. 

AD-781 883/4GI 74-18 13H PC$4.25/MF$2.25 
BOYER, P. D. 

Isotopic Studies on Structure--Function Relationships 

of Nucleic Acids and Enzymes. Progress Report, May 


1, 1973--April 15, 1974. 
UCLA-34-P-102-52 74-24 6R PC$4.00/MF$2.25 


BOYER, R. C. 

Passenger Car Directional Control Test Program. 

PB-234 334 313/5GI 74-22 13F PC$8.S0/MF$2.25 
BOYERS, DAVID G. 

Reprint: Corona Discharge Photography. 

AD-770 277/2G1 1402 14E Reprint 
BOYET, WAYNE E. 


A Conceptual and Empirical Analysis of Water Pricing 
in ey nicipalities, 
PB-236 4 I 74-25 13B PC$3.75/MFS2.25 


BOYKO, LEO L. 
Microwave Heating for Road Maintenance. 
PB-229 824/8GI 74-11 13C = PCS$S.75/MFS2.25 


PA-119 





BOYLE, E. L. 


BOYLE, E. L. 
Summary of Abnormal Dosemnane  Rasaned to the 
Atomic Energy Commission During 
OOE-OS-1 74-22 ist” Desi -75/MF$2.25 
Summary of Abnormal pemneete | ame to the 
Atomic Energy Commission During 
WASH-1314 74-21 ia Fess. 75/MF$2.25 
BOYLE, GERALD J. 
Study of Charge Financing. 


PB-234 611/2GI 74-21 13B PC$6.25/MF$2.25 
BOYLE, J.R 
Mathematical Modeling of Soil--Water--Nitrogen 
Phenomena. 
EDFB-IBP-74-8 74-22 8M PC$S.45/MF$2.25 
BOYLE, R. J. 


Analytic and Experimental Evaluation of Shadow 
Shields and Their Support Members for Thermal Con- 


trol of Space Vehicles. 
N74-29325/9GI 74-22 20M PC$S5.75/MF$2.25 


BOYLE, ROBERT E. JR. 
Eddy a for Variable Density Coflowing 


Stream 
AD-T75 990/SGI 74-10 20D PC$4.25/MF$2.25 


BOYLES, M. W. 
The Tensile Properties of a Fully Aged Rimming Steel 


at High Strain Rates, 
PB-226 974/4GI 74-06 11F PC$3.25/MF$2.25 


BOYMOND, J. P. 


Atomic Number Dependence of Hadron Production at 
Large Transverse Momentum in 300 Gev Proton-- 


Nucleus Collisions. 
COO-3072-29 74-25 20H PC$4.00/MF$2.25 


Preliminary Observation of High Transverse Momen- 
tum Particle Production at Nal. 
COO-3072-23 74-18 20H PC$4.00/MF$2.25 


Production of Hadrons with Large Transverse Momen- 
tum at 200, 300, and 400 Gev. 
COO-3072-30 74-25 20H PC$4.50/MF$2.25 


BOYNE, PHILLIP S. 


Reprint: Restoration of Resected Mandible by Grafting 
with Combination of Mandible Homograft and Au- 
togenous Iliac Marrow, and Postoperative Treatment 
with Hyperbaric Oxygenation. 
AD-780 605/2G1 


BOYNS, JERRY E. 
Simultaneous Sum and Difference Pattern Technique 
for Circular Array Antennas. 
PATENT-3 729 742 74-26 9E Not available NTIS 
BOYNS, P. K. 
Aerial Measurement of 5 Percent Differences in Ter- 
restrial Background Radiation. 
EGG-1183-1613 74-13 8H PC$4.25/MF$2.25 
Aerial Radiological Measuring Survey of the Area Sur- 
rounding the Dresden Nuclear Power Station, Morris, 


Illinois, September 1968. 
74-13 8H PC$S5.45/MF$2.25 


74-17 6E Reprint 


ARMS-68.6.8 


BOYNTON, FREDERICK P. 
Substituted Hydrazine Chemistry and Chemilu- 
minescence in High Altitude Plumes, 
AD-776 040/8GI 74-10 7D PC$4.25/MF$2.25 
BOYNTON, THOMAS A. 


The Impact of the Legal Doctrine R Apparent 
Authority Upon DoD Contractual Activitie: 
AD-787 688/1GI 74-26 SD PCS4. 25/MF$2.25 


BOYS, J. A. 


Physical Custodian for Development of ROSCOE: A 
Radar and Optical Systems Code for Nuclear Effects. 
Volume I. The Zero-Order Radar Code for ROSCOE. 

AD-787 029/8GI 74-26 18C PC$8.50/MF$2.25 


BOZAJIAN, J. M. 
System Design of the Pioneer Venus Spacecraft. 
—— 4: Probe Bus and Orbiter Spacecraft Vehicle 


Studie: 
N74-27374/9G1 74-20 22D PC$8.50/MF$2.25 
BOZARTH, JEROLD D. 4 


Arkansas Studies in Vocational Rehabilitation. Series I. 


Monograph X. 
PB-235 $22/0GI 74-22 53. PC$4.25/MF$2.25 


Arkansas Studies in Vocational Rehabilitation. Series I. 

Monograph XI. Client-Counselor Interactions, ~ ana 

of Service, Client Outcome. Overview and Sum 

PB-234 969/4GI 74-21 5S} PCS. 25/MFS2. 2s 
BOZEK, J. M. 


Structure and Function of an Inorganic-Organic 
souseane for Electrochemical Cells: Preliminary 
tudy. 

N74-27535/SGI 74-20 10C PC$3.25/MF$2.25 

BOZEK, ROBERT E. 


Multispectral Analysis Software. 
AD-776 298/2GI 74-11 9B PC$19.25/MF$2.25 


PA-120 


BOZHENIN, S. K. 


Determination of the Energy Expended for Throwing 

Soil during Rotary Tilling (Opreoelenic Zatrat Energii 

no Otbrasyvanie Pocyvy pri Frezerovanii), 

PB-230 874-T/GI 74-12. 2C = PC$3.25/MF$2.25 
BOZINOVIC, D. 


A Study of the Stability of the Geological Structure of 


the Hercegnovi Area (Prilog Proucavanju — 

Konstrukcije Terena u Podrucju Herceg Nov: 

TT-72-56040 74-01 8G PC$3. aS haPs2. 25 
BOZOKI, G. 

Observation of a Possible Anti-Neutrino Pulse of Ex- 

traterrestrial Origin. 

COO-3071-94 74-22 3B PC$4.00/MF$2.25 


BOZZELLI, MIKE 


Copper. Volume 20, Number 1, October 1973. 
COM-74-50056-01/GI 74-07 SC PC$3.25/MF$2.25 


BOZZI, L 


Activ Code. 
RT/FI-(73)35 74-12 18D PC$3.75/MF$2.25 


Benchmark Experiment of Neutron Propagation in 


Iron. 
RT/FI-(73)19 74-08 20H PC$3.00/MF$2.25 
BRABBS, T. A. 


Shock Tube Measurements of Specific Reaction Rates 
in Branched Chain CH4-CO-O2 System. 


N74-19774/0GI 74-14 7D PC$3.25/MF$2.25 
BRABETS, R. I. 

Wrapped Laminated Felted Monolithic Combustible 

Cartridge Case. 

PAT-APPL-447 423 74-19 19A PC$3.25/MF$2.25 
BRABNER, S. 


Evaluation of a Liquid Mercury Flowmeter for Use 
with Ion Thrusters. 
AD-771 205/2GI 
BRABSON, B. B. 
Highlights of the Indiana University Spark Chamber 


in 1973 
COO-2009-67 74-24 20H PC$4.00/MF$2.25 


Investigation of Possible a sub 2 Structure 

COO-2009-42 74-04 20H PC$3.00/MF$2.25 
Polarization of the Recoil Proton in the Reactions pi 
exp +- p Implies Px exp +- in the a sub 2 Region. 
COO-2009-59 74-06 20H PC$3.00/MF$2.25 
Search for Backwards-Produced Exotic Meson 
Resonances in 8.4 Gev/C pi exp + p Interactions. 
COO-2009-76 74-24 20H PC$4.00/MF$2.25 
Technical Progress Report of the Indiana University 
Spark Chamber Group, December 1, 1972--November 


30, 1973. 
COO-2009-60 74-06 20H PC$3.00/MF$2.25 


Technical Progress Report of the Indiana University 
Spark Chamber Group, December 1, 1973--November 


30, 1974. 
COO-2009-82 74-26 20H PC$4.00/MF$2.25 
BRABSON, G. DANA 


Calculation of Morse Wave Functions with Pro- 

grammable Deskton Calculators, 

AD-772 657/3GI 74-06 7D PC$S5.25/MF$2.25 
BRABSON, GEORGE DANA JR. 


Two Compartmented Electrochemical Cell Having Alu- 

minum Anode Bud Powdered Carbon Suspended in 

Cathode Compartment. 

PATENT-3 770 503 74-16 10C Not available NTIS 
BRABSTON, W.N. 


Comparative Performance of Structural Layers in 
Pavement Systems. Volume I. Design, Construction, 
and Behavior under Traffic of Pavement Test Sections. 
AD-785 024/1GI 74-23 13B PC$8.50/MF$2.25 


An Investigation of the Structural Properties of Stabil- 

ized Layers in Flexible Pavement Systems. 

AD-769 292/4GI 74-01 1E PC$6.25/MF$2.25 
BRABSTON, WILLIAM N. 

Soil Stabilization for Roads and Airfields in the 

Theater of Operations. 

AD-787 257/SGI 74-26 13B PC$7.25/MF$2.25 
BRABY, RICHARD 

Ao Evaluation of Ten Techniques for Choosing In- 


structional Media. 
AD-773 456/9GI 74-07 SI PC$3.75/MFS$2.25 
BRACE, W. F. 


Static Deformation of Rocks to 20 KB Confining Pres- 
sure. 
AD-769 776/6GI 74-01 8G PC$3.75/MF$2.25 


Static Mechanical Properties of Mixed Company Sand- 


stone. 
AD-775 230/6GI 74-09 8G PC$3.75/MF$2.25 


BRACINAC, Z. 
Portable Tongs for Field Compressive Strength Mea- 
surements (Analiza i Rezultati Cvrstoce na Pritisak 
Merene Terenskim Kljestima), 


74-04 21C PC$3.75/MF$2.25 


TT-72-56036 74-01 8G PC$3.25/MF$2.25 
BRACKEN, DARCIA D. 


Trends in Environmental Law Related to Water 
Resources Planning. 
PB-224 824/3GI 7401 13B PC$S5.25/MF$2.25 


BRACKEN, JEROME 


Two Optimal Sortie Allocation Models. Volume I. 
Methodology and Sample Results, 
AD-771 779/6GI 74-05 18G PC$3.75/MF$2.25 


Two Optimal Sortie Allocation Models. Volume II. 

Computer im Documentation, 

AD-771 776/2G1 74-05 15G PC$6.25/MF$2.25 
BRACKETT, R.L. 

Development, Test, and Evaluation ol » Speceengter 

Grout-Dispensing System for Use by 

AD-786 350/9GI 74-25 13G PCs: 25/MF$2.25 


accom Pressure Intensifiers for Use by Working 

Dive 

AD-781 677/0GI 74-18 13G PC$3.25/MF$2.25 
BRACUTI , ARTHUR J. 

A Rapid X-ray Diffractometer Method for Monitoring 


the Purity of NH4C104 
AD-775 379/1GI 74-09 7D PC$3.25/MF$2.25 


BRADBURY, ELMER J. 


Determination of the Feasibility of Using Beta Radia- 
tion Backscatter for the Detection of Surface Con- 
tamination of Metal Panels. 

AD-776 394/9GI 74-11 I1F PC$3.75/MF$2.25 


BRADBURY, J. P. 

Diatoms in Lakes and Lake Sediments as an Index to 

Environment. Final Report, Part 1. Diatom Stratig- 

raphy and Human Settlement in Minnesota. 

COO-2046-1 74-15 6F PC$6.75/MF$2.25 
BRADBURY, P. 

Flow Transients in Clira and Tsmda. 

WARD-5095 74-14 18E PC$3.00/MF$2.25 
BRADBURY, R. A. 

Reprint: Laser Damage Threshold for Dielectric 

Coatings as Determined by Inclusions. 

AD-778 138/8GI 74-13 20F Reprint 
BRADBURY, R. E. 

Development of an Experiment for Visible Radiation 

Measurements from a Satellite. 

N74-14268/8GI 74-08 4B PC$6.25/MF$2.25 
BRADBURY, RUDOLPH A. 


Reprint: Production of Intense Subnanosecond Pulses 
by Cavity Dumping. 


AD-776 060/6GI 74-10 20E Reprint 

Reprint: Writing an Rx for Film Damage. 

AD-775 978/0G 74-10 20L Reprint 
BRADDY, D. L. 


A Detailed Study of Power and Load Related Boating 
Accident Data. 
AD-787 786/3GI 74-26 133 PC$4.25/MF$2.25 


BRADDY, DON L. 


Examination of Mission Categories of General Support 
and Logistics. Volume I. Summary and Correlation 
Analysis. 

AD-782 626/6GI 74-19 1SE PC$S5.75/MF$2.25 


Examination of Mission Categories of General Support 
and Logistics. Volume II. Data Analysis, Examination, 
and Formatting. 

AD-786 215/4GI 74-24 1SE PC$6.25/MF$2.25 

BRADEN, MARCIA H. 

A Program for the Measurement of Environmental 
Noise in the Community and Its Associated Human 
Response. Volume I. A Feasibility Test of Measure- 
meant Techniques. 

PB-228 563/361 74-09 13B PC$9.50/MF$2.25 


A Program for the Measurement of Environmental 
Noise in the Community and Its Associated Human 


Response. Volume II. A Plan for a National Program. 

PB-228 564/1GI 7409 13B PC$7.00/MFS$2.25 
BRADEN, RICHARD P. 

Pneumatic/Hydraulic Transmission Line Models. 

AD-787 662/6GI 74-26 13G PC$4.25/MF$2.25 

Step Responses of Blocked Pneumatic Line 

AD-781 186/2GI 74-18 13G PCS$4. 25MFs2. 25 
BRADEN, ROBERT C. 


Annual Report (11th) of the Mechanical Properties 
Data Center. 
AD+773 631/7G1 74-07 11F PC$3.75/MF$2.25 


BRADFORD, E. W. 
Nerva Irradiation Program. Gtr 23, Volume I. Com- 
bined Effects of Reactor Radiation and Cryogenic 


Temperature on Nerva Structural Materials. 
FZK-394-1 74-06 183 PC$10.25/MF$2.25 


Nerva Irradiation Program. Gtr 23, Volume 1: Com- 
bined Effects of Reactor Radiation and Cryogenic 
Temperature on Nerva Structural Materials. 

N74-20240/9GI 74-14 21F PC$6.25/MFS$2.25 
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BRADFORD, JAMES N. 
Integral Precombustor/Ramburner Assembly. 
PAT-APPL-369 655 74-13 21H PC$3.25/MF$2.25 
Integral Precombustor/Ramburner Assembly. 
PATENT-3 807 169 74-26 21A Not available NTIS 

BRADFORD, JOHN N. 

Reprint: X-Ray Induced Electron Emission II. 
AD-780 877/7GI 74-17 20L Reprint 

BRADFORD, ROBERT R. 

Nitrogen and Phosphorus Losses from Agronomy Plots 


in North Alabama. 
PB-235 931/3GI 74-24 13B PC-GPO/MF$2.25-NTIS 
BRADFORD, ROBERT S. 


Reprint: Chemiluminescence and Laser Photolu- 

minescence of Some Diatomic Metal Halides. 

AD-772 364/6GI 7405 7D Reprint 
BRADFORD, W. H. 


Mathematical Model for Determining the Probability of 

Visual et oe of Ground Targets by Observers in 

Low-Level High-Speed Aircraft. 

SLA-74-141 74-17 17H = PC$4.25/MF$2.25 
BRADIE, R. E. 


Advanced Space Engine Preliminary Design 





N74-15461/8GI 74-09 21H PC$10.50/MF$2.25 
BRADLEY, E. F. 
Reprint: Shearing Stress Mcter. 
AD-787 242/7G1 74-26 4B Reprint 


BRADLEY, EDWARD 
Northwestern Gulf of Mexico Marine Fisheries In- 


vestigation Study No. 2. 
COM-74-10793/9GI 74-12 6C PC$S.75/MF$2.25 
BRADLEY, F. D. 
Scientific Publications and Presentations Relating to 
Planetary Quarantine. Volume 5: The 1973 Supple- 
ment. 
N74-28554/SGI 74-22 6M PC$4.25 
BRADLEY, G. 
Investigation of Pion-Induced Nuclear Reactions by 
Means of Spectroscopy of the Resulting gamma Quan- 
ta. 
NP-19869 74-06 20H PC$4.25/MF$2.25 


BRADLEY, GERALD S. 
Atmospheric Properties and nel Effect on Target 
Acquisition Under Flare Illumina 
AD-783 052/4GI 74-20 1B "Pcs3. 75/MF$2.25 
BRADLEY, H. H. JR 


A Unified Theory of Solid Propellant Ignition. Part 1. 
Development of Mathematical Model, 
AD-785 231/2GI 74-23. 21B PC$3.75/MF$2.25 


A Unified Theory of Solid Propellant Ignition. Part 2. 


Computer Program, 

AD-785 232/0GI 74-23 21B PC$3.75/MF$2.25 
BRADLEY, J. 

A Concept of Optimality in Differential Games. 

AD-784 008/5GI 74-22 12B  =PC$3.25/MF$2.25 


Conditions for Optimality and Transition Surfaces 
Using the Reprisal Concept. 
AD-784 009/3GI 70-22 12B PC$3.75/MF$2.25 


Some Basic oe of the Payoffs Defined by 


Closed-L trategies. 
AD-784 43 Aol 74-22 12B = PC$3.75/MF$2.25 
BRADLEY, J. O. 


Design of a Wire Tensioning Devic 
BDX-613-844(Rev.) 74-02 at PC$4.00/MF$2.25 


BRADLEY, JAMES 


Aviation Cost Allocation Study: Overview of Cost Al- 


location Methodologies, 
PB-229 300/9GI 74-09 1B PC$3.25/MF$2.25 


BRADLEY, LEE C. 


Reprint: Phase Compensation for Thermal Blooming. 
AD-785 088/6GI 74-23 20E Reprint 


BRADLEY, M. E. 
Reprint: Hyperbaric Arthralgia During Helium-Oxygen 


Dives from 100 to 850 fsw. 
AD-787 003/3GI 74-25 6S Reprint 


BRADLEY, MARK E. 


Proceedings of the Undersea Medical Society 
Workshop (2nd) on Respiratory Limitations of Un- 
derwater Breathing Equipment Held at Harvard 
University School of Public Health on 14-15 March 


1973, 

AD-778 375/6G1 74-14 6K PC$3.25/MF$2.25 
BRADLEY-MOORE, P. 

Thallium-201 for Medical Use. 


BNL-18094 74-07 6E PC$3.00/MF$2.25 
Transmission Scanning II. 
BNL-18375 74-10 6E PC$3.00/MF$2.25 





BRADLEY-MOORE, P. RB. 


Comparative Evaluation of exp 123 I and /Sup 99M/TC 


for Thyroid Studies. 

BNL-18401 74-11 6R wpeaxtouaged 

Continuous Registration of the Th Uptake of 

/Sup 99M/TC and exp 123 I in the First 30 Minutes. 

CONF-740708-54 74-24 6E PC$4.00/MF$2.25 
BRADLEY, N.C. 

Plutonium--Beryllium Source Safety Testing Program. 

ORNL-TM-4561 74-20 20H PC$S5S.45/MF$2.25 
BRADLEY, R. A. 


Development of a Labora one Injection Machine 
for Fabrication of Htgr Fuel 
CONF-731101-1 74-04 oats PC$3.00/MF$2.25 


Production Slug Injection Machine for Fabrication of 


Htgr Fuel Rods. 
CONF-731101-4 74-04 18] PC$3.00/MF$2.25 
BRADLEY, R. F. 
Solid Forms for Savannah River Plant High-Level 
Waste. 
DP-1335 74-13 18G PC$4.00/MF$2.25 
ons Forms for Savannah River Plant Radioactive 
aste. 
DP-MS-73-58 74-18 18G PC$6.25/MF$2.25 
BRADLEY, R. G. 


An Experimental Investigation of Leading-Edge Vor- 


tex Augmentation by Blowing 
N74-19643/7GI 74-14 1A  PC$4.75/MF$2.25 


BRADLEY, RALPH A. 


Asymptotic Properties of Likelihood Estimators for 
Associated Populations and Their Applications. 
AD-778 993/6GI 74-15 12A PC$3.25/MF$2.25 


Optimal Designs for Two Non-Interactive Treatments. 
AD-787 SS51/1GI 74-26 12A PC$3.25/MF$2.25 


BRADLEY, ROYCE P. 
Aircraft Turbine Engine Fuel Corrosion Inhibitors and 


Their Effects on Fuel rties. 
AD-787 191/6GI 74-26 21D PC$3.75/MF$2.25 


High Temperature Hydrocarbon Fuels Research in an 


Advanced Aircraft Fuel System Simulator on Fuel 
AFFB-14-70. 
AD-781 066/6G1 74-17 21D PC$S.75/MF$2.25 


Kerosene Type Aviation Turbine Fuel Properties Sur- 


vey. 
AD-786 452/3GI 74-25 21D PC$4.75/MF$2.25 
BRADLEY, W. L. 


Liquid Lithium Corrosion Research. Progress Report, 
April 1, 1973--December 31, 1974. 


COO-2313-1 74-24 11F PC$4.25/MF$2.25 
Strain Hardening in the Hemp Code. 
UCID-16328 74-06 11F PC$3.00/MF$2.25 


BRADSHAW, F. T. 
Primitive Models for Computer Security. 


AD-778 467/1GI 74-14 9B PC$3.75/MF$2.25 
BRADSHAW, G. 

The Thermal Analysis of Nitride Phases in Steel. 

PB-230 235/4GI 74-11 IF PC$3.25/MF$2.25 


BRADSHAW, G. B. 
Preliminary Evaluation of the Ring Converter Section 


Demonstration Test. 

GA-A-12922 74-23 10B PC$4.75/MF$2.25 
BRADSHAW, G. C. 

Radioisotope Space Power Generator. Annual Summa- 


ry Report, July 1, 1971--June 30, 1972. 
GA-A-12848 74-23 10B PC$7.75/MF$2.25 


BRADSHAW, JAMES 
Experimental Determination of Gas Properties at High 
Tem tures and/or Pressures. 
AD-779 772/3GI 74-15 7D PC$S.75/MF$2.25 
BRADSHAW, JAMES E. 
Brandt's Ostpolitik: Romanian and Polish Re: 
AD-772 391/9GI 74-05 SD PC$S5.25; 
BRADSHAW, P. 


Apparatus and Programs for Digital Analysis of Fluc- 
tuating Quantities in Turbulent Flow. 
N74-11047/9GI 7405 20D PC$3.75/MF$2.25 


BRADSHAW, RB. D. 
Aa Analytical Study of Reduced-Gravity Propellant 


Settling. 

N74-19390/SGI 74-13. 211 + PC$4.25/MF$2.25 
BRADSHAW, RICHARD J. JR. 

Hydraulic Transient Pressures in 

AD-785 632/1GI 74-24 13K 
ap pa hve w.G. 


arge-Diameter Carbon-Composite Monofilaments. 
N7e270422GI 74-20 poriD PC$S.25/MF$2.25 


F$2.25 


C$3.25/MF$2.25 


BRADSPIES, J. L. 


Carbon Monoxide Detector. 
N74-20012/2GI 


74-14 7B PC$4.25/MF$2.25 


BRADSPIES, JUANITA I. 





A Polarographic PO2-PCO2 Probe. 
PB-234 434/9GI 74-21 7D PC$4.25/MF$2.25 


BRADT, R. C. 


Ceramic Research on Transformational Supe ticity 
and Stoichiometry Effects on Fracture. Research 
pesky, Report, June 1, 1973--May 31, 1974. 
COO-3420-3 74-17 1B PC$4.00/M F$2.25 
Reprint: Eutectic Solidification of MgO-MgAI204. 
AD-786 097/6GI 74-24 1B Reprint 


Reprint: The Griffith Criterion and the Reversible and 
Irreversible Fracture of Brittle Materials. 


AD-786 112/3GI 74-24 11B Reprint 
BRADWAY, ROBERT , 

Braxton Sonic Agglomerator Evaluation. 

PB-234 146/9GI 74-20 7A PC$4.75/MF$2.25 


BRADY, A. G. 


Fe cage of Strong Motion Earthquake Accelerograms. 
olume III. Response Spectra. Part D. Accelerograms 


upose Through I1DO70, 
PB-227 469/4GI 4-07 8K PC$7.00/MF$2.25 


Analyses of Strong Motion Earthquake Accelerograms. 
Volume III. Response Spectra. Part E. Accelerograms 
IIEO71 Through ITEO8S, 

PB-227 470/2GI 74-07 8K PC$7.00/MF$2.25 


Analyses of Strong Motion Earthquake Accelerograms. 
Volume III. Response Spectra. Part F. Accelerograms 


IIFO86 Through IIF105, 
PB-227 471/0GI 74-07 8K PC$8.50/MF$2.25 
Accelerograms. 


Analyses of Strong Motion Earthquake 
se Spectra. Part G. Accelerograms 


Volume III. Re: 
1G114, 
PB-231 223/9G1 74-12 8K PC$S.75/MF$2.25 


11G106 
Analyses of Strong Motion Earthquake Accelerograms. 
Volume III. Response Spectra. Part H. Accelerograms 


IIH115 Through I1H126, 
PB-231 319/SGI 74-12 8K PC$6.25/MF$2.25 


Analyses of fume Motion Earthquake Accelerograms. 
Volume III. ye Spectra. Part I. Accelerograms 


II-I-128 through II-1-139 
PB-232 326/9GI 74-15 8K PC$6.25/MF$2.25 


Analyses of Strong Motion ig ee celerograms. 

Veiene 1S Spepense Soeae. Parts J, K. and L Ac. 
s T1341 through I1J1S0, IIK157 through 

IIKi60 and IIL 166 through IIL175, 

PB-236 110/3GI 74-26 8K PC$9.25/MF$2.25 


Analyses of Strong Motion Earthquake A 
Volume III - Response Spectra. Parts M and N - io. 
celerograms IIM176 through IIMi84 and IINI8S 


through IIN197 

PB-236 400/8GT 74-25 8K PC$8.75/MF$2.25 
Analyses of Strong Motion ¢ Accelerograms. 
Volume IV. Fourier Amplitude tra. Part E. Ac- 


celerograms IIE071 IIEO8S, 
74-09 8K PCS$S5.25/MF$2.25 


PB-229 240/7GI 
— of Strong Motion Earthquake A s. 
olume IV. Fourier ry” Spectra. Part F. Ac- 
ceerograms IIF086 Through IIF105. 
PB-229 241/SGI 74-09 8K PC$S.75/MF$2.25 
Analyses of Strong Motion Accelerograms. 
Volume IV. Fourier Amplitude . Part G. Ac- 


celerograms I11G106 Through IIG114 


PB-231 224/7GI 74-12, 8K PCS$4.25/MF$2.25 
Analyses of » Motion uake Accelerograms. 
Volume IV. rt Amplitude = Part H. Ac- 


canara As 115 Through II-H-1 
PB-232 327/7GI 74-15 8K Pcs. 75/MF$2.25 
Analyses of Strong Motion Earthquake we =-3 ye 


Volume IV. Fourier Amplitude grt lL. Ac- 
celerograms II-I-128 through II-1-139 
PB-232 328/SGI 74-15 8K | PCS4. 75/MF$2.25 


= of a Motion a rey a 
‘olume IV. Fourier Amplitude Spectra Parts J, 

be M Accelerograms [1J141 through I1J150, aKa 

om IIL166 through IIL175, and I1M176 


184, 
PB-236 111/1GI 74-%6 8K Yio 


Strong-Motion Earthquake Acceleragrams 

and Plotted Data. Volume II. Corrected Avceerograms 
and Integrated Ground Velocity and Displacemen 
Curves. Part H. Acceleragrams IIH115 eae 


11H126. 

PB-231 225/4GI 74-12 8K PC$6.25/MF$2.25 
Si Motion Accelerograms Digitized 
and Plotted Data. V I. Uncorrected Accelero- 
grams Part P. Accelerograms IP214 Through IP232, 
PB-227 481/9GI 74-07 8K PC$9.25/MF$2.25 


Ss Moti 
pew Bag Dag Rg ce BR en 


. Part qetin Ny 233 Through 10243, 
PB-232 as/a0 74-15 1g) Those Throesh G23 
Ss Motion Earthquake A saa 
and Data. Volume II. C Aecclapageene 


and Integrated Ground Velocity and 
Curves. Part F. Accelerograms [IF086 through 11F 105, 


PA-121 


BRADY, A. G. 


PB-224 977/9GI 74-01 8K PC$8.S0/MF$2.25 


Strong-Motion 7 Accelerograms Digitized 
and Plotted Data. Volume II. Corrected Accelerograms 
and Integrated Ground Velocity and Displacement 
Gores. Part G. Accelerograms 11G106 Through 
PB-229 239/9GI 74-09 8K PC$7.25/MFS$2.25 


Motion Earthquake Accelerograms Digitized 
and ted Data. Volume II. Corrected Accelerograms 
and Integrated Ground Velocity and Displacement 
Curves. Part I. Accelerograms [1-1-128 Through II-I- 
139, 

PB-232 316/0GI 74-15 8K PC$6.25/MF$2.25 


-Motion Earthquake Accelerograms Digitized 
and ted Data. Volume II. Corrected Accelerograms 
and Integrated Ground Velocity and Displacement 
Curves. Parts J and K. —a II141 Through 


113150 and IIK157 — 1K 160, 
4-17 8K PC$7.S0/MF$2.25 


PB-233 257/SGI 

Strong Motion Earthquake Accelerograms - Digitized 

and Plotted Data. Volume II - Corrected Accelero- 

grams and Integrated Ground Velocity and Displace- 

pa — Part N - Accelerograms IIN185 through 

PB-236 399/2GI 74-25 8K PC$7.00/MF$2.25 
BRADY, CHARLES RAYMOND 


Approximate Solutions to Non-Linear — 
aplace Transform Tec! 


AD-169 meiot 7401 112A PCS$3 ‘ISIMFS2. 25 


BRADY, D. N. 


Environmental Surveillance Sampling Results at the 
Nevada Test Site, July 1969 Through June 1970. 
NVO-410-11 74-02 18H PC$5.45/MF$2.25 


BRADY, GEORGE A. 


Method of Separating Liquid-Solid Suspensions Into 
Individual Phases. 
PATENT-3 305 091 74-09 13H Not available NTIS 


BRADY, J. 
er Flight Prototype Silver lon Monitoring 


ystem. 
N74-29769/8GI 74-24 14B  PC$7.25/MF$2.25 
BRADY, J. JOHN Ill. 


NTC Tracking Display, 
AD-783 961/6GI 74-22, 17A_ PC$4.25/MF$2.25 
BRADY, JACK C. 


Acceleration Sensitive Shock Absorber Valve. 
PATENT-3 696 894 74-01 1C Not available NTIS 


BRADY, L. F. 
Shaking-Table Tests of the Ngc-23 Wideband Velocity 


Seismometer System. 
SLA-74-185 74-24 8K PC$4.50/MF$2.25 
BRADY, RANDALL A. 


Improving Water Management Efficiency through Use 


PB-233 784/8GI_ 74-18 2C PC$3.75/MF$2.25 
BRADY, ROSCOE OWEN 
Isolation of Glucocerebrosidase from Human Placental 


Tissue. 

PAT-APPL-451 300 74-15 6A PC$3.25/MF$2.25 
BRAERMAN, WILLIAM F. 

Initiation and Propagation of Laser Supported Com- 


bustion Waves 
AD-785 602/461 74-24 20E PC$3.25/MF$2.25 


Light Induced Modulation of Absorption (LIMA) In 

Copper-Doped Single Crystals CdS Platelets. Part I. 

Experimental. 

AD-782 964/1GI 74-20 20L PC$4.25/MF$2.25 
BRAEUNIG, D. 

Structural Research and Irradiation Tests in the Hahn- 


Meitner-Institut Berlin. 

HMI-B-126 74-04 20L PC$S.50/MF$2.25 
BRAEUTIGAM, RONALD R. 

Addendum to An Examination of the Burden Test, 

PB-231 556/2GI 74-13 SC PCS$3.25/MF$2.25 
BRAGA, MARIO JORGE FERREIRA 


An Introduction to Search Theory. 

AD-777 878/0GI 74-13 12B =PCS$S.25/MF$2.25 
BRAGG, DANIEL M. 

Port - Local, State or Fede: 

COM-74-10274/0GI 74-06 13B  NC83.25/MFS2.25 

A Survey of the Economic and Environmental Aspects 

os an Onshore Deepwater Port ae Galveston, Texas. 


Part I. Potential Economic Effec 
COM-74-11030/SGI 74-16 ra PC$4.25/MF$2.25 


BRAGG, F. E. 
Evaluation of Aide Triage of Ambulatory Patients II. 
PB-224 909/2GI 74-01 6E PC$4.75/MF$2.25 
BRAGIN, V.N 


Possibility of Existence of Multineutron Systems. 
ITF-74-2SE 74-23 20H PC$4.00/MF$2.25 


PA-122 


BRAGIN, YU. A. 


. wel for nenitn the Concentration of 
particles--Trans 
ADT) AseIGOl 74-20 aA PC$3.25/MF$2.25 


BRAGINSKI, A. I. 


Novel M tic Materials for Signal aes 
AD-777 197/SGI 74-12 20L + PC$3.25/MF$2.25 


BRAGINSKIL, V. B. 


Mechanical Oscillator in a Luminous Flux--Translation. 
AD-783 760/2GI 74-21. 14B  PC$3.25/MF$2.25 


BRAGINSKIHL, V. I. 
The Influence of Certain Functional Groups in a Fuel 
Molecule on the Burning Rate of Condensed Systems-- 


Translation. 
AD-770 892/8GI 74-03 7D PC$3.25/MF$2.25 
BRAGINSKY, S. I. 


The Earth’S Hydromagnetic Dynamo. 
N74-14089/8GI 74-08 8N PC$3.75/MF$2.25 


BRAHAM, ROSCOE R. JR. 
> Thunderstorm. Report of the Thunderstorm Pro- 


PB-234 S1S/SGI 74-22 4B PC$7.25/MF$2.25 
BRAHAMANANDARAO, V 


Fluctuations in Stratospheric Zonal Winds over Natal, 
Brazil. 


N74-19242/8GI 74-13 4B PC$3.25 
A Note on Some Characteristics of the Flow Pattern in 
January and July over the sub-Tropics of South Amer- 


ican Continent. 
N74-19248/SGI 74-13. 4B PC$3.25/MF$2.25 
BRAHLEK, RAE E. 


Parameters of Information-Seeking 
AD-783 305/6GI 74-20 ng? PC39 15/82: 25 


BRAILE, L. BR. 


Crustal Structure along the Great Basin-Colorado 
Plateau Transition from Seismic Refraction Profiling. 
AD-781 271/2GI 74-18 8G PC$3.25/MF$2.25 


BRAILSFORD, A. D. 
Sw of Irradiated Materials. 


AERE-TP-542 74-12 11F PC$3.25/MF$2.25 
Termination of Void Growth in Irradiated Materials. 
AERE-TP-538 74-12 11F PC$3.00/MF$2.25 


BRAINARD, C. H. 
Rhode Island Marina Insurance. 
COM-74-11338/2GI 74-20 SA  PC$3.75/MF$2.25 
BRAINARD, J. P. 
Initiation of Electron Avalanches on an Alumina Insu- 
lator by an Electron Beam. 
SLA-73-5414 74-06 9A PC$3.00/MF$2.25 
Measurement of the Surface Charge on Hollow Cylin- 
drical Insulators Using the Kerr Effect. 
SLA-73-8019 74-22 9A PC$4.00/MF$2.25 


Measurements of the Charge Distributions on an Alu- 
mina Insulator in Vacuum Resulting from High-Voltage 


Stress. 
SAND-74-5355 74-25 9A PC$4.00/MF$2.25 
BRAINARD, W. A. 
The Atomic Nature of Polymer-Metal Interactions in 
Adhesion, Friction and Wear. 
N73-33390/8GI 74-02 7D PC$3.25/MF$2.25 
Dynamic-Scanning-Electron-Microscope Study of Fric- 
tion and Wear. 
N74-25975/SG1 74-19 14B PC$3.25/MF$2.25 
Effect of Strain Hardening on hea ag Behavior of 
Iron Lubricated with Benzy! Structure 
N74-22141/7GI 74-17 11H PCS3. 25/MF$2.25 


Effect of Surface Topography on Structural Growth of 
Thick Sputtered Films. 
N74-16149/8GI 74-10 11C PC$3.25/MF$2.25 


Surface Topographical Effects on the Structural 
Growth of Thick Sputtered Metal and Alloy Coatings. 
N74-23107/7GI 74-18 LIC PCS3: 75/MF$2.25 


BRAISTED, R. C. 


Tri-Level Accident Study. 
PB-233 207/0GI 74-18 13L PC$S.25/MF$2.25 


BRAITHWAITE, KENDALL 
Reprint: Blood Volume of Middle-Distance Runners: 
Effect of 2,300-m Altitude and Comparison with Non- 
Athletes. 
AD-783 171/2GI 74-20 6S Reprint 
BRAITHWAITE, W. M. 


The Effects of Inlet A Sema and Pressure Distor- 
tion on Turbojet Performance 
N73-32614/2GI 74.02 21E PC$3.25/MF$2.25 


Experimental Evaluation of a TF30-p-3 Turbofan En- 
oh A in an oe Facility: Effect of Steady-State 
NreleTeeOl "14-04 21E PC$3.75/MF$2.25 


Summary of Recent Investigations of Inlet Flow 
Distortion Effect on Engine Stability. 


N74-17502/7GI 74-11 21E PC$3.25/MF$2.25 
BRAITSCH, D. M. 


Reprint: Novel Redox Systems in Hexamethylbenzene 
Metal Cluster Compounds of Niobium and Tantalum. 


AD-771 499/1GI 74-04 7B Reprint 
BRAJOVIC, V 

Reprint: Selective Growth of Ice Crystals from Dilute 

Water Solution. 

AD-775 774/3GI 74-10 7D Not available NTIS 
BRAK, H. 


Interface for the Control of a Multichopper Facility. 


EUR-S121-d 
74-21 18D °REFER TO AL 
GAUDREAU/MF$2.25 


BRAKEL, LEWIS H. 
Destructive Distillation of Hydrocarbonaceous Materi- 
Is 


als. 
PATENT-2 812 288 
BRAM, JOSEPH 


The Discrete Evasion Game 
AD-769 228/8GI 74-01 12B PC$3.75/MF$2.25 


BRAMAN, ROBERT S. 


Electrodialysis Process Using Inorganic Ion Exchange 
Membranes. 
PATENT-3 463 713 


BRAMBEL, C. E. 
Biochemical Aspects of Erythropoiesis in Chronic Ir- 
radiation. Final Report. 
COO-2005-8 74-21 6R PC$4.00/MF$2.25 
BRAMBLETT, R. L. 


Application of Photoinduced Reactions to Nuclear 
Materials Safeguards Problems. Final Report, July 1, 
1971--October 31, 1972. 

GULF-RT-A-12464 74-12 18] PC$S.45/MF$2.25 


Application of Photoinduced Reactions to Nuclear 
Materials Safeguards Problems. Quarterly Progress Re- 
port, April 1--June 30, 1972. 

GULF-RT-A-12279 74-02 18] PC$4.00/MF$2.25 


BRAMHALL, G. 


Combined Species-Temperature Correction Tapes for 
Moisture Meters. Revised, 
PB-235 764/8GI 74-24 IL PC$4.25/MF$2.25 


BRAMHALL, J.N. 


An Annotated Bibliography on Walsh and Walsh Re- 
lated Functions. 
AD-783 503/6GI 74-21. 9D PC$9.50/MF$2.25 


BRAMMELL, HOMER 
Reprint: A Comparison of Three Maximal Treadmill 
ise Protocols. 


Exercise ‘ols 
AD-781 767/9GI 
BRAMMER, R. F. 


The Real-Time Acquisition and Tracking Program for 
the Usns Vanguard. 
N74-19837/SGI 


BRAMON, A. 


Finite Dispersion Relations Approach to eta Implies pi 
exp + pi exp - gamma Decay. 
LNF-73-61 74-16 20H PC$4.00/MFS$2.25 


Quark Model Predictions for Radiative Decays of 


Mesons. 
LNF-73-60 74-16 20H PC$4.00/MF$2.25 


Rho-- Omega Interference in Kaonic Reactions. 


74-10 7A Not available NTIS 


74-09 7A Not available NTIS 


74-18 6P Reprint 


74-14 22C PC$3.25/MFS$2.25 


LNF-73-47 74-08 20H PC$3.00/MFS$2.25 
Theoretical Aspects of High Energy Electron--Positron 
Collisions. 

LNF-73-68 74-18 20H PC$4.50/MF$2.25 


BRAMSON, A. S. 


A FORTRAN Program for Computing Steady-State 
Composition Models of the Upper Atmosphere 
AD-775 080/SGI 74-09 4A PC$3.75/MFS2.25 


BRAMSON, ARNOLD S. 
Some Recent Innovations in Atmospheric Density Pro- 


grams. 
AD-786 414/3GI 74-25 4A PC$4.75/MF$2.25 
BRAMSON, P. E. 


ee Status of the Hanford Reservation for 
1972. 
BNWL-B-278 7407 6F PC$5.45/MFS$2.25 


> pam Status of the Hanford Reservation for 


1 
BNWL-C-96 74-10 8H PC$7.25/MFS$2.25 
Environmental Status of the Hanford Reservation for 


SNWL-B-228 74-10 8H PC$6.25/MF$2.25 

Radiation Survey of Wahluke Slope. 

BNWL-B-237 74-09 18H PC$3.00/MFS$2.25 
BRAMWELL, BARRY H. 

An IBustration of the Validity of the Simulation Ap- 


proach for Solving Problems for the Effectiveness of 
Chemical Munition Systems. 
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AD-775 814/7GI 74-10 


BRANCH, LAURENCE G. 


The Consumer's Opinions of the Food eee System: 
The 1973 Homestead Air Force Base Surve 
AD-784 910/2GI 74-23 6H PCS Ysimrs2. 25 


The Consumer's Opinions of the Food Service System: 
The 1973 Minot Air Force Base Survey 
AD-769 590/1GI 7401 1SE Pcs. 7S5/MF$2.25 


BRANCH, MELVYN C. 


Reprint: Ammonia Oxidation in an Arc-Heated Flow 
Reactor. 
AD-775 $52/3G1 


BRANCO, ROBERT JOHN 
The Effects of Environmental Factors on Naval 


1SB PC$3.75/MF$2.25 


74-09 7D Reprint 


Strategy. 

AD-781 868/5GI 74-18 ISG PC$5.25/MF$2.25 
BRAND, BEN 

Prevention of Deterioration of Navigational Buoys. 

AD-786 327/7GI 74-25 11F PC$3.75/MF$2.25 


BRAND, BENSON G. 


Scrap Rubber Tire Utilization in Road Dressings. 
PB-232 $59/SGI 74-16 13C PC$4.25/MF$2.25 


BRAND, H. 


Switching Theory of Linear Microwave Networks. 
N74-21891/8GI 74-17 9E PC$3.75/MF$2.25 


BRAND, P. 
Feasibility Study of the Use of Radioactive Fission 
Product Correlations for the Determination of Burnup 
and Heavy Isotopes Composition of Bwr Dodewaard 
Fuel. 
EUR-S141 74-24 18E PC$5.75/MF$2.25 
BRAND, SAMSON 


Changes in the Characteristics of Typhoons Crossing 
the Island of Taiwan, 
AD-769 538/0GI 74-01 4B PC$3.25/MF$2.25 


Cost Effectiveness of Typhoon Forecast Improve- 
ments, 
AD-781 324/9GI 74-18 4B PC$3.75/MF$2.25 


An Evaluation of Hong Kong Harbor as a Typhoon 


Haven, 
AD-776 232/1GI 74-10 4B PC$4.25/MF$2.25 


Intensity Changes of Tropical Storms and Typhoons of 
the Western North Pacific Ocean. 
AD-769 223/9GI 74-01 4B PC$7.25/MF$2.25 


Space-Time Inventory of Western North Pacific Tropi- 
cal Storm and Typhoon Frequencies. 
AD-769 225/4GI 74-01 4B PC$3.25/MF$2.25 


A Tropical Cyclone Analog Program for the North In- 


dian Ocean. 
AD-786 347/5GI 74-25 4B PC$3.25/MF$2.25 


Tropical Cyclone Movement Forecasts Based on Ob- 
servations from Satellites, 
AD-774 683/7GI 74-08 4B PC$4.25/MF$2.25 


Tropical Cyclones of the Southwest Indian Ocean: 
Tracks and Synoptic Considerations. 
AD-784 367/5GI 74-22 4B PC$4.25/MF$2.25 


BRAND, T. J. 


Unified Powered Flight Guidance. 
N74-12515/4GI 74-06 22A PC$4.25/MF$2.25 


BRANDALISE, B. 
Automated Ion-Exchange Separation of Uranium and 
Plutonium from Fission Products for Mass Spectromet- 


ric Analysis. 
AEC-tr-7524 74-14 7D PC$3.00/MF$2.25 
BRANDEBERRY, J. E. 


Clean Water: Affluence, Influence, Effluents. A 
Design for Water Quality Management. 
N74-25896/3G1 74-19 13B PC$7.50/MF$2.25 


BRANDEL, A 
Experiments on Chemical Degassing of Feed Water for 


Steam Generators. 
AEC-tr-7447 74-04 7A PC$3.00/MF$2.25 
BRANDELIK, J. E. 


Simultaneous CO and CO2 Laser. 
PAT-APPL-439 662 74-19 20E PC$3.25/MF$2.25 


BRANDENBERGER, J. D. 
Fast Neutron Cross Section Measurement System and 


Results. 
AD-772 663/1GI 74-06 20H PC$7.25/MF$2.25 


BRANDENBURG, A 


Evaluation of U.S. Diver's Co. ‘Look Out’ Full Face 
Mask for Possible Use in a Scuba Communication 


System, 
AD-778 113/1GI 74-13 6Q PCS$3.25/MF$2.25 


BRANDENBURG, H. A. 
Development and Evaluation of a Standard U. S. Navy 
Two Cylinder Scuba Harness, 

74-17 6K PC$3.25/MF$2.25 


AD-780 747/2GI 





BRANDENBURG, R. W 


Effect of Induced Fission on Plutonium Assay with a 

Neutron Well Coincidence Counter. 

ANL-8029 74-04 18] PC$4.00/MF$2.25 
BRANDER, ROBERT B. 


Wilderness Ecology: The Upland Plant Communities, 
Woody Browse Production, and Small Mammals of 
Two Adjacent 33-Year-Old Wildfire Areas of 


Northeastern Minnesota. 
PB-234 212/9GI 74-20 6F PC$3.75/MF$2.25 
BRANDES, EDWARD A. 


Radar Rainfal! Pattern Optimizing Technique. 

COM-74-10906/7GI 74-13 4B PC$3.25/MF$2.25 
BRANDEWIE, D. MICHAEL 

Engineering and Development Program Plan - Area 

Navigation, 

AD- 787 452/2G1 74-26 17G PC$3.75/MF$2.25 
BRANDEWIE, ROBERT J. 


Evaluation of the Veterans’ Educaton and Training 
Service (VETS) Program of the National League of Ci- 
ties and U.S. Conference of Mayors. 

PB-226 895/1GI 74-06 SI PC$S.25/MF$2.25 


BRANDHORST, H. W. JR.. 


The Drift Field Model Applied to the Lithium-Contain- 
ing Silicon Solar Cell. 


N74-14787/7G1 74-09 10B PC$3.25/MF$2.25 
Low-High Junction Theory Applied to Solar Cells. 
N74-14789/3G1 74-09 10B PC$3.25/MF$2.25 
The Multiple Junction Edge Illuminated Solar Cell. 
N74-10947/1GI 74-05 10B PC$3.25/MF$2.25 
Performance of Epitaxial Back Surface Field Cells. 
N74-14423/9GI 74-08 10B PC$3.25/MF$2.25 


Rapidly Pulsed, High Intensity, Incoherent Light 


Source. 

PATENT-3 806 835 74-15 20F Not available NTIS 
BRANDIN, DAVID H. 

Survey of the Use of Educational Technology in the 


Armed Services. Volume I 
AD-770 884/SGI 74-03 SI PCSS. 75/MF$2.25 


Survey of the Use of Educational Technology in the 

Armed Services. Volume II. 

AD-773 727/3G1 74-07 SI PC$10.00/MF$2.25 
BRANDLI, HENRY W. 

Reprint: Picture of the Month. NOAA 2 Scanning 

Radiometer Visual and Infrared Imagery Received 

Real-Time Over a 50,000-Mile Transmission Link. 

COM-73-50496-06-10/GI 

7401 4B (Order as COM-73-50496-06) 

BRANDON, C. EDWIN 

Testing Methods and Quality Specifications for Pulp. 

COM-74-10511/SGI 74-10 11L PC$4.25/MF$2.25 
BRANDON, G. W. JR. 

Influence of Pressure Variations on the Focus of Elec- 

tron BEAMS Used for Welding. 

Y-1939 74-15 13H PC$4.00/MF$2.25 
BRANDON, J. R. 

Effects of Radiation on the Absorption and Lu- 

minescence of Fiber Optic Waveguides and Materials. 

SAND-74-8622 74-25 20F PC$7.00/MF$2.25 

Rock Mechanics Properties of Typical Foundation 

Rock Types. Summarizing Physical and Mechanical 

Tests of Rock Samples from Several Types of Founda- 


tion Sites, 
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COO-2271-15 7402 20H PC$3.00/MFS$2.25 


BROWN, BRUCE A. 


BROWER, W. 5S. 


Alkali Oxide-Tantalum Oxide and Alkali Oxide-Niobi- 
um Oxide Ionic Conductors. 

N74-20381/1GI 74-14 20L PC$4.25/MF$2.25 
Reprint: Crystal Chemistry of Lithium in Octahedrally 
Coordinated Structures. I. Synthesis of Ba’ 
(Me6Li2)24 (Me=Nb or Ta) and Bal0 (W6Li4)030. II. 
— Bronze Phase in the System BaO-Nb2 
COM-73-50944/0GI 
Reprint: 

timonate. 
COM-74-50720/3GI 
Reprint: 
Shandite 
COM-74-50444/0GI 74-14 8G Not available NTIS 


BROWMAN, LUDVIG G. 


Determination of the Microlevel Temperatures during 
Lake Cooling, Ice Formation, Ice Melting and the 
Break-Up of the Ice Cover of a Mountain Lake. 

PB-226 241/8GI 74-05 8H PC$3.25/MF$2.25 


BROWN, 
Method of, and Apparatus for Forming Grooves and 
Coolant Channels in and for Rocket Engine Composite 
Channel-Type Coolant Wall Having a Complex Sur- 
face. 
PAT-APPL-278 853 
BROWN, A. H. 


Effects of Prolonged Acceleration with or Without 
Clinostat Rotation on Seedlings of Arabidopsis 
Thaliana (L.) Heyoh. 

N74-31546/6GI 74-25 6C PC$3.75/MF$2.25 


Research on the Effects of Altered Gravity and Other 
Factors on the Growth and Development of Higher 
Plants. 
N74-20711/9GI 
BROWN, A. J. 


Performance of a Two Phase Flow Mixing Chamber- 
Nozzle Combination, 
AD-771 942/0GI 74-05 133 PC$3.25/MF$2.25 


Performances of Air-Water Mixing Chamber Models, 
AD-774 266/1GI 74-08 133 PC$3.75/MF$2.25 


BROWN, A. P. G. 


Response Functions for Pitot Probes in Turbulent 
Streams. 
N74-17012/7GI 


BROWN, A. R. 
Latent Image Stability in Kodak RM Films. 


7402 20B Not available NTIS 
Flux Synthesis of Cubic Potassium An- 


74-21 7B Not available NTIS 
Reexamination of Synthetic Parkerite and 


74-10 131 PC$3.25/MF$2.25 


74-15 6S PC$3.25/MF$2.25 


74-11 20D PC$S.75/MF$2.25 


AERE-R-7275 74-04 6R PC$3.50/MF$2.25 
BROWN, A. W. 

Human Engineering Test Specification for Aircraft 
Systems, 

AD-773 421/3GI 74-07 1C PC$6.25/MF$2.25 


BROWN, ALAN J. 


Access Control and Processing Studies for Ground- 
Satellite Mobile Communications/Surveillance 


Systems. 
AD-784 380/8GI 74-22 
BROWN, ALAN S. 


Associative Interference and Recognition Memory. 
AD-770 587/4GI 7402 53) PC$3.75/MF$2.25 


BROWN, AUSBON JR. 


Reprint: Color Changes in the Ovaries of Penacid 

Shrimp as a Determinant of Their Maturity. 

COM-74-50189-07-06/GI 
74-23 6C 


BROWN, B. M. 


Reprint: On the Central Limit Problem for Sums with 

Random Coefficients. 

AD-785 323/7GI 
BROWN, BILL R. 

The Behavioral Effects of Infectious Diseases. 

AD-771 123/7GI 74-04 SJ) PC$4.25/MF$2.25 

Behavioral Effects of Prolonged Exposure to Continu- 

ous and Intermittent Noise. 

AD-785 740/2GI 74-24 63 PC$S.75/MF$2.25 

Effects of Continuous Work and Sleep Loss on the 

Recovery of Sustained Performance. 

AD-769 933/3GI1 7402 6S PCS$4.75/MF$2.25 


Studies of Performance Assessment and Enhancement. 
AD-773 045/0GI 74-06 SJ PCS$3.75/MF$2.25 


BROWN, BOBBY R. 
The Analysis and Development of an Adaptive Instruc- 
tional ModeKs) for Individualized Technical Training - 
Phase I, 
AD-781 042/7GI 74-17 SI PCS$S.25/MF$2.25 
BROWN, BRUCE A. 


Nucleation and Mineralogical Controls on the Com- 
position of Manganese Nodules, 
PB-225 988/SGI 74-05 8D 


17G_ PC$6.25/MF$2.25 


(Order as COM-74-50189-07) 


74-23 12A_ Reprint 


(Order as PB-225 983) 


PA-133 





BROWN, BRUCE J. 


BROWN, BRUCE J. 


Noise-Riding Slicer. 
PATENT-3 737 790 


BROWN, C. A. JR. 
Effects of Reynolds Number and Model Support on 
the Supersonic Aerodynamic Chacteristics of a 140 
-Included-Angle Cone. 
N74-28481/1GI 74-22 20D PC$4.25/MF$2.25 


Experimental Wake Survey Behind Viking 75 Entry 
Vehicle at Angles of Attack of 0 Deg, 5 Deg, and 10 
Deg, Mach Numbers from 0.20 to 1.20, and Longitu- 
dinal Stations from 1.50 to 11.00 Body Diameters. 
N74-13979/1GI 74-08 1A PC$7.25/MF$2.25 
A New Approach to Mass Spectrometer Measurements 
of Thermospheric Density. 

74-26 4A PC$3.75/MF$2.25 


74-26 9E Not available NTIS 


N74-32808/9GI 
BROWN, C. B. 
Avalanche Studies (1972-1973). 
PB-232 303/8GI 74-15 13B PC$7.00/MF$2.25 


North Cascades Highway SR-20. Avalanche Atlas-Sup- 


plement, 
PB-236 204/4GI 74-25 13B PC$3.75/MF$2.25 
BROWN, C. E. 


Evaluation of Effectiveness of Various Devices for At- 
tenuation of Trailing Vortices Based on Model Tests in 


a Large Towing Basin. 

N74-15710/8GI 74-10 1A PC$S.25/MF$2.25 
BROWN, C. G. 

Effect of Advanced Aircraft Noise Reduction 


Technology on the 1990 Projected Noise Environment 


irport. 
74-15 20A PC$3.75/MF$2.25 
BROWN, C. H. 

Process for Making Preformed Support Structures. 


PAT-APPL-419 830 74-10 13C PC$3.25/MF$2.25 
BROWN, C. L. 

Status of Experimental Criticality Data for (Pu,U)O 

sub 2 Fuel Rods. 

BNWL-SA-4935 74-18 18K PC$4.00/MF$2.25 


BROWN, C. L. JR. 
Reprint: Net Filtering Efficiency of a 3-Meter Isaacs- 
Kidd Midwater Trawl. 
COM-74-50282-02-20/GI 

74-18 6C 


BROWN, C. R. 


Interferometry of Solid Thin Films. 
LBL-2264 74-14 14B PC$9.00/MF$2.25 


BROWN, CECIL E. JR. 
Increasing the Longevity of Dental Radiographic 
Processing Solutions with Replenishment. 
AD-769 485/4GI 74-01 6E PC$3.25/MF$2.25 


BROWN, CHRISTOPHER W. 


Laser Raman Spectroscopy of Solutes Dissolved in 
Water from a Remote Platform 
PB-233 432/4GI 74-18 7B PC$3.25/MF$2.25 


peeves CLINTON E. 
tus for Obtaining High Transfer Rates in Falling 


Ap Film Evaporators and Condensers. 
PATENT-3 613 779 74-07 13A Not available NTIS 


Simulation of Wake Vortices Descending in a Stably 

Stratified Atmosphere. 

AD-783 750/3GI 1A PC$3.75/MF$2.25 
BROWN, D. 


Multiwire Proportional Chamber Spectrometer for 
Nucleon--Nucleon Experiments. 
LA-5396-MS 74-07 18D PC$4.00/MF$2.25 


Small Turbine Engine Noise Reduction. Volume II. 
Noise Prediction Methods. 

AD-780 $73/2GI 74-17 21E PC$10.25/MF$2.25 
Techniques for Recording Solid State Transmission 
Spectra of Radioactive Compounds. 

AERE-R-7480 74-06 7E PC$3. 09/MFS2. 25 


Techniques for Recording Solid State Transmission 
Spectra of Radioactive Compounds. 
AERE-R-7480 74-07 7D PC$3.00/MF$2.25 


BROWN, D. B. 
Exploratory Tests of a Curved-Crystal X-Ray Spectro- 


graph for Diagnostics of the Casino Spectrum 
AD-784 402/0GI 74-22 20B Pcs. 25/MFS$2. 25 


BROWN, D. E. JR. 
Reprint: The Relationships among Professional Per- 
formance Ratings, Clinical Decisions, and Clinical Out- 


comes in Psychiatry. 
AD-774 722/3GI 


BROWN, D. G. 
Method of, and Apparatus for, Simultaneously Form- 
ing Differently Configurated Grooves and Coolant 
Channels in, and for, Rocket Engine Composite Chan- 
nel-T. Coolant-Type Coolant Wall Having a Com- 


plex Surface. 
PAT-APPL-427 286 131 PC$3.25/MF$2.25 


(Order as COM-74-50282-02) 


74-21 


74-08 5J Reprint 


74-18 


PA-134 


BROWN, D. J. 


Chemical Behavior and Ground Movement. 
ARH-SA-192 74-25 18G PC$4.00/MF$2.25 
Chemical Effluents Technology Waste Disposal In- 
vestigations, January--June 1965. 

BNWL-CC-285 74-13 8H PC$3.00/MF$2.25 
Chemical Effluents Technology Waste Disposal In- 
vestigations, July--December 1961. 

HW-72645-RD 74-09 8H PC$3.00/MF$2.25 
Chemical Effluents Technology Waste Disposal In- 
vestigations, July--December 1963. The Movement of 
Contaminated Ground Water from the 200 Areas to the 
Columbia River. 

HW-80909 74-10 8H PC$4.00/MF$2.25 


Evaluation of Earth Samples from Churn-Drilled 


Wells. 
HW-67415 74-10 8M PC$3.00/MF$2.25 


Fission Product Tritium in Separations Wastes and in 
the Ground Water. 
HW-74536 74-10 8H PC$3.00/MFS$2.25 


Geology Underlying the 241-AX Tank Farm. 
HW-79805 74-12 8H PC$3.00/MF$2.25 


Ground Water Travel Time Calculations for the 1301-N 


Crib. 
HW-80558 74-12 8H PC$3.00/MF$2.25 


Management of the Hanford Water Table and Waste 
Management Implications. 
ARH-1837 18H PC$4.25/MF$2.25 


Status of the Ground Water Beneath Hanford Reactor 
Areas, January 1962--January 1963. 
HW-77170 74-12 13B PC$3.00/MF$2.25 


BROWN, D.N. 


Prediction of Aircraft Ground Performance by Evalua- 
tion of Ground Vehicle Rut Depths. 
AD-775 744/6GI 74-10 1C PC$S5.75/MF$2.25 


BROWN, D. P. 
Optimization of the Clipping Time Constant for Bf sub 
3 Neutron Detectors Operated in a High Level gamma 


Environment. 
HEDL-SA-575 18D PC$3.00/MF$2.25 
BROWN, D. R. 


Commutative Semigroups 
Matrices. 
N74-26089/4GI 


BROWN, D. W 
Final Report on the Kiwi-B-1A Full Power Run. 


74-08 


of Real and Complex 


74-19 12A PC$3.25/MF$2.25 


LAMS-2708 74-02 21F PC$7.00/MF$2.25 
Geothermal Energy: A New Application of Rock 
Mechanics. 

LA-UR-74-821 74-25 8G PC$4.00/MF$2.25 


Kiwi-a Prime Test Series. Part II. Final Report on the 
Kiwi-A3 Full Power Rua. 
LAMS-2630 74-02 21F PC$S5.50/MF$2.25 


Kiwi-B-1B Reactor Experiment. Final Test Report. 
LA-3131-MS 7402 181 PC$14.75/MF$2.25 


Potential for Hot-Dry-Rock Geothermal Energy in the 


Western United States. 
LA-UR-73-1075 74-08 10A PC$3.25/MF$2.25 


Quantification of Cardiac Valvular Regurgitation. 

CONF-740708-24 74-24 6E PC$4.00/MF$2.25 

Reprint: Radiation-Induced Polymerization at High 

Pressure of 2,3,3,3-Tetrafluoropropene in Bulk and 

with Tetrafluoroethylene. 

COM-74-50623/9GI 74-20 7D Not available NTIS 

Unified Powered Flight Guidance. 

N74-12515/4GI 74-06 22A PC$4.25/MFS$2.25 
BROWN, DANIEL W. 


Reprint: Glass and Melting Transitions of Copolymers 
of Tetrafluoroethylene with Propylene and Isobu- 


tylene. 
COM-74-5102S/6GI 74-26 7D Not available NTIS 
Reprint: Radiation-Induced Polymerization at High 


Pressure of Cis- and Trans-1 ,3,3,3-Tetrafluoropropene 
in Bulk and With Te’ thylene. 
COM-74-50195/8GI 74-10 7E Not available NTIS 
Reprint: Radiation-Induced Polymerization of High 
Pressure of Cis- and Trans-1,3,3,3-Tetrafluoropropene 
in Bulk and with Tetrafluoroethylene. 


AD-772 188/9GI 74-05 7E Reprint 
Reprint: The Effect of Dilute Fluorine on Certain 
Fluoropolymers. 

AD-776 449/1GI 74-11 111 Reprint 


Reprint: The Effect of Dilute Fluorine on Certain 


Fluoropolymers. 
COM-74-50202/2GI_ 74-10 111 Not available NTIS 


BROWN, DAVID I. 


The Contingency Model of Leadership Effectiveness 
and Its Implications for Military Managers. 
AD-787 184/1GI 74-26 $3. PC$S.75/MFS$2.25 





BROWN, DEAN 


Survey of the Use of Educational Technology in the 
Armed Services. Volume I. 
AD-770 884/SGI 74-03 SI PCS$S.75/MF$2.25 


BROWN, DONALD R. 
A Brief Critique of Clausewitz and Rapoport on Theo- 


ries of War. 
AD-778 881/3GI 1SG PC$3.25/MF$2.25 
BROWN, E. A 


Accident and Transient Characteristics of Kiwi-B 
Reactors. 
74-02 21F PC$4.50/MF$2.25 


74-14 


LAMS-2542 

BROWN, E. B. 
Study of a Quasi-Microscope Design for Planetary 
Landers. 


N74-12502/2GI 7406 14E PC$3.75/MF$2.25 
BROWN, E.M 

Multiple Target Tracking Study. 

AD-778 957/1GI 74-14 171 PC$4.25/MF$2.25 


BROWN-EDWARDS, EDMUND G. 


Fluctuations in Heat Flux as Observed in the Ex- 
panded Flow from the RENT (Re-Entry Nose Tip) 


Facility Arc Heater. 
AD-772 671/4GI 16C PC$4.75/MF$2.25 


BROWN, F. 
Application of Instrumental Methods to the Determina- 
tion of Nuclear Fuel Materials for Safeguards. 
COS-15 74-11 18) PCs. 50/MF$2.25 
Application of Safeguards Techniques to a Large Zero- 
Energy Fast Reactor Facility. 
COS-14 74-11 183) PC$3.00/MF$2.25 
Criteria for the Design of Nuclear Installations to 
Facilitate the Application of Safeguards. 
COS-16 74-11 183 PC$3.00/MF$2.25 
Sampling of Stores for Safeguards Purpo: 
Ccos-4 74-11 = (183 Pcs: 25/MF$2.25 
Sampling of Stores for Safeguards Purpose: 
COS4-A 74-11 183 PCs3. 25/MF$2.25 


BROWN, F. GERALD 


What Municipal Employees Want from Work: A Pilot 
Study in Five Suburban City Governments 
PB-226 685/6GI 74-06 53 PC$3.7S/MF$2.25 


BROWN, F. LEE JR. 


Analysis of Water Characteristics of Manufacturing In- 

dustries and Their Adaptability to Semi-Arid Regions. 

PB-236 280/4GI 74-25 13B PC$6.25/MF$2.25 
BROWN, FIELDING 

Tunable Far Infrared a Fluoride Laser Using 


Transverse Optical Pu: 
AD-782 000/4GI maT) 20E PC$3.25/MF$2.25 


BROWN, FRANK D. 
Command, Control, and Communications for Un- 
manned Air Vehicles in Tactical Air Operations. 
Volume IV. Modifications/Improvements Evolutionary 


Program (MIEP). 
AD-909 130/7GI 17B PC$4.25/MF$2.25 


BROWN, FREDERICK B. 
Theoretical and Experimental Investigations of the 
Physics of Warm Clouds. 
AD-772 635/9GI 74-06 4A PC$7.00/MF$2.25 
BROWN, G. A. 
Applying a Water Quality Model to Pollution Manage- 
ment: D.O.--B.0.D. (Dissolved Oxygen-Biochemical 
Oxygen Demand) in Narragansett Bay, 
13B PC$3.75/MF$2.25 


714-06 


74-15 


COM-74-11592/4GI 74-26 

Power Plant Site Considerations at Charlestown, 

Rhode Island. 

COM-74-10735/0GI 74-11 10B PC$3.75/MF$2.25 
BROWN, G. E. 

Correlation Effects in Pion Condensates 

COO-3001-56 74-14 3B PCS3. 00/M F$2.25 


Death to Pion Condensates in Nuclear Matter. 
COO-3001-49 74-06 20H PC$3.00/MF$2.25 


New Interpretation of the Pion-—Nucleus Optical 
Potential for Pionic Atoms. 


COO-3001-55 74-14 7E PC$3.00/MF$2.25 

Research in Theoretical Nuclear Physics. Progress Re- 

port. 

COO-3001-70 74-23 20H PC$4.50/MF$2.25 
BROWN, G. L. 


Nuclear EMP: Some Aspects of EMP Hardness As- 
surance. 
PEM-23 


BROWN, G. S. 


Engineering Studies Related to Geodetic and Oceano- 
graphic Remote Sensing Using Short Pulse br or 9 
N74-30843/8GI 74-24 22A PCS$S.25/M 


nt Studies Related to the Geos-C Radar Al- 
eter. 
N74-30899/0GI 74-24 22B PCS$4.75/MFS$2.25 


74-23 18C =PC$4.00/MF$2.25 





Simulation Studies for NOAA Stabilized Compensation 
Program. 
COM-74-10517/2GI 
BROWN, G. V. 
Continuous-Span Box Girder Tests - Residual Stress 


Measurements. 
PB-225 713/7GI 13B PC$3.75/MF$2.25 


Magnetocaloric Pum 
PATENT-3 819 299 P1420 13K Not available NTIS 


Method of Fabricating a Twisted Composite Supercon- 


74-10 9E PC$S.25/MF$2.25 


714-04 


ductor. 
PATENT-3 763 552 
BROWN, GAINES 


Evaluation of Collapsible Recompression Chamber 
Manufactured by Dixie Mfg. Co. 
AD-778 994/4GI 74-15 6L PC$4.25/MF$2.25 


BROWN, GEORGE H. 
Drug Usage Rates as Related to Method of Data 


Acquisition. 
74-25 SJ PC$4.25/MF$2.25 


74-02 9A Not available NTIS 


AD-786 537/1GI 
BROWN, GEORGE R. 


Packaging of Oil in Plastic Pouches. 
AD-769 539/8GI 7401 13D PC$3.25/MF$2.25 


BROWN, GLENN H. 


The Physical and Structural Properties of Liquid 
Crystals and Their Potential as Detectors. 
AD. 770 685/6GI 7403 7D PC$6.25/MF$2.25 


BROWN, GUY S. 


Test of Glide Slope Guidance with and without Sim- 
plified Abbreviated Visual Approach Slope Indicator. 
AD-787 304/SGI 74-26 17G PC$3.75/MF$2.25 


BROWN, H. 
Feasibility Study in the Application of Optical Signal 
Analysis to Non-Destructive Testing of Complex 


Structures. 
N74-18527/3GI 14B -PC$3.75/MF$2.25 
BROWN, H. DEAN 


Analysis of Some Potential Manpower Policies for the 
All Volunteer Navy. 
AD-772 $82/3GI 


BROWN, HAROLD E. 


Process for Preparing Carrot Juice. 
PAT-APPL-297 123 74-11 6H PC$3.25/MF$2.25 


Process for Preparing Carrot Juice. 
PATENT-3 787 589 74-18 6H Not available NTIS 


BROWN, HARRISON 
International Development Programs of the Office of 


the Foreign Secretary 
SB PC$4.25/MF$2.25 


74-12 


74-06 SI PC$10.25/MF$2.25 


PB-230 $43/1GI 
BROWN, HARRY A. JR. 
Velocities of Falling Droplets One Millimeter in 


Diameter. 
AD-776 953/2GI 14B) PC$3.25/MF$2.25 
BROWN, J. 


Assessment of Modifications to the Experimental Dis- 
tress Alerting and Locating System. 
AD-780 $99/7GI 74-17 6G PC$S.25/MF$2.25 


BROWN, J. DAVID 


Reprint: Improved Spectroscopic Data Synthesis for 
Iodine and Predictions of J Dependence for B-X 
Transition Intensities. 


74-11 


74-11 


AD-771 503/0GI 74-04 7D Reprint 
BROWN, J. M. 

Pi - Bonding in Silicon Compounds. 

AD-779 $47/9GI 74-15 7C PC$3.25/MF$2.25 
BROWN, J. R. 


Physics Startup Test Program for the Fort St. Vrain 
H 


tgr. 
GULF-GA-A-12167 18K PC$3.50/MF$2.25 
BROWN, J. ROYCE 

Reprint: The Lincoln Training System. 

AD-778 403/6GI 74-14 SI Reprint 
BROWN, J. S. 

Thermodynamic and Transport Properties of Intersti- 

tial Hydrogen Isotopes in Palladium. Progress Report, 

April 1, 1973--December 15, 1973. 

COO-3551-8 74-15 20L PC$3.00/MF$2.25 
BROWN, J. W. 

Reduced Gravity Fecal Collector Seat and Urinal. 

PATENT-3 805 303 74-15 22B Not available NTIS 

A Satellite Measurement of Cosmic-Ray Abundances 

and Spectra in the Charge Range 2 Less Than or Equal 

to 7 Less Than or Equal to 10. 

N73-33777/6GI 74-02 3B PC$S5.25/MF$2.25 
BROWN, JAMES ARTHUR 

A Generalization of APL (A Programming Language). 

AD-770 488/SGI 74-02 9B PC$8.75/MF$2.25 


74-06 


BROWN, JAMES C. 


The Acquisition and Use of Meteorological Data in an 
Automated Oceanic Air Traffic Control System. 
AD-777 269/2GI 74-12 4B PC$4.25/MF$2.25 


Flight Plan Position Extrapolation in an Automated 
Oceanic Air Traffic Control System. 
AD-778 817/7GI 74-14 17G PC$4.25/MF$2.25 


Method of Precipitating Americium Oxide from a Mix- 
ture of Americium and Plutonium Metals in a Fused 
Salt Bath Containing PuO2. 

PATENT-3 804 939 74-26 7B Not available NTIS 


Methods for Improvement of Trickling Filter Plant 
cas Part I. Mechanical and Biological Op- 
PB-224 715/3GI 74-01 13B PC-GPO/MF$2.25-NTIS 


Progress Report Verification in an Automated Oceanic 


Air Traffic Control System. 
AD-780 803/3GI 74-17 17G PC$3.75/MF$2.25 


Remote Entry of Progress Reports in an Automated 
Oceanic Air Traffic Control System. 
AD-779 537/0GI 74-15 17G PC$3.75/MF$2.25 


BROWN, JAMES F. 


Tropical Analysis Model. 
AD-775 362/7GI 


BROWN, JAMES M. 


Tables and Conversions for Microclimatology. 
PB-234 158/4GI 74-19 4B PC$3.75/MF$2.25 


BROWN, JAMES R. JR. 
Nondestructive Evaluations of Composite Heatshield 
Materials before and after an Underground Nuclear 
Exposure. 
AD-783 851/9GI 74-21 11D PC$5.25/MF$2.25 


Nondestructive, Thermal, and Mechanical Properties 
Evaluations of Composite Heatshield Materials. 
AD-775 364/3GI 74-09 11D PC$15.25/MF$2.25 


BROWN, JERRY W. 
Models and Methods Applicable to Corps of Engineers 


Urban Studies. 
AD-786 516/SGI 13B PC$11.25/MF$2.25 
BROWN, JOHN H. 


Vessel Traffic System (VTS) Communication Study. 
AD-770 159/2GI 74-02 133 PC$7.00/MF$2.25 


BROWN, JOHN LOTT 
Critical Duration for Resolution of Acuity Targets. 


74-09 4B PC$3.25/MF$2.25 


74-25 


AD-783 694/3GI 74-21 $3 PC$3.75/MF$2.25 

Visual Elements in Flight Simulation. 

AD-772 586/4GI 74-06 1C PC$4.25/MF$2.25 
BROWN, JUNE 

The States’ Roles in Solid Waste Management. A Task 

Force Report, 

PB-227 014/8GI 74-06 13B PC$4.25/MF$2.25 
BROWN, K. B. 


Recovery of Uranium from Oil Shales. Part I. Extrac- 
tion of Uranium from the Shale Gangue. 
Y-564 74-25 18) Pcs10. 75/MF$2.25 


BROWN, K.L. 


Decay Turtle (Trace Unlimited Rays Through Lumped 
Elements): A Computer Program for Simulating 
Charged Particle Beam Transport Systems, Including 


Decay Calculations. 
74-15 20G PC$6.00/MF$2.25 


CERN-74-2 
Transport: A Computer Program sed Designing 


Charged Particle Beam Transport System 


CERN-73-16 74-09 20G PCS8. 25/MF$2.25 
BROWN, K. N. 

Basic Research on Malaria. 

AD-782 897/3GI 74-20 6M PC$8.75/MF$2.25 


BROWN, K. W. 
Retention of Elemental and Particulate Radioiodine on 
Alfalfa. 
NERC-LV-539-33 
BROWN, KEITH J. 
Large Scale Effects of Cloud Seeding. 
PB-226 051/1GI 74-04 4B PC$4.75/MF$2.25 
BROWN, KENNETH D. 


Development of Criteria and an Operating Procedure 
for Screening Government Owned Patents. Volume I. 
COM-74-10939/8GI 74-14 SA PC$4.75/MF$2.25 


Development of Criteria and an Operating Procedure 

for Screening Government Owned Patents. Volume II. 

COM-74-10940/6GI 74-14 SA PC$9.25/MF$2.25 
BROWN, KENT 

Physical Standards in an All-Volunteer Force, 

AD-787 049/6GI 74-26 6N PC$5.75/MF$2.25 
BROWN, L. B. 

The Outfitting of a Vessel Traffic System Data Collec- 

tion Trailer. 

AD-786 608/0GI 


74-24 6R PC$4.00/MF$2.25 


74-25 133 PC$3.25/MF$2.25 


BROWN, P. E. 


BROWN, L. C. 


High-Pressure lon- Buchange 
Remote Hot-Cell Operation. 
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Reprint: Sonobuoy Measurements in Thin Layers. 


PA-139 





BRYAN, GEORGE M. 


AD-782 989/8GI 74-20 83 Reprint 


Sears tee Aocieaine omorphic Deconvolu- 
to, Shallow-W ater Meine Seismology. Part I 


Models : 

AD-787 330/0GI 74-26 8K Reprint 
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BURKE, JACK 

Dual Lane Runway Study. 

AD-779 496/9GI 74-15 1E PC$3.25/MF$2.25 
BURKE, JAMES 

Amine Metabolism in Uremia. 

PB-235 255/7GI 74-23: 6A PC$4.25/MF$2.25 


BURKE, MICHAEL F. 


Cross Correlation Chromatography Applied to Gas- 
Solid Adso: Studies. 


AD-772 55: I 7406 7D PC$3.25/MF$2.25 
BURKE, P. G. 

Reprint: Low Energy Scattering of Electrons by Cesi- 

um Atoms. 

AD-769 768/3GI 74-01 7D Reprint 


Reprint: Rotational Excitation Cross Sections for e(-)- 
N2 Scattering. 


AD-776 468/1GI 74-11 7D Reprint 

Reprint: Spin-Polarization in the Elastic Scattering of 

Electrons by One-Electron Atoms. 

AD-780 074/1GI 74-16 7D Reprint 

Reprint: The R-Matrix Method in Atomic Physics. 

AD-780 075/8GI 74-16 7D Reprint 
BURKE, R. 8S. 


Reprint: Patent Accessory Canals: lncideace in Molar 
Furcation Region. 


AD-775 944/2GI 74-10 6E Reprint 
BURKE, R. W. 
it: Mechanisms of the Liebermann-Burchard and 
Color Reactioas for C' 


‘holesterol. 
COM-74-S0892/0GI 74-24 6A Not available NTIS 
BURKE, ROBERT T. 


in the Republic of 


Vietnam ( 1962 ir 1963), 
AD-779 795/4GI 74-16 15B PC$4.25/MF$2.25 
BURKE, ROBERT W. 
Resolution Plasma Display Tubc. 
776 807/0GI 74-11 9E PC$4.25/MF$2.25 
BURKE, W 


Materials for Phase Holographic Storage. 
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AD-776 275/0G1 74-10 14E PC$3.75/MF$2.25 
BURKE, W. DAVID 

Population Studies of Mississippi Sound and Inshore 

Gulf ep oeoamg” with Special Emphasis on Noxious 

Planktonic F. 

COM-74-11462/0G1 74-22 8A PC$10.00/MF$2.25 

Reprint: Observations on the Trophic Significance of 

Jellyfishes in Mississippi Sound with Quantitative Data 

on the Associative Behavior of Small Fishes with 

Medusae. 

COM-74-11481/0GI 74-23 6C Reprint 
BURKE, W. F. 


Elevated-Temperature True Stress-Tube Strain Tensile 
Behavior of AISI Type 304 Stainless Steel. 
CON F-740606-20 74-26 LIF PCS$4.25/MF$2.25 


BURKEL, WILLIAM E. 


Multiple-Layered Intimal Linings by Perfusion Culture. 
PB-226 863/9G1 74-06 6L PC$3.75/MF$2.25 


BURKERT, PETER 
Spectral Radiation Properties of the Atmosphere and 
the Earth. Profiles of Water Vapor and Methane Mix- 
ing Ratios from Measurements with Balloon Borne In- 
struments. 
AD-780 526/0GI 74-16 4A PC$3.75/MF$2.25 
BURKETT, JAMES R. 
Increasing and Evaluating the Readability of Air Force 


Written Materials. 
AD-786 820/1GI 74-25 SI PC$4.75/MF$2.25 


Readability of Textual Materials - A Survey of the 


Literature, 

AD-785 140/5GI 74-23. 53. ~PC$4.25/MF$2.25 

Techniques for Making Written Material More Reada- 

ble/Comprehensible. 

AD-786 849/0GI 74-25 SI PC$3.75/MF$2.25 
BURKETT, R. D. 


Amchitka Bioenvironmental Program. Limnology of 
Amchitka Island, Alaska. Final Summary Report and 
ss Report, July 1, 1972--September 30, 1973. 
BMI-171-153 74-17 8H PC$S5.00/MF$2.25 


BURKHANOV, V. F. 


Economic and Geographic Problems of Northern 


Technology--Translation. 
AD-786 791/4GI 74-25 13B PC$7.00/MF$2.25 


BURKHARDT, GARY L. 
Engineering Appraisal of SwRI Magnetic Crack 
Definer Applied to CH-47 Rotor Blades: Verification 
Addendum. 
AD-779 497/7G1 74-15 IC PC$3.75/MF$2.25 
BURKHARDT, JAMES H. JR. 
Continuous Dynamic Error Monitoring Device for Nu- 
merically Controlled Machines. 
PATENT-3 794 814 74-24 13H Not available NTIS 
BURKHARDT, L. A. 


Effects of Pressure, Oxygen Concentration, and 
Forced Convection on Flame Spread Rate of Plexiglas, 


Nylon and Teflon. 
N74-16621/6G1 74-10 21B PC$3.75/MF$2.25 


BURKHART, J. A. 


Endurance Testing of Downstream Cathodes on a 

Low-Power Mpd Thruster. 

N74-20440/5GI 74-14 21C PC$3.75/MF$2.25 
BURKHART, MARVIN D. 


Reprint: Sea Ice. Part 2. Ice Distribution and Forecast 
Services, North American Arctic Waters. 
COM-73-90027-06-01/GI 

74-26 4B (Order as COM-73-90027-06) 


Reprint: Sea Ice. Part 3. Ice Distribution and Forecast 
Services, Eurasian Waters. 
COM-74-90018-04-01/GI 
74-22 4B (Order as COM-74-90018-04) 
BURKHART, TERRY P. 


Comprehensive Plan and gt — for the 

Town and Village of Bolivar, New Y 

PB-224 704/7GI 74-01 13B Css. 25/MF$2.25 
BURKHEAD, JUNIOR H. 


The Revised Role of the Army National Guard in the 

Total Force Concept. 

AD-778 908/4GI 74-14 1SC PC$3.75/MF$2.25 
BURKHOLDER, JAMES ARTHUR 

Natural Resources Management in the Great Lakes 


Basia, 

COM-73-11943/0GI 7402 13B PC$7.00/MF$2.25 
BURKLUND, VERNON D. 

Vent and Destruct System. 

PATENT-3 734019 74-26 19A Not available NTIS 
BURKS, A. E. 


Continuously Reinforced Concrete Pavements - A Re- 
port of the Study Group, 
PB-231 606/SGI 74-13 13C =PC$4.25/MF$2.25 
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BURKS, DAVID G. 
Uesqpensy Agility and Radar Pointing Errors Due to 
ul “ 
AD-787 390/4GI 74-26 171 PC$S.7S/MF$2.25 
BURKS, STERLING L. 
Effects of Residual Toxins in Oil Refinery Effiuents 
on Aquatic O: jisms 
PB-235 910/7G 
BURLAGA, L. F. 
Causes of Forbush Decreases and Other Cosmic Ray 
Variations. 
N74-32245/4GI 74-25 3B PC$3.75/MF$2.25 


A Discussion of Interplanetary Post-Shock Flows with 
Two Examples. 


74-24 6F PC$4.75/MF$2.25 


N74-19424/2GI 74-13 3B PC$3.75/MF$2.25 
Interplanetary Stream Interfaces. 
N74-18487/0GI 74-12 3B PC$3.75/MF$2.25 


itepienteneey Streams and Their Interaction with the 


N74-30258/9GI 74-24 3B PC$4.25/MF$2.25 
Sweet’S Mechanism in the Solar Wind. 
N74-21410/7GI 74-15 3B PC$3.25/MF$2.25 


BURLESON, ERICA 


The Role of the Coach in Public Service Employment: 

The Vermont Experience. 

PB-231 898/8GI 74-13 SI PC$3.75/MF$2.25 
BURLESON, RICHARD A. 


SWP Versus PEP: A Comparison Between the Ver- 
mont E/D Special Work Project and the Public Em- 


ployment Pro; in Vermont. 
PB-231 895/ 74-13 SI PC$4.75/MF$2.25 
BURLEY, R. R. 


Flight Velocity Effects on Jet Noise of Several Varia- 
tions of a Twelve-Chute Suppressor Installed on a Plug 


Nozzle. 
N74-15466/7GI 74-09 21E PC$3.75/MF$2.25 


Flight Velocity Effects on Jet Noise of Several Varia- 
tions of a 48-Tube Suppressor Installed on a Plug Noz- 


zie. 
N74-15465/9GI 74-09 21E PC$3.75/MF$2.25 


Flight Velocity Effects on the Jet re of Several 
Variations of a 104-Tube Suppressor Nozzle 
N74-28240/1GI 74- 21E PC$4. 25/MF$2. 25 
Preliminary Measurement of the Airframe Noise from 
an F-106B delta Wing Aircraft at Low Flyover Speeds. 
N74-19668/4GI 74-14 1C PC$3.75/MF$2.25 
Suppressor Nozzle and Airframe Noise Measurements 
During Flyover of a Modified F106b Aircraft with Un- 
derwing Nacelles. 
N74-29379/6GI 
BURLINGAME, A. L. 
Analytical Techniques for Identification and Study of 
Organic Matter in Returned Lunar Samples. 
N74-29475/2GI 74-24 8G PC$7.00/MF$2.25 
BURLINGTON, H. 


Hayflick’S Hypothesis: An Approach to in-Vivo Test- 


ing. 
BNL-18801 74-21 6C PC$4.25/MF$2.25 
BURLINSON, NICHOLAS E. 


Photochemistry of TNT: Investigation of the ‘Pink 
Water’ Problem, 
AD-769 670/1GI 74-01 7E PC$3.25/MF$2.25 


BURMAN, Z. I. 


Problem of Using the Method of Finite Elements to 
Construct an Algorithm for Calculating a Thin-Walled 
Reinforced Shell of an Extremely Irregular Nature and 
Adapting This Problem to the Electronic Digital Com- 
puter--Translation. 

AD-776 892/2GI 74-11 20K PC$3.25/MF$2.25 


ep eva HARLAND R. 


Microbiological Screening Process for Aflatoxin. 
PATENT-3 360 441 74-16 6M Not available NTIS 


BURN, N. 
——s of the Crnl Mp Tandem for 13 Mv Opera- 


74-24 20A PC$3.75/MF$2.25 


AECL-4512 74-16 20G PC$5.25/MF$2.25 
BURNAZYAN, A 

A Biologist’S Questions on Space. 

N74-10979/4GI 74-05 6C PC$3.25/MF$2.25 


BURNAZYAN, A. I. 
Concise Handbook on Space Biology and Medicine. 


Book I, 
IPRS-61236-1 74-10 22A PC$7.50/MF$2.25 


Concise Handbook on Space Biology and Medicine. 


Book Il, 
IPRS-61236-2 74-10 22A PC$8.75/MF$2.25 


Somatic Effects of Chronic Irradiation. Summaries of 
Delivered at the All-Union Symposium on the 
Effects of Chronic External gamma Irradiation on the 
Dog O , Istra, 16--20 October 1972. 
CONF-7210114- 74-14 6R PC$8.50/MF$2.25 


BURNELL, D. G. 
Miniaturized High Speed Controls for Turbine En- 
gines. 
AD-916 364/3GI 74-13 21E PC$S5.75/MF$2.25 


BURNELL, DENNIS G. 
Turbine Engine Fuel Control Reliability and Maintaina- 


bility Analysis. 

AD-771 030/4GI 7404 21E PC$6.25/MF$2.25 
BURNELL, JAMES M. 

Acid-Base Chemistry and Human Bone. 

PB-224 941/SGI 74-01 6E PC$3.25/MF$2.25 


BURNER, EUGENE L. 
Method and Apparatus for Determining Rate of Pres- 
sure Change. 
PATENT-3 054 295 74-09 14B Not available NTIS 
BURNES, GEORGE 


Reprint: Potential Energy Surface for the Hydrogen 
Molecule Helium System. 


AD-781 465/0GI 74-18 7D Reprint 
BURNET, G. 

Analytical Methods for Characterization of Fly Ash. 

IS-M-14 74-17 7D PC$4.25/MF$2.25 
BURNETT, D. S. 


Hydrogen and Fluorine in the Surfaces of Lunar Sam- 


ples. 
N74-30291/0GI 74-24 3B PC$3.75/MF$2.25 
BURNETT, DALE 


Hydrologic Engineering Methods for Water Resources 
Development. Volume 4, Hydrography Analysis. 
AD-774 261/2GI 74-08 8H PC$5.25/MF$2.25 


BURNETT, E. F. P. 


Residential Buildings and Gas-Related Explosions. 
COM-74-10127/0GI 74-05 13M PC$3.75/MF$2.25 


BURNETT, G. A. 


Study of Small Turbofan Engines Applicable to 
General-Aviation Aircraft 


N74-10725/1GI 74-04 21E PC$7.00/MF$2.25 
BURNETT, J. E. 

Industrial Use of Aerospace Technology. 

N73-33923/6GI 74-02 SA PC$3.25/MF$2.25 


BURNETT, L. J. 
Multifrequency Phase-Coherent Pulse NMR Spec- 
trometer: Description and Operation. 
LA-5270 74-13 18D PC$4.00/MF$2.25 
BURNETT, RONALD D. 


Community Noise Survey-Offutt AFB, Nebraska, 
AD-784 841/9GI 74-23. 1E PC$4.25/MF$2.25 


Industrial Hygiene Evaluation of Spray Applications of 


Polyurethane Coatings, 
AD-784 843/5GI 74-23 63 + PC$4.25/MF$2.25 


BURNETT, SIBLEY C. 


Pulsed High-Beta Fusion Reactor. 
PATENT-3 748 226 74-06 18A Not available NTIS 


BURNETT, THOMAS D. 


Analysis of Ballistic Calibration Data and Govern- 

ment/Contractor CEP Test Data with Respect to the 

AN/TPQ-27 Contract Incentive Fee Determination. 

AD-781 373/6GI 74-18 19E PC$3.75/MF$2.25 
BURNETT, WILLIAM C. 


Phosphorite Deposits from the Sea Floor off Peru and 

Chile: Radiochemical and Geochemical Investigations 

Concerning Their Origin. 

AD-782 587/0GI 74-19 83 PC$7.00/MF$2.25 
BURNETTE, FRED C. 


Prevention of Swelling Salt Precipitation in Reverse 
Osmosis Fabrication. 
PATENT-3 536795 74-07 7A Not available NTIS 


BURNETTE, G. W. 


Bwr Blowdown Heat Transfer Program. Task C4 Re- 
port: Preliminary System Design Description of Two- 
Loop Test Apparatus. Revision 1. 

GEAP-13276-! 74-15 181 PC$S.45/MF$2.25 


Task B Topical Report: Evaluation of Direct Heaters 

and Hydrodynamic Measurement Techniques under 

Simulated Loca Conditions in a Single-Loop Test Ap- 

paratus. 

GEAP.-20512 74-26 181 PC$7.60/MF$2.25 
BURNETTE, R. D. 


4 Fuel Performance in the Peach Bottom Reactor. 
GULF-GA-A-12675 74-13 18E PC$S.50/MF$2.25 


BURNEY, G. A. 


Processing of exp 238 Pu and A 237 Np with 


Macroporous Anion Exchange Resin 
DP-1333 7409 18B ” PC$4.00/MFS2.25 


Separation of exp 238 Pu from exp 237 Np by Pres- 


surized Anion Exchange. 
DP-1331 74-13 7D PCS$4.00/MF$2.25 
BURNEY, J. BR. 


Simulation of the Hydrology of Ungaged Watersheds. 
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PB-229 670/SGI 74-10 8H PC$4.25/MF$2.25 
BURNEY, L.G. 

Preliminary Investigation of the Effects of Dye Con- 

centration on the Output of a Multiwavelength Dye 

N74-23084/8GI 74-18 20E PC$3.25/MF$2.25 
BURNHAM, C. ALAN 


A Digital Computer Model of an Idealized Stabilized 
Sight. 
AD-785 544/8GI 74-23 19E PC$3.75/MF$2.25 


BURNHAM, J.B. 


Quantified Social and Aesthetic Values in Environmen- 
tal Decision Making. 
BNWL-SA-4952 74-25 181 PC$4.00/MF$2.25 


Technique for Environmental Decision Making Using 
Quantified Social and Aesthetic Values. 
BNWL-1787 74-16 181 PC$7.60/MF$2.25 


BURNHAM, JEFFREY C. 


Bacterial Control of Aquatic Algae, 
PB-236 185/SGI 74-25 6F PC$4.75/MF$2.25 


BURNHAM, M. W. 


Mathematical Centering on the Rigid ARM Sweep 
Gage. 
RFP-2074 74-12 14B  PC$4.00/MF$2.25 


BURNHAM, R. L. 
High Temperature Plasma Radiation: A Study of the 
Recombination Continuum of Argon in the Ultraviolet 
ae the Conditions for Equilibrium in Nitrogen 
A . 
AD-787 783/0GI 74-26 201 PC$3.75/MF$2.25 
BURNIE, GLEN 


Electronic Chopper Circuit. 
PATENT-3 669 499 74-04 9E Not available NTIS 


BURNITT, M. G. 


The Development of a Pseudo-Nyquist Analysis 
Technique for Hybrid Sampled-Data Control Systems. 


N73-33847/7GI 74-02 22D PC$3.75/MF$2.25 
BURNS, A 

On the Nature of Large Clear Air Gusts Near Storm 

Tops. 

N74-13402/4GI 74-07 4B PC$3.75/MF$2.25 
BURNS, A. B. 


Structural Evaluation of Candidate Space Shuttle Ther- 
mal Protection Systems. 
N74-22502/0GI 74-17 22B PC$4.25/MF$2.25 


BURNS, C. D. 


Comparative Performance of Structural Layers in 
Pavement Systems. Volume I. Design, Construction, 
and Behavior under Traffic of Pavement Test Sections. 
AD-785 024/1GI 74-23 13B PC$8.50/MF$2.25 


BURNS, CHARLES M. 


Reprint: Effect of Temperature and Molecular Weight 
on the Rate of Spreading of Polystyrene Melts on 
Plane Soda Lime Glass Surfaces. 

AD-786 992/8GI 74-25 7D Not available NTIS 


Reprint: Kinetics of Spreading. Polystyrene Melts on 

Plane Glass Surfaces. 

AD-782 341/2GI 74-19 7D Not available NTIS 
BURNS, CHARLES P. 


Study of Comparative Costs for Far-Field Antenna 

Patterns Determined by Near-Field Measurements and 

by Far-Field Measurements. 

AD-775 472/4GI 74-09 20N PC$4.75/MF$2.25 
BURNS, DAVID C. 


A Computer Simulation Case for the Auditing Class- 


room. 
AD-780 218/4G1 74-16 SI PC$S.75/MF$2.25 
BURNS, DAVID S. 


Special Event Detection for an Unattended Seismic 

Observatory. 

AD-778 493/7GI 74-14 8K PC$4.75/MF$2.25 
BURNS, E. A. 

Reinforced Structural Plastics. 

PATENT-3 647 529 74-18 11D Not available NTIS 
BURNS, ERSKINE J. T. 

Calorimeter for Soft X-Ray Plasma Sources. 

AD-773 765/3GI 74-07 201 PC$3.25/MF$2.25 
BURNS, F. J. 

Proliferation of Early Tumor Foci in Irradiated Rat 

Skin. Period Covered: August 1, 1973--July 31, 1974. 

COO-3380-13 74-21 6R PC$4.25/MF$2.25 

Theoretical Aspects of Growth Fraction in a G sub 0 

Model. 

COO-3380-15 74-21 6E PC$4.00/MF$2.25 

Tumorigenic Action of beta, Proton, alpha, and Elec- 

tron Radiation on Rat Skin. Progress Report, August |, 

1972--July 31, 1973. 

CO0-3380-10 74-02 6R PC$3.25/MF$2.25 


Tumorigenic Action of beta, Proton, alpha, and Elec- 
tron Radiation on the Rat Skin. Progress Report, Au- 
gust |, ——" 31, 1974. 

COO-3380-16 74-21 6R PC$4.00/MF$2.25 

BURNS, G. 

Reprint: Dissociation of Vibrationally-Rotationally 
Excited 12(B triplet Pi(0+)u). 

AD-773 215/9GI 74-06 7D Reprint 


Reprint: Dissociation of Vibrationally-Rotationally 
Excited [2 (B triplet Pi(0)u(+ )). 
AD-777 336/9GI 74-12. 7D Reprint 


Reprint: Trajectory Studies of Atomic Recombination 
Reactions. VI. Recombination of Oxygen Atoms in 


Argon. 
AD-782 933/6GI 74-20 7D Reprint 
BURNS, G. W. 


High Reliability Sheathed, Beryllia Insulated, Tung- 
sten-Rhenium Alloy Thermocouple Assemblies; Their 
Fabrication and Emf Stability. 

N74-29775/SGI 74-24 14B  PC$3.75/MF$2.25 


BURNS, GEORGE 


Kinetics of Association- oo. Reactions and 
Energy Transfer in Diatomic Molecule: 
AD-779 039/7GI 74-15 7D PCS3: 25/MF$2.25 


Reprint: Improved Spectroscopic Data Synthesis for 
Iodine and Predictions of J Dependence for B-X 
Transition Intensities. 

AD-771 503/0GI 74-04 7D Reprint 


Reprint: Recombination of Iodine Atoms by Flash 
Photolysis over a Wide Temperature Range. IV. 
Kinetic Isotope Effect. 

AD-770 756/SGI 74-03 7D Reprint 


Reprint: Recombination of Iodine Atoms by Flash 
Photolysis over a Wide Temperature Range. v. 12 in 
CF4, SF6, CO2, Ne, Kr. 

AD-771 501/4GI 74-04 7D Reprint 
Reprint: Trajectory Studies of Atomic Recombination 
Reactions. IV. Recombination of Iodine Atoms. 
AD-770 664/1GI 74-03 7D Reprint 


Reprint: Trajectory Studies of Atomic Recombination 

Reactions. V. Recombination of Bromine Atoms. 

AD-772 359/6GI 74-05 7D Reprint 
BURNS, GEORGE W. 

Thermocouple Reference Tables Based on the IPTS- 


68. 
COM-74-50351/7GI 
74-13. 14B) PC-GPO/MF$2.25-NTIS 


BURNS, I. FENNELL 


Software Engineering and Specification Validation. 
Computer-Aided Software Engineering Program, Soft- 
ware Capabilities Description. 

AD-915 757/9GI 74-14 1S8C PC$4.75/MF$2.25 


BURNS, J. J. 


Plutonia Aerodynamic Disk (Pad) Summary Report. 
LA-5527-MS 74-23 18N PC$4.50/MF$2.25 
Sea, Ice and Surface Water Circulation, Alaskan Con- 
tinental Shelf. 

E74-10118 74-05 8C PC$3.25/MF$2.25 


BURNS, J. W. 


Reprint: Influence of Ethanol on Cardiovascular 
Tolerance to +Gz Acceleration. 
AD-774 173/9GI 74-08 6S Reprint 


BURNS, JOHN C. 


Evaluation of Pavement Surface Properties and Vehi- 
cle Interaction, 
PB-228 446/1GI 7408 13B PC$S.75/MF$2.25 


BURNS, JOHN J. 


Reprint: Adoption of a Strange Pup by the Ice Inhabit- 
ing Harbor Seal, Phoca vitulina largha. 
AD-785 750/1GI 74-24 6C Reprint 


BURNS, KATHRYN 


Reprint: Intercalibration of Analyses of Recently 
Biosynthesized Hydrocarbons and Petroleum 
Hydrocarbons in Marine Lipids. 


AD-770 231/9GI 74-02 6F Reprint 
BURNS, L. A. 

Ecosystems Analysis of the Big Cypress Swamp and 

Estuaries. 

PB-233 070/2GI 74-17 6F PC$10.25/MF$2.25 


BURNS, MARK G. 

Evaluation of Oral Administration of Adenine to Dogs 

and Primates. 

AD-780 849/6GI 74-17 6T PC$3.25/MF$2.25 
BURNS, MARVIN 

Pressure Suit Joint System. 

PATENT-3 705 426 74-07 6K Not available NTIS 
BURNS, NOEL M. 


Project HYPO. An Intensive Study of the Lake Erie 
Central Basin Hypolimaion and Related Surface Water 
Phenomena. 

PB-231 679/2GI 74-14 8H PC$7.00/MF$2.25 


BUROV, V. V. 


BURNS, R. A. 


Spacelab Phase B Study Environmental Control 
System Component Handbook 


N74-18512/SGI 74-12 22B PC$4.75/MF$2.25 
BURNS, R. E. 

Diffusion from a Line Source. 

N74-17333/7GI 74-11 13B  PC$4.25/MF$2.25 


Feasibility Evaluation and R and D Program Plan for 
Transuranic Partitioning of High-Level Fuel 
Reprocessing Waste. 


BNWL-1776 74-10 18G PC$S.45/MF$2.25 

Inclusion of Known Integrals in the Optimal Trajecto- 

ry Problem. 

N74-16537/4G1 74-10 22C PC$3.25/MF$2.25 
BURNS, R. K. 


Parametric Thermodynamic Analysis of Closed-Cycle 

Gas-Laser Operation in Space. 

N74-22175/SGI 74-17 20E PC$4.25/MF$2.25 
BURNS, REUBEN DONALD 

Management by Objectives in Today's Navy. 

AD-782 319/8GI 74-19 SA PCS$S. SIMS2. 2s 
BURNS, ROBERT W. 

Reprint: Method for Optically Aligning Small 


Specimens. 

AD-772 922/1GI 7406 20F Reprint 
BURNS, ROBERT W. JR. 

The Elements of Access to Agricultural Sciences In- 

formation Within Colorado, Montana, New Mexico, 

and Wyoming. 

PB-234 351/SGI 74-22 SB PC$8.75/MF$2.25 
BURNS, ROGER G. 

Nucleation and Mineralogical Controls on the Com- 

position of Manganese Nodules, 

PB-225 988/SGI 74-05 8D (Order as PB-225 983) 
BURNS, RUSSELL W. 

MCU Microprogramming Language Study-Source 

Level Description. 

AD-784 440/0GI 74-22 9B PC$4.25/MF$2.25 


BURNS, WILLARD A. 


Reprint: Lipase-Secreting Acinar Cell Carcinoma of 
the Pancreas with Polyarthropathy. A Light and Elec- 
tron Microscopic, Histochemical and Biochemical 
Study. 


AD-783 233/0GI 74-20 6E Reprint 
BURNS, WILLIAM F. 

NATO in Strategic Perspective. 

AD-773 316/SGI 74.07 SD PC$S.7S/MF$2.25 
BURNSIDE, C. H. 


Multiple-Flame Combustion Model FORTRAN IV 

Computer Program. 

AD-781 128/4GI 74-17 211 PC$4.75/MF$2.25 
BURNSIDE, W. D. 

Analysis of On-Aircraft Antenna Patterns. 

AD-777 975/4G1 74-13 9E PC$4.25/MF$2.25 

Computer Analysis of Aircraft and Shuttle Antennas. 

N74-26666/9GI 74-20 9E PC$3.25/MF$2.25 

Edge Diffracted Caustic Fields. 

N74-22874/3GI 74-18 9E PC$3.75/MF$2.25 


Flush-Mounted Antennas Radiating on Aircraft Type 
Surfaces. 

N74-28707/9GI 74-22 9E PC$4.25/MF$2.25 
Numerical Solutions to Some On-Aircraft Antenna Pat- 
tern Problems. 

AD-777 977/0GI 74-13 9E PC$3.75/MF$2.25 
Roll Plane Analysis of on-Aircraft Antennas. 
N74-16953/3GI 74-11 9E PC$3.25/MF$2.25 


A Study of KC-135 Aircraft Antenna Patterns. 
N74-26663/6GI 74-20 9E PC$3.25/MF$2.25 


A Technique to Combine the Geometrical Theory of 

Diffraction and the Moment Method. 

AD-777 976/2GI 74-13 9E PC$3.75/MF$2.25 
BURNSIDE, WALTER DENNIS 

Analysis of On-Aircraft Antenna Patterns. 

AD-777 989/SGI 74-13 9E PC$7.25/MF$2.25 
BURNSTEIN, R. A 

Low Momentum K exp + -Proton Scattering. Techni- 

cal Report No. 74-112. 

ORO-2504-216 74-25 20H PC$4.50/MF$2.25 
BUROKER, GAYLE E. 

High Stability Temperature Compensated Crystal 

Oscillator Study. 

AD-774 821/3GI 7409 9E PC$3.25/MFS$2.25 
BUROV, N. F. 


Reprint: New Hand-Operated Electric Tools (Drills, 
etc)--Translation 


AD-784 154/7GI_ 74-22 131 =PC$3.25/MF$2.25 
BUROV, V. Vv. 

One Universal Nuclear Charge Density Distribution. 

JINR-E4-8029 74-25 20H PC$4.00/MFS2.25 
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BurRR, J. C. 


BURR, J.C. 
Use of Whatman-41 Filters in Air Quality Sampling 


Networks (With A to Elemental Analysis). 

N74-22797/6GI 74-18 14B PC$4.25/MF$2.25 
BURR, ROBERT C. 

Flocculants from Starch Graft Copolymers. 

PATENT-3 669915 74-16 7C Not available NTIS 

Method of Preparing Starch Graft Polymers. 

PATENT-3 664 74-19 7C Not available NTIS 
BURRELL, D.C. 


— Metal Leong omen in ye a, hy * een 
e 1972-- 
RLO-2229- mLoia2s FD? a 74 3 8) Posto. Pa hAP$2.25 


BURRELL, M. O. 
Particle Radiation Environment for the LST. 
156/9GI 74-20 3A PC$3.25/MF$2.25 


BURRELL, ZEB L. 101 
ieaneney Agility and Radar Pointing Errors Due to 


AD-787 390/4GI 74-26 171 PC$S.75S/MF$2.25 
BURRIDGE, ROBERT 

Reprint: Horizontal Ray Theory for Ocean Acoustics. 

AD-780 078/2GI 74-16 20A Reprint 
BURRIGHT, BURKE K. 

Aa te Urban Transportation Model: Economet- 

tic Specification, 

AD-786 714/6G1 74-25 13B PC$3.75/MF$2.25 
BURRIN, R. H. 

Sound tion in and Radiation from Acoustically 

Lined Flow ts: A Comparison of Experiment and 

N74-10640/2G1 74-04 20A PC$7.50/MF$2.25 
BURRIS, J. H. 


General Transient Productivity Program. 
CTC-60 74-21 18B PC$S5.45/MF$2.25 


BURRIS, R. D. 
Approximate Simulation of a Very Complex Computer 


System. 

CTC-INF-1068(Rev.1) 74-18 9B PC$4.00/MF$2.25 
BURROW, PAUL D. 

Deke Gil ore Dissociative Attachment from the 02(a singlet 


ADT, NealeGi 74-07 7D Reprint 
BURROWS, BENJAMIN 
Study of Genetic Predisposition to Chronic Obstructive 
Disease. 


PB-225 $26/3GI 74-04 6E PC$3.25/MF$2.25 
BURROWS, DANIEL 


Anomalies of Heat Treatment to Carburized Stee 
AD-780 795/1GI 74-17 11F PC$3. nS/MPS2. 25 


Mammalian Toxicology and Toxicity to Aquatic Organ- 
isms of White P' and ‘Phossy Water’, A 
Waterborne Munitions Manufacturing Waste Pollutant 


- A Literature Eva " 
AD-777 901/0GI 74-13 6T PC$4.25/MF$2.25 
BURROWS, DICKINSON W. 


Mammalian Toxicology and Toxicity to Aquatic Organ- 
isms of TNT, DNT, and Other Munitions Manufactur- 
ee Constituents of Pink Water - A Literature 


E . 

AD-777 903/6GI 74-13 6T PC$4.75/MF$2.25 
BURROWS, MICHAEL L. 

Reprint: On the Composite Model for Rough-Surface 


Scattering. ’ 

AD-772 145/9GI 74-05 20N Reprint 
BURROWS, BR. 

Supersonic Tests of an 0.015 Scale Space Shuttle 

Mated Vehicle Model (67-Ots) in the Larc Upwt to Ob- 

tain Aerod ic Force Data (Ia42a/B). 

N74-32323/9GI 74-25 22B PC$11.50/MF$2.25 
BURROWS, R. RB. 


Results of Transonic Wind Tunnel Tests on an 0.015- 

-— Space Shuttle Mated Vehicle Model (67-Ots) in 
the Larc 8 Foot Tpt (1A41). 

N74-33322/0GI 74-26 22B PC$10.25/MF$2.2S 


Wind Tunnel Test of the 0.019 (2A Configuration) Jet 
Plume Space Shuttle Integrated Vehicle in the Arc 9 
7-Foot Unitary Wind Tunnel (Ia12b). 
4-33307/1GI 74-26 22B PC$21.25/MF$2.25 
BURROWS, T. A. 
A Keyword-Oriented Literature S " 
COM-74-10363/1GI 74-07 SB .2S/(MFS$2.25 


SCINTDR-A ram for Controlling the Fremouw 


Scintillation Model. 
COM-74-10824/2GI 74-12, 4A PC$3.25/MF$2.25 
BURSAKOVA, N. S. 


Measurements of the Distribution of Atmospheric 
Aerosol in the Surface Layer--Translation. 
AD-784 181/0GI 74-22 4A PC$3.25/MFS$2.25 
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BURSILL, LESLIE A. 


Reprint: The Thermodynamics of the Titanium + Ox- 
ygen System: An Isothermal Gravimetric Study of the 
Composition Range Titanium Oxides at 1304K. 
AD-771 494/2GI 74-04 7D Reprint 


BURSNALL, W. J. 
Study of 1980 Comet Eacke-Asteroid Missions Using a 
Spin-Stabilized Spacecraft. Volume 1: Summary Re- 
port. 
N74-12485/0GI 74-06 22A PC$3.75/MF$2.25 
Study of 1980 Comet Encke-Asteroid Missions Using a 
tabilized 


Spin-Si Spacecraft. Volume 2: Technical Re- 
4-12486/8GI 74-06 22A PC$10.00/MF$2.25 
BURSON, Z. G. 


Areal Snowpack Water-Equivalent Determinations 
Using Airborne Measurements of Passive Terrestrial 


— tion. 
'GG-1183-1615 74-07 8L PC$3.00/MF$2.25 


BURSTADT, P. L 

Effect of Screen-Induced Total-Pressure Distortion on 
Axial-Flow Compressor Stability. 

N74-22626/7G1 74-18 iE PC$4.75/MF$2.25 
Formulation of a Distortion Index Based on Peak 
Compressor Pressure Ratios. 

N74- I 74-22 21E PC$3.25/MF$2.25 
Instantaneous Distortion in a Mach 2.5, 40-Percent-In- 
ternal-Contraction Inlet and Its Effect on Turbojet 


Stall Mi " 
N74-30243/1GI 74-24 21E PC$3.75/MF$2.25 


Reprint: Theory of Surface Polaritons in Anisotropic 
Dielectric —_ with Application to Surface Mag- 
netoplasmons in Semiconductors. 

AD-782 115/0GI 


74-19 20L Reprint 
BURT, DAVID A. 


Rocket Instrumentation for Icecap 73A Auroral Mea- 
surements -- Black Brant 18.205-1, 
AD-781 184/7GI 74-18 4A PC$S.75/MF$2.25 


BURT, JAMES O. 

Luminaire Vibration Suppression Study. 

PB-235 287/0GI 74-23 113A “PCS3 .75/MF$2.25 
BURT, JOHN W. 


G-200 Bearing: An Analysis Concerning the Reliability 

of an Inexpensive Part and Its Effect on Depot Level 

Repair Cost. 

AD-775 691/9GI 74-10 17G PC$S.25/MF$2.25 
BURT, MARVIN R. 


The Care and Treatment of Neglected and Dependent 


Children: Metropolitan Nashville. 
PB-228 381/0GI 74-08 SK PC$3.25/MF$2.25 


BURT, RB. A. 
Solid Metabolic Waste Transport and Stowage In- 


ve 6 
N74-32561/4GI 74-26 6K PC$10.00/MF$2.25 
BURT, ROGER A. 


a of a Computer Simulation for the Action- 
Processes of Command and Control Staffs. 
ADS 236/3G1 74-09 SI PC$4.75/MF$2.25 


Feasibility of a Computer Simulation for the Action- 

Handling Processes of Command and Coatrol Staffs. 

AD-775 236/3GI 74-09 SI PC$4.75/MF$2.25 
BURT, THOMAS E. 


Influence of Selected Modular Container Designs 
(PALCON/TRICON) on LKA-113 Class Ship Cargo 
Handling and Storage. 

AD-785 917/6GI 74-24 13D PC$S.75/MF$2.25 


BURT, WAYNE V. 


Repriat: Compilation of Reprints. 
AD-773 $60/8GI 74-07 83 Reprint 


Reprint: The Surface Wind Over an Upwelling Area 


Near Pisco, Peru. 

AD-773 564/0GI 74-07 4B Reprint 

Use of On-Line Computers in Environmental 

Research. 

AD-770 614/6GI 74-02 9B PC$3.2S/MF$2.25 
BURTIS, C. A. 

Chemical it Section B Semiannual Progress 


Developmen 
Report, March 1, 1973 to August 31, 1973. Part I. 
ORNL-TM-4370 74-16 7D PC$30.S0/MFS$2.25 


BURTIS, CARL A. 


Automated Sample-Reagent Loader. 
PAT-APPL-350 860 74-13 6B PC$3.25/MF$2.25 


Compact Dynamic Multistation Photometer Utilizing 


Hy a! Curvette Rotor. 
PATENT-3 798 459 74-25 14B Not available NTIS 


BURTON, A. N. 
sag Isolation of St. Louis Encephalitis and Cache 
Viruses from Saskatchewan Mosquitoes. 
AD-771 237/SGI 74-04 6M Not available NTIS 


BURTON, D. E. 


Bearpaw Shale: Material Properties Sone from Ex- 
at and One-Dimensional Studie: 
CID-15915 74-21 18C PCS7. 25/MF$2.25 


Controlled Blasting Calculational Studies. Progress Re- 


Ucr-16551 74-25 19A PC$4.75/MF$2.25 


Explosive Selection and Fallout Simulation Experi- 

ments Nuclear Cratering Device Simulation (Project 

Diamond Ore). 

AD-776 361/8GI 74-11 
BURTON, DALE R. 


Minimizing Water and Sewer System Costs Using 

TOPAZ (Technique for the Optimal Placement of Ac- 

tivities in Zones), 

PB-233 690/7GI 74-18 13B PC$7.00/MF$2.25 
BURTON, DAVID J 


Health Hazard Evaluation/Toxicity eat ccare 
ABC-TV Studios, Los Angeles, Californ 
PB-232 $79/3GI 74-16 6) PCS). 25/MF$2.25 


Health Hazard Evaluation/Toxicity Determination. 
Chemetron Chemical, Organics Division, Newport, 
Tennessee. 

PB-229 233/2GI 74-11 63 PC$3.75/MF$2.25 
Health Hazard Evaluation/Toxicity Determination. 
Chemtron Chemical, Organics Division, Newport, Ten- 
nessee. 

PB-229 235/7GI 74-11 63 + PC$3.75/MF$2.25 


Health Hazard Evaluation/Toxicity Determination. 
General Motors Parts Distribution Center, Cincinnati, 


Ohio. 
PB-229 150/8GI 74-10 63 PC$3.25/MF$2.25 


Health Hazard Evaluation/Toxicity Determination. In- 

ternational Wire Works, Menasha, Wisconsin. 

PB-232 569/4GI 74-16 63 PC$3.25/MF$2.25 

Health Hazard Evaluation/Toxicity Determination. 

Lawndale Industries, Inc., Lima, Ohio. 

PB-229 079/9GI 74-10 63 PC$3.25/MF$2.25 

Health Hazard Evaluation/Toxicity Determination. 

May Foundry, Salt Lake City, Utah. 

PB-229 118/SGI 74-10 63 PC$3.25/MF$2.25 
BURTON, DONALD E. 

User's Guide to: TENPLT (TENSOR Graphics Code) 

and EOSLIB and XMUPGENS (Auxiliary Data 

Codes). 

AD-779 421/7GI 74-15 


BURTON, F. WARREN 

Visual Image of Denver (Colorado). 

PB-225 432/4GI 74-02 $3 PC$4.25/MF$2.25 
BURTON, G. W. 


Development of New Techniques of Using Irradiation 
in the Genetic Improvement of Warm Season Grasses 
and Assessment of the Genetic and Cytogenetic Ef- 
fects. Progress Report, August 1, 1973--April 30, 1974. 
SRO-637-3 74-21 6R PC$7.50/MF$2.25 


BURTON, GARDNER T. 
Holographic Horizontal Display System. 
AD-781 337/1GI 74-18 14E PC$S.25/MF$2.25 


Holographic Multicolor Moving Map Display (System 

Definition). 

AD-772 155/8GI 
BURTON, JEFF 


Health Hazard Evaluation/Toxicity Determination. 
Ringsby United Freight Line, Los Angeles, California. 
PB-229 505/3GI 74-11 63 PC$3.25/MFS$2.25 


BURTON, JIM 


Industrial Water Softener Waste Brine Reclamation. 
PB-233 132/0GI_ 74-17 7A PC-GPO/MF$2.25-NTIS 


BURTON, JOHN D. 


Minuteman STV Data Reduction. 
AD-780 641/7GI 74-17 211 PC$4.25/MF$2.25 


BURTON, KERMIT A. 


Nitrogen Source for Improved Productions of Microbi- 
al Polysacchharides. 
PATENT-3 565 763 


BURTON, PETER 
Trends in World Shipping with Particular Reference to 


18C =PC$S.75/MF$2.25 


19D PC$S5.75/MF$2.25 


74-05 9E PC$S.75/MF$2.25 


74-17 6M Not available NTIS 


Large Crude-Oil Carriers. 
AD-786 010/9GI 74-24 133 PC$3.75/MF$2.25 
BURTON, R. R. 


Man at High Sustained +Gz Acceleration. 
AD-777 642/0GI 74-12 6S PC$3.75/MF$2.25 


Reprint: The Influence of Ethyl Alcohol Ingestion on a 
Target Task during Sustained +Gz Centrifugation. 
AD-776 834/4GI 74-11 6S Reprint 


BURTON, R. T. 
Reprint: Indirect Measurement of Operational Bulk 
Modulus. 


AD-770 778/9GI 74-03 11H Not available NTIS 
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BURTON, RUSSELL R. 
Physiologic Responses to High Sustained +Gz Ac- 


celeration. 
AD-777 604/0GI 74-12 6S PC$4.25/MF$2.25 


BURTON, THOMAS E. 


The Connection between Intermittent Turbulent Activi- 
ty near the Wall of a Turbulent Boundary Layer with 
Pressure Fluctuations at the Wall. 

AD-785 271/8GI 74-23 20D PC$7.00/MF$2.25 


Wall Pressure Fluctuations at Smooth and Rough Sur- 

faces under Turbulent Boundary Layers with Favora- 

ble and Adverse Pressure Gradients. 

AD-772 548/4GI 7406 20D PC$S5.75/MF$2.25 
BURTON, WILLIAM H. 


Synthesis of Organic Compounds for Malaria 


Chemothe utic Studies. 

AD-771 133/6GI 7404 60 PC$4.25/MF$2.25 
BURTSEV, I. I. 

Results of Work in Combating Hail Damage--Transla- 

AD-776 733/8G1 74-11 4B  PC$3.25/MF$2.25 
BURTSEV, V. A. 

Fast-Response Foil Disconnector. 

SLA-73-6005 74-07 9E PC$3.00/MF$2.25 
BURTT, J. E. 


hcg aye Requirements for Communication Satel- 

lites in the 1980'S. 

N74-17567/0GI 74-11 17B PC$9.50/MF$2.25 

Technology Requirements for Post-1985 Communica- 

tions Satellites. 

N74-16888/1GI 74-11 17B PC$3.75/MF$2.25 
BURUIANA, I. 

Program for the Simulation of the Operation of a Cir- 

cuit with a Logic Circuit. 

IFA-MC-17-1974 74-21 9B PC$4.00/MF$2.25 
BURWELL, A. 

Design and Performance of Pump-Mix and Gravity- 

Flow Mixer-Settlers. 

AAEC/E-274 74-14 131 PC$S.00/MF$2.25 
BURWELL, C.C. 


Research Activities and Capabilities of the Oak Ridge 
National Laboratory. 
ORNL-TM-4487 74-13 14B  PC$3.75/MF$2.25 


BURWELL, E. J. 


Addendum 1: Qualification of Fort St. Vrain Safe 

Shutdown Equipment for Steam Environment Result- 

ing from Pipe Ruptures. 

GA-A-12045(Add.1) 74-21 181 PC$4.00/MF$2.25 
BURWELL, EDWARD L. 

Permeability Changes and Compaction of Broken Oil 

Shale During Retorting. 

PB-228 685/4GI 


BURWELL, S. B. 
Mobile Energy Depot Feasibility Study: Summary Re- 


port 

ACNP-62015-A 74-16 18N PC$18.00/MF$2.25 
BURYKINA, A. L. 

Protection of High-Melting Metals and Alloys from 


Diffusion Setting with High Temperatures and Loads. 
AD-782 534/2GI 74-19 11F PC$3.25/MF$2.25 


Protective Coatings from Refractory Compounds on 
Metals and Graphite--Translation. 
AD-783 923/6GI 74-21 11C PC$3.75/MF$2.25 


BUS, J. 
Carbon-13 Magnetic Resonance Analysis of Methyl 


Octadecenoates. 

N74-26647/9GI 
BUSBY, C.C. 

Halogen Stress Corrosion Cracking of Zircaloy-4 Tub- 

ing (Lwbr Development Program). 

WAPD-TM-1149 74-25 11F PC$S.75/MF$2.25 
BUSCH, AHDEN 

Attitudes Toward Housing and Environment of Fami- 

lies in Dispersed and yea Housing in the 


Kansas City Metropolitan A 
PB-235 108/8GI 74-22" “$K PC$4.75/MF$2.25 


Attitudes Toward Housing and Environment of Fami- 
lies in Dispersed and a — in the 
Kansas City Metropolitan Area. Sum 


74-09 81 PC$3.25/MF$2.25 


74-20 7C PC$3.25/MF$2.25 


PB-235 107/0GI 74-22 SK "PCS3 .75/MF$2.25 
BUSCH, D. E. 

Particle Emission by Fission. 

CONF-740104-19 74-16 20H PC$3.00/MF$2.25 
BUSCH, G. E. 

Cueing System Feasibility Study. 

AD-785 710/SGI 74-24 17H = PC$4.75/MF$2.25 
BUSCH, J. R. 


Effect of Irrigation, Fertilization, and Other Cultural 
Practices on Water Quality. 
PB-226 113/9GI 7405 13B PC$3.75/MF$2.25 


BUSCH, L. 
Fulton and South: Prospects and Potentials of New 
Eng State Seafood Processing and Wholesaling Indus- 
COM-74-10148/6GI 74-05 6H PC$3.25/MF$2.25 
BUSCH, LAWRENCE 
New York State's Commercial Fisheries: Industry and 


Manpower Projections, 
COM-74-10205/4GI 74-05 SC PC$3.25/MF$2.25 


Water Recreational Activities in New York State and 


the Effect on Associated Industries, 
COM-74-10149/4GI 74-05 SK PC$3.25/MF$2.25 


BUSCH, R. 


Property Investigation and Sputter Deposition of 
Dispersion-Hardened Copper for Fatigue Specimen 
Fabrication. 


N74-27021/6GI 74-20 11F PC$3.75/MF$2.25 
BUSCH, R. A. 

Lamellar Composites Formed by Sputter Deposition. 

AD-776 023/4GI 74-10 11D PC$3.75/MF$2.25 

Lamellar Composites Formed by Sputter Deposition. 

AD-787 875/4GI 74-26 11D PC$4.25/MF$2.25 


BUSCH, RICHARD A. 
Seepage-Environmental Analysis of the Slime Zone of 


a Tailings Pond. 
PB-236 989/0GI 74-26 81 PC$4.75/MF$2.25 


BUSCH, ROBERT D. 


Plowshare Technology Assessment. Seismic Effects, 
PB-231 012/6GI 74-11 18C PC$3.75/MF$2.25 


BUSCHBECK, F. 


Proposal for a Camac Multicrate Serial Transmission 
System. 
SGAE-2138 74-04 18D PC$3.S0/MF$2.25 


Sphere Size Meter in the Camac Kdm-l. 
SGAE-2225 74-17 9B PC$4.00/MF$2.25 


BUSCHHORN, G 


Inclusive Photoproduction of Pions, Kaons, and 
Protons at 6 Gev. 
DESY-73-61 


BUSCHULTE, W 


Investigations on Energy Conversion in Liquid 
Rockets in Connection with Thrust Control Uater- 
suchungen ueber die Energicumsetzung in Fluessigkeit- 
sraketen im Zusammenhang MIT Schubregelung. 

N74-12451/2GI 74-06 21H PC$7.50/MF$2.25 


BUSER, R. G. 


Reprint: Mutual Coherence Function of a Finite Opti- 
cal Beam and Application to Coherent Detection. 
AD-775 506/9GI 74-09 20F Reprint 


Reprint: Severe Self-Induced Beam Distortion in 
Laboratory Simulated Laser Propagation at 10.6 
micrometers. 

AD-775 605/9GI 


BUSER, RUDOLF G. 
Dynamic Effects in Thermal Blooming in High Power 


Laser Propagation 
AD-785 sisi 74-24 2E PC$3.25/MF$2.25 


Reprint: Parameters in a Dynamically Compressed 
Xenon Plasma Laser. 
AD-775 499/7GI 


BUSH, A. J. 


International Ice Observation and Ice Patrol Service in 
the North Atlantic Ocean (Season of 1953). 
AD-780 850/4GI 74-17 83 PC$6.25/MF$2.25 


International Ice Observation and Ice Patrol Service in 
the North Atlantic Ocean (Season of 1954). 
AD-780 851/2GI 74-17 83 PC$7.25/MF$2.25 


International Ice Observation and Ice Patrol Service in 
the North Atlantic Ocean (Season of 1955). 
AD-780 852/0GI 74-17 83 PC$S5.75/MF$2.25 


International Ice Observation and - Patrol Service in 


the North Atlantic Ocean (Season of 1956). 
AD-780 853/8GI 74-17 83 POSS: 75/MF$2.25 


BUSH, A. L. 


The Thermal and Mechanical Properties of a Low 
Density Elastomeric Ablation Material. 
N73-32463/4GI 7402 11D PC$7.25/MF$2.25 


The Thermal and Mechanical rties of a Low- 
Density Glass-Fiber-Reinforced Elastomeric Ablation 


74-17 20H PC$5.25/MF$2.25 


74-10 20F Reprint 


74-09 20E Reprint 


Material. 

N74-22225/8GI 74-17 11A PC$7.00/MF$2.25 
BUSH, A.M 

Adaptive Differential PCM Speech Transmis 

AD-785 124/9GI 74-23 ) PC$7. SIMFS2. 25 
BUSH, D. 

Sixty-Minute Thermal Battery: A Feasibility Stud: 

SLA-73-5888 74-26 10C PC$4. SO/MPS2. 25 
BUSH, D. M. 

Pellet-Type Thermal Battery. 

SAND-74-0007 74-26 10C PC$4.25/MF$2.25 


BUSHMIRE, D. W. 


Preliminary Study into the Feasibility of a Sixty- 
Minute Thermal Battery. 
SLA-73-0412A 74-26 10C PC$4.00/MF$2.25 


Results of Thermal Battery Cell Testing. 
SL. .-74-$002 74-17 10C PC$4.00/MF$2.25 


Thermal Battery Cell Testing: Apparatus and Results. 
SLA-73-896 74-12 10C =PC$3.25/MF$2.25 


BUSH, DONALD M. 


Improved Thermal Battery. 
PA? -APPL-474 555 74-26 10C PC$3.25/MF$2.25 


BUSH, H.G. 


Technique for Bonding. 
PAT-APPL-436 317 74-18 13H PC$3.25/MF$2.25 


BUSH, HENRY J. 


Coherent Frequency Hopped, Phase Modulated 
Acoustic Surface Wave Generator. 
PATENT-3 736 587 74-08 9E Not available NTIS 


BUSH, IAN E. 
Mixer-Separator for Automated Analytical Chemistry 


System. 
PATENT-3 780 936 74-17 14B Not available NTIS 
BUSH, J. W 


Health, Indices, Outcomes, and Quality of Care. 
PB-233 236/9GI 74-18 6E PC$3.75/MF$2.25 


Linear Models of Social Preferences for Constructing 


a Health Status Index. 
PB-236 155/8GI 74-25 6E PC$3.75/MF$2.25 


Social Indicators for Health Planning and Policy Anal- 


ysis, 
PB-233 233/6GI 
BUSH, S. 
Caribbean Atlantic Geotraverse, NOAA-IDOE 1971. 
Report No. 1. Project Introduction - Bathymetry. 
COM-74-50464/8GI 
74-15 83 PC-GPO/MF$2.25-NTIS 


74-18 6E PC$3.75/MF$2.25 


BUSH, S. A. 
Caribbean Atlantic Geotraverse, NOAA-IDOE 1971, 


Report No. 3, Gravity, 
AD-771 193/0GI 74-04 8G PC-GPO/MF$2.25-NTIS 


BUSH, WILLIAM 
Juvenile Detention and Correctional Facility, Census 
File-1971, 
PB-224 906/8GI 
7402 SK Mag Tape $97.50;Foreign $122.50 


BUSH, WILLIAM B. 
Asymptotic Analysis of the Turbulent Boundary Layer 


with Zero Wall Stress. 
AD-770 044/6GI 


BUSHAM, WILLIAM M. 
Evaluation of the Monitor-CTA ae a 


Authority) Automatic Vehicle Monitoring Sys 
PB-231 533/1GI 74-13 13B PCSS. TSM PS2. 25 


BUSHAW, BRUCE A. 
Picosecond Flash Photolysis and Spectroscopy: Bis-(4- 


Dimethylaminodithiobenzel)-Ni(II), (BDN). 
AD-781 925/3GI 74-19 7D PC$3.25/MF$2.25 


Q-Switching and Mode-Locking the Nd(3+)-Glass 
Laser with the Nickel Dithienes. 
AD-775 314/8GI 7409 2E PC$3.25/MF$2.25 


BUSHEL, A. G. 
Axial Fans with an Extended Steady Operation Re- 


gion. 
N74-32749/5GI 74-26 20D PC$3.25/MF$2.25 
BUSHER, WALTER H. 


Order Time to Serve Prisoners. A Manual for the 
Planning and Administering of Work Release. 
PB-229 41S/SGI_ 74-10 SI PC-GPO/MF$2.25-NTIS 


Work Release. A_ Bibliography Work Release 
Resources, Document No. I, 
PB-227 671/SGI 74-08 SD PC$3.75/MFS$2.25 


Work Release. A Compilation of Satins Legislation. 
Work Release Resource Document No. 
PB-227 673/1GI 7408 SD Pear. 25/MF$2.25 


Work Release. A Directory of Programs and Person- 
nel. Work Release Resource Document No. 2, 
PB-227 672/3GI 74-08 SD PC$5.25/MF$2.25 


BUSHKOFF, M. C. 


MSF Distillation Plant (Module), Vertical Tube 

cepteies (VTEX), Semi-Annual Report June |, 
| 31, 1970. 

PB-233 1 74-17 7A PC$13.25/MF$2.25 


BUSHMAKIN, V. N. 


Coordinated Use of General ane Computers 
(UVM) for Hydromines--Transla 
AD-777 657/8GI 74-12 ‘0 PC$3.25/MF$2.25 


BUSHMIRE, D. W. 


Detection by Auger Electron Spectroscopy and 
Removal by Ozonization of Photoresist Residues. 
SLA-74-5238 74-18 9E PC$4.50/MFS2.25 


74-02 20D PC$3.75/MF$2.25 


PA-151 





Development of a Compliant Bonding Capability for 


Beam Lead Devices. 
SLA-74-0217 74-25 9A PC$4.50/MF$2.25 


Development of Production Definition and Associated 
Problems of » MC2305 Hybrid Circuits, June 1969-- 


December 197 
SLA-73-806 74-06 9E PC$3.25/MF$2.25 


Effects of Electrical Probing on Beam Lead Bonding. 
SLA-73-943 74-14 9E PC$3.00/MF$2.25 


BUSHNELL, DAVID 8S. 
Community College Staff Development: The Future Is 


Now. 
PB-231 718/8GI 74-13, SI PC$3.2S/MF$2.25 


Higher Education and the Challenge of the Seventies, 
PB-233 321/9GI 74-17 SI mae 25 


Will the Real Community College Stand 
PB-234 955/3GI 74-22. SI Pcss 25/MFS2. 25 
BUSHNELL, MELVIN J. 


Evaluation of Clouds of Airborne Fibers 
AD-785 675/0GI 74-24 14B PC$3.25/MF$2. 25 


BUSHNIN, YU. B. 


Search for Heavy Quasistable Leptons. 
IFVE-SEF-72-116 74-06 20H PC$3.50/MF$2.25 


BUSHUEV, I. 1. 


ne a Shielding and Radiation —_ around a 
Synchrophasotron at Slow Proton Extrac' 
JINR-P16-7958 74-244 20G pose 00/MF$2.25 


BUSHUEV, YU. V. 


A Device for the Mechanization of Laying Cable-- 
Translation. 
AD-780 378/6GI 74-16 131 PC$3.25/MF$2.25 


BUSHUYEV, K.A 
Mutual Aid in Space. 


N73-32726/4GI 74-02 22A_ PC$3.25/MF$2.25 
BUSHUYEV, K. D. 

Salyut Space Station in Orbit. 

N74-18498/7GI 74-12 22A_ PC$S5.75/MF$2.25 

The Soviet-American Space Experiment. 

N74-22443/7GI 74-17 22A PC$3.25/MF$2.25 
BUSLENKO, N. P. 

Lectures on the Theory of Complex Systems. Part I 

JPRS-60418-1 7402 12A PCS. .75/MF$2. 25 

Lectures on the Theory of Complex Systems. Part II 

IPRS-60418-2 74-02 12A_ PC$9.25/MF$2. 2s 
BUSLIK, A. J. 


Calculation of the Interaction of the 23.45 Ev and 
21.78 Ev Resonances of exp 232 TH in a Tho sub 2 


Rod. Lwbr Development Program. 
WAPD-TM-1109 74-14 18E PC$3.00/MF$2.25 
BUSNELLO, R. 


Decay Channel a sub 2- Implies eta pi exp - in the 
Reaction pi exp - p Implies p pi exp - pi exp + pi exp - 
pi exp 0 at 40 Gev/C. 

COO-1195-271 74-10 20H PC$3.00/MF$2.25 


Differential Cross Sections and Scaling in pi exp - p 
rT. S Sh - § + sal See wi/C. 
COO-1195. 74-10 20H PC$3.00/MF$2.25 


Production of K* exp - (890) and K* exp - (1420) in 
the Reaction K exp - p Implies (K pi ) exp - p at 25 


and 40 Gev/C. 
COO-1195-275 74-10 20H PC$3.00/MF$2.25 


Reaction K exp - p Implies X/sub K/ exp - p at 25 and 


4 Gev/C. 
COO-1195-274 74-10 20H PC$3.00/MF$2.25 


Reaction pi exp - p Implies pi exp - pi exp - pi exp + p 

at 25 and 40 Gev/C. 

COO-1195-276 74-10 20H PC$3.00/MF$2.25 

Asubl ,asub2, and 2 sub 3 Production in pi exp - P 

Implies pi exp - pi cxp - pi exp + p at 25 and 40 

COO-1195-273 74-10 20H PC$4.00/MF$2.25 
BUSONI, L. 


Fire Protection in the Plutonium Hot Laboratory in the 
Center for Nuclear Studies at Casaccia. 
RT/ING~(73)16 74-14 183 PC$3.50/MF$2.25 


BUSS, D. D. 


Investigation of Semiconductor Charge Devices. Part I. 
AD-772 637/5GI 74-06 9A PCS$6.25/MF$2.25 


— of Semiconductor Charge Devices. Part 


AD-772 638/3G1 74.06 9A PC$S5.25/MF$2.25 

Tunable Filters Using a < Transfer Devices. 

AD-782 818/9GI 9E PC$3.7S/MF$2.25 
BUSSAC, J. 

Fast Reactor Physics in France. 

CEA-CONF-2451 74-15 18E PC$3.50/MF$2.25 
BUSSARD, R. W 


Aspen II: Two-Staging and Radiation Shielding Effects 
on Aspen Vehicle Performance. 


PA-152 


LA-2680 74-02 18F PC$S5S.75/MF$2.25 
BUSSE, A. D. 

User's Guide for the Climatological Dispersion Model, 

PB-227 346/4GI 74-07 13B PC$S.75/MF$2.25 


Users Network for Applied Modeling of Air Pollution 
(UNAMAP). 
PB-229 771/1GI 
74-11 13B Mag Tape $175.00;Foreign $219.00 
BUSSE, NORMA V. 


Review and Approval of Army Manpower Require- 
ments di Vietnam War. 
AD-774 1 74-08 15C PC$3.25/MF$2.25 


BUSSELL, B. 


Optimal Scheduling for Homogeneous Multiprocessors. 
UCLA-10-P-14-124 74-22 9B PC$4.00/MF$2.25 


BUSSEY, CHARLES D. 
Executive Appraisal (Confidence in the Officer 


Evaluation System). 
AD-782 922/9GI 74-20 SI PC$7.25/MF$2.25 
BUSSEY, HOWARD E. 


Buried Antenna capeeeee Development of Small 
Resonant Buried Ante! 
AD-783 274/4GI 


BUSSGANG, J. J. 


Receiver Canonic Models. 
AD-771 $40/2GI 74-04 17B PC$4.25/MF$2.25 


BUSSGANG, JULIAN J. 


Analysis of Nonlinear Systems with Multiple Inputs. 
AD-771 802/6GI 74-05 17B PC$6.25/MF$2.25 


BUSSI, G. 
Evolution of Axisymmetric Swirling,Flows in Ducts 
Evoluzione di Flussi Vorticosi Assialsimmetrici in 
Condotti. 
N74-18933/3GI 
BUSSO, L. 


180 exp 0 Magnetic Spectrometer with Helium Filled 
Streamer Chamber. 
LNF-73-56 74-16 18D PC$4.00/MF$2.25 


Magnetic Spectrometer with Helium Streamer 

— for Measurement of Pion Scattering at 180 

expo. 

JINR-P1-7566 74-14 20H PC$3.00/MF$2.25 
BUSTAMANTE, SANTIAGO J. 


Extrusion Die. 
PATENT-3 778 217 74-24 +131 Not available NTIS 


BUSTEAD, RONALD L. 


Experimental Evaluation of the Modular Fast Food 
Service Facility at Travis AFB 


mnr4-20 9E PC$5.25/MF$2.25 


74-13, 20D + PC$3.25/MF$2.25 


AD-785 546/3GI 74-23 1SE PC$3.25/MF$2.25 
BUSWELL, J. T. 

Void Swelling in Stainless Steel Weld Metal 

RD/B/N-2975 74-25 11F PC$4.25/MF$2.25 
BUSYGIN, E. P 


Operation of a Thermal Emission Converter with a 

Developed Cathode--Translation. 

AD-771 783/8GI 74-05 10B PC$3.25/MF$2.25 
BUSZYNSKA, W 

The Methylol Derivatives of Methacrylamide--New 

Textile Finishes (Metylolowe Pochodne 

Metakrylamidu-Nowe Srodki Pomocnicze dla Wlokien- 

nictwa), 

TT-73-54055 
BUTA, A. 

Absolute Measurement of exp 235 U Fission Cross- 

Section for 2200 M/Sec Neutrons. 

IFA-NR-47-1973 74-14 20H PC$3.00/MF$2.25 


BUTCHER, B. M. 


Method for Measuring Unloading Paths in Partially 
Compacted Strain-Rate Insensitive Porous Materials. 


74-16 7C PC$3.25 


SLA73-152 74-06 11F PC$4.00/MF$2.25 

BUTCHER, G. A. 
Isolation of Protective Antigens from ‘Plasmodium fal- 
774 438/6G1 74-08 6M PC$3.25/MF$2.25 


BUTCHER, IAN R. 
Design and Fabrication of a Composite Sandwich Shell 
for Operation at 3000 Feed Depth. 
AD-769 383/1GI 74-01 133 PC$3.75/MF$2.25 


BUTCHER, WILLIAM S. 
Complete Listing of Program Described in Optimal 


Operation of Muiti-Reservoir Water Resources 
Systems, 


PB-227 939/6GI 74-10 13B PC$4.25/MF$2.25 
Federal Water Resources Research Program for 1972, 
PB-232 193/3GI 74-15 13B PC$6.25/MF$2.25 


Optimal Operation of Multi-Reservoir Water Resources 
Systems, 
PB-227 938/8GI 74-08 13B PC$S.75/MF$2.25 


BUTEN, R. E. 
1974 Status of the Purdue Polly. 
COO-1428-377 74-18 18D PC$4.00/MF$2.25 


Scheduling Model for Computer Systems with Two 


Classes of Processors 
COO-1428-371 74-16 9B PC$3.00/MF$2.25 


BUTENKO, YU. I. 
Theory of Plates of Average Thickness--Translations. 
AD-776 732/0GI 74-11 20K PC$3.25/MF$2.25 
BUTENSCHOEN, H. 
Measurement of the Reaction gamma D Implies pi exp 
- Pp, and Determination of Cross Sections for the 
Reaction gamma N Implies pi exp - p, at Photon Ener- 
gies Between 0.2 and 2.0 Gev. 
DESY-73/19 74-04 20H PC$S5.75/MF$2.25 


Photoproduction of rho exp 0 , omega and rho exp - 
Mesons on Deuterons at Energies Between | and 5 


ev. 

DESY-74-11 74-21 20H PC$S5.25/MF$2.25 
BUTH, EUGENE 

Pendulum Tests on Transformer Bases for Luminaire 


Supports. 
PB-233 253/4GI 74-18 13B PC$4.25/MF$2.25 
BUTH, L. 
Theoretical and Experimental Investigations of Ore 
Deposits by Neutron Induced gamma Radiation. 
KFK-1771 74-02 81 PCS$S5.S0/MF$2.25 
BUTKEVICH, A. V 
Problems of Astronomy and Geodesy Discussed at the 
Plenum of the Central Council of UAGS--Translation. 
AD-784 749/4GI 74-23 3A PC$3.25/MF$2.25 
BUTKOVICH, T. R. 
Cost and Feasibility of Stimulating Tight Gas Reser- 
voirs with Chemical Explosives. 
UCRL-S1512 74-15 81 PC$4.00/MF$2.25 
Rock Melt from an Underground Nuclear Explosion. 
UCRL-S1554 74-16 18C PC$4.00/MF$2.25 
Some Studies of Deeply Buried High Explosive Rock 
Fracturing. 
UCID-16526 74-24 8G PC$4.25/MF$2.25 
Technique for Generating Pressure-Volume Relation- 
ships and Failure Envelopes for Rocks. 
UCRL-S1441 74-11 8G PC$4.00/MF$2.25 
BUTLER, B. L 
Application of Engineering Data on Carbon Fibers to 
Carbon/Carbon Composites. 
SLA-73-385-B 74-04 11D PC$4.75/MF$2.25 
Nondestructive Testing for Mechanical Defects in Atj- 
S Graphite. 
SLA 14-69 74-21 11B PC$4.00/MF$2.25 
Optimization of the Thermal Shock Resistance of Car- 
bon--Carbon Composites. 
SLA-73-5728 74-18 11D PC$4.25/MF$2.25 
Relation of Carbon Fiber Axial Thermal Expansions to 
Their Microstructures. 
SLA-73-485 74-08 LIE PC$3.50/MF$2.25 
Thermal Shock Modeling of Carbon Fiber/Carbon 
Matrix Composites. 
SLA-73-620 74-06 11D PC$4.00/MF$2.25 


BUTLER, B. S. 


Restoration of Direct Teemed Ingot a Bottom 
Plates Using the Alumino-Thermit Proces: 
PB-230 109/1GI 74-11 131 PCSi. 25/MF$2.25 


Restoration of Direct Teemed Ingot er Bottom 
Plates Using the Alumino-Thermit Proces: 
PB-233 317/7GI 74-22 13H PCSi. 25/MF$2.25 


BUTLER, C. S. 


A Substitute Liquid for AFFF epee ® wed ‘aia 
Foam) Concentrate for Checking Propo 
AD-776 205/7GI 74-10 13L PPS 25, 25/MFS2. 25 


BUTLER, CHALMERS M. 


Transverse Electric Scattering from Loaded Strips. 
AD-775 403/9GI 7 20N PC$4.25/MF$2.25 


BUTLER, CHARLES T. 
Growth and Hardening of Alkali Halides for Use in In- 


"74-19 20E PCS3.25/MFS2.25 
Growth and Sects of Alkali Halides for Use in In- 
frared Laser Window: 

AD-783 328/8GI 74-20 20E PC$3.75/MF$2.25 
Growth and Hardening of Alkali Halides for Use in In- 
frared Laser Windows. 
AD-784 750/2GI 


BUTLER, E. M. 


Actinide Redistribution in Mixed-Oxide Fuels Ir- 

radiated in a Fast Flux. 

ANL-792%Suppl.1) 74-02 18] PC$4.00/MFS$2.25 
BUTLER, G. W 

Chemical Laser Flow Simulation and Mixing Studies 

Using Holographic Flow Visualization Techniques. 


74-23 20E PC$3.25/MF$2.25 
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AD-769 597/6G1 7401 20E PC$4.25/MF$2.25 


BUTLER, GEORGE J. 
Health Hazard Evaluation/Toxicity Determination. 
American Standard Fiberglass, Inc., Stockton, Califor- 
nia. 
PB-232 736/9GI 74-16 63 PC$3.25/MF$2.25 


Health Hazard Evaluation/Toxicity Determination. 
Bakan Plastics Company, Lee's Summit, Missouri. 
PB-232 573/6GI 74-16 63 PC$3.25/MF$2.25 


Health Hazard Evaluation/T ae _ Determination. 
Banner Iron Works, St. Louis, Misso 
PB-232 741/9GI 74-16 6] ‘PCS3 .25/MF$2.25 


Health Hazard Evaluation/Toxicity Determination. The 
Boeing Company, Hill Air Force Base, Utah. 
PB-232 576/9GI 74-16 63 PC$3.25/MF$2.25 


Health Hazard Evaluation/Toxicity Determination. 
Uniroyal Incorporated, Mishawaka, Indiana. 
PB-230 193/S5GI 74-11 63 PC$3.25/MF$2.25 


BUTLER, H. LEE 
Criteria for Use of Ripple Tanks: Refraction Scale Ef- 
fects. 
AD-787 270/8GI 
BUTLER, H. M. 


Half-Value Thickness Measurements of Ordinary 
Concrete for Neutrons from Cyclotron Targets. 
CONF-730518-5 74-07 18F PC$3.00/MF$2.25 


BUTLER, J. L. 


Mutual Radiation Impedance of Sources on a Sphere 

within a Spherical Dome. 

AD-769 869/9GI 7402 17A_ PC$4.75/MF$2.25 
BUTLER, JACQUELINE 


Alaska Water Resources Research Needs for the 70's, 
PB-227 244/1GI 74-07 13B PC$S5.75/MF$2.25 


BUTLER, JAMES 


Investigation of Fill Materials for Cooling Towers at 
NAS, Pensacola, Florida; NAS, Corpus Christi, Texas; 
Naval Support Activity, New Orleans, La.; Charleston 
Naval Shipyard, Charleston, S. C., 

AD-771 772/1GI 7405 13A PC$11.50/MF$2.25 


BUTLER, JAMES N. 


Lithium Battery Electrolyte Additive and Method of 
Improving Discharge Rate. 
PATENT-3 716 410 74-08 10C Not available NTIS 


Pelagic Tar from Bermuda and the Sargasso Sea. 
AD-769 873/1GI 74-02 83 Not available NTIS 


BUTLER, JEROME K. 


A Study of cg ga Laser Modal Fields and 
Their Radiation Patte 
AD-777 $21/6GI 


BUTLER, JOHN R. 
World Health Organization/International Collaborative 
Study of Medical Care Utilization. Volume 4. Training 


and Supervisors’ Manual. 
PB-234 278/0GI 74-20 6E PC$4.75/MF$2.25 
BUTLER, JON T. 


Reprint: Some Characteristics of Universal Cell Nets. 
AD-774 380/0GI 74-08 9B Reprint 


BUTLER, JON TERRY 
Networks of Two-Input One-Output Flexible Cells - A 
Study of Logical Properties and Techniques for Learn- 


ing Realizable Functions, 
AD-773 777/8GI1 74-07 9E PC$7.25/MF$2.25 
BUTLER, KIM KI-HANG 


Reprint: Enumeration of Finite Topologies. 


74-26 20D PC$3.75/MF$2.25 


412 20E PC$S.25/MF$2.25 


AD-776 694/2GI 74-11 12A Reprint 
BUTLER, M.A. 

Genetic Studies of Bacterial Isozymes. 

CONF-740444-2 74-21 6M PC$4.00/MF$2.25 


Polar Aspects of Spontaneous Recombination in F- 

Merodiploid Derivatives of Escherichia Coli K12. 

TID-26579 74-21 6C PC$4.00/MF$2.25 
BUTLER, M. K. 

Argonne Code Center: Compilation of Program Ab- 


stracts. 
ANL-7411(Suppl.8) 74-20 9B PC$13.60/MF$2.25 
BUTLER, M. O. 


Flotation of Carbonate Minerals from Unaltered 

Phosphate Ores of the Phosphoria Formation. 

PB-233 495/1GI 74-19 81 PCS$3. 25/MFS$2. 25 
BUTLER, OLIVER J. JR. 


An Examination of the Guerrilla Strategies of 
Lawrence and Mao. 


AD-778 887/0GI 74-14 18G PC$4.25/MF$2.25 
BUTLER, P. JR. 

Preliminary Data on Boulders at Station 6, APOLLO 

17 Landing Site. 

N74-10781/4GI 74-04 3B PC$4.25/MF$2.25 


BUTLER, PATRICK J. 


Computer Simulation as an Aid to Managers of Train- 


AD-776 138/0GI 74-10 SI PC$S.25/MF$2.25 
Methods for Identifying On-the-Job Training Content 


When S oe for Training. 
AD-769 639; 74-01 SI PC$6.25/MF$2.25 
BUTLER, R. W. 


Application of Remote Sensor Data to Geologic Analy- 
sis of the Bonanza Test Site Colorado. 
N74-19958/9GI 74-14 8G PC$3.75/MF$2.25 
Evaluation of a’ Wind Tunnel aga to Determine 
Aircraft Departure Characteristic: 

AD-776 317/0GI 74-11 14B PC$3.75/MF$2.25 


BUTLER, RONALD RAY 


Kalman Filter Design for an Inertial Navigation 

System Aided by Non-Synchronous Navigation Satel- 

lite Constellations. 

AD-779 724/4GI 74-15 17G PC$6.25/MF$2.25 
BUTLER, S. F. J. 


Technical Evaluation Report on Fluid Dynamics Panel 


Specialists’ Meeting on Aerodynamic Drag. 
AD-769 378/1GI 74-01 1A  PC$3.25/MF$2.25 
BUTLER, S. R. 


Reprint: Use of Floating Zone Melting Technique for 
the Growth of Niobium Bicrystals. 


AD-775 161/3GI 74-09 IF Reprint 
BUTLER, S. T. 

Nuclear Sources of Ene: 

CONF-730559-1 7404 18E PC$3.00/MF$2.25 


BUTLER, SIDNEY R. 


Radiation Effects of MOS Gate Insulators. 
AD-780 186/3GI 74-16 9A PC$3.75/MF$2.25 


BUTLER, STEPHEN 
A Survey of the Sanitary Conditions of Migrant Labor 


Camps. 
COM-74-10474/6GI 74-09 61 PCS$4.75/MF$2.25 
BUTLER, T. A. 


Curium Data Sheets. 
ORNL-4910 


BUTLER, T. D. 
Method for Increased Accuracy in Eulerian Fluid 


Dynamics Calculations. 
LA-5426-MS 7408 20D PC$4.00/MF$2.25 


Recent Advances in Computational Fluid Dynamic 
LA-UR-73-1473 7409 20D PC$3. SIM PS2: 25 


Transient Dynamics of Chemically Reactive Gaseous 


Mixtures with Ti nce. 
LA-UR-74-931 74-24 7D PC$4.00/MF$2.25 
BUTLER, THOMAS 


Reprint: Blood Coagulation Studies in ‘Plasmodium 
alaria. 


74-02 7D PC$S.45/MF$2.25 


7405 6E Reprint 


Reprint: Chronic and Recurrent Diarrhea in American 
Servicemen in Vietnam. An Evaluation of Etiology and 
Small Bowel Structure and Function 

AD-777 070/4G 14-12 6E Reprint 


Reprint: On the Nature of Orthostatic Hypotension in 


Acute Malaria. 
AD-772 028/7GI 74-05 6E Reprint 
BUTLER, THOMAS W. 


Wedge Indentation of Two Phase Materials. 
AD-774 105/1GI 74-08 11D PC$3.75/MF$2.25 


BUTLER, W. B. 
Engineering Guidelines for the Use of Color in a Sonar 


Display. 

AD-782 597/9GI 74-19 SH PC$8.S0/MF$2.25 
BUTMAN, BRADFORD 

pone es Soe Continental Shelf Dynamics Pilot Ex- 


AD-785 357/761 74-23 8C PC$4.25/MF$2.25 


Reprint: Circulation on the New England Continental 

Shelf: Response to Strong Winter Storms. 

AD-785 063/9GI 74-23 8C Reprint 
BUTOV, V.L. 


Problem of Engineering-Psychology Experiment and 


Its Instrumentation, 
IPRS-61942 74-14 $3 PC$3.25/MF$2.25 


BUTOVSKII, L. S. 
Mixing Zone Structure and Peculiarities of Gas Burn- 
Up beyond the Flame Stabilizer--Translation. 
AD-778 532/2GI 74-14 21B PC$3.25/MF$2.25 
BUTRAGUENO CASADO, J. L. 
Calibration of a NE213 Detector for Neutron Spec- 


troscopy. 
JEN-281 74-25 18D PC$S.00/MF$2.25 


BUTRYMOWICZ, D. B. 
Reprint: Diffusion in Copper and Copper Alloys. Part 
1. Volume and Surface Self-Diffusion in Copper. 












BUTWELL, ROBERT 





COM-74-50426/7GI_ 74-13 I1F Not available NTIS 
BUTT, L. M. 


Glass Technology--Translation. 
AD-769 470/6GI 7401 11B PC$11.25/MF$2.25 


BUTTERFIELD, A. W. 
Sogetet: The Optical Properties of Thin Films of 


3. 
AD-776 050/7GI 74-10 20F Not available NTIS 
Reprint: The Optical Properties of Vitreous As(x)Se(!- 
x) Thin Films. 
AD-786 946/4GI 74-25 20F Not available NTIS 


BUTTERMANN, G. 


Quantitative Analysis of Hepatograms Using the 
gamma-Camera and Labeled Contrast-Mediums. 
CONF-740708-9 74-24 6E PC$4.00/MF$2.25 


BUTTERS, WILLIAM G. 


Stress Wave Measurements in a High Noise Environ- 
ment. 
AD-786 892/0GI 74-25 14B PC$4.25/MF$2.25 


BUTTERWICK, GILBERT N. 
1.06 Micron Intensified Silicon Target TV Camera 


Tube. 
AD-779 011/6GI 74-15 9A PC$S.25/MF$2.25 
BUTTERWORTH, I. 


on Vm to Fundamentals. The Particle Spectrum. 


NP-199 74-11 20H PC$3. F$2.25 
yk of Strong Interactions. 
CONF-730457-1 74-02 20H PC$4.00/MFS$2.25 


BUTTERWORTH, J. 
Low Emittance Low Halo Extracted Proton Beam for 


Nimrod. 
RL-73-112 74-08 20G PC$3.00/MF$2.25 
Low Emittance Low Halo Extracted Proton Beam for 
Nimrod. 
RL-73-112 74-09 20G PC$3.00/MF$2.25 


peeute of 4 parees Large Aperture Negative 
Beam Line. 
RL7S133 74-13 20G = PC$S5.75/MF$2.25 
BUTTERWORTH, R. W 


. Survey of Renewal Theory with Emphasis on Ap- 


roximations, Bounds, and Applications 
AD-782 137/4G1 74-19 12B PC$4.25/MF$2.25 


BUTTGEN, FRANK E. 


Temperature Test of Inside Surface of Forearm As- 
sembly of 7.62mm M60 Machine Gun 
AD-771 147/6GI 74-04 19F PC$3.25/MFS2.25 


BUTTLER, LARRY J. 
Implementation of a Complex Design Sys: 


PB-226 594/0GI 7405 13B PCs. 3S/MFS2 28 
BUTTON, D. K. 
Reprint: Hydrocarbon Biodegradation in Alaskan 


Waters. 
COM-74-11013-18/GI 
74-16 13B (Order as COM-74-11013) 


BUTTON, J. W. 
Pendulum Tests on Transformer Bases for Luminaire 
Supports. 
PB-233 253/4GI 74-18 13B PC$4.25/MF$2.25 


BUTTON, LAWRENCE N. 
Toxicology of Plastic Devices Having Contact with 
lood 


B : 
PB-233 857/2G1 74-19 6T PC$4.25/MF$2.25 
BUTTREY, K. E. 


Aerospace Safety Program: Summary Report. 

AI-AEC-13100 74-06 18N PC$10.60/MFS$2.25 
BUTTSEV, V.S. 

ny 5 of exp 160 HO Isomers and Properties of exp 


JINR-P6-8005 74-25 20H PC$4.25/MF$2.25 
Exp 158 HO Radiation. 

JINR -P6-8000 74-24 2H PC$4.00/MF$2.25 
Gamma-Radiation of "= 160 HO. 

JINR-P6-7897 4-24 20H PC$4.00/MF$2.25 


Measurement of the Submicrosecond Lifetimes of the 
Levels by the Method of a Single-Crystal Scintillation 
Time Spectrometer. 

JINR-P6-7849 74-21 20H PC$4.00/MF$2.25 


Properties of the Levels of exp 138 PR and exp 138 


Ce. 
JINR-P6-7173 74-06 20H PC$3.00/MFS2.25 


BUTTWIN, GARY WILLIAM 


The Identification of the Reaction Products Formed by 
the Oxidation of Aqueous Ammonia with Potassium 
Ferrate VI. 

PB-231 799/8GI 74-13 13B PC$3.75/MFS$2.25 


BUTWELL, ROBERT 


Efficiency Enhancement in Megawatt Level Broad- 
band Microwave Ai ‘6 
AD-776 810/4GI 74-11 9E PC$3.25/MF$2.25 
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BUTYRESKH, L. S. 


BUTYRESKII, L. 8. 
Structural Changes in Speech Uttered in a Helium-Ox- 


n Medium, 
} R S-60633 7402 17B PC$3.25/MF$2.25 
BUTZ, BRIAN P. 


Ohio River Cooling Water Study. 
PB-235 227/6G1 74-24 13B PC$10.25/MF$2.25 


BUTZE, H. F. 


Odor Intensity and Characterization Studies of Ex- 
haust from a Turbojet Engine Combustor. 
N73-32613/4GI 74-02 21E PCs3. 25/MF$2.25 


BUXBAUM, O. 


Ground Loads on the Nose Undercarriage of the F- 
104G Aircraft. 
N74-27494/SGI 74-20 1B PC$4.25/MF$2.25 


Gust Velocities Encountered by a 720-B Type Airplane 
and Derived by Means of a Model for Continuous Tur- 
bulence. 

N74-11840/7GI 74-06 1A PC$4.25/MF$2.25 


Main Efforts in Fatigue Research at the Laboratorium 
fuer Betriebsfesti itsforschung Schwerpunkte der 
Betriebsfestigkeitsforschung im Lbf. 

N74-22543/4GI1 74-17 20K PC$5.25/MF$2.25 


Review of Investigations on Aeronautical Fatigue in 
> eee Republic of Germany, May 1969 - June 
N74-11843/1GI 74-06 1C PC$5.75/MF$2.25 


Service Loads on Nose Landing Gears of the F-104 
Airplane Betriebskraefte an Bugfahrwerken des Flug- 
zeuges F-104 G. 

N74-10924/0GI 74-05 1C PC$4.25/MF$2.25 


BUXEROLLE, M. 


Fitting of a Statistical Law to the Spatial Distribution 
of Slowing-down Neutrons. 
CEA-N-1607 74-06 20H PC$3.75/MF$2.25 


BUXO, J. 
The Experimental Characterisation and Analysis of the 
Effect of lonising Radiation on the Electrical Proper- 


ties of MOS Transistors. 
N74-27686/6G1 74-20 9A PC$S5.75/MF$2.25 
BUXTON, ROBERT J. 


Destructible Parachute. 
PATENT-3 814355 74-26 1C Not available NTIS 


Destructible Parachute. 
PATENT-3 814355 74-26 iC Not available NTIS 


BUYANOV, G. F. 
Experience in SING THE Types ETR-132A and BTM- 
= Excavators in Working Frozen Soils--Transla- 
AD-770 964/SG1 74-03 13C PC$3.25/MF$2.25 
BUYUKOZTURK, O 


Water Impact Analysis of Space Shuttle Solid Rocket 

Motor by the Finite Element Method 

N74-32345/2GI 74-25 20K PC$4.75/MF$2.25 
BUZARD, K. A. 


Mineralogical and Trace Element Data for Water-Laid 
Tuff at Keg Mountain, Juab County, Utah. 


PB-231 925/9GI 74-14 8G PC$3.75/MF$2.25 
BUZEN, J. P. 

Research Analysis of Operating Systems. 

AD-772 492/SGI 74-06 9B PC$5.25/MF$2.25 


BUZENKOV, G. M. 
Combined Soil Tillage Operations after Row Crops 
(Sovmeshchenie Operatsii Obrabotki Pochvy Propash- 


aykh Kultur), 
PB-231 527-T/GI 74-12, 2C_ =PC$3.25/MF$2.25 
BUZNIKOV, A. A. 


Remote Detection of Pollution ee nena Reservoirs 
and Phytoplankton by Optical M 


N74-19970/4GI 74-14 3B B PCs. 25/MF$2.25 
BUZUNOV, V. K. 

— for the Aviation Rear Specialist--Transla- 

AD-779 172/6G1 74-15 1C PC$12.50/MF$2.25 
BUZZARD, R. J. 


Effect of Long-Time, Elevated-Temperature Expo- 
sures to Vacuum and Lithium on the Properties of a 
Tantalum Alloy, T-i11. 

N74-19167/7G: 74-13 11F PC$3.75/MF$2.25 


Tensile Properties from Room Temperature to 1315 C 
of Tungsten-Lined Lng ater nen (T-111) Tubing 
Fabricated by Hot Isostatic Pressing 

N74-16217/3GI 74-10 BK PC$3.25/MF$2.25 


BYALOBZHEZKII, A. V 


High-Temperature Protective Coatings of Refractory 
Melts (Mo, W, Nb, Ta) and Alloys Based on Them-- 
Translation. 

AD-783 057/3GI 74-20 11F PC$4.25/MFS$2.25 
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BYARS, W.S. 


Development, Implementation, and Effect of a Preven- 


= Maintenance Scheduling System in an Industrial 
t. 


K-1846 74-07 13H PC$8.00/MF$2.25 


Development, Implementation, and Effect of a Preven- 
tive Maintenance Scheduling System in an Industrial 
Plant. 


K-1846 74-10 13H PC$S.45/MF$2.25 
BYATT, W. J. 


A Radiation Effects Research Program 
AD-114 159/8GI 74-08 201 PCS4. 75/MF$2.25 


BYCHENOK, N.N. 
On the Application of Matrix Principles When Desig- 
ning Digital Computers (TsVM) Utilizing Multivalue 


Elements--Translation 
AD-780 312/SGI 74-16 9B PC$3.25/MF$2.25 
BYCHKOYV, V. P. 


Food Unit, Based on Reserves of Dehydrated 
Products, in Life Support Systems for — of 
Spaceships during Prolonged Flights--Translatio 

AD-784 789/11 74-22 6H = PC$3. 25/MFS2. 2s 


Serrated Commutator-Brush Unit--Translation. 
AD-783 565/SGI 74-21 9C PC$3.25/MF$2.25 


BYCHKOV, YU. I. 


Development of an Electrical Discharge in Gaps with 
Great Overvoltage at Low Air Pressure--Translation. 
AD-781 157/3GI 74-17 201 PC$3.25/MF$2.25 


BYCK, JOSEPH S. 
Blood a Polyelectrolytes for Use in Medical 


Devic 
PB-225 636/061 74-04 6L PC$3.75/MF$2.25 
BYE, C. 
On-Line Searching of Council of Europe Conventions 
and Agreements: A Study in Bilingual Document 


Retrieval. 
AERE-R-7673 74-16 SB PC$4.00/MF$2.25 


On-Line Searching of Council of Europe Conventions 
and Agreements: A Study in Bilingual Document 


Retrieval. 
AERE-R-7673 74-17 SB PC$4.00/MF$2.25 
BYER, HAROLD H. 


An Experimental Determination of Long Wavelength 
Phonons and Anomalous Dielectric Behavior in 
Proustite and Pyrarg 
AD-784 309/7GI 


BYER, R. L 
Reprint: Second Harmonic Generation and Infrared 
Mixing in AgGaSe2. 
AD-779 092/6GI 
Tunable Optical Sources. 
AD-771 188/0GI 74-04 2E PC$4.75/MF$2.25 
BYER, ROBERT L. 


Development of Tunable Infrared nena —" 
tors and Coherent Tunable Source Spec’ 
AD-777 131/4GI 74-12 20F POCss. ‘ISIMFS2. 25 


BYERLEY, D. L. 


Evaluation of Various Sizes and Configurations of 
Fuel Tanks. 
AD-777 801/2GI 74-13 13D = PC$4.25/MF$2.25 


BYERLEY, J. J. 


Laboratory Study of Continuous Electrooxidation of 
Dilute Cyanide Wastes. 
PB-235 588/1GI 74-24 13B PC$3.7S5/MF$2.25 


BYERS, D.C. 


Sputtering Holes with lon Beamlets. 
PATENT-3 826 729 74-24 13H Not available NTIS 


BYERS, HORACE R. 
Bi Thunderstorm. Report of the Thunderstorm Pro- 


yrite 
74-22 20L PC$8.75/MF$2.25 


74-15 20E Reprint 


PB-234 515/SGI 74-22 4B PC$7.25/MF$2.25 
BYERS, J. A. 

Current Ctr Computer Codes in Use at Ucirl, Liver- 

more. 

UCID-15563 74-25 201 PC$4.25/MF$2.25 
BYERS, PETER 


Reprint: Procollagen Peptidase Deficiency in a Form 
of the Ehlers-Danlos Syndrome. 
AD-783 204/1GI 

BYERS, STANLEY A. 


An Investigation of Reaction Sintered Silicon Nitride 
as a Radome Material. 


74-20 6P Reprint 


AD-777 064/7GI 74-12 171 PC$4.75/MF$2.25 
BYERTS, THOMAS O. 

Community Planning for the Elderly, 

PB-232 000/0GI 74-14 SK PC$4.25/MFS$2.25 


BYKHOVETS, A. I. 
Let's Use Herbicides--Translation. 
AD-771 634/3GI 74-05 6F PC$3.25/MF$2.25 


BYKHOVSKII, A. V. 


Experience with Radon Control in Mining, 
TT-72-52008 74-19 81 PCS?, 00/M F$2.25 


The Problem of the Doses Absorbed in the Epithelium 
of the Upper Respiratory Tracts after Inhalation of 
Radon and Its Daughter Products (K Voprosu o 
Pogloshchennykh Dozakh y Epitelii Verkhnikh Dyk- 
hatelnykh Putei pri I ngaliatsionnom Vozdeistvii 
Radona i Ego Dochernikh Produktov), 

TT-73-55012 74-05 6R PC$3.25/MF$2.25 


BYKOV, V.L. 


A Method of Lowering the Noiseproofness Threshold 
of Broadband Frequency Modulation and Phase Modu- 
lation Receivers--Translation. 

AD-781 153/2GI 74-17 17B  PC$3.25/MF$2.25 


BYKOV, V.N. 


Methods of Measuring Velocity and Photographing 
Models in Ballistics Tests--Translation 


AD-783 575/4GI 74-21 14B "PCs3. 25/MF$2.25 
Radiation Swelling of Steel OKhi8N9T, 
IPRS-60973 74-07 11F PC$3.25/MF$2.25 


Some Electron Structure Characteristics of W-Re Solid 

Solutions. 

N74-14422/1GI 
BYKOV, V.S. 


Calculation of the Characteristics of  “gieaaaamed 
Damping of Bodies of Revolution--Translatio 
AD-781 625/9GI 74-18 20D PC$3. 25/MFS2. 25 


BYKOV, V. Vv. 
Digital Modeling in Statistical Radio Engineering-- 
Translation. 
AD-783 732/1GI 74-21 17B PC$8.75/MF$2.25 


Present State and Immediate Problems of Short-Term 
Hydrodynamic Weather Forecasting--Translation 
AD-782 $47/4G1 74-19 4B PC$3. 25/MF$2. 25 


BYLOFF, ROBERT C. 


Reprint: Magnetics in Bioengineering Symposium. 
Papers Presented at the International Magnetics Con- 
ference Held in Washington, D.C., on 24-27 April 1973. 
AD-783 146/4G1 74-20 6B Reprint 


BYNUM, J. A. 


An Experimental Investigation of the Role of Motion 
in Ground-Based Trainers. 
AD-778 665/0GI 74-14 SI PC$4.25/MF$2.25 


Test of a Model of Visual Spatial Discrimination and 
Its Application to Helicopter Control. 
AD-771 041/1GI 74-04 SJ PC$4.25/MF$2.25 


BYNUM, M. R. 


Simulated Trajectories Error — a, Ver- 
sion 2. Volume 2: Programmer’S Mani 
N74-11657/5GI 74-05 22C PCS15.25/MFS2. 25 


BYRAM, GEORGE W. 
Optical Tunneling Acoustic Surface Wave Light Modu- 
la 


74-08 20L PC$3.25/MF$2.25 


tor. 
PATENT-3 602 577 74-04 20F Not available NTIS 
BYRD, A. W. 


Thermoelectric Power System. 
PAT-APPL-452 769 74-13 10B PC$3.25/MF$2.25 


BYRD, J. S. 
Desk-Top Microcomputer. 
DP-1351 74-25 9B PC$5.45/MF$2.25 


BYRD, JACK JR. 
The Design and Development of an Interactive Energy 


Model, 

PB-236 144/2GI 74-25 10A PCS$6.25/MF$2.25 
BYRD, W. D. 

Specifications for Fuels Recycle Pilot Plant. 

HWS-5967 74-22 18) PC$26.50/MF$2.25 


BYREN, ROBERT H. JR. 


Reprint: Inorganic Speciation of Boron in Seawater. 
AD-785 061/3GI 74-23 83 Reprint 


BYRER, THOMAS G. 
Production of Inconel 718 Mortar Tubes by Hydro- 
static Extrusion. 
AD-783 416/1GI 74-20 19F PC$3.75/MF$2.25 
BYRNE, A. R. 


Rapid Neutron Activation Analysis of Arsenic in a 
Wide Range of Samples by Solvent Extraction of the 


I 5 
US-R-617 74-18 7D PCS$4.00/MF$2.25 


Simultaneous Neutron Activation Analysis of Selenium 

with Mercury in Biological Samples by Volatilization. 

US-R-619 74-18 7D PC$4.25/MF$2.25 
BYRNE, F. 

Digital Servo Controller. 

PATENT-3 826 964 74-24 9E Not available NTIS 


BYRNE, G. D. 
Lecture Series on Nonlinear Least Squares. 
UCID-16331 7402 12A PC$3.50/MF$2.25 
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BYRNE, J.G. 


Positron Lifetime Measurements as a Non-Destructive 
Technique to Monitor Fatigue Damage. Final Progress 
Report, January 1, 1972--December 31, 1972. 

COO-2128-4 74-04 11F PC$4.75/MF$2.25 


Positron Lifetime Measurements as a Non-Destructive 
Technique to Monitor Fatigue Damage. Progress Re- 
rt. 
C00-2128-5 74-06 14B PC$4.25/MF$2.25 
BYRNE, JOHN P. 


Thailand--Which Way in the 1970s. 
AD-772 393/SGI 7405 SD PC$4.25/MF$2.25 


BYRNE, K. P. 


Bending Induced Crack Propagation in Bare and Clad 
4 Percent Cu-Aluminium ae Reference to 
Acoustically Propagated Fatigue Crack 

N74-27023/2G1 74-20 LIF PCS. 25/MF$2.25 


BYRNE, ROBERT F. 


Applicability of Programming Models = ay and 
Risk Control in Water Resource Manag 
PB-230 616/SGI 74-11 13B “PCS7 ‘00/MFS2. 25 


BYRNE, ROBERT H. JR. 


Chemical Forms of Iron in Sea Water, 
PB-225 995/0GI 74-05 8] (Order as PB-225 983) 


BYRNE, ROBERT J. 


An Analysis of Consumer Evaluations of Proposed 
Changes in A Food Service System. 


AD-782 984/9GI 74-20 6H PC$4.25/MF$2.25 

Design of a Central Food Preparation Facility for the 

Army. 

AD-777 $22/4GI 74-12 1SE PC$3.25/MF$2.25 
BYRNES, D. V. 


Space Trajectory Error Analysis Program (Steap) for 
Halo Orbit Missions. Volume 1: Analytic and User'S 
Manual. 

N74-26307/0GI 74-19 22C PC$7.25/MF$2.25 


Space Trajectory Error Analysis Program (Steap) for 


Halo Orbit Missions. Volume 2: Programmer'S 
Manual. 

N74-26308/8GI 74-19 22C PC$8.50/MF$2.25 
BYRON, S. R. 

Electron Beam Molecular Lasers. 

AD-780 238/2GI 74-16 20E PC$3.75/MF$2.25 


BYSTRITSKH, V. M. 


Investigation of the Synthesis Reaction D mu + D Im- 

plies exp 3 He + N + mu in Gaseous Deuterium. 

JINR-P1-7342 74-06 20H PC$3.00/MF$2.25 
BYSTROM, JOHN 


Pacific Satellite Health Information Study. 
PB-232 367/3GI 74-15 6E PCS. 25/MF$2.25 


BYU, C.L. 
Roll Plane Analysis of on-Aircraft Antennas. 
N74-16953/3GI 74-11 9E PC$3.25/MF$2.25 


BYUSHGENS, G. 
Anniversary of the Birth of N. E. Zhukovskii (125th)-- 


Translation. 
AD-778 595/9GI 74-14 SI PC$3.25/MF$2.25 


‘...He Was Almost a University’--Translation. 
AD-781 307/4GI 74-18 SI PC$3.25/MF$2.25 


CABANISS, RAYFIELD W. 
Chemical Analysis of Slickensides from Coal Mine 


Roof Shale. 
PB-231 986/1GI 74-14 8D PC$3.25/MF$2.25 
CABANTCHIK, Z. I. 
Chemical Approach to the Localization of Anion Per- 
meation Sites in the Membrane of Human Erythro- 
cytes. 
UR-3490-343 
CABE, J. 


Measurement of Total Neutron Cross Sections of Be, 
exp b- B, C, al, Si, S, Ti, V, Ni, exp 235 U, exp 238 
U, exp 239 Pu i in the Eneray ray Range 100 Kev to 6 Mev. 
CEA. -4524 PC$4.25/MF$2.25 


CABEAL, J. A 


Interhalogen Handbook, Addendum I. ae Com- 
patibility of Chlorine Pentafluoride with M 


74-02 6C PC$12.25/MF$2.25 


AD-907 453/5GI 74-12 7B PCS3. TSIM FS2. 25 
CABLE, J. W. 

Magnetic Moment Distribution around Fe Impurities in 

Ni sub 3 Ga. 

CONF-730821-1 7402 20L PC$3.00/MF$2.25 


CABLE, PETER G. 


Operating Characteristics for Maximum Likelihood De- 
tection of Signals in Gaussian Noise of Unknown 
Level. Il. Phase-Incoherent Signals of Unknown 


Level, 
AD-778 934/0GI 74-14 9D PC$S5.25/MF$2.25 


Operating Characteristics for Maximum Likelihood De- 
tection of Signals in Gaussian Noise of Unkaown 
Level. III. Random Signals of Unknown Level, 


AD-786 729/4GI 
CABLE, W. L. 


Rotary Solenoid Shutter Drive Assembly and Rotary 
Inertia Damper and Stop Plate Assembly. 
PATENT-3 804 506 74-15 14E Not available NTIS 


CABOT, A. VICTOR 


Reprint: Variations on a Cutting Plane Method for 
Solving Concave Minimization Problems with Linear 
Constraints. 

AD-784 512/6GI 74-22 12B Reprint 


CABREJAS, M. 
In Vivo Studies of the Human Thyroid-Stimulating 


Hormone. 
74-02 6P PC$3.00/MF$2.25 


74-25 9D PC$4.25/MF$2.25 


CNEA-339 
CABRERA, C. L. 

Absorption Spectra of Glasses in the Far Infrared. 

COO-3151-30 74-21 7D PC$6.50/MF$2.25 
CABRERA, RAMON CARMELO GARCIA 


Reprint: A Biological Fisheries Study = the Marine 
Spider Crab in Waters off the Sahara Coa: 
AD-774 339/6GI 74-08 6C Not available NTIS 


CACAK, ROBERT K. 


Measurement of X-Ray Cross Sections Relevant to a 
Scanning Ion Microscope. 
AD-775 $47/3G! 74-09 14B PC$3.75/MF$2.25 


CACCHIONE, DAVID A. 


Reprint: Experiments on Bottom Sediment Movement 
by Breaking Internal Waves (4). 
AD-769 765/9GI 74-01 8C Reprint 


Reprint: Incipient Sediment Movement by Shoaling In- 
ternal Gravity Waves. 


AD-781 016/1GI 74-17 8C Reprint 


CACOULLOS, T 

Multivariate Statistical Analysis. 

AD-772 662/3GI 74-06 12A PC$3.25/MF$2.25 
CAD, 


The Flight Control System for the Concorde Super- 

sonic Civil Transport Aircraft. 

N74-28502/4GI 74-22, 1C PC$3.75/MF$2.25 
CADALBERT, R 


Study of Irradiation Cavities in yom mang by Small 
Angle Scattering. Use of a Kratky Chambe 


CEA-CONF-2335 74-07 11F PC$3 ‘00/MFS2. 25 
CADDEN, J. L. 

Melting of Uranium Alloys. 

Y-DA-5323 74-14 11F PC$9.50/MF$2.25 
CADEK, F. F. 

poe pa Effects Tests Phase a Results. 

WCAP-5108 74-08 181 PC$3.00/MF$2.25 

Pwr Fiecht Final Report Supplement. 

WCAP-7931 74-07 181 PC$15.25/MF$2.25 


CADENHEAD, D. A. 

Effect of Changing Alloy Composition on Hydrogena- 

tion Reactions. Final Report. 

TID-26525 74-12 11F PC$3.00/MF$2.25 
CADET, B. 

Trapping and Desorption of Iodine in Graphite-Gas 

Reactors. 

CEA-CONF-2544 74-16 18E PC$3.00/MF$2.25 
CADIGAN, FRANCIS C. 


Reprint: Silvered Leaf-Monkeys (Presbytis cristatus). 
: Bod Management, Caging, Diet, and Biologic 


ADT 196/SGI 74-15 6C Reprint 


CADILHAC, M. 
The Validity of the Rayleigh Expansion. 
N74-21802/5GI 74-17 ON. PC$3.25/MF$2.25 
CADMAN, R. B. 


Hook Bounce Test of the C-2A Airplane Arresting 
Gear ‘A’ Frame. 

AD-774 085/SGI 74-08 1B PC$3.25/MF$2.25 

CADMAN, ROBERT B. 

Hook Bounce Test of the E-2A Airplane Arresting 
Gear ‘A’ Frame. 

AD-774 086/3GI 74-08 1E PC$3.25/MF$2.25 
Test Plan for the Hook Bounce Condition of the C-2A 
Airplane Arresting Gear ‘A’ Frame. 

AD-774 083/0GI 74-08 1E PC$3.25/MF$2.25 
Test Plan for the Hook Bounce Condition of the E-2A 


Airplane Arresting Gear ‘A’ Frame. 
AD-774 084/8GI 74-08 1E PC$3.25/MF$2.25 


CADMAN, T. W 


Transient Analysis of a State Park Extended Aeration 
Wastewater Facility. 
PB-232 957/1GI 74-17 13B PC$7.25/MF$2.25 


CADMAN, THEODORE W. 


Capital and Operating Costs of Pollution Control 
Equipment Modules. Volume I. User Guide. 
PB-227 804/2GI 74-08 13B PC-GPO/MF$2.25-NTIS 


CAFASSO, F. A. 


CADMUS, MARTIN C. 
Microbial charide and Process. 
PATENT-3 314 801 74-18 6A Not available NTIS 
Nitrogen Source for Improved Productions of Microbi- 


al Polysacchharides. 
PATENT-3 565 763 74-17 6M _ Not available NTIS 


Process for a Microbial Polysaccharide. 
PATENT-3 228 855 74-16 6M Not available NTIS 


Shortened Fermentation Process for Obtaining D-Man- 


Lt . 
PATENT-3 427 224 
CADOFF, MARILYN A. 


Evaluation of Commercial Integrating-Type Noise Ex- 
posure Meters, 
COM-74-10477/9GI 74-11 63 PC$3.7S/MF$2.25 


CADOTTE, J. E. 


In-Situ-Formed Condensation Polymers for Reverse 
Osmosis Membranes. 
PB-229 337/1GI 74-10 7A PC$3.75/MF$2.25 


In situ-Formed Condensation > ama for Reverse 
Osmosis Membranes: Second Phase 
PB-234 198/0GI 74-20 7A PC$S.25/MF$2.25 


CADOTTE, JOHN E. 


Ultrathin Semipermeable Membrane. 
PATENT-3 580 841 74-06 7A Not available NTIS 


CADWALLADER, EDGAR A. 


Dropwise Condensation. 
PATENT-3 305 007 74-08 7A Not available NTIS 


Method and Apparatus for Preventing Scale Formation 
in Heat Exchangers 
PATENT-3 428 114 74-07 11C Not available NTIS 


CADWELL, L. L. 


Rangeland Grasshopper Foraging Im 
COO-1156-67 74-21 6F PPCss. 25/MF$2.25 


CADY, E. C. 
Study of Thermodynamic Vent and Screen Baffle In- 
tegration for Orbital Storage and Transfer of Liquid 
Hydrogen. 
N73-33737/0GI 74-02 22A PC$7.25/MF$2.25 
CADY, G. M. 


Report of the CACTOS Project: Investigation of Com- 
putation and Communication Trade-Offs in Military 
Command and Control Systems. 


74-18 6A Not available NTIS 


AD-775 219/9GI 74-09 17B PC$4.75/MF$2.25 

Reprint: Experiments in Communication Networks. 

AD-777 487/0GI 74-12 17B Reprint 
CADY, K. B. 

Electric Utility Optimum Mix Model, 

PB-228 755/SGI 74-10 10B PC$3.25/MF$2.25 


An Estimate of the Risk of Accidental Radiological 
Exposure from a Boiling Water Reactor, 


PB-227 824/0GI 74-08 18H PC$3.75/MF$2.25 

Retieoute Waste Management at Nuclear Fuel 
Reprocessing Plants, 

PB-227 873/7GI 74-08 18G PC$3.75/MF$2.25 


Review and Analysis of Radwaste Management for 
Light Water Reactors, 


PB-228 858/7GI 74-09 18G PC$4.75/MF$2.25 
CADY, R. L. 

Design and Performance of the Lampf 1-1/4 Mw Klys- 

tron Modulator. 

LA-UR-73-1320 74-06 20G PC$3.00/MF$2.25 
CADY, T. 

A Hydrogen Energy Carrier. Volume 1: Summary. 

N74-11727/6G1 7405 21D PC$3.75/MFS$2.25 

A Hydrogen Energy Carrier. Volume 2: Systems Anal- 

ysis. 

N74-11728/4GI 7405 21D PC$6.25/MF$2.25 
CADY, W. E. 


— ¢ Aging at 160 exp 0 F on the Properties of 
attan C. 

UCID-15422 74-25 113 PC$4.00/MFS$2.25 
Transition Temperatures and Crystallinity in Eva, Vce 
and Rattan C. 

UCID-15424 74-25 113 PC$4.00/MF$2.25 


CAEN, J. 
Thin Layer Chromatography for the Separation and 
Evaluation of Puric Bases and Their Nucleosides and 
Nucleotides. 
CEA-R-4564 74-26 7D PC$4.00/MF$2.25 
CAENEPEEL, C. L. 


Catalytic Oxidation of Trace Levels of Methane in Ox- 
ygen in a Tubular Reactor. 
N74-25649/6GI 74-19 7C PC$3.25/MFS$2.25 
CAFASSO, F. A. 

Determination of Carbon in Sodium by TAB Equilibra- 
tions and by Carbon Meters and the Carburization of 
Stainless Steels in Sodium Systems. 

ANL-8017 74-12 18E PC$4.00/MF$2.25 
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CAFFERTY, PASTORA 


CAFFERTY, PASTORA 


Chicago's —— Speaking Population. Selected 
Statistics (E 

PB-233 247 74-18 SK PC$3.75/MF$2.25 
CAGGIANO, THOMAS 


Calculation of TNT Air-Blast Equivalencies for Sur- 
face Bursts. 
AD-775 422/9G1 74-09 


CAGLE, C. D. 
Reactor Operator Study Handbook (Programmed In- 
struction Version). Volume V. Instrumentation and 
Controls. 
ORNL-TM-2034(Rev.) 74-07 181 PC$16.75/MF$2.25 
CAGLE, G. W. 
Sulfamic Acid Cleaning Solution for 4,4’"Methylene- 
Bis-Ortho-Chloroaniline (Moca). 
Y-1941 74-18 7D PC$4.00/MF$2.25 
CAGLIOSTRO, LAWRENCE P. 
Combined Sewer Overflow Study for the Hudson 


River Conference, 
PB-227 341/SGI 74-07 13B PC-GPO/MF$2.25-NTIS 
CAGNETTI, P. 


Evaluation of the Vertical Dispersion of Gaseous Ef- 
fluents in a Short Interval at the Brasimone Site. Ad- 


vancement Report No. 1. 
RT/PROT-(73)19 74-10 18H PC$3.50/MF$2.25 


Meteorological Measurements in the Lower Strata and 

Their Interpretation in the Study of Atmospheric Dif- 

fusion at the Brasimone Site. First Report. 

RT/PROT~(73)10 74-11 4B PCs. 50/MF$2.25 
CAHALAN, DON 

Evaluation of Alcohol Treatment Programs, 

AD-787 685/7GI 74-26 6E PC$3.75/MF$2.25 
CAHAN, B. D, 


Scanning Ellipsometric Spectroscopy: Study of the 

Formation of the Anodic Oxide Film on Noble Metals. 

AD-771 466/0GI 74-04 7D PC$3.75/MF$2.25 
CAHEN, O 


Electronic and Ionic Techniques for the Development 

of High Resolution Active and Passive Devices Etude 

ad'UN Ensemble de Techniques Electroniques et 

loniques Permettant la Realisation de Dispositifs Actifs 

et Passifs de Haute Resolution Compte Rendu Annuel. 

N73-32126/7GI 74-02 9A PC$3.25/MF$2.25 
CAHILL, KATHLEEN 

Low Temperature Electrochemical Systems. 

AD-773 053/4GI 74-06 10C PC$6.25/MF$2.25 
CAHILL, L. J. JR. 


Explorer 45 (S 3-a) Observations of the Magnetosphere 
and Magnetopause During the 4-5 August 1972, Mag- 


netic Storm Period 
N74-22967/5GI 74-18 4A PC$3.75/MF$2.25 
CAHILL, THOMAS A. 


Contribution of Freeway Traffic to Airborne Particu- 


19D PC$4.25/MF$2.25 


late Matter. 

PB-231 617/2GI 74-13 13B PCS$6. ee 25 

Cyclotron Analysis of Atmospheric Contam: 

PB-236 404/0GI 74-26 7D PCS: as /M E82. 25 
CAHN, J. W. 

Reprint: The Crystal Structure of the Metastable 


Precipitate in Copper-Bases Copper-Titanium Alloys. 
COM-74-50150/3GI_ 74-09 I11F Not available NTIS 
CAHN, R. P. 


Feasibility Study of Alternative Fuels and Automotive 
Transportation. Volume III. Appendices 
PB-235 583/2GI 74-23. 21D PCS. 75/MF$2.25 


Feasibility Study of Alternative Fuels for Automotive 
Transportation. Volume I. Executive Summary 
PB-235 581/6GI 74-23 21D ~PC$3. 7S/MFS2. 25 


Feasibility Study of Alternative Fuels for Automotive 
Transportation. Volume II. Technical Section, 
PB-235 $82/4GI 74-23 21D PC$7.50/MF$2.25 


CAILLOT, P 


Method of Statistical Exploitation of Biomedical Data. 
CEA-CONF-2435 74-15 6E PC$3.00/MF$2.25 


CAIN, CLARENCE P. 


Reprint: Measured and Predicted Laser-Induced Tem- 
perature Rises in the Rabbit Fundus. 
AD-782 755/3GI 74-20 6R Reprint 


CAIN, FRED L. 
Broadband Antenna Measurement Techniques. 


AD-787 867/1GI 74-26 9E PC$6.25/MF$2.25 
CAIN, J.C. 

A Global Magnetic Anomaly MAP. 

N74-20982/6GI 74-15 8N PC$3.25/MF$2.25 
CAIN, LOUIS P. 


Analysis of Employment Trends and Key Industries in 
Kansas City, Missouri, and Kansas City, Kansas. 
PB-235 109/6GI 74-22 SC PC$7.25/MF$2.25 
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Analysis of Employment Trends and Key Industries in 
Kansas City, Missouri, and Kansas City, Kansas. 


Summary. 
PB-235 110/4GI 74-22 SC PC$3.25/MF$2.25 


CAIN, WILLIAM S. 
Reprint: Constant-Effort Contractions Related to the 


Electromy . 
AD-779 224)5GI 74-15 6P Reprint 


Reprint: Constant Effort During Static and Dynamic 
Muscular Exercise. 
AD-783 116/7GI 74-20 6P Reprint 


Reprint: Effort in Isometric Contractions: Buildup and 
Recove 
AD-779 227/8G1 74-15 $3 Reprint 


Reprint: Spatial Discrimination of Cutaneous Warmth. 
AD-779 226/0GI 74-15 SJ Reprint 


CAIRNS, E. J. 


Research on Oxygen Recovery Systems for Use in 
Space Capsules. Progress Report, February 1972-- 


January 1973. 
ANL-8018 74-02 6K PC$S5.45/MF$2.25 
CAIRNS, JAMES L. 


Marine Physics: Internal-Surface Wave Interaction and 
Microstructure Measurement Program. 
AD-776 260/2GI 74-10 83 PC$3.25/MF$2.25 


Marine Physics: Internal-Surface Wave Interaction and 
Microstructure Measurement Program 
AD-785 262/7GI 74-23 8C  PC$3.25/MF$2.25 


CAIRNS, JOHN JR. 


Systems Simulation of the Effects of Tertiary Treat- 
ment for Carbon, Nitrogen, and Phosphorus Removal 
Upon Primary Productivity, Standing Crop and Com- 
munity Structure of Autotrophic and Metertrophic 
Communities in Receiv ing Model Streams. 

PB-231 759/2GI 74-13, 13B  =PC$3.25/MF$2.25 


CAIZERGUES, R. 


Moret: Monte Carlo Code for the Rapid Computation 
of Effective Multiplying Factors of Fissile Media in 
Complex Geometries. 

CEA-N-1645 74-08 18K 


CALABRA, A. E. 


Specimen Mounting Methods for Metallograp! 
RFP-2148 74-07 11F PCS$S. SOiFS2. 25 


CALABRESE, CARMEN 


Reprint: Cyclic Stress-Strain Response of Two-Phase 
Alloys. Part I. Microstructures Containing Particles 
Penetrable by Dislocations. Part II. Particles Not 
Penetrated by Dislocations. 
AD-778 603/1GI 


CALABRESE, S. J. 


Low Friction Coatings for Icebreakers. 
AD-784 361/8GI 74-22, 11C ~=PC$6.25/MF$2.25 


CALAHAN, D. A. 


Description of a Program for the Analysis and Optimal 
Design of Mechanical Systems, 
AD-773 186/2GI 74-06 20K PC$4.75/MF$2.25 


Exploiting Parallelism in Design Algorithms 
AD-784 913/6GI 74-23 9B PC$3.25/MF$2.25 


Parallel Solution of Sparse Simultaneous Equations. 
AD-770 770/6GI 74-03 12A PC$3.25/MF$2.25 


CALAMARI, TIMOTHY A. JR. 
Chainless Mercerizer Suitable for use with Liquid Am- 


moni. 
PATENT-3 724 243 74-09 13H Not available NTIS 


Process for the Liquid Ammonia Treatment of Yarns. 
PATENT-3 767 359 74-18 11E Not available NTIS 


CALARESE, WLADIMIRO 
Review of Methods of Solution of Afterbody/Exhaust 


Nozzle Flow Fields, 
AD-787 459/7GI 74-26 20D PC$6.25/MF$2.25 
CALAWA, ARTHUR R. 


Reprint: High-Power Output in Pb(i-x)Sa(x)Te Diode 
Lasers with epevet Mirror Quality. 
AD-772 146/7G 7405 20E Reprint 


Reprint: PbS(i-x)Se(x) Tunable Lasers for High- 
Resolution Infrared Spectroscopy. Meeting speech. 
AD-773 994/9GI 7408 20E Reprint 


Reprint: Single Heterojunction Pb(1-x)Sa(x)Te Diode 
AD-774 003/8GI 


PC$10.25/MF$2.25 


74-14 11F Reprint 


74-08 20E Reprint 
Reprint: Small Bandgap Lasers and Their Uses in 
Spectroscopy. 
AD-772 213/SGI 74-05 20E Reprint 


Reprint: Tunable Laser Measurements of Water Vapor 

Transition in the Vicinity of 5 Micrometers. 

AD-771 905/7GI 74-05 7D Reprint 
CALDAROLA, L. 

Considerations for an European Centralized Reliability 


Data Bank System. 


KFK-1929 74-22 9B PC$4.00/MF$2.25 





Current Status of Knowledge of Molten Fuel/Sodium 
Thermal Interactions. 
EURFNR-1174 74-22 181 PC$S5.25/MF$2.25 


New Definition of Reliability, See Lifetime 


Prediction, and Learning Processe 
EURFNR-1118 74-09 Ts PC$5.25/MF$2.25 
CALDECOTT, R. 


Development of the aga Loop Antenna at H.F. 
for Shipboard Application: 
AD-771 729/1GI 


CALDER, A. J. J. 


The Skidding Resistance of Concrete: The Effect of 
Materials Under Site Conditions, 
PB-236 888/4GI 74-26 13B PC$3.25/MF$2.25 


CALDER, C. A. 


Applications of Pulsed Laser Induced Stress Waves. 
UCID-16353 74-06 14B PC$3.50/MF$2.25 


CALDER, G. VINCENT 


Trace Soluble Organic Compounds in Potable Water 

Supplies. 

PB-228 523/7GI 
CALDERON, M. O. 


Apparatus for Testing Direct Energy Conversion of 
Plasma Energy to Electricity. 
UCRL-75174 74-10 


CALDWELL, CHARLES 


The Comprehensive Urban Plan, Henderson, Texas 
1972-1992. Volume I. 
PB-224 920/9GI 


CALDWELL, D. E. 


Indoor-Outdoor Air Pollution Relationships: 
Il. An Annotated Bibliography, 
PB-230 899/7GI 74-12 


CALDWELL, D. O. 


High Energy User Group at Santa Barbara. Progress 
Report, May 1973--March 1974. 
UCSB-10-P-23-26 74-21 


CALDWELL, DAVID H. 


Ammonia Elimination System. 
PATENT-3 824 185 74-26 7A Not available NTIS 


CALDWELL, HERBERT S. 


Method of Extracting Aluminum from Aluminum-Sil- 
icon Alloys by Low Pressure. 
PATENT-2 810 637 74-12 


CALDWELL, HERBERT S. JR. 
Process and Apparatus for Selective Condensation of 


74-05 9E PC$4.25/MF$2.25 


74-10 7D PC$3.75/MF$2.25 
18A PC$3.00/MF$2.25 


74-01 13B PC$5.25/MF$2.25 


Volume 


13B PC$3.75/MF$2.25 


20H PC$4.00/MF$2.25 


11F Not available NTIS 


Metals. 
PATENT-3 136 627 74-10 
CALDWELL, J. J. 


Test Facility for 6000 Hour Life Test of 30 cm Mercu- 

ry Ion Thruster. 

N74-22889/1GI 
CALDWELL, J.T. 


Exp 235 U Enrichment Determination Using exp 4 He 
Proportional Counters 
LA-UR-73-1657 74-11 


CALDWELL, JOSEPH W. JR. 


A System of Computer Aided Diagnosis with Blood 
Serum Chemistry Tests and Bayesian Statistics. 
AD-786 284/0GI 74-24 6A PC$S5.25/MF$2.25 


CALDWELL, LARRY V. 


Tunnel Electron Emitter Cathode. 
PATENT-3 706 920 74-20 9A Not available NTIS 


CALDWELL, ROBERT W. 


The Comprehensive Urban Plan, Henderson, Texas 
1972-1992. Volume I. 
PB-224 920/9GI 


CALDWELL, STEVEN J. 


Contractor Performance Measurement: Overrun Con- 
tracts with Selected —- on Problems of Imple- 
meatation of the C/SCSC 
AD-781 516/0GI 


CALDWELL, WALTER F. 


Atmospheric Attenuation of CO Laser Radiation in the 
Region 1720/CM to 2080/CM. 
74-10 20F PC$7.00/MF$2.25 


11F Not available NTIS 


74-18 21C PC$3.25/MF$2.25 


183 PC$3.00/MF$2.25 


7401 13B PC$S.25/MF$2.25 


74-18 SA PC$S.75/MFS$2.25 


AD-775 709/9GI 
CALEDONL, G. E. 

Aerosol Propagation Effects. 

AD-782 627/4GI 74-19 7D PC$3.75/MF$2.25 
CALEY, L. E. 


Two Urethane Elastomers as Substitutes for Adiprene 


L-100 Cured with Moca. 
UCRL-75591 74-23 11) PC$4.00/MF$2.25 


CALFAPIETRA, VINCENT G. 
Use of Computerized Support Modeling in Logistic 


Analysis. 
AD-783 487/2GI 74-21 1SE PC$3.25/MF$2.25 





CALFEE, R. F. 
Nu-Averaged Infrared Absorption 
Water Vapor. 
COM-73-50920/0GI 
7401 
CALHEIROS, R. V. 


A Note on Some Characteristics of the Flow Pattern in 
January and July over the sub-Tropics of South Amer- 


ican Continent. 
74-13 4B PC$3.25/MF$2.25 


Coefficients of 


7D PC-GPO/MF$2.25-NTIS 


N74-19248/5GI 


CALHOON, KAREN 8S. 
California Landscape Province Preservation Studies. 


Summary. 
PB-235 330/861 74-25 13B PC$7.00/MF$2.25 


The Sierra Foothill and Low Coastal Mountain 
Province. Landscape Preservation Study. Appendix 
PB-235 248/2G1 74-24 13B  MF$2.25 


The Sierra Foothills and Low Coastal Mountain 
Province. Landscape Preservation Study. 
PB-235 247/4GI 74-24 13B PCs .1S/MF$2.25 


CALHOON, RICHARD L. 


Investigation of Inspection Aids 
AD-787 333/4GI 74-26 


CALHOUN, CHARLES C. JR. 


Development of Minimum a Requirements 
for C-SA and Other Aircraft Loading 
AD-771 174/0GI 74-04 iE “Pcs. 75/MF$2.25 


CALHOUN, JOHN 


Alternative Futures and Environmental Quality, 
PB-226 052/9GI 74-04 13B PC$7.50/MF$2.25 
CALHOUN, W. 
Reprint: L-DOPA: Effect on Ethanol Narcosis and 
Brain Biogenic Amines in Mice. 
AD-777 308/8GI 
CALHOUN, WILLIS A. 


Process for Preparation of Caustic-Resistant Con- 
tainers for High-Temperature Use. 
PATENT-3 236 682 74-11 11C Not available NTIS 


CALI, J. PAUL 


Reprint: A Systematic Approach to Accuracy in Clini- 
cal Chemistry. 
COM-74-50608/0GI_ 74-19 6A Not available NTIS 


Reprint: An Idea Whose Time Has Come (Guest Edi- 
torial). 

COM-74-50606/4GI 
Reprint: 


Chemistry. 
COM-74-50607/2GI 


CALIA, VINCENT S. 


Measurements of a Simulated Fae Exhaust Plume 
near the Prandtl-Meyer Limiting A 
AD-785 354/2GI 74-23 ‘iB css. 25/MF$2.25 


CALICCHIA, A. 


New Solid State Detector to Measure Energy and Posi- 
tion of Charged Particles. 
ISS-72/7 74-02 


CALKINS, DARRYL J. 


A Research Hydraulic Flume for Modeling Drifting 
Snow: Design, Construction and Calibration. 
AD-782 952/6GI 74-20 13B PC$3.25/MF$2.25 


CALKINS, JERRY M. 
An Evaluation of the Army Flueric CO2-02 Concen- 
tration Monitor-Model I and the Army Heart Monitor- 
Model IV Developed by the Harry Diamond Laborato- 
ries. 
AD-775 853/SGI 74-10 6L PC$4.25/MF$2.25 
CALKINS, K. W. 
Inert Atmosphere System for Plutonium Processing 


Gloveboxes. 
18] PC$4.00/MF$2.25 


1SE PC$7.00/MF$2.25 


74-12 60 Reprint 


74-19 6A Not available NTIS 
Problems of Standardization in Clinical 


74-19 6A Not available NTIS 


18D PC$3.50/MF$2.25 


RFP-2209 
CALKINS, RONALD R. 


Effect of Instructor Uniform (Army, Navy, Air Force, 
Civilian) on Learning and Perception of Basic Airmen 
Taught Through the Medium of Television. 


74-25 


AD-776 782/SGI 74-11 SI PC$7.00/MF$2.25 
CALL, D. W. 

Safety Analysis Report: Evaluation of Passive Re- 

Entry Approach. 

WANL-TNR-209 74-11 181 PC$23.75/MF$2.25 
CALL, N. R. 

Asymmetric Grain Evaluation Computer Program. 

AD-784 350/1GI 74-22 211 PC$3.25/MF$2.25 
CALL, R. L. 


Inversion Layer Solar Cell Fabrication and Evaluation. 


N74-16807/1GI 74-11 10B PC$4.75/MF$2.25 
CALLAHAN, A. P. 

High-Pressure enslie oag Column Design for 

Remote Hot-Cell Opera 

ORNL-TM-4583 74-20 18B PC$4.00/MF$2.25 


CALLAHAN, J. P. 


Experimental and Analytical Investigations of the 

Structural Behavior of Nozzle-to-Shell Attachments. 

ORNL-TM-4163 74-02 13M PC$6.00/MF$2.25 
CALLAHAN, JAMES FREDERICK 

An Application of an Econometric Model to Describe 

the Behavior of Buyers and Sellers. 

AD-783 777/6GI 74-21 SC PC$3.75/MF$2.25 


CALLAHAN, JOHN F. 


The Toxicology of Cyclotrimethylene-trinitramine 
(RDX) aad Cyclotetramethylene-tetranitramine (HM X) 
Solutions in Dimethylsulfoxide (SMSO), Cyclohex- 


anone, and Acetone 
AD-780 010/SGI 74-16 6T PC$5.25/MF$2.25 
CALLAHAN, JOSEPH C. 


Cell for Measuring Stresses in Prestressed Concrete. 

PATENT-3 742 757 74-06 14B Not available NTIS 
CALLAHAN, KENNETH P. 

Carboranes and Metallocarboranes. 

AD-783 678/6GI 74-21 7C PC$3.75/MF$2.25 

Metallocarboranes: Past, Present, and Future. 

AD-786 236/0GI 74-24 7C PC$3.75/MF$2.25 

Polyhedral Rearrangements Involving Five- and Six- 

Coordinate Carbon. 

AD-781 290/2GI 74-18 7C PC$4.25/MF$2.25 

Structures of Metallocarboranes. II. Crystal and 

Molecular Structure of the Metallocarborane Complex 


Cesium 3-n-Cyclopentadienyloctahydro-4-carba-3- 
cobalta-closo-nonaborate (1), Cs(+CSHS) 
Co(CB7H8). 


AD-777 475/SGI 74-12 7B PC$3.75/MF$2.25 


Structures of Metallocarboranes. III. Crystal and 
Molecular Structure of the Bimetallocarborane Com- 
plex 2,3-Bis(n-C yclopentadienyl)-1 ,7-dicarba-2,3- 
dicobaltadodecaborane(10), (n-CSH5)2Co2C2B8H10. 

AD-777 712/1GI 74-12 7B PC$3.75/MF$2.25 


Structures of Metallocarboranes. IV. Crystal and 
Molecular Structure of the ‘Nido’ Metallocarborane 
Complex 8-eta-Cyclopentadieny!-6,7-dicarba-8-cobalta- 
*nido’-nonaborane (11), 8-eta~CSH5-8-Co-6, 7-C2B7H11 
at -160C. 

AD-786 741/9GI 


CALLAHAN, LYNN T. Ill. 


Reprint: Purification and Characterization of 
‘Pseudomonas aeruginosa’ Exotoxin. 
AD-774 S41/7GI 74-08 6M Reprint 


Reprint: Use of Microculture Plates and the Multiple 
Automated Sample Harvester for in vitro Microassay 
of Bacterial Toxins. 
AD-787 234/4GI 


CALLAHAN, RICHARD A. 


Apparatus and Procedure for a Sublethal 
Toxicity of Wastewater Discharge 
AD-787 456/3GI 74.26 6 ‘Tr PC$4.75/MF$2.25 


CALLAHAN, ROBERT B. 


Housing Policy for Metro: A Case Study in Policy 
Development. 
PB-229 753/9GI 


CALLAN, C. G. 


Low-Frequency Sound Propagation in a Fluctuating In- 
finite Ocean. 
AD-787 041/3GI 


CALLAN, EDWIN J. 
Reprint: On the Energies of Two-Electron Atoms and 


Ions. 
AD-786 267/SGI 
CALLAS, LOUIS 


Modification of the Ear Simulation Programs for Com- 
mand Guidance Studies and Discussion of Tests for 
System Evaluation. Volume II 
AD-780 931/2GI 74-17 


CALLAS, LOUIS JR. 
Analog-to-Digital Converter Evaluation by oe 
Computer Analysis of Recorded Output. Volume I 
AD-775 442/7GI 74-09 171 PC$S.25/MF$2.25 
CALLAWAY, J. 
Reprint: Charge and Spin Contact Density in Fer- 
romagnetic Iron and Nickel. 
74-12 20L Reprint 


74-25 7C PC$3.75/MF$2.25 


74-26 6M _ Reprint 


74-10 13B PC$4.75/MF$2.25 


74-26 20A PC$4.25/MF$2.25 


74-24 7D Reprint 


“17G PC$S.25/MF$2.25 


AD-777 114/0GI 
Reprint: Energy Bands in Paramagnetic Chromium. 
AD-777 115/7GI 74-12 20L Reprint 


Reprint: Momentum Distribution of Electrons in 

Chromium, Iron, and Nickel. 

AD-775 181/1GI 
CALLAWAY, JOSEPH 

Optical Properties of Metals, 

AD-779 046/2GI 74-15 20L PC$3.25/MF$2.25 
CALLAWAY, R. 


Computation of Tides, Currents, and Dispersal of Pol- 
lutants in the New York Bight from Block Island to 


7409 20L Reprint 


CALVERT, CORLETTE C. 


Atlantic City with Large Grid Size, Single and Two- 
Layer Hydrodynamical-Numerical Models. Part 4. 
AD-778 617/1GI 74-14 8C PC$4.75/MF$2.25 


CALLEGARI, A. J. 


Reprint: Contact of Inflated Membranes with Rigid 
Surfaces. 
AD-782 499/8GI 


CALLEGARI, ANDREW J. 


Reprint: On the Collapse of Shallow Elastic Mem- 
branes. 
AD-781 074/0GI 


CALLEJA, G. B. 


Image Intensification of a Luminescent System Used 
as a Cytochemical Probe. Technical Report No. 6. 
NYO-3406-10 74-25 6A PC$S5.00/MF$2.25 


CALLEN, J. D. 


Neutral Beam Injection into a Tokamak I. Fast lon 
Spatial Distribution for Tangential Injection. 
ORNL-TM-4332 74-02 18A PC$4.25/MF$2.25 


CALLEN, P. 
The Atmosphere Explorer Power Subsystem. 


74-19 20K Reprint 


74-17 20K Reprint 


N74-28350/8GI 74-20 10C PC$3.75/MF$2.25 
CALLEN, R. C. 

Lere Critical Experiments. 

PWAC-404 74-15 18N PC$14.50/MF$2.25 


Snap-50 Critical Experiments and Analysis. 
PWAC-487 74-16 18N PC$9.5S0/MP$2.25 


CALLENDER, EDWARD 


The Biogeochemistry of Devils Lake, North Dakota. 
PB-226 306/9GI 74-05 8H PC$4.75/MF$2.25 


CALLENDER, R. H. 


Reprint: Resonant Raman Effect of 12 Dissolved in 

Solution. 

AD-779 082/7GI 74-15 7D Reprint 
CALLERI, G 

Eurex Euratom--Cnen Agreement. Annual Report, 

1971. 

EUR-S062 74-21 18) PC$4.00/MF$2.25 


Reprocessing of Fast Breeder Reactor Fuel Using 

Aqueous Reprocessing Technology. 

EUR-S010 74-06 183 PC$4.75/MF$2.25 
CALLEY, HARRY W. JR. 


Assessment of Potential Radiological Health Effects 
from Radon in Natural Gas. 
PB-226 734/2GI 74-06 6R PC$4.25/MF$2.25 


CALLIER, F. M. 
Lp-Stability (1 Less Than or Equal to p Less Than or 
Equal to Infinity) of Multivariable Nonlinear Time- 
Varying Feedback Systems That Are Open-Loop Un- 
stable. 
N74-18229/6GI 
CALLIES, DAVID L. 


EPA Authority Affecting Land Use. 
PB-235 331/6GI 74-24 13B PC$7.50/MFS$2.25 


CALMET, J. 


Computer Recognition of Divergences in Feynman 
Graphs. 
CNRS-CPT-73-P-538 
CALMON COSTA, E. 
Amine Extraction of Uranium, Molybdenum, and 
Vanadium from Acid Leach Liquors. 
IEA-292 74-15 18] PC$4.00/MF$2.25 


CALOGERAS, J. E. 


Effect of Screen-Induced Total-Pressure Distortion on 
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Guide 
PB-232 273/3GI 74-15 9B PC$3.25/MF$2.25 


General Tabulation System (GT)-Computer Program, 
IBM 360 Assembly Language. 
PB-232 114/9GI 
74-14 9B Mag Tape $175.00; Foreign $219.00 
CARLS, E. L. 


Reduction of Atmospheric Pollution by the Application 
of Fluidized-Bed Combustion and Regeneration of Sul- 
fur-Containing Additives. 

PB-227 058/SGI 74-06 7A PC$4.25/MF$2.25 


Reduction of Atmospheric Pollution by the Application 
of Fluidized-Bed Combustion and Regeneration of Sul- 
fur-Containing Additives. Annual Report, July 1971-- 


June 1972. 
ANL/ES-CEN-1005 7406 7A PC$S.45/MF$2.25 


CARLS, ERWIN L. 

Fluoride Reprocessing of Breeder Fuels. 

PATENT-3 753 920 74-07 18) Not available NTIS 
CARLSON, A. V 


Experimental Determination of Temperature Profiles 
by Ground-Based Radiometry. 
AD-779 531/3GI 74-15 4B PC$S.25/MF$2.25 


Experimental Determination of Temperature Profiles 
by Ground-Based Radiometry. 
COM-74-50336/8GI 74-12 4B MFS$2.25 


CARLSON, D. M. 
Geographical Variation in Upper Thermal Tolerance of 


a Planktonic Cladoceran, 
PB-227 818/2GI 7408 6F PC$3.25/MFS$2.25 


PA-163 


CARLSON, DALE A. 


CARLSON, DALE A. 


te Removal in an Activated Sludge Facility. 
PB-235 749/9GI 74-23 13B =PC$5.25/MF$2.25 


CARLSON, DOROTHY 


Research on Piezodialysi 
PB-236 613/6GI 


CARLSON, DOUGLAS M. 
panos overly of the Biological Resources of the Lake 


COM-74-10008/2G1 74-04 8H PC$8.75/MF$2.25 
CARLSON, E. J. 


draulic Model Studies for Backfilling Mine Cavities, 
Peas 613/9GI 74-05 81 PC$3.75/MF$2.25 


CARLSON, F.M 


The Error in Gas Drive Calculations Caused by Ignor- 
ing Compressibility and Solution Effects. 
PB-231 989/SGI 74-14 81 PC$3.25/MF$2.25 


CARLSON, F. PAUL 
Theory of Alternate Methods in Realizing the Optical 


Fourier Transform. 
AD-784 488/9GI 74-22 20F PC$3.25/MF$2.25 


CARLSON, FRANCIS M. 


Optimum Gas Saturation for Maximum Oil Recovery 
From Displacement by Water. 
PB-233 423/3GI 74-19 81 PC$3.75/MF$2.25 


"74-26 TA PC$S.25/MF$2.25 


CARLSON, G. A 
Design Studies of Mirror Machine Rea 
UCRL-75249 74-12 18A PCs, 00/MF$2. 25 


Dynamic Response of Geological Materials to Pulsed 
Electron Beam Deposition. 

SLA-74-0248 74-24 81 PC$4.25/MF$2.25 
Magnetohydrodynamic Pressure Drop of Lithium 
pong Ft Conducting Wall Pipe in a Transverse Mag- 
netic Field: Theory and Experiment. 

UCRL-75307 74-20 18A PC$4.00/MF$2.25 
Progress Report No. 2 on the Design Considerations 
for a Low Power Experimental Mirror Fusion Reactor. 
UCRL-74054-2 74-21 18A PC$8.75/MF$2.25 


Selective Leakage of Charged Particles in Mirror 
Machines. 

UCRL-S1434 74-04 18A PC$4.00/MF$2.25 
Technique for Determining the Tensile Strength of In- 
terface Bonds. 

SLA-74-274 74-244 13H PC$4.00/MF$2.25 


Technique for Testing the Tensile Strength of Ther- 


mocompression Bonds. 
SLA-74-93 74-17 9A PC$4.00/MF$2.25 


Wall Bombardment Due to the Charge Exchange of In- 
‘ted Neutrals with a Fusion Plasma 
CRL-75306 74-20 18A PC$4.00/MF$2.25 

CARLSON, G. W 

High-Energy Measurements of Neutron-Induced Fis- 

sion Cross-Section Ratios Involving exp 233 U, exp 

235 U, exp 238 U, and exp 239 Pu Using the Method 

of Threshold Cross Sections. 

UCID-16548 74-25 20H PC$5.00/MF$2.25 
CARLSON, GARY P. 


Epoxidation of Aldrin to Dieldrin by Lobsters, 
COM-74-11675/7GI 74-26 6C Reprint 


Pharmacological Evaluation of an Extract from 
‘Eisenia bicyclis’, 
COM-74-1 1670/8G1 74-26 60 Reprint 


t: Comparison of the Metabolism of Parathion 


of ters and Rats. 
COM-74-10263/3GI 74-06 6T Reprint 
CARLSON, GORDON E. 


Comparative Evaluation of an Improved Single Flight 


Stereo Radar Technique. 
74-08 8B PC$4.75/MF$2.25 


AD-774 762/9GI 

Single Flight Stereo Radar Using a oo 
Slewed Array and an Electrically Squinted 

AD-771 434/8GI 74-04 8B PCS. SoFS2. 25 


CARLSON, HERBERT C. 


Tonospheric Heating Analysis. 

AD-781 178/9GI 74-18 4A PC$S.25/MFS$2.25 
CARLSON, J. A. 

Mobile Energy Depot Feasibility Study: Summary Re- 

ACNP-62015-A 74-16 18N PC$18.00/MFS2.25 
CARLSON, J. N. 


| 2 i gmameaaae Carbon Dioxide Concentrator: Math 


N74-10101/SGI 
CARLSON, JERRY A. 


Machine-Aided Editing. 
AD-775 160/5GI 


CARLSON, K. DOUGLAS 
Crossed Molecular Beam Studies of Transition Metal- 


Oxygen Reactions. 
AD-770 $07/2GI 7402 7D PC$3.75/MF$2.25 


74-04 7D PC$4.75/MFS$2.25 


7409 SG PC$6.25/MF$2.25 


PA- 164 


CARLSON, KENNETH W. 
The Effect of Weld Defects on RFI Shielding Effec- 


tiveness. 
AD-773 716/6GI 74-07 14B PC$3.25/MF$2.25 


CARLSON, L. E. 


Development of Techniques to Prevent Occupant Ejec- 
tion Du: Rollover. Volume I. Executive Summary. 
PB-231 563/8GI 74-13 13F PC$4.25/MF$2.25 


Development of Techniques to Prevent Occupant Ejec- 
tion During Rollover. Volume II. Technical Report. 
PB-232 224/6GI 74-15 13F PC$9. 25/MFS2. 25 


Energies, Decay Schemes, and Lifetimes of Levels in 
exp 34 AR Measured Using the exp 32 S( Exp 3 He,N 
gamma ) exp 34 AR Reaction. 

ANU-P-5S79 74-12 20H PC$3.75/MF$2.25 


Subcompact Vehicle Tests with Inflatable Restraints: 
Volume I. Executive Summary. 
PB-226 231/9GI 74-04 13F PC$3.75/MF$2.25 


Subcompact Vehicle Tests With Inflatable Restraints. 
Volume II. = Aggeodin D. Part 1. Baseline Tests. 
PB-230 903, 74-11 13F PC$S.75/MF$2.25 


Subcompact Vehicle Tests With Inflatable Restraints. 
Volume II. Appendix D. Part 3. Rocket Researsh 


System Tests. 
PB-230 905/2GI 74-11 13F PC$11.50/MF$2.25 


Subcompact Vehicle Tests With Inflatable Restraints. 


Volume II. Technical Report. 
PB-230 902/9GI 74-11 13F PC$8.S0/MF$2.25 
CARLSON, L. 8. 


Subcompact Vehicle Tests With Inflatable Restraints. 

Volume II. Appendix D. Part 2. Olin System Tests. 

PB-230 904/SGI 74-11 13F PC$11.25/MF$2.25 
CARLSON, M. C. J. 

Mixed Oxide Ceramography Round Robin, 1972. 

HEDL-TME-73-33 74-02 18] PC$S. AS/MFS2. 25 
CARLSON, O.N. 

Metallurgical Upgrading of Automotive Scrap Steel. 

Final Report, June 1, 1971--May 31, 1973. 

IS-EPA-2 74-06 \11F PC$S.45/MF$2.25 


Radiation Hardening and Radiation-Anneal Hardening 
in Vanadium--Oxygen Alloys. 
74-06 


IS-3182 11F PC$3.00/MF$2.25 
CARLSON, P. J. 

Raster Display Graphics Generator Study. 

AD-770 342/4GI 74-02 9B PC$6.25/MF$2.25 
CARLSON, P. S. 


Heterogeneous Associations of Cells Formed in Vitro. 
BNL-19003 74-25 6C PC$4.00/MF$2.25 


Higher Plant Cells as Experimental Organisms. 
BNL-19027 74-25 6C PC$4.75/MF$2.25 


In Vitro Selection for Mutants of Higher Plants. 
BNL-19052 74-25 6C PC$4.00/MF$2.25 


CARLSON, PAUL E. 
Meteorological Study for Tooele Army Depot. Volume 
I 


AD-784 $72/0GI 74-22 4B PC$4.75/MF$2.25 
Meteorological Study for Tocele Army Depot. Volume 
Ul 


AD-784 $73/8GI 
CARLSON, PAUL R. 

Principal Sources and Dispersal Patterns of Suspended 

Particulate Matter in Nearshore Surface Waters of the 


Northeast Pacific Ocean. 
E74-10186 74-06 8C PC$3.25/MF$2.25 


CARLSON, R. B. 


Cruise Drag Results from High Speed Wind Tunnel 
Tests of NASA Refan Jt8d Engine Nacelles on the 
Boeing 727-200. 

N74-18673/SGI 74-13, 1A PC$3.75/MF$2.25 


CARLSON, R. C. 


Physical Properties of (Mostly Northern) Yucca Flat 
Alluvium and Tuff. 


74-22, 4B PC$10.50/MF$2.25 


UCID-15848 74-24 8G PC$S.00/MF$2.25 
CARLSON, R. E. 

Remote Sensing in Iowa Agriculture. 

E74-10020 74-03 2B PC$3.25/MF$2.25 


Remote Sensing in lowa Agriculture. 

E74-10167 74-06 2D PC$3.25/MF$2.25 
Remote Sensing in Iowa Agriculture: Identification and 
Classification of Iowa's Crops, Soils and Forestry 
Resources Using ERTS-1 and Complimentary Un- 


derflight Imagery. 
E74-10367 74-11 2D PC$3.25/MF$2.25 
CARLSON, R. G. 
Failure Processes in Metal Matrix Composites. 
AD-773 192/0GI 74-06 11D PC$S5.75/MF$2.25 


Failure Processes in Metal Matrix Composites. Phase 
IL. 
AD-777 165/2GI 74-12 11D PC$3.75/MF$2.25 


CARLSON, R. L. 


Reprint: Velocities and Elastic Moduli of Volcanic and 
Sedimentary Rocks Recovered on ef Leg 25. 
AD-787 387/0GI Reprint 


CARLSON, RALPH 


The State of the City. A Statistical Analysis of Com- 
munity Characteristics. Volume II. 
PB-226 909/0GI 74-06 13B PC$13.00/MF$2.25 


The State of the City 1972. A Statistical Analysis of 
Community Characteristics. Volume I. 
PB-226 908/2GI 74-06 13B PC$9.25/MF$2.25 


CARLSON, RAYMOND G. 


Aeroelastic Analysis of a Telescoping Rotor Blade. 
AD-771 963/6GI 7405 1C PC$S.25/MF$2.25 


CARLSON, ROBERT C. 


Design and Analysis of an Automatic Credit Card Fare 
Collection System. 
PB-237 092/2GI 74-26 13B PC$4.25/MF$2.25 


CARLSON, ROBERT D. 
Transverse Joint Construction and Sealing Practices: 
1968- 


PB-232 $57/9GI 74-16 13B PC$4.25/MF$2.25 
CARLSON, ROBERT F. 


Alaska Water Resources Research Needs for the 70's, 
PB-227 244/1GI 74-07 13B PC$S.75/MF$2.25 


Break-up Characteristics of the Chena River 
Watershed, Central Alaska. 
E74-10151 74-05 8H PC$3.25/MF$2.25 


Flood Frequency Estimation in Northern Sparse Data 


Regions, 

PB-235 262/3GI 74-25 8H PC$3.25/MF$2.25 
area of the Central Arctic River Basins of 
Alaska 


PB-228 011/3GI 74-08 8H PC$4.25/MF$2.25 
Methods of Flood Flow Determination in Sparse Data 


egions, 
PB-235 261/SGI 74-24 8H PC$3.75/MF$2.25 


Modeling Snowmelt Runoff in an Arctic Coastal Plain, 
PB-232 431/7GI 74-15 8L PC$4.25/MF$2.25 


A Study of the Break-up Characteristics of Chena 
River Basin Using ERTS Imagery. 
E74-10675 74-22 8H PC$3.75/MF$2.25 


Thermal Tolerances of Interior Alaskan Arctic Grayl- 
ing (‘Thymallus arcticus’), 
PB-227 239/1GI 74-07 6F PC$3.75/MF$2.25 


Water Balance of a Small Lake in a Permafrost Re- 


gion, 
PB-227 241/7GI 74-07 8H PC$3.25/MF$2.25 
CARLSON, RONALD A. 


Integrated Radioisotope Catalytic Monopropellant 
Hydrazine Engine. 
AD-773 195/3GI 


CARLSON, S. 


Investigations of Lubricant Rheology as Applied to 
Elastohydrodynamic Lubrication. 


74-06 22B PC$7.00/MF$2.25 


N74-16144/9GI 74-10 11H PC$S.75/MF$2.25 
CARLSON, STEVEN A. 
Reprint: Photoinduced Luminescence of 9,10- 


Anthraquinone: Primary Photolysis of 9,10-Dihydrox- 
yanthracene. 
AD-770 867/0GI 


CARLSON, T. A 


Creation of Excited States as the Result of X-Ray 
Photoionization. 
CONF-730709-1 7402 7D PC$3.S0/MF$2.25 


Experimental Evaluation of a Simple Model for Quan- 

titative Analysis in X-Ray Photoelectron Spectroscopy. 

CONF-740429-1 74-18 7D PC$4.00/MF$2.25 
CARLSON, TOBY N. 

Attenuation of Solar Radiation by Windborne Saharan 

Dust off the West Coast of Africa. 

COM-74-10206/2GI 7405 4B PC$3.75/MF$2.25 
CARLSON, WILLIAM L. 

Statistical Inference From Multidisciplinary Accident 

Investigation. 

PB-234 706/0GI 74-21 
CARLSSON, L. 


Reprint: The Influence of Light on Crack Propagation 
in Cadmium Telluride. 
7407 20L Reprint 


74-03 7E Reprint 


13L PC$7.50/MF$2.25 


AD-773 235/7GI 
CARLSSON, 0 


Equipment for Recording Time Intervals Utrustning 
Foer Registrering AV Tidintervall. 
N74-13163/2GI 7407 14B PC$4.75/MF$2.25 


CARLSSON, RB. 


Correlations of Transverse Momenta in 9.2 Gev/C An- 
tiproton--Proton Reactions. 
USIP-73-21 74-25 2H PC$4.00/MF$2.25 


Exclusive Contributions to Inclusive Distributions in 
9.2 Gev/C Antiproton--Proton Reactions. 
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USIP-73-23 74-25 20H PC$4.50/MF$2.25 


Fragmentation Panti p Implies Anti p delta in 9.2 
Gev/C Antiproton--Proton Reactions. 
USIP-73-22 74-25 20H PC$4.00/MF$2.25 


CARLSSON, S. 
Whole-Body Counter: Calibration exp 137 CS and 
Potassium in Chair Geometry. 
LURI-1973-5 7409 18D PC$3.00/MF$2.25 
CARLSTON, R 


Preliminary Studies of Charge Carrier Transport in 
Mercuric Iodide Radiation Detectors. 
EGG-565-120 74-11 18D PC$3.00/MF$2.25 


Purification, Growth, and Characterization of alpha 
Mercuric--lodide Crystals for gamma-Ray Detection. 
EGG-565-119(Rev.) 74-14 18D PC$3.00/MF$2.25 


CARLTON, C. H. 


Case Liner Bond Analysis. 
AD-780 642/5GI 74-17 21H PC$11.50/MF$2.25 


CARLTON, H. 
Development of an Approach to Identification of 
Saeqms Technology and Demonstration Opportuni- 
PB. 233 646/9GI 74-18 7A PC$8.50/MF$2.25 


Support Systems to Deliver and Maintain Oil Recovery 
Systems and Dispose of Recovered Oil 
AD-778 941/SGI 74-14 13B PC$8.50/MF$2.25 


CARMACK, DONALD L. 


Precision and Unburdening Study. 
AD-775 699/2GI 74-10 SI PC$3.75/MF$2.25 


CARMACK, E 


Reprint: The Formation of Bottom Water in the Green- 
land Sea. 
AD-787 383/9GI 


CARMACK, EDDY 


Reprint: On the Deep Water of the Greenland Sea. 
AD-770 347/3GI 74-02 8] Reprint 


CARMACK, EDDY C. 


Reprint: Some Physical and Chemical Properties of the 
Gulf of Corinth. 
AD-787 773/1GI 


CARMAN, BRIAN P. 


Support Model Reference List. 
AD-773 724/0GI 7407 1SE PC$4.25/MF$2.25 


CARMAN, JACK B. 
Experimental Magnus Characteristics of Ballistic Pro- 
jectiles with Anti-Magnus Vanes at Mach Numbers 0.7 
through 2.5. 
AD-773 383/SGI 74-07 19A PC$4.75/MF$2.25 
CARMAN, P. D. 
Reprint: Camera Vibration Measurements. 
AD-774 312/3GI 7408 14E Not available NTIS 


Reprint: Optical Interference Coatings for Inhibiting of 


Counterfeiting. 
AD-781 057/SGI 74-17 20F Not available NTIS 
CARMAN, R. L. 


Degenerate Cubic Nonlinear Susceptibility Tensor in 
an Isotropic Medium and Its Determination. 


74-26 83 Reprint 


74-26 83 Reprint 


UCID-16423 74-12 20F PCS$3.50/MF$2.25 

Ten-Picosecond Streak Camera for the Laser Fusion 
ram at Lil. 

UCRL-74909 7407 201 PC$3.50/MF$2.25 


CARMAN, ROBERT L. JR. 
Laser System Employing Raman Anti-Stokes Scatter- 


ing. 

PATENT-3 815 043 74-26 20E Not available NTIS 

Q-Switched-Mode-Locked Laser Oscillator. 

PATENT-3 757 249 74-07 20E Not available NTIS 
CARMEAN, WILLARD H. 

Hardwood Log Quality in Relation to Site Quality. 

PB-235 415/7GI 74-23. 2F PC$3.25/MF$2.25 
CARMELI, MOSHE 

Reprint: SL(2C) Invariance of the Gravitational Field. 

AD-773 092/2GI 74-06 20) Reprint 
CARMER, D. 

Determination of Satellite Observables. Volume IV. 

Optical Properties of Satellite Materials. 

AD-782 093/9GI 74-19 22B PC$9.25/MF$2.25 
CARMER, DWAYNE C. 


Quantization of Scattering of Laser Beams. Window 

and Atmospheric Scattering at 1.06 micrometers. 

AD-783 431/0GI 74-20 20F PC$6.25/MF$2.25 
CARMICHAEL, A. DOUGLAS 


Ocean Engineering Power Systems, 
COM-74-11034/7GI 74-19 10B PC$7.25/MF$2.25 


Optimization of Waterjet Propulsion Systems for Sur- 
face Effect Ships, 
AD-781 916/2GI 74-19 133 PC$4.25/MF$2.25 


CARMICHAEL, B. M. 





Report of the Subcommittee on Standard Interface 


Files. 
LA-5324-MS 7402 18K PC$4.00/MF$2.25 


Standard Interface Files and Procedures for Reactor 
Physics Codes, Version III. 
LA-5486-MS 74-14 18K PC$S.45/MF$2.25 


CARMICHAEL, D. 


Reprint: A Recording Ocean Bottom Seismograph. 
AD-774 697/7GI 74-08 8K Reprint 


CARMICHAEL, L. S. E. 


Petrographic and Crystallographic Study of Silicate 
Minerals in Lunar Rocks. 
N74-22462/7GI 74-17 3B PC$4.25/MF$2.25 


CARMICHAEL, J.B. JR. 


Reprint: Biodynamic Applications Regarding Isolation 
of Humans from Shock and Vibration. 
AD-770 316/8GI 74-02 6S Reprint 


CARMIGNANI, C 
Vibration Characteristics of Coaxially Cylindrical 
Shells Immersed in a Fluid Caratteristiche di 
— di Gusci Coassiali Cilindrici Immersi in UN 
jo. 
N74-16589/SGI 74-10 20K PC$3.75/MF$2.25 
CARMONY, D. D. 


Review of Evidence for High-Mass K* States. 
COO-1428-333 74-10 20H PC$3.00/MF$2.25 


CARNAHAN, B. L. 


Dissociation of CH4 by Electron Impact: Production 
of Metastable Hydrogen and Carbon Fragments, 
AD-787 294/8GI 74-26 7D PC$3.75/MF$2.25 


CARNAHAN, ROBERT P. 
Mathematical Modeling of Heterogeneous Sorption in 
> > gman Contactors for Wastewater Decontamina- 
AD.777 $30/7GI 74-12 7D PC$6.25/MF$2.25 
CARNAHAN, THOMAS G. 


Chemical Mining of Copper Porphyry Ores. 
PAT-APPL-440 432 74-11 LIF PC$3.25/MF$2.25 


Chemical Mining of Copper Porphyry Ores. 
PAT-APPL-447 716 74-11 LF PC$3.25/MF$2.25 


CARNEIRO, M. 


In Vivo Studies of the Human Thyroid-Stimulating 
Hormone. 


CNEA-339 74-02 6P PC$3.00/MF$2.25 
CARNES, J. E. 

Advanced Investigation of Two-Phase Charge-Coupled 

Devices. 

N73-33722/2GI 74-02 9A PC$4.75/MF$2.25 
CARNES, M. D. 

Fuel-Element Profilometer for the Hfef. 

ANL/HFEF-3 74-04 18) PCS3. $0/MF$2.25 
CARNET, B 

Neutron Time-of-Flight Time Interval Coder. 

CEA-N-1704 74-25 18D PC$4.25/MF$2.25 


CARNEVALE, E. H. 


Experimental Determination of Gas Properties at High 
Temperatures and/or Pressures. 
AD-779 772/3GI 74-15 7D PC$S.75/MF$2.25 


Measurement of Elastic Moduli of Materials at 
Elevated Temperature. 
AD-780 231/7GI 74-16 14B PC$13.00/MF$2.25 


CARNEVALE, RALPH F. 
Reprint: Solar Flare Observations from a Pair of 
Matched Instruments. 
AD-774 186/1GI 74-08 3B Reprint 
CARNEY, JOSEPH L. 


Backpack Snow Shovel/Snow Kit and Ahkio Snow 
Shovel/Snow Saw Kit. 
AD-778 739/3GI 74-14 1SE PC$3.25/MF$2.25 


Improved Packaging of Water Purification Tablet. 
AD-784 047/3GI 74-22 13D = PC$3.25/MF$2.25 


Rope Kit, Special Purpose Mountaineering and River 
Crossing 
AD- 780 024/6GI 74-16 1SE PC$3.75/MF$2.25 


CARNEY, P. C. 
Space Trajectory Error Analysis Program (Steap) for 
Halo Orbit Missions. Volume 1: Analytic and User'S 
Manual. 
N74-26307/0GI 74-19 22C PC$7.25/MF$2.25 
Space Trajectory Error Analysis Program (Steap) for 


Halo Orbit Missions. Volume 2: Programmer’S 
Manual. 
N74-26308/8G1 74-19 22C PC$8.50/MF$2.25 


CARNEY, W. PATRICK 


Reprint: ‘Haemaphysalis (Kaiseriana) celebensis’ 
Hoogstraal, Trapido, and Kohls (Ixodoidea: Ixodidae), 
a Wallacean Member of the ‘hystricis’ Group: Identity, 
Distribution, Hosts, and Ecology. 

AD-772 023/8GI 74-05 6C Reprint 


CARPENTER, A. 





Reprint: The Napu Valley, A New Schistosomiasia 
Area in Sulawesi, Indonesia. 
AD-785 806/1GI 
CARNIGLIA, S. C. 

Beryllium Oxide for Moderator and Fuel A, plications. 
NAA-SR-Memo-5905 74-17 183 PC$3.00/MF$2.25 
Equipment for Tory Il-a Fuel Element Fabrication. 
NAA-SR-5263 74-12 183 PC$4.25/MF$2.25 


Fabrication of Plate Type Core Elements for the Tory 
Il-a Reactor. 


74-24 6E Reprint 


NAA-SR-6175 74-17 18) PC$S.S0/MF$2.25 

LS oe a Report, Pluto Program at Atomics Interna- 

NAA-SR-6440 74-12 18N PC$4.25/MF$2.25 
CARNINO, A 

Fault Tree Method of Safety Analysis. 

AEC-tr-7557 74-23 181 PC$4.00/MF$2.25 

Reliability in a Safety Analysis Method. 

CEA-CONF-2477 74-14 181 PC$3.00/MF$2.25 

Reliability of a Method of Safety Analysis. 

CEA-CONF-2353 74-09 181 PC$3.25/MF$2.25 

Terminology and Methodology Used in Reliability 

Analysis. 

AEC -tr-7558 74-22 181 PC$4.75/MF$2.25 


CARNOW, BERTRAM W. 
Chicago Air Pollution Morbidity Studies - SO2 and 
Particulate Levels and Acute Iliness in Patients with 
Chronic Bronchopulmonary Disease. 
PB-233 660/0GI 74-18 6E PC$7.25/MF$2.25 
CARNUTH, WALTER 


Atmospheric Aerosols between 700 and 3000 m above 
Sea Level. Part VII. New Facilities. 
AD-778 208/9GI 74-13 4A  PC$S.25/MF$2.25 


CARO, PAUL W. 


The Eufaula Adjustment Center: A Progress Report, 
PB-227 245/8GI 74-07 SJ PC$3.75/MF$2.25 


Simulation and Aircrew Training and Performance. 
AD-780 688/8GI 74-17 SI PC$3.25/MF$2.25 


CARON, P. 
Reprint: Ion ~ a Measurements in the Wake of a 
Hypersonic Sphere 
AD-770 491/9GI 
CARON, R. 
Study of Elastoplastic Deformations of Flat Cylinders 


74-02 20D Reprint 


Self-Fretted by Mandreling. 
CEA-R-4554 74-18 1L1F PC$11.75/MF$2.25 
CARON, R. N. 


Reprint: Packet Microstructure in Fe-0.2 pct C Mar- 
tensite. 
AD-786 091/9GI 74-24 IF Reprint 


CAROSELLA, JERRY MICHAEL 
Method for Producing Protein by Growth of Microor- 


ganisms on a Water Extract of Coal. 
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74-17 203 Reprint 


AD-781 386/8G1 
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CASEY, HARRY B. 

Production Engineering Measure for Thin Film 

Ratiometer. 

AD-782 236/4GI 74-19 14B PC$3.75/MF$2.25 

Production Engineering Measure for Thin Film 

Ratiometer. 

AD-784 234/7GI 74-22 14B PC$3.75/MF$2.25 
CASEY, M. V. 

Cavitation Inception on Hydrofoils. 

N74-18931/7GI 74-13 20D PC$7.50/MF$2.25 
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Nitrobenzene under Varied High Voltage Conditions. 
COM-74-50131/3GI 74-08 7D Not available NTIS 
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Inventory of Current Energy Research and Develop- 
ment. 
ORNL-EIS-73-63(V ol.1) 

74-13 10A PC$33.75/MFS2.25 
Inventory of Current Energy Research and Develop- 
meat. 
ORNL-EIS-73-63(V ol.2) 

74-13 10A PC$30.75/MF$2.25 


Inventory of Current Energy Research and Develop- 

meat. Iii. Indices. 

ORNL-EIS-73-6(V ol.3) 
74-13 


74-04 20L Reprint 


74-16 7D PC$3.00/MF$2.25 

y. 

SB PC$3.75/MF$2.25 
74-20 


6E Reprint 


4B PC$7.00/MF$2.25 


18H PC$4.00/MF$2.25 


74-19 SA PC$4.75/MF$2.25 


74-07 7D Not available NTIS 


with an 


74-10 20D PC$4.25/MFS$2.25 


10A PC$22.25/MF$2.25 
CATON, W. M. 


Waveguide Techniques for Integrated Optics. 
AD-777 029/0GI 74-11 20F PC$3.75/MFS$2.25 


PA-171 





CATRAVAS, G. N. 


CATRAVAS, G. N. 
Activity Changes of Brain vag oo Rats Exposed 
to Different Qualities of lonizing Radia 
AD-777 383/1GI 74-12 6R PCS. .25/MF$2.25 
Effects of Mixed Gamma-Neutron Radiation on the 
Activity of Brain Enzymes involved in Neurotrans- 
mitter Metabolism. 


AD-769 658/6GI 74-01 6R PC$3.25/MF$2.25 
CATRETT, F.D 

Direct Fluorination of Organic Compou: 

AD-894 5$98/2G1 74-11 7C ary 75/MF$2.25 
CATT, D. L. 


Solubility Changes of exp 238 Pu Oxide in Water 
Suspension and Effect on Biological Behavior after In- 
halation by Beagle Dogs. 

BNWL-SA-4566 74-17 6R PC$4.00/MF$2.25 


CATTANEO, L. E. 
Evaluation of Structural Properties of Masonry in Ex- 
is uildings. 
COM-74-11480/2GI 74-23. 13C =PC$5.75/MF$2.25 
CATTANEO, M. B. 

Angular Data Analysis Technique for the Heos | Solar 


Wind Experiment 
N74-12463/7GI 74-06 4A PC$3.25/MF$2.25 


Observation of Interplanetary Shocks on 4 August 


1972. 
N74-13551/8GI 74-07 3B PC$3.25/MF$2.25 
CATTELL, RAYMOND B. 


Proceedings of Symposium: Toward the Development 
of More Comprehensive Sets of Personality Measures 
Held at American Psychological Association in Mon- 
treal, Canada, August 1973. 

AD-772 131/9GI 74-05 53 PC$4.75/MF$2.25 


CATTELL, S. ALLEN 
The Feasibility of Brine Shrimp Production on Christ- 


mas 5 
COM-73-11895/2GI 74-01 6C PC$7.00/MF$2.25 
CATTELL, W.R. 


Study of the Post-Equilibrium Slope Approximation in 
the Calculation of Glomerular Filtration Rate Using the 
exp 51 Cr-Edta Single Injection Technique 

CONF-740708-32 74-24 6E "Cs 00/MF$2.25 


CATTO, P. J. 


Evaluation of lon Temperature and Density Gradients 
and Loss-Cone Filling on the Drift-Cone Instability. 
COO-2081-13 74-25 201 PC$4.00/MF$2.25 


Magnetic Shear Stabilization and Finite beta Effects 


on the Drift-Cone Mode. 
COO-2081-14 74-25 201 PC$4.00/MF$2.25 
CATTONI, A. 


Adone: Present Status and Experiments. 


LNF-74/22(P) 74-244 20G PCS$4 RETSS.25 
Super-Adone Electron--Positron Storage Ring De 
LNF-74/18(P) 74-244 20G tesa. oonaPS 2s 
CATZEFLIS, J. 
Analysis of Rainfall in Central Valais Analyse de la 
Pluviosite dans le Valais Central. 
N74-16315/SGI 74-10 4B PC$3.25/MF$2.25 


CAUBARRERE, I. 


Continuous Measurements, by Two Isotopes, of Ex- 
travascular Lung Water: Use of a New Method in the 
Analysis of Pulmonary Capillary Recruitment and Fil- 
tration in Normal Man. 

CONF-740708-64 74-24 6E PC$4.00/MF$2.25 


CAUCHARD, G. 


Climatology of the Airport of Tahiti-Faaa Climatologie 

de l'A de Tahiti-Faaa. 

N74-1 /6G1 74-06 4B PC$4.25/MF$2.25 

Climatology of the Airport of Tahiti-Faaa Climatologie 

de l’Aeroport de Tahiti-Faaa. 

N74-17362/6GI 74-11 4B PC$4.25/MF$2.25 
CAUDILL, L. 0. 

Range Laser Traversing System. 

PATENT-3 804 525 74-15 20E Not available NTIS 
CAUDLE, W.N. 

Annotated Bibliography of Sandia Laboratories Publi- 

cations Related to Terradynamics. 

SLA-73-345 74-16 8M PC$6.25/MF$2.25 
CAUDY, D. W. 

Evaluation of Survival Suits for the Use of the Crews 

of the Great Lakes Carriers. 

AD-785 465/6GI 74-23 6G PC$4.75/MF$2.25 
CAUFFMAN, DAVID P. 

Interference Susceptibilities of Aerospace Model MH 

1973 VLF Receivers. 

AD-776 045/7G1 74-10 17B PC$3.25/MF$2.25 


A Model of the Effect of the Satellite Photosheath on 


a Probe System. 
AD-777 167/8GI 74-12 201 +PC$3.75/MF$2.25 


PA-172 


Recommendations Concerning Spacecraft Charging in 
the Magnetosphere, 


AD-770 591/6GI 74-02 22B PC$3.75/MF$2.25 
CAULKINS, DAVID C. 

ARPANET Management Study. 

AD-777 747/7GI 74-12 9B PC$9.25/MF$2.25 


ARPANET Management Study: New Application 


Areas. 
AD-783 508/SGI 74-21 1SE PC$S.25/MF$2.25 
ARPANET Management Study: New Application 


Areas. 

AD-787 039/7GI 74-26 9B PC$7.00/MF$2.25 
CAURIER, E. 

Microscopic Description of Collective Structures in 

Light Nuclei. 

CRN-T-74-01 74-22 20H PC$9.75/MF$2.25 
CAUSSE, A 


Study of the Translocation of Radiostrontium from 
Wounds and Therapy by Local Insolubilization. 
CEA-CONF-2542 74-16 6R PC$3.00/MF$2.25 


CAUSSE, J. P. 


The Spacelab Program 
N74-12497/SGI 


CAUVIN, J.C. 


Irradiation of a Broken Fuel Pin in a Sodium Loop. 
CEA-CONF-2425 74-09 183 PC$3.25/MF$2.25 


Irradiation of a Broken Pin in a Sodium Circuit. 
AEC-tr-7491 74-13, 181 PC$4.00/MF$2.25 
CAVAGNA, GIOVANNI A. 


Reprint: oy Distribution on the Body Surface of 


Swimming F 
AD-787 sera 


CAVAIGNAC, J. F. 
Inelastic Scattering of 33 Mev Protons on exp 11 B 
and exp 21 Ne. Interpretation in Terms of Rotational 


Band Mixi 
74-18 20H PC$8.25/MF$2.25 


"714-06 22B PC$3.25/MF$2.25 


74-25 6P Reprint 


ing. 
FRNC-TH-389 
CAVALERI, EDWIN F. JR. 


Internal Audit at the Department of Defense Level. 
AD-772 383/6GI 74-05 SA PC$4.25/MF$2.25 


CAVALIERE, A 
Source Counts and Background Fluctuations in X 
N7013554/2G1 
CAVALIERI, R. R 
Kinetics of Lactate Turnover and Oxidation in Man. 
CONF-740708-43 74-23 6P PC$4.00/MF$2.25 
CAVALLARO, J. A 


Preparation Characteristics and Desulfurization Poten- 
tial of Iowa Coals. 
PB-226 249/1GI 74-04 81 PC$3.75/MF$2.25 


CAVALLARO, JOSEPH L. 


The Effect of Filler Metal Chemistry and Heat Treat- 
ment on the Weldability of the Ti-6Al-2.5Mo Alloy. 
AD-775 599/4GI 74-10 11F PC$4.25/MF$2.25 


CAVALLO, L. M. 


Reprint: Needs for Radioactivity Standzrds and Mea- 
surements in Different Fields. 
COM-74-50767/4GI 74-23 18H Not available NTIS 


CAVALLO, MARK B. 
Digital Computer Simulation for Design Applications. 
AD-769 504/2GI 74-01 9B PC$4.25/MF$2.25 
CAVANAGH, L. A. 
Atmospheric Photochemical Smog Measurements Over 
San Francisco Bay. 
PB-236 765/4GI 
CAVANAUGH, DAN C. 


Reprint: Clinical and Serological Responses to Plague 
Vaccine U.S.P. 


74-07 3B PC$3.75/MF$2.25 


74-26 4A PC$5.25/MF$2.25 


AD-770 397/8GI 74-02 6E Reprint 
nang Plague Immunization. I. Past and Present 
Trend 

AD-781 722/4G1 74-18 6E Reprint 


Reprint: Plague Immunization. II. Relation of Adverse 
Clinical Reactions to Multiple Immunizations with 
Killed Vaccine. 

AD-781 723/2GI 74-18 6E Reprint 
Reprint: Immunization. III. Serologic Response 
to Multiple ulations of Vaccine. 

AD-781 724/0GI 74-18 6E Reprint 
Reprint: Plague Immunization. IV. Clinical Reactions 


and Serologic Response to Inoculations of Haffkine 
and Freeze-Dried Plague Vaccine. 


AD-781 725/7GI 74-18 6E Reprint 
CAVANAUGH, GORDON 

An Analysis of Alternative Low-Income Rural Housing 

Systems. 

PB-229 209/2GI 74-09 13B PCS$S.75/MF$2.25 


Ao Analysis of Alternative Methods of Rural Home 


Repair. 
PB-232 292/3GI 74-14 SK PC$6.25/MF$2.25 


An Analysis of Rural Repair and Rehabilitation Pro- 


ms. 
BB-228 888/4GI 74-09 SK PC$S5.75/MF$2.25 
CAVANAUGH, L. A. 


Cca-3 Critical Experiment Program Report. 
PWAC-313 74-15 18N PC$12.75/MF$2.25 


CAVANAUGH, MICHAEL PATRICK 


Examination of Shipboard Measurements of the Verti- 
cal Profiles of Mean Temperature, Humidity and Wind 


Speed. 

AD-776 306/3GI 74-11 4B PC$4.25/MF$2.25 
CAVANO, P. J. 

Resin/Graphite Fiber Composites. 

N74-19195/8GI 74-13 11D PC$S.75/MF$2.25 
CAVE, R. H. 


Reprint: The Treatment of Burns with Hyperbaric Ox- 


ygen: A Progress Report. 
AD-783 364/3GI 


CAVE, W. T. 


Mound Laboratory Activities for the Division of Physi- 
cal Research: January--June 1973 


74-20 6E Reprint 


MLM-2068 74-06 18B PC$S.45/MF$2.25 
CAVELL, R. G. 

Reprint: Trimethylsily! Esters of Phosphorus Acids. 

Ill. Esters Difluoro- and 


of 
Bis(trifluoromethyl)phosphinous and -theophosphinous 


Acids. 
AD-774 008/7GI 74-08 7C Not available NTIS 
CAVENESS, WILLIAM F. 


Reprint: Delayed Brain Swelling and Functional De- 
rangement after X-Irradiation of the Right Visual Cor- 
tex in the ‘Macaca mulatta’. 

AD-776 622/3GI 74-11 6R Reprint 


CAVENY, L. H. 
Solid Propellant Flammability Including Ignitability and 


Combustion Limits, 
AD-775 795/8GI 74-10 211 PC$3.75/MF$2.25 


The Starting Transient of Solid Propellant Rocket Mo- 
tors with High Internal Gas Velocities. 
N74-13506/2GI 74-07 21H PC$7.25/MF$2.25 


CAVENY, LEONARD H. 


Embedded Porous Element Rocket Motor. 
PAT-APPL-357 039 74-13 21H PC$3.25/MF$2.25 


CAVES, R. M. 


Thermodynamics and Kinetics of Pack Aluminide 
Coating Formation on in-100. 
N74-11365/SGI 74-05 11C PC$3.75/MF$2.25 


CAVIDOV, D 


Reprint: Electron Spin Resonance and Superconduc- 
tivity in Gd(x)La(1-x)AI2 Intermetallic Compounds. 
AD-771 556/8GI 74-04 20L Reprint 


CAVIN, D.C. 
Analytical Methods for Characterization of Fly Ash. 


IS-M-14 74-17 7D PC$4.25/MF$2.25 
Study of Iron and Aluminum Recovery from Power 
Plant Fly Ash. 

IS-T-611 74-17 13B PC$9.25/MF$2.25 


CAVINDER, T. R. 
Ecosystems Analysis of the Big Cypress Swamp and 
Estuaries. 
PB-233 070/2GI 
CAVINESS, B. F. 


A Multivariate Liouville Theorem on Integration in 
Finite Terms. 
PB-231 845/9GI 74-14 12A PC$3.25/MF$2.25 


CAVINESS, JAMES A. 


74-17 6F PC$10.25/MFS2.25 


Detection of Human Targets. 

AD-776 381/6GI 74-11 SJ) PC$4.25/MF$2.25 

The U.S. Coast Guard Academy Curricula: An Evalua- 

tion. 

AD-774 999/7GI 74-09 SI PC$4.75/MFS$2.25 
CAVINS, JAMES F. 


Novel Cysteine Derivative. 
PATENT-3 607072 74-17 7C Not available NTIS 


S-beta-(4-Pyridylethyl)-L-Cysteine. 
PATENT-3 531 490 74-18 6A Not available NTIS 
CAWDERY, P. H. 


Toward the Definition of Escape and mane Regions 
for a Two Aircraft Pursuit-Evasion Gam 
AD-770 281/4GI 74-02 15G PCS4. 75/MF$2.25 


CAWLEY, ROBERT G. 


Computation of the Residual Radiation Transmission 
Factor for the Marine Corps LVTP7. 
AD-780 428/9GI 74-16 18H PC$4.25/MF$2.25 


CAWLFIELD, J. L. 
New 185-Foot Tower Vertical Drop Capability. 








SLA-74-84 74-16 14B PC$4.50/MF$2.25 
CAWTHON, DON M. 

Evaluation of the CONAP (Controlled Atmospheric 

Protected System) Concept for Advanced ABM Nose 

AD 774 844/5G1 74-09 16C PC$S.75/MF$2.25 
CAWTHORN, J. M. 


Effect of Advanced Aircraft Noise Reduction 
Technology on the 1990 Projected Noise Environment 
around Patrick Henry Airport. 

N74-20660/8G1 74-15 20A PC$3.75/MF$2.25 


CAYAFFA, JUAN J. 


Reprint: Seizures Following Burns of the Skin. II. 
Conditions Associated with These Seizures. 
AD-781 405/6G1 74-18 6E Reprint 


CAYCE, BETTY V. 
Military Air Traffic Activity Report - Calendar Year 


1973, 
AD-782 043/4GI 74-19 1B PC$3.75/MF$2.25 
CAYLOR, JOHN S. 


HumRRO's Literacy Research for U.S. Army: 

Developing Functional Literacy Trainin; 

AD-776 376/6GI 74-11 SI PCS3 -75/MF$2.25 
CAYTON, PAUL W. 


Individualized Reading Instructional System (IRIS), 
PB-236 431/3GI 74-25 SI PC$8.75/MF$2.25 


CAYWOOD, J. M. 
Semiconductor-Insulator Structures for the 2-Microme- 


ter Region. 
AD-917 252/9GI 


CAZZULO, J. J. 


Comparative Study of the Effects of Salts on Four En- 
zymes from the Extreme Halophile Bacteria of 
Halobacterium Cutirubrum. 


N74-21715/9GI 74-17 6A PC$3.25/MF$2.25 
CEBECI, TUNCER 


A General Method for Calculating Three-Dimensional 
Incompressible Laminar and Turbulent Boundary 
Layers. Il. Three-Dimensional Flows in Cartesian 
Coordinates. 

AD-779 616/2GI 


CEBULAK, W.S. 


Program to Develop High Strength Aluminum Powder 
+ orga Products. Phase IV. Scale up to 3200 Ib. 


AD-780 455/2GI 74-16 13H PC$3.25/MF$2.25 
CECCALDI, M 
Stimulated Emission from Mixtures of Isotopic Species 


of CO sub2. 
7402 7D PC$4.00/MF$2.25 


74-14 20L PC$3.7S/MF$2.25 


74-15 20D PC$3.75/MF$2.25 


CEA-N-1618 
CECCHINI, G. P. 


Sensitivity Coefficients Calculation Using Direct and 
Generalized Perturbation Methods. 


RT/FI-(73)14 74-04 18K PC$3.25/MF$2.25 
CECH, B. 

Plastic Deformation Mechanism in MG--2%Be. 

UJV-3012-M 74-07 #11F PC$4.50/MF$2.25 
CECH, R. E. 


Technology Development for ee Metal-Rare 
Earth High-Performance Magnetic M 
AD-773 177/1GI 7406 1IF pricy 00/MF$2.25 


CECHETINI, JAMES A. 


Highway Research Report: Investigation of Lime Slur- 
ry to Control Absorptive Aggregates Used in Asphalt 
Concrete 


PB-228 993/2GI 74-10 13C PC$3.75/MF$2.25 
CECIL, A. 

New Set of Display Subroutines for the IBM 7094- 

Dd80a System. 

UCID-15358 74-25 9B PC$4.50/MF$2.25 
CECIL, R.A 


RIP, A One-Dimensional Material Response Code. 


Volume I. User's Guide. 
AD-777 744/4G1 74-12 9B PC$12.50/MF$2.25 


RIP, A One-Dimensional Material Response Code. 
Volume II. Code Reference Manual. 
AD-777 745/1GI 74-12 9B PC$15.25/MF$2.25 
CECIL, R. W. 
Image Display and Manipulation System (Idams) Pro- 
Documentation, Appendixes a-D. 
N74-17915/1GI 74-12 9B PC$10.25/MF$2.25 


Image Display and Manipulation System (Idams), 


User’S Guide. 
N74-17916/9GI 74-12 9B PC$4.75/MF$2.25 
CECIL, THOMAS E. 


Celestial Infrared Calibration sae in the 8-14 
Micrometer Region: Venus and Jup: 
AD-772 660/7GI 714-06 + a PCS. 25/MF$2.25 


CEDERGREN, HARRY R. 


Development of Guidelines for the Design of Subsur- 


face Drainage Systems for Highway Pavement Struc- 
tural Sections. 


PB-231 173/6G1 74-12 13B PC$7.25/MF$2.25 
CEFOLA, M. 


Summary of Achievements and Contributions in the 
Field of Chelate Chemistry of beta -Diketones with 
Transition and Rare Earth Metals. Final Report. 

COO-3186-1 74-12 7D PCS3 OO/MFS2: 25 


CEIGLER, ALEX 


Microbiological eee” of Aflatoxin-Con- 
taminated Edible: 
PATENT-3 vy 458 74-18 6H Not available NTIS 


Production of Beta-Carotene 
PATENT-3 226 302 74-18 UA Not available NTIS 


Production of Tremortins A, B, and C. 
PATENT-3 666 630 74-17 60 Not available NTIS 


CELANDER, H. 


Computer Program for Measuring Blink Reflex. Part 1: 
Movement of the Eyelids Dataprogram - Berakning 
AV Blinkreflex. Del 1: Ogonlockets Rore 

N74-12793/7G1 7407 SI PC$3. $375/MAF82.25 


CELAYIR, SIRMAN A. 


Evaluation of Hospital Productivity Trends. 
PB-225 768/1GI 74-04 6L PC$S.75/MF$2.25 


CELBIS, MEHMET DENIZ 


A/D Conversion: A Digital Voltmeter. 
AD-772 788/6GI 74-06 14B PC$3.75/MF$2.25 


CELIKKOL, BARBAROS 


A New Shear Wave Velocity Measurement Technique 
in Ocean Bottom Soil Samples. 
COM-73-11913/3GI 7401 83 PC$3.25/MF$2.25 


CELLI, V. 
Reprint: Model Calculations of Atom-Surface Scatter- 


‘AD-779 229/4GI 74-15 7D Reprint 
CELMER, J. J. 

Preliminary Guided Rocket Feasibility Study. 

N73-32780/1GI 7402 16B PC$3.25/MF$2.25 
CELOTTA, R. J. 


Reprint: Application of Electron Spectroscopy to Air 
Pollution Measurements. 
COM-74-50476/2GI 74-15 7D Not available NTIS 


Reprint: Electron Energy Loss Spectroscopy of 


Acetone Vapor. 
COM.74-50466/3GI 74-15 7D Not available NTIS 


Reprint: Electron Energy Loss Spectrum of Ozone. 
AD-778 289/9GI 74-13 7D Reprint 


Reprint: Electron Energy Loss Sprectrum of Ozone. 
COM-74-50469/7GI_ 74-15 7D Not available NTIS. 


Reprint: Laser Photodetachment Determination of the 

Electron Affinities of OH, NH2, NH, SO2, and S2. 

COM-74-50470/SGI 74-15 7E Not available NTIS. 
CENCI, R. 

Determination of Mercury by Controlled Potential 

Coulometry: An Outlay for Automatic Performance. 


EUR-S125 74-22. 7D = PC$4.25/MF$2.25 
CENTER, ROBERT E. 

Carbon Monoxide Laser. 

AD-780 274/7GI 74-16 20E PC$3.75/MF$2.25 
CENTERS, P. W. 

Dielectrometer Monitored Adhesive Bonding. 

AD-779 718/6GI 74-15 iH PCS$3.75/MF$2.25 
CEPRAGA, D. 

a of the Thermal Spectrum in Vvr-S Type 

TPALFR-96-1973 74-02 18K PC$3.00/MF$2.25 


Bcv-5 Code for Evaluating the Fuel Needs in an Ener- 
System Group with Fast and Thermal Reactors. 
A-FR-99-1973 74-02 18] PC$3.00/MF$2.25 


Cain: A One Dimensional Multigroup Diffusion Equa- 


tion Code. 

IFA-FR-107-1973 7402 18K PC$3.00/MF$2.25 

Eros, Zero-Dimensional Code for Calculating Varieties 

Relative to a Bilinear Function. 

IFA-FR-97-1973 74-02 18K PC$3.00/MFS$2.25 
CEPRAGA, D. G. 


Burn-Up Calculations for Vvr-S Lattice Cell. 
RT/FI473)34 74-15 18E PC$4.50/MF$2.25 
CERADINI, F. 
Investigation of Photon-Photon Interactions by 
ae Electron BEAMS Colliding with 2.7 Gev 
N74-16403/9GI 74-10 20H PC$3.25/MF$2.25 
Muon Pair Production by Photon--Photon Interaction 
im the Adone E exp + E exp - Storage Ring. 
LNF-73-63 74-18 20H PC$4.00/MF$2.25 


CERNYAK, I. L. 


A Search for Heavy Leptons with Electron Positron 


Colliding BEAMS 
N74-16404/7GI 74-10 20H PC$3.25/MF$2.25 


Study of Photon--Photon Interactions by the E exp + 

E- Frascati Storage Ring. Internal Note 471. 

NP-19846 4-06 20H PC$3.50/MF$2.25 

Study of Photon-Photon Interactions by the Positron 

Electron Frascati Storage Ring. 

N74-16402/1GI M410" 20H PC$3.25/MF$2.25 
CERAMI, ANTHONY 

Treatment of Sickle Cell Anemia. 

PAT-APPL-180 900 74-17 6E PC$3.25/MF$2.25 

Treatment of Sickie Cell Anemia. 

PATENT-3 833 724 74-25 6E Not available NTIS 
CERAVOLO, L. 

Some Properties and Practical Applications of Sintered 


Beryllium Oxide as Thermoluminescent Material in 
Radiation Dosimetry. 


RT/PROT~74)1 74-23 18D PC$S5.25/MF$2.25 
CERCEL, L. 

Automatic Changer for 100 Irradiated Samples. 

IFA-NE-15-1974 74-20 181 PC$4.00/MF$2.25 


CERCIGNANI, CARLO 


Some Recent Results in Rarefied Gas Dynamics. 
AD-772 803/3GI 74-06 20D PC$3.75/.dF$2.25 


CERESUELA, R. J. 
Aerodynamic Problems of STOL Aircraft. 


N74-10918/2GI 7405 1C PC$3.75/MF$2.25 
CERF, O. 
A Simple A tus for the Measurement of the Ac- 


tivity of Quick Acting Disinfecting or Sterilizing Solu- 

tions and Its Application to the Measurement = the 
Ss 

74-10 6M = PC$3.25, FS2. 25 

CERF, VINTON G. 


ARPANET Management Study. 
AD-777 747/7GI 74-12 9B PC$9.25/MF$2.25 


ARPANET Management Study: New Application 
Areas. 


AD-783 508/SGI 74-21 1SE PC$S5.25/MF$2.25 
— Management Study: New Application 


reas. 

AD-787 039/7GI 74-26 9B PC$7.00/MF$2.25 
CERKANOWICZ, A. E. 

Photochemical Enhancement of Combustion and Mix- 


Its Su Flows. 
AD-774 335/0G1 7408 21B PC$S5.75/MF$2.25 
CERMAK, J. E. 


Research and Development Techni for Estimating 
Airflow and Diffusion Parameters Related to the At- 

mospheric Water Resources Program. 

PB-226 942/1GI 7405 4A PC$S.25/MFS$2.25 


Three-Dimensional Turbulent Boundary Layer Flow on 
Roughness Strip of Finite Width. 
AD-787 584/2G1 74-26 20D PC$8.50/MF$2.25 


Turbulence Induced Changes in Vortex Shedding from 
a Circular Cylinder. 
AD-775 #85/7G1 74-10 20D PC$S5.75/MFS$2.25 


6s Wind Model for an Elevated STOL-Port Configura- 


N74-28734/3G1 74-22 1E PCS$3.75/MF$2.25 
CERMAK, J. O. 


High Pressure Rod Bundle Dab Data with Axial Non- 
Uniform Heat Fluxes. 
WCAP-5727 74-06 18] PC$4.25/MF$2.25 


CERNANSKY, NICHOLAS P. 
Factors Controlling Pollutant Emissions from Gas Tur- 


bine Engines, 
AD-775 094/6GI 7409 21E PC$3.25/MF$2.25 


Measurement of NO and NO2 in Combustion Systems, 
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CHAMPAGNE, F. H. 
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CHAN, C. F. 


Multiplicity Behavior of pi exp - p Implies Px: A Mul- 

tiperipheral Model Description. 

LBL-3002 74-24 20H PC$4.00/MF$2.25 
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Expanding Services to the Disabled and Disad- 
vantaged: Implications for Research Utilization in 
Delivery of Services and Manpower Planning. 
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CHANDLER, R. 


Domestic Action Program: Commonwealth of Mas- 
sachusetts. 
PB-236 454/SGI 74-25 SK PC$4.75/MF$2.25 
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Study of Spin-Scan Imaging for Outer Planets Mis- 


sions. 
N74-21801/7GI 74-17 22A PC$8.75/MF$2.25 
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CHANG, CHIN-YUNG 
Development and Applications of Theoretical Methods 
for Evaluating Stability of Openings in Rock. 
AD-773 861/0GI 7407 13B PC$7.25/MF$2.25 
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CHANG, D. B. 

Method and Apparatus for the Reduction of Matter to 

Constituent Elements and for the Separation of One of 

the Elements from the Other Elements. 

AEC-tr-7511 74-13 IF PC$4.75/MF$2.25 
CHANG, D. 8. 

Conversion of Anthracite Coal to Acetylene. 

PB-235 301/9GI 74-23 7A PC$S.25/MF$2.25 
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Studies in the Use of Cloud Type Statistics in Mission 
Simulation. 
N74-30053/4G1 


CHANG, DAVID B. 
a Two-Photon Excitation Rate in Indium An- 


onide. 
AD. 771 288/8GI 


74-24 4B PC$7.00/MF$2.25 


74-04 20L Reprint 


CHANG, E. 

Space Object Laser Analysis (SOLA). 

AD-779 854/9Gi 74-16 17H = PC$3.25/MF$2.25 
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Reprint: Recombination of Iodine Atoms by Flash 
Photolysis over a Wide Temperature Range. IV. 
Kinetic Isotope Effect. 
AD-770 756/SGI 


CHANG, HEN WON 
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Radiation Damage of Dispersion Compo: 
74-06 


14E PC$3.25/MF$2.25 


SRARI-P-188 18J PCS3.00 OO/MFS2. 25 
CHECK, P. 5S. 

Snap-50 Critical Experiments and Analysis 

PWAC-487 74-16 18N PCS9. 50/MF$2.25 


CHED, KENNETH K. 


Reprint: Shellfish and the Red Tide. 
COM-73-11899/4GI 74-01 
CHEEK, RANDALL P. 

Reprint: Preliminary Analyses of Atlantic Menhaden, 

“Brevoortia tyrannus’, Migrations, Population Struc- 

ture, Survival and ag Retaras. Rates and Availability 

as Indicated from T eturns 

COM-73-50437-03-1 
74-04 1 


8A Reprint 


(Order as COM-73-30437-03) 
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CHEKA, J. S. 


CHEKA, J. S. 

Fast Neutron Monitoring with Exoelectron Emitting 
Beo Dosimeters. 

ORNL-TM-4624 74-25 18D PC$4.75/MF$2.25 
Practical Tsee Dosimetry System Based on Beo 
Ceramic. 

CONF-731008-3 74-04 18D PC$3.00/MF$2.25 


CHEKHOV, V.N. 
Determination of — im a Cylindrical Shell with 


an Elliptic A asiation 
AD-780 SS9/1GI 74-17 20K PC$3.25/MF$2.25 


CHEKHOVICH, V. Vv. 


Recommendations for the Electromagnetic Shielding of 
Rooms--Translation. 
AD-769 315/3GI 74-01 13M PC$S.75/MF$2.25 


CHEKHOV: -N. 


Analysis ise-Frequency Modulated System for 
Stabilization of Linear Unstable Plant. 
N74-18224/7G1 74-12 12A_ PC$3.25/MF$2.25 


ae Stability in-the-Large of sey ego 
s _ of the Second T: 
N70 18235 74-12 12A "hCS3.25/MFS2.25 


CHELKOV, Y. P. 


Compton Scattering Induced by Relativistic Electrons. 
N74-30144/1GI 74-24 20H PC$3.25/MF$2.25 


CHELKOWSKI, A 


Reprint: Electron Spin Resonance and Superconduc- 
tivity in Gd(x)La(1-x)AI2 cage 7 Soa. 
AD-771 556/8GI 20L Reprint 


CHELLINGWORTH, F. 
Investigation of a Small Hydrogen-Oxygen Rocket En- 


gine, 
AD-772 728/2GI 74-06 21H PC$3.75/MF$2.25 
Investigation of a Small Hydrogen-Oxygen Rocket En- 


N74.15455/0G1 74-09 21H PC$3.75/MF$2.25 
CHELLMAN, D. J. 
coaeneninn of gamma ‘ Precipitates at Large Volume 


UCLA 34-P-172-9 74-02 11F PC$4.25/MF$2.25 
CHELLOUL, N. 


Hla Antigens and Hodgkin’S Disease. li. Report on 
the Histological Analysis. 
FMI-1000-443 74-02 6E PC$3.00/MF$2.25 


CHEM, CHING-JEN 
On Determination of Transient Surface Temperature 
and Heat Flux by Imbedded Thermocouple in a Hol- 
AD-782 869/2G1 74-20 19F PC$4.25/MF$2.25 
CHEMBROVSKIY, O. A. 


General Principles of Designing Control Systems. 
N74-25594/4GI 74-19 1C PC$10.25/MF$2.25 
CHEMLA, D. S. 


Reprint: Second Harmonic Generation and Infrared 
Mixing in aSe2. 
AD-779 6GI 
CHEMTOB, M. 
Problems of Dosimetry in Advanced Radiotherap 
CEA-CONF-2538 74-14 6R PCS$3 '75/MFS2. 25 


74-15 20E Reprint 


CHEN, A. J. 
Frc Motion of a Charged Particle in a Dipole 
N74-26185/0GI 74-19 20H PC$3.25/MF$2.25 


Dynamics of Midlatiude Light lon Trough and 


Plasmatails. 
N74-10366/4GI 74-04 4A PCS$3.75/MF$2.25 


Isolated Cold Plasma Regions: Observations and Their 
Relation to Possible Production Mechanisms. 
N74-2817S5/9GI 74-20 4A PC$3.25/MF$2.25 


CHEN, ALBERT T. F. 
Multi-Linear Analysis for Ground Motion Studies of 


Layered Systems. 
PB-232 704/7GI 74-16 8M PC$3.75/MF$2.25 
CHEN, ARTHUR C. M 


Interaction between Amorphous Semiconductor Thin 
Film and Electron Beam 


AD-778 685/8GI "74-14 9B PCS3.75/MFS$2.25 
CHEN, BEN H. H. 

Coagulant Recovery and Reuse in Water Reclamation 

Systems. 

PB-232 257/6GI 74-14 7A PC$3.25/MF$2.25 
CHEN, C. 


Concept for a Satellite-Based Advanced Air Traffic 
Management System. Volume IX. System and 
Subsystem Performance Models. 

PB-234 272/3GI 74-20 17G PC$S.7S/MF$2.25 


Concep: for a Satellite-Based Advanced Air Traffic 
Management System. Volume V. System Performance. 
PB-234 268/1GI 74-20 17G PC$S.7S/MF$2.25 


Microstructural Characterization and Stress Corrosion 
Cracking Susceptibility of Al-Zn-Mg-Ti Alloys. 
AD-785 907/7GI 74-24 A1F PC$3.25/MF$2.25 


Nonlinear Analysis of Phased-Locked Loops with 


R Varying " 

N74-13843/9GI 74-08 9E PC$3.75/MF$2.25 
CHEN, C.C. 

A Correction for Middleton's Visible- and Infrared- 

Radiation Extinction Coefficients Due to Rain 

AD-785 121/SGI 74-23. 20F PC$3.25/MF$2.25 

A Quantitative Theory of an Electron-Beam-Excited 

Carbon Monoxide Gas Dynamic Laser: 1. Formulation. 

AD-777 143/9GI 74-12 20E PC$4.25/MF$2.25 
CHEN, C.G. 

Reprint: Concentration of Leucogenenol in the Serum 

of Dogs Following Their Exposure to Lethal Gamma- 


Radiation from Cobalt 60. 
AD-774 629/0GI 


CHEN, C. H. 


Analysis of Concrete-Filled Steel Tubular Beam- 
Columas 


74-08 6A Reprint 


PB-224 994/4G1 74-01 13M PC$3.28/MF$2.25 
Low Data Rate Digital Space Communications. 
N74-16883/2GI 74-11 17B PC$4.75/MF$2.25 


Preprocessing and Feature - eaeranaee for Automatic 
Recognition of Radar image 
AD-785 427/6GI 74:23 171 PC$3.25/MF$2.25 


Stress Distribution of a Cylindrical Shell Nonradially 
Penetrated into a Spherical Pressure Vessel. 
CONF-731003-3 7402 13M PC$4.00/MF$2.25 


CHEN, C. I. 


Concept for a Satellite-Based Advanced Air Traffic 
Management System. Volume X. Subsystem Per- 
formance Requirements. 

PB-234 273/1GI 74-20 17G PC$4.75/MF$2.25 


CHEN, C. K. 
Characterization of Heat Transfer in Nutrient Materi- 


als, Part 1. 
N74-30499/9GI 74-24 6H PC$3.75/MF$2.25 
Characterization of Heat Transfer in Nutrient Materi- 


als, Part 2. 

N74-30500/4GI 74-24 6H PC$3.75/MF$2.25 
CHEN, C. L. 

An Error-Control System Based on Majority-Logic 

Decoding. 

AD-777 892/1GI 74-13 9D PC$3.75/MF$2.25 

An Error-Control System Based on Majority-Logic 

Decoding, 

AD-780 043/6GI 74-16 9D PC$3.75/MF$2.25 
CHEN, C. T. 


Reprint: On the Ionization Efficiencies of C4H8 
Isomers at 123.6 am. 


COM-74-51023/IGI 74-26 7E Not available NTIS 


CHEN, C. W. 

Management of Urban Storm Runoff. 

PB-234 316/8GI 74-20 13B PC$4.75/MF$2.25 
CHEN, CARY 


Cross Track Vertical Deflection Accuracy of a Dual 
Satellite Altimetry System. 


AD-779 821/8GI 74-16 8C PC$3.25/MF$2.25 
CHEN, CHAO CHUN 

Ultra-Wideband Phased Arrays. 

AD-769 965/SGI 74-02 9E PC$4.25/MFS$2.25 


CHEN, CHARNG NING 


Removal of a Spherical Particle from a Flat Bed, 
PB-232 174/3GI 74-15 8H PC$5.25/MF$2.25 


CHEN, CHI-HAU 
A Computer Software Package for Statistical Pattern 
R 


cognition. 
AD-785 428/4GI 74-23 9D PC$4.25/MF$2.25 
CHEN, CHIN-LIN 
FAA Lightning Protection Study: Lightning Protection 
Devices. 
AD-781 319/9GI 74-18 17G PC$4.75/MFS$2.25 


CHEN, CHING-HUI 
= = gape of Systems Governed by Markov 


ADIT? 109/0GI 74-12 12B PC$3.75/MF$2.25 
CHEN, CHING JEN 
Error Analysis of a Remote Transient Heat Flux Sen- 


sor. 
AD-787 534/7GI 74-26 19F PC$4.25/MF$2.25 


An Investigation of a Remote Transient Heat Flux 
Sensor. Part I. Prediction of Surface Temperature and 
Heat Flux. 

AD-784 689/2GI 74-22 14B PC$4.75/MF$2.25 


An Iavestigation of a ponawe Transient Heat Flux 
AD-784 204/0G1 74-22 14B PC$4.75/MFS$2.25 


CHEN, CHUAN 


Reprint: Realizability of Communication Nets: An Ap- 
plication of the Zadeh Criterion. 


AD-780 397/6GI 74-16 17B Reprint 
CHEN, CHUAN-CHENG 

The Carbon Monoxide Laser: A Review, 

AD-783 322/1GI 74-20 20E PC$3.75/MF$2.25 
CHEN, D. 

An Investigation of PLZT for Integrated Optics. 

AD-777 065/4GI 74-12, 11B PC$S5.25/MF$2.25 


CHEN, DANIEL R. 


Production Engineering Measure for an Electron-Beam 
Machine and Microwave Transistors. 
AD-912 049/4GI 74-23. 9A PC$3.25/MF$2.25 


CHEN, EDWARD Y. 


Reprint: Dispersion of the Second Harmonic and Dis- 
placive Coefficients in Semiconductors. 
AD-786 962/1GI 74-25 20L Reprint 


CHEN, F.C. 


Reprint: Experimental Evaluation of Macromolecular 
Polydispersity in Intensity Correlation Spectroscopy 
Using the Cumulant Expansion Technique. 

AD-786 096/8GI 74-24 7D Reprint 


CHEN, F. F. 


Laser Heating of Underdense Magnetized Plasmas. 
UCLA-34-P-157-X-6 74-13 201 PC$3.00/MF$2.25 


CHEN, GRACE S. H. 
Reprint: Preparation and Characterization of Per- 


fluorophosphonium Hexadecafluoro-triantimonate(v) 

(PF4X + Sb3F16)(-). 

AD-774 645/6GI 74-08 7D Not available NTIS 
CHEN, H. K. 


Reprint: Velocity Distortions of Spectral Lines with 

Combined Doppler and Collision Broadening. 

AD-781 446/0GI 74-18 7D Reprint 

Reprint: Velocity Effects on Pollutant Diagnostics with 

Tunable Lasers for Doppler-Broadened Lines. 

AD-775 065/6GI 74-09 7D Reprint 
CHEN, H. M. 


Design and Fabrication of Prototype System for Early 


Warning of Impending Bearing Failure. 
N74-28960/4GI 74-22 131 PC$4.75/MF$2.25 
CHEN, J. 


Measurement of Elastic Moduli of Materials at 
Elevated Temperature. 
AD-780 231/7GI 74-16 14B PC$13.00/MF$2.25 


CHEN, J.C. 


Development and Correlation: Viking Orbiter Analyti- 
cal Dynamic Model with Modal Test. 
N74-28333/4GI 74-20 22C PC$3.75/MF$2.25 


CHEN, J. H. 


Friction and Heat Transfer Laws in Slip Flows. 
AD-770 900/9GI 74-03 20D PC$3.25/MF$2.25 


CHEN, J. L. S. 
Developments in Mechanics. Volume VII 


AD-787 666/7GI 74-26 20K Not available NTIS 
CHEN, J. M. 

Reprint: Cesium Enhanced Oxidation of Ni(100). 

AD-776 603/3GI 74-11 11F Reprint 


Reprint: Coadsorption of Electropositive and Elec- 
tronegative Elements I. Cs and H2 on W(100). 
AD-771 219/3GI 7 7D Reprint 
Reprint: Coadsorption of Electropositive and Elec- 
tronegative Elements. II. Cs and 02 on W (100). 

AD-771 224/3GI 74-04 7D Reprint 


Reprint: Optical Second-Harmonic Generation from 
Submonolayer Na-Covered Ge Surfaces. 
AD-776 530/8GI 74-11 20F Reprint 


Reprint: Second Harmonic Generation from Alkali 

Metals. 

AD-771 223/SGI 
CHEN, J.T. 


Bouscary Current and Modulated Flux Motion in Su- 

perconducting Thin PB Films. 

COO-1054-58 74-12 20L + PC$3.00/MF$2.25 
CHEN, J. T.C 


Reprint: Carrier Mobilities at Weakly Inverted Silicon 
Surfaces. 


74-04 20F Reprint 


AD-780 403/2GI 74-16 20L Reprint 
CHEN, KENNETH C. 

Reprint: Calculation of Wave Amplitudes by Ray Trac- 

ing. 

AD-773 204/3GI 74-06 12A_ Reprint 


CHEN, KEVIN C. S. 


Meteorological Two-Axis Fluidic Wind Sensor Im- 
provement Modification. 


AD-773 959/2GI 7408 4B PC$3.25/MF$2.25 
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CHEN, L. J. 
High Resolution Imaging in Bright and Dark Field at 
High Voltages. 
LBL-2712 74-21 14B PC$4.00/MF$2.25 
CHEN, L. Y. 
Methods of Improving the Efficiency of Photovoltaic 
Cells. 
N74-27522/3GI 74-20 10B PC$3.75/MF$2.25 


Research on Tropical Rainfall Patterns and Associated 
Mesoscale Systems. 


AD-778 772/4GI 74-14 4B PC$5.75/MF$2.25 
CHEN, M 

Reprint: Hopping of Ions in Ice. 

AD-778 153/7GI 74-13. 20L Reprint 
CHEN, M. H. 


Multiplet Effects on the L(2,3) Fluorescence Yield of 
Multiply Ionized AR. 

N74-29152/7GI 74-22 7D PC$3.75/MF$2.25 
Reprint: Quasi-Atomic L-MM Auger Spectra of Solid 
Cu and Zn. 

AD-776 712/2GI 74-11 20L Reprint 


X-alpha Calculation of Transition Energies in Multiply 
Tonized Atoms. 


N74-26175/1GI 74-19 7D PC$3.25/MF$2.25 
CHEN, M.M 

Dynamic Properties of Materials. Part I. Polymers. 

AD-780 020/4GI 74-16 111 PC$4.75/MF$2.25 


Dynamic Properties of Materials. Part Il. Aluminum 


Alloys. 

AD-780 021/2GI 74-16 LIF PC$3.75/MF$2.25 

Dynamic Properties of Materials. Part III. Steels. 

AD-780 026/1GI 74-16 LIF PC$4.75/MF$2.25 
CHEN, M. Y. 


2S/sub 1/2/ Implies 1S/sub 1/2/ + 1 Photon Decay of 
Muonic Atoms and Parity Violating Neutral Current 
Interactions. 

COO-2232-B-43 74-18 20H PC$5.50/MF$2.25 


CHEN, MAU HSIUNG 


Reprint: Measurement of the Photoelectric Cross Sec- 

tion of H2 at 5.4 and 8.4 keV. 

AD-784 578/7GI 74-22 7D Reprint 

Widths of Atomic M-Shell Vacancy States and Qua- 

siatomic Aspects of Radiationless Transitions in Solids. 

AD-784 579/SGI 74-22 7D Reprint 
CHEN, MICHAEL H. T. 

Tsunami Propagation and Response to Coastal Areas, 

COM-74-11084/2GI 74-16 8C PCS$4.75/MF$2.25 
CHEN, MILTON M. 

Linear Models of Social Preferences for Constructing 

a Health Status Index. 

PB-236 155/8GI 74-25 6E PC$3.75/MF$2.25 


Social Indicators for Health Planning and Policy Anal- 


ysis, 
PB-233 233/6GI 74-18 6E PC$3.75/MF$2.25 
CHEN, MIN-SHIH 


Reprint: Why Do Total Cross Sections Grow with 
Energy. 
AD-779 646/9GI 74-15 20H Reprirt 
CHEN, MING H. 

Reprint: A Wide-Band Square-Waveguide Array 

Polarizer. 

AD-772 199/6GI 74-05 9E Reprint 
CHEN, MING HUI 

Reprint: Propagation in Periodically Loaded 

Waveguides with Higher Symmetries. 

AD-782 769/4GI 74-20 9A_ Reprint 
CHEN, MING MIN 

On the Applicability of Multivariate Statistical 

Techniques. 

AD-777 179/3GI 74-12. 12A  PC$7.50/MF$2.25 
CHEN, NAI-RUENN 

China's Foreign Trade Policy: A Current Appraisal, 

COM-74-501 13-50/GI 

74-25 SC PC-GPO/MF$2.25-NTIS 

CHEN, P. J. 

Certain Important Aspects Associated with the He 

Containment Problem. 

SLA-74-200 74-21 19D PC$4.00/MF$2.25 

Determination of the Conditions of Spallation in an 

Impulsively Loaded Quartz Phenolic-Beryllium Com- 

posite Ring. 


SLA-74-245 74-22 11D PC$4.00/MF$2.25 
CHEN, P. S. 

Analytics of Crystal Growth in Spa 

N74-30211/8GI 74-24 208. “css. 25/MF$2.25 


CHEN, PETER C. T. 
Elastic-Plastic Solution of a Two-Dimensional Tube 
Problem by the Finite Element Method. 
AD-786 $32/2GI 74-25 19F PC$3.75/MF$2.25 


The Finite Element Analysis of Elastic- Plastic Thick- 
Walled Tubes. 
AD-786 533/0GI 74-25 19F PC$3.75/MF$2.25 


CHEN, PETER C. Y. 


Thin Film Display Switches. 
AD-772 544/3GI 74-06 9E PC$4.75/MF$2.25 


CHEN, PETER PIN-SHAN 


Optimal File Allocation, 
AD-772 761/3GI 74-06 9B PC$6.25/MF$2.25 


CHEN, PIN-WEI 


Nonlinear ayn in Semiconductors through 
Multi-Photon Absorptio: 
AD-777 217/1GI J4-12 20L 4 PC$3.75/MF$2.25 


CHEN, ROBERT T. N. 


A Two-Phase Investigation of Longitudinal Flying 
Qualities for Fighters. Phase I: The Effect of Evalua- 
tion Technique and Flight Phase on Flying Qualities 
Assessment. Phase II: An Example of Criteria 
Development, Control System Design and Flight Test 
Evaluation of Four Control Systems Using Eta-z, 
Alpha, and q Feedback. 

AD-782 218/2GI 74-19 1B PC$8.75/MF$2.25 

CHEN, S. H. 

Thermal Neutron Scattering Studies of Molecular 
Dynamics and Critical Phenomena in Fluids and 


Solids. Annual Progress Report, December 1972-- 
November 1973. 


COO-3352-5 74-11 20H PC$3.00/MF$2.25 
CHEN, S. J. 

Weapon-Vehicle Modeling and Solution, 

AD-780 921/3GI 74-17 19C PC$4.25/MF$2.25 
CHEN, S. S. 

Annotated Bibliography on Flow Induced Vibrations. 

ANL-CT-74-5 74-22 181 PC$S5.45/MF$2.25 


CHEN, STEPHEN S. 


Reprint: Studies of Radiocalcium Efflux in Single Bar- 
nacle Muscle Fibres: Effects of Procaine and External 
Divalent Cations. 


AD-782 975/7GI 74-20 6P Reprint 
CHEN, T. S. 
Reprint: Surface Phonon Frequencies for Magnesium 
xide. 
AD-779 228/6GI 74-15 20L Reprint 
CHEN, W 


Arterial Pulse Wave Pressure Transducer. 
PATENT-3 811 429 74-20 6L Not available NTIS 


CHEN, W. F. 


Analysis of Concrete-Filled Steel Tubular Beam- 
Columns, 


PB-224 994/4GI 7401 13M = PC$3.25/MF$2.25 
Double Punch Test for Tensile Strength of Concrete, 
PB-224 770/8GI 74-02 13C PC$3.25/MF$2.25 
Frame Analysis and Connection Shear Deformation, 
PB-234 590/8GI 74-23 13M_= = PC$S.25/MF$2.25 
Polymer Impregnated Concrete: Field Studies, 

PB-234 047/9GI 74-20 13C PC$3.75/MF$2.25 
Polymer-Impregnated Concrete: Laboratory Studie 
PB-234 046/1GI 74-20 13C PC$3. 75/MFS3. 25 


Strength and Stability of Column Web in Welded 
Beam-to-Column Connections, 


PB-236 378/6GI 74-25 13M = PC$3.75/MF$2.25 

Web Buckling Strength of Beam-to-Column Connec- 

tions, 

PB-234 621/1GI 74-22 13M_ = PC$3.75/MF$2.25 
CHEN, W. J. 


Reprint: Repetitive Firing Behavior of Mammalian 

Muscle Spindle. 

AD-778 236/0GI 74-13 6P Reprint 

Reprint: Static Fusimotor Effect on the Sensitivity of 

Mammalian Muscle Spindles. 

AD-779 221/1GI 74-15 6P Reprint 
CHEN, W.L. 

Parametric Study of Pressure Generation and Sodium- 

Slug Energy from Molten-Fuel-Coolant Interactions. 

ANL-8105 74-25 181 PC$4.00/MF$2.25 
CHEN, W. 5S. 

Further Aualysis of Field Effects on Liquids and 

Solidification. 

N74-30003/9GI 74-24 7D PC$4.75/MF$2.25 


Reprint: Excess Carriers Induced in Indium Aatimo- 

nide with a Carbon-Dioxide Laser. 

AD-773 085/6GI 7406 20L Reprint 
CHEN, W. W.L. 


Statistical Analysis of Low Level Atmospheric Turbu- 


nce. 
N74-16055/7GI 74-10 4B PC$7.5S0/MF$2.25 
CHEN, W. Y. 


Reprint: Experiments with Maximum Entropy Power 
Spectra of Sinusoids. 
AD-783 $92/9GI 74-21 112A Reprint 


CHENEY, E. W. 


Studies of Laser Induced Turbulence in the At- 
mosphere III. 
AD-782 682/9GI 74-20 4A PC$3.25/MF$2.25 


CHEN, WAI F. 


Behavior and Design of Steel Beam-to-Column Mo- 
ment Connections, 
PB-234 402/6GI 74-20 13E PC$S5.25/MF$2.25 


CHEN, WAI-FAH 
On Slip Surface and Slope Stability Analysis, 


PB-233 530/SGI 74-18 8M PC$3.25/MF$2.25 
On the Behavior of a Heavy Steel Column, 
PB-233 912/SGI 74-24 13M PC$3.75S/MF$2.25 
- aes Impregnated Concrete as a Structural Materi- 
al, 
PB-224 946/4GI 7401 13C PC$3.25/MF$2.25 
Stress-Strain Properties of Polymer Modified 
Concrete, 
PB-224 743/SGI 74-02 13C PC$3.25/MF$2.25 
Test of a Fully-Welded Beam-to-Column Connection, 
PB-234 401/8GI 74-20 13E PC$4.25/MF$2.25 
CHEN, WEN C. 
ew Wave Avalanche Transit Time Diode Am- 
plifie 
AD-780 702/7G1 74-17 9E PC$3.75/MF$2.25 
CHEN, WEN 8. 


Nonlinear Phenomena in Semiconductors through 
Multi-Photon Absorption. 
AD-777 217/1GI 74-12 20L PC$3.75/MF$2.25 


CHEN, Y.C. 


Advanced Concepts in Structural Materials and Test- 
ing. Part II. Development of a Modulated-Microstruc- 
ture Heat Treatable Steel. 


AD-782 350/3GI 74-19 IF PC$4.25/MF$2.25 
High Pressure Calibration with a New Absolute Pres- 
sure Gauge. 

COO-3153-103 74-06 14B PC$3.00/MF$2.25 
Multiple Crystal Holder for Ultrasonic Measurement. 
COO-3153-91 74-06 14B PC$3.00/MF$2.25 
New Absolute High Pressure Gauge 

COO-3153-98 74-06 148 PC$3.50/MF$2.25 


Reprint: Photon Echoes in LaF3:Nd(3+) and 
YAG:Nd(3+). 
AD-773 974/1GI 7408 20L Reprint 


CHEN, Y. M. 


Numerical Computation of Dynamic Stress Intensity 
Factors by a Lagrangian Finite-Difference Method 
(The Hemp Code). 
UCRL-51563 74-18 20K PC$4.00/MF$2.25 
Vertical Resolution of Temperature Profiles for High 
Resolution Infrared Radiation Sounder (HIRS). 
COM-74-50230/3GI 

74-11 4B PC-GPO/MF$2.25-NTIS 


CHENAULT, WILLIAM W. 


Crisis Relocation: Distributing Relocated Populations 

and Maintaining Organizational Viability. 

AD-780 114/SGI 74-16 1SC PC$S.25/MF$2.25 
CHENAUSKY, PETER P. 

High Power CO2 Laser Devices. 


AD-771 995/8G1 7405 2E PC$4.75/MF$2.25 
CHENEBAULT, P. 
In-Pile Behavior of Cermets Uo sub 2 --Mo. 
CEA-CONF-2238 74-09 18) PC$3.00/MF$2.25 
Irradiation of a Broken Fuel Pin in a Sodium Loop. 
CEA-CONF-2425 74-09 18) PC$3.25/MFS$2.25 
Irradiation of a Broken Pin in a Sodium Circuit. 
AEC-tr-7491 74-13 181 PC$4.00/MF$2.25 


Techniques for Sampling and Analysis for the in-Pile 
poe 4 of the Migration of Fission Gases in Ceramic 
uels. 
CEA-CONF-2306 74-09 18G PC$4.00/MF$2.25 
CHENETTE, EUGENE R. 
Solid State Materials and Devices 


AD-769 962/2GI 7402 20L PC$3.75/MF$2.25 
Solid State Materials and Devices. 
AD-781 165/6GI 74-17 9A PC$S.75/MF$2.25 


CHENEY, DAVID H. 


Reprint: Clinical Experience with Subanesthetic 
Ketamine. 


AD-781 682/0G1 74-18 60 Reprint 

Reprint: Ketamine-Induced Stress Ulcers in the Rat. 

AD-781 681/2GI 74-18 60 Reprint 
CHENEY, E. W 

On an Approximation Operator of De La Valice Pous- 

sin, 

AD-776 008/SGI 74-10 12A PC$3.75/MF$2.25 

A Theorem on Interpolation in Haar Subspaces, 

AD-778 477/0GI 74-14 12A PC$3.25/MFS$2.25 

A Theorem on Lagrange Interpolation, 

AD-773 390/0GI 7407 12A_ PCS$3.25/MF$2.25 


PA-183 





CHENEY, PHILIP B. 


CHENEY, PHILIP B. 


A Method for Applying Research to Environmental 
and Management: A Case Study of Issues Im- 

portant to the Chesapeake Bay Region. 

PB-227 719/2GI 74-08 13B PC$4.75/MF$2.25 


A Methodology for Evaluating Manufacturing Environ- 

mental Impact Statements for Delaware’s Coastal 

Zone. 

PB-231 472/2GI 74-12 13B PC$9.25/MF$2.25 
CHENEY, ROBERT E. 


The Observed Decay of a Cyclonic Gulf Stream Ring. 
AD-775 659/6GI 74-10 8C PCS$S.75/MF$2.25 


CHENG, C.C. 


Synthesis of Organic Compounds for Malaria 
Chemotherapeutic Studies. 
AD-771 133/6GI 74-04 60 PC$4.25/MF$2.25 


CHENG, C. Z. 


Ordinary Electromagnetic Mode Instability. 
N74-22831/3GI 74-18 201 PC$3.75/MF$2.25 


CHENG, CHANG-CHING 


Electron Beam Evaporated Aluminum Oxide Gate Sil- 
icon Transistors. 
AD-769 168/6GI 7401 9A PCS$S.75/MF$2.25 


CHENG, CHE I. 


Reprint: A Team Approach to a Disease Survey on an 
Aboriginal Island (Orchid Island, Taiwan). IV. 
Mosquitos and Chiggers on Lan-Yu (Orchid Island), 
Tait Hsien, Taiwan. 

AD-782 297/6GI 74-19 6E Reprint 


CHENG, CHIA-CHUNG 
Method for the Preparation of Oxygenated Benzo(c) 
Phenanthridine Com; 8. 
PAT-APPL-446 896 74-16 60 PC$3.75/MF$2.25 
Process for the Preparation of Dehydroberbinium 
PATENT-3 835 140 74-25 7C Not available NTIS 
CHENG, CHIH-MENG 


Clustering by Clique Generation, 

PB-235 877/8GI 14-25 12A PC$3.75/MF$2.25 
CHENG, D. C. 

Observation of Muonless Neutrino-Induced Inelastic 

Interactions. 

COO-3071-35 74-16 20H PC$4.00/MF$2.25 
CHENG, D. J. 


Reprint: Theory of Surface Force Constant Changes in 
Body-Centered Cubic Lattices. 
AD-785 744/4GI 


CHENG, D. Y. 


Reversed Cowl Flap Inlet Thrust Augmen' 
PAT-APPL-398886 7402 21E PCS3.2 25/MF$2.25 


System for Measuring Drag Forces in a Turbulently 
Flui 


Flow b 
PAT-APPL-424013 74-08 14B PC$3.25/MF$2.25 
CHENG, DAVID K. 


Characteristics and Capabilities of Walsh Functions. 
AD-785 430/0GI 74-23 9D PC$3.75/MF$2.25 


CHENG, EDMOND D. H. 


A Preliminary Report on Urban Hydrology and Urban 
Water Resources: Oahu, Ha 
PB-233 783/0GI 4-18 8H PC$4.25/MF$2.25 


Some Statistical Analyses of Hawaiian Rainfall. 


74-24 20L Reprint 


PB-233 674/1GI 74-18 4B PC$4.25/MF$2.25 
CHENG, H. 

Beyond the Rising Total Cross Section: 

COO-3227-38 74-21 20H PCSS. 00/M F$2.25 
CHENG, H. H. 


Characterization of Suspended Sediments in Water 
from Selected Watersheds as Related to Control 
Processes, Nutrient Contents, and Lake Eutrophica- 


tion. 
PB-232 167/7GI 74-15 13B PC$4.75/MF$2.25 


CHENG, JOSEPH 
Aa Instrument for a Monitoring NOx and 


$O2 in Stationary Sourc 
PB-231 084/SGI ahi 7D PC$3.75/MF$2.25 
CHENG, L. 


Collection of Airborne Coal Dust by Steam. 
PB-231 109/0GI 74-12 81 PC$3.25/MF$2.25 


CHENG, LANNA 
Reprint: Notes on the Ecology of the Oceanic Insect 
Halobates. 
COM-74-50189-02-01/GI 
74-11 8A (Order as COM-74-50189-02) 
CHENG, RALPH T. 
foo A Model Study of Gas Diffusion in Alveolar 


rom 315/6G1 74-08 6P Reprint 
CHENG, S. I. 
Theoretical Studies of Diffusion Flame Structures, 


AD-777 628/9GI 74-12 21B PC$7.00/MF$2.25 
CHENG, SIH Y. 

Phase Lock Track Receiver. 

AD-774 937/7GI 74-09 9E PC$3.25/MF$2.25 
CHENG, SIN-I 


Friction and Heat Transfer Laws in Slip Flows. 
AD-770 900/9GI 74-03 20D PC$3.25/MF$2.25 


CHENG, WEI-TIH 


APL Simulation Programs of Arithmetic Operations 
for an Associative Processor. 


AD-779 690/7GI 74-15 9B PC$4.25/MF$2.25 
CHENG, Y. 

Flight Control Systems Research. 

N74-31427/9GI 74-25 17G PC$3.75/MF$2.25 
CHENG, Y. F. 


Failure Phenomena of Some Fiber-Reinforced Com- 
posite Strips with a Hole. 
AD-771 060/1GI 74-04 11D PC$3.75/MF$2.25 


Stress Concentration Factors of Some Fiber-Rein- 


forced Composite Strips Containing a Hole under Ten- 
sion or 


Bending. 
AD-771 0SS/1GI 74-04 11D PC$3.75/MF$2.25 
CHENG, YING-MING 
Reprint: Dihalocarbene Insertion into C-H Bonds of 


Cycloalkanes. 
AD-782 631/6GI 74-19 7C Reprint 


Reprint: Halomethyl-Metal Compounds. LXIII. Inser- 
tion of Phenyl(bromodichloromethyl}mercury-Derived 
Dichlorocarbene into Benzylic Carbon-Hydrogen 
Bonds. Stereochemistry and Mechanism. 

AD-772 343/0GI 74-05 7C Reprint 


CHENOWETH, AMOS J. 


Thermal Differential Compensator. 
PAT-APPL-486 803 74-24 2E PC$3.25/MF$2.25 


CHENTSOV, R. A 


Memory Devices--Translation. 


Superco: i 
AD-774 397/4GI 74-08 9B PC$3.25/MF$2.25 
CHENTSOVA, L. I. 


Use of Mg(NO sub 3 ) sub 2 --Za(No sub 3 ) sub 2 
Mixtures for Concentrating Dilute HNO sub 3 . 
ORNL-tr-2792 74-14 7B PC$3.00/MF$2.25 


CHENZOFF, ANDREW P. 
Fully Proceduralized Job Performance Aids. Volume I. 
Draft Military Specification for Organizational and In- 


termediate Maintenance. 
AD-775 702/4GI 74-10 SI PC$6.25/MF$2.25 


Fully Proceduralized Job Performance Aids. Volume 
Il. Handbook for JPA Developers 
AD-775 70S/7GI 74-10 SI PC$S.75/MF$2.25 


Fully Proceduralized Job Performance Aids. Volume 
peo ener for JPA Managers and Training Spe- 
ADTs 706/SGI 74-10 SI PC$4.25/MF$2.25 


Improving Job Performance Aids Through Condensa- 
tion, Dual-Level Presentation, Promotion of Learning, 
and Entry by Malfunction Symptoms. 

AD-781 757/0GI 74-18 SI PC$4.75/MF$2.25 


CHEO, B. R. 


Study of Field-Plasma Interaction by Transient 
Techniques 
AD-785 404/SGI 


CHEO, L. S. 


Reprint: Secondary Buckling of Circular Plates. 
AD-786 076/0GI 74-24 20K Reprint 


CHEO, P. K. 


Microwave Modulation of CO2 Lasers in GaAs Thin 
Film Optical Waveguides. 
AD-776 663/7GI 74-11 20E PC$4.25/MF$2.25 


Microwave Waveguide Modulators for CO2 Lasers. 
AD-787 471/2GI 74-26 20E PC$3.75/MF$2.25 


CHEOSAKUL, PRADISTH 
Thailand National Programme of the Earth Resources 


Technology Satellite 
74-20 8B PC$4.25/MF$2.25 


74-23, 201 + PC$4.75/MF$2.25 


E74-10631 
CHEPOVSKII, M. F. 
Means for Burning Fuel-Air Mixtures--Translation. 


AD-786 958/9GI 74-25 21G PC$3.25/MF$2.25 
CHER, L. 

Isomeric Shift and Neutron Resonances. 

JINR-P4-7296 74-08 7D PC$3.00/MF$2.25 
CHERDACK, R. 

Recovery of Tritium from Fusion Reactors: Recent 

Results. 

CONF-740609-3 74-22 18A PC$4.00/MF$2.25 


CHEREPAKSIN, M. A. 

Effects of the Electrical Stimulation of Human 
Muscles During the Simulation of Weightlessness. 
N74-11884/SGI 74-06 6S PC$3.25/MF$2.25 


CHEREPANOV, G. P. 
Evaluation of the Effects of Residual Stresses on the 
Brittle Strength of Welded Constructions with Surface 


Defects--Translatio 
AD-785 946/SGI 74-24 20K PC$3.25/MF$2.25 


Strength of Composite Bodies Weakened by Cracks-- 
Translation. 
AD-779 836/6GI 74-16 11D PC$3.25/MF$2.25 


CHEREPANOV, N. V. 


Problems of the Arctic and Antarctic--Translation. 
AD-777 450/8GI 74-12 8L PC$3.75/MF$2.25 


CHEREPANOV, V.G. 


The Relationship between Thermal and Electrical Pro- 
perties of Ice--Translation. 
AD-769 725/3GI 74-01 8L PC$3.25/MF$2.25 


CHEREPIN, V. T. 


Automation of the Monitoring and Investigation of 
Metals--Translation. 
AD-786 828/4GI 74-25 IF PC$6.25/MF$2.25 


CHERKASOV, YU. I. 
Automated Operational Processing of Meteorological 
Information at the Hydro-Meteorological Center of the 


USSR--Translation. 
AD-773 298/SGI 74-07 4B PC$3.25/MF$2.25 
CHERKASSKII, B. L. 
Epidemiologic Characteristics of Morbidity in the 
USSR Population, 
JPRS-61143 
CHERKESOV, L. V. 


Surface and Internal Waves, 
JPRS-60867 74-06 8C PC$4.75/MF$2.25 


CHERLOW, J. 
Characterization of Self-Focusing Mechanisms in 
Soe Materials. Interim Final Report, February 14, 
UCRL-13597 74-22. 20E PC$4.25/MF$2.25 
CHERMACK, EUGENE E. 
Power Plant Thermal Effluents in Southeastern Lake 


7409 6E PC$3.25/MF$2.25 


Ontario, 
COM-74-11024/8GI 74-15 13B Reprint 
CHERMAK, I. 


Basic Physical Characteristics of the Active Zone of 
Fast Power Reactors. 
UJV-3279-R 74-24 18E PC$S5.25/MF$2.25 


CHERMETTE, H. 
Synthesis, Radiochemical Labeling, and Properties of 
Some Aryl- and Alkylstibines and Their Halide Deriva- 
tives. 
LYCEN-7341 
CHERN, J. M. 


Simplified Tool for the Elevated Temperature Cyclic 

Analysis of Pressure Components. 

CONF-731003-1 74-02 181 PC$3.75/MF$2.25 
CHERN, JOSEPE 

A Low-Cost Window-Without Jambs. 

AD-770 840/7G1 7403 13M = PC$3.25/MF$2.25 
CHERNE, TERRY L. 


The Scan Plane Method for Locating and Gridding 
Scanning Radiometer Satellite Data. 
AD-787 210/4GI 74-26 4B PC$4.75/MF$2.25 


CHERNEI, M. I. 


Magnetic Moments of Odd-Mass Deformed Nuclei in 
the Non-Adiabatic Model. 
JINR-P4-7224 74-06 20H PC$3.00/MF$2.25 


CHERNENKO, G. E. 


Determination of Mass Ablation in Heat-Shielded 
Materials According to the Data of Measurements of 
the Deformation of Loaded Shells--Translation. 

AD-783 449/2GI 74-20 16D PC$3.25/MF$2.25 


CHERNENKO, ZH. S. 


Design and Strength of Aircraft and Helicopters— 
Translation 


74-15 7E PC$4.00/MF$2.25 


AD-786 959/7GI 74-25 1C PC$15.25/MF$2.25 
CUERNETSER, E.1. 
Concerning the Flow of a Two-Component Stream in 


the Chaneel of a Triangular Cross Section. 
74-25 20D PC$4.50/MF$2.25 


CHERNIACK, REUBEN M. 
Epidemiologic and Physiologic Studies of Small Air- 
ways Disease. 
PB-225 531/3GI 
CHERNIAVSKY, E. A. 


Role of Hydrogen in Electric Energy Storage. 
BNL-18721 74-15 21D PC$4.00/MF$2.25 


CHERNICK, LEON 
Sandwiched Eutectic Reaction Anticompromise Cir- 


cuits. 
PATENT-3 745 227 


74-04 6E PC$3.75/MF$2.25 


74-26 9E Not available NTIS 
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CHERNIGOVSKIY, V.N. 


Problems of Space Biology. Volume 18: The Effect of 
Certain Space and Geophysical Factors on the Bio- 


sphere of the Earth. 
N74-16050/8GI 74-10 6C PC$7.50/MF$2.25 
CHERNIK, I. A. 


Investigation of the Valence Band of Lead Telluride 

by Using the Transfer Effect--Translation. 

AD-781 249/8GI 74-18 20L PC$3.25/MF$2.25 
CHERNIKOV, N. A. 

Classical Dynamics of the Relativistic String. 

JINR-P2-7852 74-20 20H poses 7S/MF$2.25 

Electrodynamics Equation in Spherical World. 

JINR-P2-7829 74-21 203 + PC$4.25/MF$2.25 
CHERNIKOVA, E. N. 


Quantum Statistics of Massiess Scalar Particles in the 
Friedmann World 
JINR-P2-7708 


CHERNIKOVA, L.G. 


Research on Heat Transfer in Spheres and Thin Cones 

in the Hypersonic Flow of a Rarefied Gas--Translation. 

AD-780 377/8GI 74-16 20D PC$3.25/MF$2.25 
CHERNISKY, JOHN B. 

Diagrammatic Guide Signs for Use on Controlled Ac- 

cess Highways. Volume II. Laboratory, Instrumented 

Vehicle, and State Traffic Studies of Diagrammatic 

Guide Signs. 

PB-229 333/0GI 74-10 13B PC$7.25/MF$2.25 
CHERNOBROVIN, V. I. 


Experimental Investigation of Interaction Processes of 
Intense Relativistic Electron Flow in a Beam--Plasma 
Syst2m. 

NP-19927 


CHERNOBYLSKII, B. M. 


Model of a Beam of Pulse Noise in Noncommuting 
Telephone Channels--Translation. 
AD-786 921/7GI 74-25 17B PC$3.25/MF$2.25 


CHERNOCH, JOSEPH P. 


Nd:YAG Mini-Face-Pumped Laser (FPL). 
AD-775 746/1GI 74-10 20E PC$4.75/MF$2.25 


CHERNOFF, HERMAN 


The Effect on Classification Error of Random Permu- 


tations of the Features in Representing Multivariate 
Data by Faces. 


AD-775 244/7G1 74-09 12A PC$3.25/MF$2.25 


The Interaction Between Large Sample Theory and 
Optimal Design of Experiments. 
AD-785 823/6GI 74-24 12A_ PC$3.75/MF$2.25 


CHERNORUKOV, N. G. 


Synthesis of a Zirconium-Phosphate-Based lon 
Exchanger in Nitric Acid Solutions. 
SRARI-P-180 74-02 7B PC$3.00/MF$2.25 


CHERNOV, G. A. 


Materials of the First All Union Conference, Phar- 
macology of Antiradiation Preparations, 2--5 June 
1970, Moscow. 
CON F-70068! - 


CHERNUKRA, V. V. 


Feasibility of MHD Conversion of Pulsed Ther- 
monuclear Reactor Energy--Translation. 
AD-770 443/0GI 7402 201 PC$3.25/MF$2.25 


CHERNUKHIN, S. V. 


Discrete Correlation Analysis Using Digital Integra- 
tors--Translation. 
AD-784 707/2GI 


CHERNYAEV, L. A. 


Geochemistry, Mineralogy and Methods of Determina- 
tion of Elements of the Platinum Group, 
TT-74-53013 74-24 8G PCS1O. 25/MF$2.25 


CHERNYAEVA, V. P. 
Chemical and Immunochemical Characteristics of the 
Whooping-Cough Allergen Obtained by Water-Ether 


Extraction--Translation. 
AD-785 155/3GI 74-23 6M PC$3.25/MF$2.25 
CHERNYAIKIN, V 


New Regulation Concerning Technical Servicing and 
Repair of Automotive Rolling Stock--Translation. 
AD-770 523/9GI 7402 13F PC$3.25/MF$2.25 


CHERNYAKHOVER, S. I. 


Separation of Highly-Active Allergen from the Gaiskii 
Tularemia Strain No. 15--Translation. 
AD-778 519/9GI 74-14 6M PC$3.25/MF$2.25 


CHERNYSH, V. I. 
System of Indications of Meteorological Research Effi- 


ciency. 
N74-26111/6GI 74-19 4B PC$3.25/MF$2.25 
CHERNYSHEV, A. I. 


Study of the Chemical Structure of Slag, Fly-Ash and 
Deposits Formed during the Combustion on Nazarovsk 


74-17 203 PC$4.00/MF$2.25 


74-12 201 PC$3.00/MF$2.25 


74-20 6R PC$S.45/MF$2.25 


74-22 9B PC$3.25/MF$2.25 


Coal in a Cyclone Furnace (Issledovanie 

Khimichesmogo Sostava Shiaka, Letychei zoly i Ot- 

prea Obrazueushchikhoya pri Szhiganii Nazarov- 
Uglya v Tsiklonoe Topke), 

Te 1-53072 74-07 21B PC$3.25/MF$2.25 


CHERNYSHEV, I. 


Thunder Over the Ocean--Translation. 
AD-784 781/7GI 74-23. 133. ~PC$3.25/MF$2.25 


CHERNYSHEYV, V. A. 
Problem of the Effect of Electron Irradiation on the 
_ Conductivity of Organic Dielectrics--Transla- 
AD: 773 492/4G1 74-07 7E PC$3.25/MF$2.25 
CHERNYSHEVA, G. D. 
= YaMZ240 Engine and Its Modifications--Transla- 


AD-781 197/9GI 74-18 21G PC$8.50/MF$2.25 
CHEROBOKOV, O. 


Protection of Civil Defense Equipment in Conditions 
of a Nuclear War--Translation. 
AD-776 512/6GI 74-11 1SC PC$3.25/MF$2.25 


CHEROG, G. G. 


Mechanics of a Deformed Solid--Translatio 
AD-784 209/9GI 74-22 20K PC$13. 3S/MFS2: 25 


CHERPENTIER, C 


Control of Welded Joints on a Tubular Plate by Ul- 
trasonics and Gammagraphy. 
CEA-CONF-2447 74.09 13E PC$3.00/MF$2.25 


CHERRINGTON, B. E. 


Potential Well Formation in Electrostatic Confinement 
Devices. Technical Progress Report. 
COO-2323-3 74-23 18A PC$6.00/MF$2.25 


CHERRINGTON, DAVID J. 


Supervisor Training Programs on Minority Employ- 
ment: Suggested Concepts and Procedures. 
PB-235 230/0GI 74-24 SK PC$4.25/MF$2.25 


CHERRY, D. S. 


Thermal Loading Effects on Bacterial Populations of a 
Nonpolluted Flowing Stream. 
DP-MS-72-59 74-02 6F PC$3.00/MF$2.25 


CHERRY, J. H. 


Effects of gamma-Irradiation on DNA Transcription 
and RNA Translation in Plants. Final Report. 
COO-1313-37 74-06 6R PC$3.00/MF$2.25 


CHERRY, J.T. 


A Deterministic Approach to the Prediction of 
Teleseismic Ground Motion from Nuclear Explosions. 
AD-784 959/9GI 74-23. 18C PC$6.25/MF$2.25 


CHERRY, J. THECDORE 
Calculations of Near Field, Earthquake Ground Mo- 


tion. 
AD-769 893/9GI 74-02 8K PC$4.75/MF$2.25 


Near Field Small Earthquake--Computer Simulation. 
AD-776 046/SGI 74-10 8K PC$3.75/MF$2.25 


CHERRY, MARIANNA 
Mouse Alloantisera Production, Storage, and Distribu- 


tion. 
PB-234 956/1GI 74-22 6P PC$3.25/MF$2.25 


CHERRY, W. PETER 


Some Properties of a Process Occurring in the Super- 
position of Two Independent Renewal Processes 


AD-774 062/4GI 74-08 12B PCS3.25/MF$2.25 
Some Topics in Queueing Network Theory. 
AD-774 063/2GI 74-08 12B PC$3.75/MF$2.25 


The Superposition of Two Independent Markov 
Renewal Processes, 


AD-775 212/4GI 74-09 12B PC$3.75/MF$2.25 
CHERRY, W. R. 

Solar Energy Research and Utilizatio: 

N74-25621/SGI 74-19 10A "PCS3. 25/MF$2.25 


CHERTISCHEV, V. V. 
On the mag Features of Igniting Powder with a Hot 


Gas--Transla 

AD- 7h OGL 7402 21B PC$3.25/MF$2.2 
CHERTKOV, V. 

Special C: Translations. 

AD-780 375/2GI 74-16 13F PC$3.25/MF$2.25 


CHERVINSKHI, YU. K. 
Improvement of Reliability and Accuracy of Rec 


tion of Identification Marks on Aerial 4 
Translation. 
AD-782 004/6GI 14-19 8B PC$3.25/MF$2.25 


CHERVONNYKH, P. E. 


A Sleeve Filter for Cleaning Dusty Gas--Translation. 
AD-771 609/SGI 74-04 13K PCS$3.25/MF$2.25 


CHERVONSKY, V. I. 


A Presumably New Arbovirus ‘Tulenity’ (seal) Isolated 
from Ixodes Putus Ticks Collected at a Seashore Bird 
Colony in the Okhotsk Sea--Translation. 


CHEUNG, ALOYSIUS CHI-FAI 


AD-784 307/1GI 
CHERY, R 

Lifetimes and Structures of Some Levels Above 1.5 

= in exp 168 YB, exp 164 ER, and exp 158 exp 160 


xp 162 Dy. 
LYCEN- 7344 74-06 20H PC$3.00/MF$2.25 
CHESANOVA, T. 


The Invisible Protect the Plants--Translation. 
AD-777 205/6GI 74-12 6C PC$3.25/MF$2.25 


CHESHEV, K. S. 


Extraction-Photometric Determination of Cobalt in 

Foodstuffs (Ekstraktsionno-Fotometricheskoe 

Opredelenie Kobaita v Pishchevkh Produktakh), 
-72-51122 74-26 7B PC$3.25/MF$2.25 


CHESLER, D. A. 
Dynamic Studies with a Multiprogrammed Computer 


System. 
74-24 6E PC$4,25/MF$2.25 


74-22 6M PC$3.25/MF$2.25 


CONF-740708-2 
CHESLER, STEPHEN N. 
Reprint: Iterative Curve Fitting of Chromatographic 


Peaks. 
COM-73-50963/0GI 74-02 7D Not available NTIS 


CHESLEY, S. W. 
Tri-Level Accident Study. 
PB-233 207/0GI 74-18 13L PC$S5.25/MF$2.25 


CHESNOKOV, M. N. 
Dispersion of Combustion Products of a Mechanical 
ee of Aluminum and Cadmium Powders--Transla- 
D.779 126/2GI 74-15 21B PC$3.2S5/MF$2.25 
CHESNOKOV, N. T. 


Experience with Radon Control in Mining, 
TT-72-52008 74-19 81 PC$7.00/MF$2.25 


CHESNOKOV, Y. M. 
Application of Space Techniques to Natural Resources 
Study and Environmental Monitoring: Ao Aircraft Ex- 
periment. 
N74-27870/6GI 74-20 14E PC$3.25/MF$2.25 
CHESS, JAMES R. 


Reprint: Feeding Oriented Movements of the Atherinid 

Fish ‘Pranesus pinguis' at Majuro Atoll, Marshall 

Islands. 

COM-73-50437-03-13/GI 

74-04 6C (Order as COM-73-50437-03) 

CHESTER, ARTHUR N. 

Flys-Eye Mirror Laser Apparatus. 

PAT-APPL-310 036 74-15 20E PC$3.25/MF$2.25 
CHESTER, C. V. 

Blast Tests of Expedient Shelters. 

ORNL-4905 74-13 1SC PC$S5.4S/MF$2.25 

Measurement of Shock Overpressure in Air by a 

Yielding Foil Membrane Blast Gauge. 

ORNL -4868 7402 14B PC$4.00/MF$2.25 


CHESTER, LOUIE B. 


Interactions among the Various Phenomena Involved 

in the Design of Dynamic and Rotary Machinery and 

Their Effects on Reliability. 

AD-779 134/6GI 74-15 131 PC$9.S0/MF$2.25 
CHESTNUTT, D. 


Variably Positioned Guide Vanes for Aerodynamic 


Choking. 
PATENT-3 829 237 74-24 21E Not available NTIS 
CHETVERIKOV, D. A. 


Analysis of the Mechanisms of the Influence of Or- 
ganophosphorus Inhibitors of Cholinesterase on the 
Metabolism of Phospholipids in the Brain--Transiation. 
AD-781 962/6GI 74-19 6A PC$3.25/MF$2.25 
CHETVORKINA, G. E. 
On Long-Range Order in the Nickel-Chromium System 
@eo ~ ie iya pro Dalekii Poryadok v Sistemi Nikel- 
rom), 
TT-70-59083 74-07 IF PC$3.25/MFS$2.25 


CHEUNG, A. C. 


Reprint: Ammonia in Dark Interstellar Clouds. 
AD-772 059/2GI 7405 3B Reprint 


Reprint: The Digestive Processes of Haematophagous 
Insects. If]. Inhibition of Trypsin by Honey and the 
Possible Functions of the Oesophageal Diverticula of 


Mosquitoes >. 
AD-769 381/SG 7401 6C Not available NTIS 
Reprint: The Methanol Source in Orion at 1.2 Centime- 


ters. 
AD-776 453/3GI 74-11 3B Reprint 
CHEUNG, ALOYSIUS CHI-FAI 
Repriat: Kinetic of Arginine Phosphokinase 
= - ete Apis mellifera L.' (Hymenoptera, 
ADT 304/4G1 74-02 6A Not available NTIS 


PA-185 





CHEUNG, CHI 


Profit by Cameras. Seafood eae Time/Motion 
Studies for oe of Better Syste: 


COM-74-10045/4G1 74-04 cn "PCS3.75/MFS$2.25 
CHEUNG, H. : 

Heat Pipe Optimization. 

UCID-15521 74-25 13A PC$4,00/MF$2.25 

Participation of Lil in Jsexp: Performance of Non- 

Ideal He. 

UCID-16439 74-15 19A PC$3.75/MF$2.25 
CHEUNG, M. 


Automatic Photointerpretation for Land Use Manage- 


ment in Minnesota. 

E74-10687 74-24 8B PC$4.25/MF$2.25 
CHEUNG, R. C. 

Reliability and Integrity of Large Computer Programs, 

AD-779 339/1GI 74-15 9B PC$4.75/MF$2.25 
CHEVALIER, H. 


Compensation by Correlation of Spin Signal on Board 

the Geos Satellite. 

CEA-CONF-2429 74-07 17B PC$3.00/MF$2.25 
CHEVALIER, J. 

Photoengraving: Principle and Utilization of Photore- 

sist in Planar Techniques la Pho vure. Principle et 

Utilisation du Photoresist en Tec! ue Planar. 

N73-33139/9GI 74-02 9A PC$4.25/MF$2.25 
CHEVALIER, M. 

Gamma Scanning at the Leci (Cen Saclay) and at the 

Lama (Cen Grenoble). 

CEA-CONF-2416 74-09 183 PC$4.00/MF$2.25 


CHEVALLIER, J 


Apparatus for Sampling Trace Amounts of Gaseous 
Fluorine Derivatives in the Air (Fluormatic). 
CEA-CONF-2282 7402 7D PC$3.00/MF$2.25 


CHEVALLIER, P. 


Study of Semi-Favored alpha Groups in an Odd--Odd 
Nucleus and Investigation of Negative Parity Rota- 
tional Bands in an Even--Even Nucleus. Establishment 
of the Existence of Double K Ionization in Internal 


Conversion. 
FRNC-TH-431 74-15 20H PC$12.25/MF$2.25 
CHEVARIER, A 


Programs for the Calculation of the Spectra of 
Charged Particles in the Continuum. 
IFA-CRD-53-1973 74-14 18D PC$3.00/MF$2.25 


CHEVARIER, N. 
De-Excitation by Statistical Pre-Equilibrium alpha 


Emission. 
LYCEN-7347 74-22 20H PC$8.25/MF$2.25 
CHEVRETTE, P 


Holographic Interferometer for Measurement of 

Plasma Densities. 

N74-16427/8GI 74-10 14E PC$3.75/MF$2.25 
CHEW, D. M 

Diffraction Dissociation in 205 Gev/C pi exp - p Two- 

and Four-Prong Interactions. 

LBL-2112 74-07 20H PC$3.50/MF$2.25 


Search for Experimental Evidence on Exclusive Dou- 


ble-Pomeron Exchange. 
LBL-3009 74-25 20H PCS$S5.50/MF$2.25 


Search for Pomeron--Pomeron-2 pi Events in 205 

Gev/C pi exp - p Interactions. 

LBL-2106 74-11 20H PC$4.00/MF$2.25 
CHEW, E. W. 


bow a 1973 Production Testing. 
PNE 74-14 18C PC$3.00/MF$2.25 


CHEW, G. F. 
Baryon--Antibaryon Threshold Resonances. 
LBL-3015 74-21 20H PC$4.00/MF$2.25 
ceeperst Thresholds and Regge Asymptotic Expan- 
LBL-3014 74-24 20H PC$4.50/MF$2.25 
Weakly Recurrent Pomerons. 
LBL-2174 74-07 20H PC$3.25/MF$2.25 
CHEWNING, J. S. 
in oy Protection Enrollment and Degree Survey: 


WASH-1229(72) 
CHHABILDAS, L. C. 


Thermal Coefficient of Expansion of an Activated 
Vacancy in Metals. Final Report. 
CO0-3460-5 74-16 20L PC$4.00/MF$2.25 


CHHABRA, NARENDER K. 
Mooring Dynamics Experiment - Determination of a 
bao Dynamic Model of the WHOI Intermediate 
coring. 
AD-783 996/1GI 74-20 133 PC$9.25/MF$2.25 


Mooring Mechanics - A Comprehensive Computer 
Study. Volume I. Three Dimensional Static Analysis 


74-04 6R PC$3.00/MF$2.25 


PA-186 


and Design of Single Point Taut and Slack Moored 
Buoy Systems. Part I. Surface Mooring Lines. Part II. 
Subsurface Mooring Lines 

AD-771 367/0GI 74-04 133 PC$5.75/MF$2.25 


CHI, C. C. 
LIM Guidance System Dynamics. Theoretical Studies 
and Experimental Tests. 
PB-226 283/0GI 74-04 13F PC$S.25/MF$2.25 
CHI, J. W. H. 
Basic Understanding of Earth Tunneling by Melting. 
Volume I. Basic Physical Principles. 
PB-235 084/1GI 74-23 "3B PC$7.00/MF$2.25 


Basic Understanding of Earth Tunneling by Melting. 


Volume II. Earth Structure and Design Solutions 
PB-235 085/8GI 74-23 BP PC$8.50/MF$2.25 
CHI, S. W. 


A Study of the Effect of Pressure Gradient on the 
Eddy Viscosity and Mixing Length sus ‘ereeemenane 
E rium Turbulent Boundary Lay 

AD-783 942/6GI 74-21 50D PCss. 25/MF$2.25 


CHI, Y. 


Theory of Radiation Generated by —- Particles 

Passing Thr Continuous Periodic M 

N74-22341/3G 74-17 203 Poss 75/MFS2. 25 
CHIAN, EDWARD S. K. 


Evaluation of New Reverse Osmosis Membranes for 

the Separation of Toxic Compounds from Wastewater. 

AD-775 850/1GI 74-10 13B PC$4.25/MF$2.25 
CHIANG, A. F. 


Development and Performance of IR Detectors in the 
1.5 to 2.4 Micrometer Region That Operate at 240 K. 


N74-25957/3GI 74-19 17E PC$7.25/MF$2.25 
CHIANG, C. C. 

Covariant Theory of Magnetic Monopole. 

ORO-3992-157 74-11 203 PC$3.00/MF$2.25 


Finite, Unitary Theory of Pure Leptonic Weak Interac- 
tions. 
ORO-3992-138 74-06 20H PC$3.25/MF$2.25 


Implications of the Shadow Effect in Theories of 
Gravitation. 

ORO-3992-156 74-11 203 PC$3.00/MF$2.25 
S-Matrix for Finite Quantum Field Theory in the In- 
teractions Representation. 


ORO-3992-154 74-16 203 PC$4.00/MF$2.25 
Shadow Effect: Wey! Solutions. 
ORO-3992-137 74-07 203 PC$3.00/MF$2.25 


CHIANG, CHENG-HWA F. 


Buckling and Postbuckling Studies of a aa mcaage 
Thin-Wall Cylindrical Shells with Cutou 


AD-779 463/9GI 74-15 13M PCS. 75/MF$2.25 
CHIANG, F. P. 

Edge Effect Studies in Fiber-Reinforced Laminates. 

AD-772 956/9GI 74-06 11D PC$3.25/MF$2.25 


CHIANG, FU-PEN 
A Feasibility Analysis of the Acoustic Holographic In- 
terferometric Concept for Void Detection in Com- 
posite Pressure Vessels. 
AD-773 728/1GI 74-07 14E PC$3.75/MF$2.25 


CHIANG, HER-SHYANG 


Reprint: A Surveillance for Japanese Encephalitis (JE) 
in Pigs in Southern Taiwan. 
AD-782 292/7GI 74-19 6M _ Reprint 


Reprint: Reproductive Parameters of the Taiwan Mon- 
key (Macaca cyclopis). 
AD-782 799/1GI 


CHIANG, L. C. 


Geology of the Area ‘Senhor Do Bonfim' Based on 
Slar Mosaic Interpretation. 
N74-19032/3GI 74-13 8G PC$3.25/MF$2.25 


Radargeological Observations on the Low Hilly Ter- 
rain Amidst Piaui, Pernambuco and Bahia State, 


74-20 6C Reprint 


Brazil. 

N74-19030/7GI 74-13 8G PC$3.25/MF$2.25 
CHIANG, YUEN C. 

Aluminum-Oxide Passivation of Electron-Beam- 


Semiconductor Silicon and Gallium-Arsenide Diodes. 
AD-775 549/9GI 74-09 9E PC$3.75/MFS$2.25 


CHIAQ, T. T. 
Acoustic Emission from Stress Rupture and Fatigue of 


an Organic Fiber Composite. 
UCRL-74745 74-18 11D PC$4.25/MF$2.25 


Evaluation of High-Strength, High-Modulus Beryllium 
Oxide/Glass Fiber. 
UCID-15593 74-25 11D PCS$4.00/MF$2.25 


Filament-Wound Kevlar 49/Epoxy Pressure Vessels. 
UCRL-51466 74-18 13D PC$S.45/MF$2.25 


Polymer-Lined Filament-Wound Pressure Vessels for 
Nitrogen Containment. 
UCRL-75361 74-21 13D PC$4.25/MF$2.25 


Room-Temperature-Curable Epoxy for Advanced 
Fiber Composites. 
UCRL-74751 74-10 11D PC$3.00/MF$2.25 


Tensile Properties td = Ultrahigh-Strength Graphite 
Fiber in an Epoxy M 
UCRL-75209 maT 11D = PC$3.00/MF$2.25 


CHIAPETTA, R. 
Effect of Soil-Structure Interaction on the Response of 
Reactor Structures to Seismic Ground Motion. Final 
Report. 
ORO-3822-4 74-08 181 PC$6.75/MF$2.25 


CHIAPETTA, RICHARD L. 
Dynamic Response of Soil/Concrete Interfaces at High 


Pressure. 
AD-778 101/6GI 74-13 13B PC$9.25/MF$2.25 
CHIARELLA, C. 


The Time Settlement Behaviour of a Rigid Die Resting 

on a Deep Clay Layer. 

PB-234 806/8GI 74-21 8M PC$3.25/MF$2.25 
CHIB, J. S. 

Physiologically Active Substances from Marine 

Sponges. II. Antimicrobial Substances Present in Ex- 

tracts of the Sponge “Verongia archeri’ and Other Spe- 


cies of the Genus ‘Verongia’, 
COM-74-11540/3GI 


CHIBIRYAKOV, V. K. 


Differential Equations of the Thermoelastic State of 
— during Thermal Shock along a Surface--Transla- 


AD_775 133/2GI 74-09 20K PC$3.25/MF$2.25 
CHIBURIS, E. F. 
LASA Regional Travel-Time Corrections and As- 


sociated Nodes. 
AD-774 458/4GI 74-08 173 | PC$3.75/MF$2.25 


CHICARELLO, P. J. 


Fire Protection of Large Air Force Hang 
AD-784 869/0GI 74-23 13L PCs3. 75/MFS2. 25 


CHICHEPORTICHE, A 


Analysis and Synthesis of a Logic Control Circuit by 
Binary Analysis Methods. 
CEA-R-4588 


CHICHESTER, C. O. 


The Biosynthesis of Astaxanthin. IX. The Transforma- 
tion of Labelled Astaxanthin from the Diet of Sea 
Bream, ‘Chrysophrys major Temminck’ and ‘Schlegel’, 
to their Body Astaxanthin, 

COM-74-11298/8GI 74-19 6A _ Reprint 


The Biosynthesis of Astaxanthin. VI. The Carotenoids 
in the Prawn, ‘Penaeus japonicus’ Bate. Part II, 
COM-74-11292/1GI 74-19 6A _ Reprint 


The Biosynthesis of Astaxanthin. VIII. The Conver- 
sion of Labelled Beta-Carotene-15,15'-3H2 into Astax- 
anthin in Prawn, ‘Penaeus japonicus’ Bate, 

COM-74-11299/6GI 74-19 6A _ Reprint 


The Biosynthesis of Astaxanthin. X. The Carotenoids 
in the Red Carp, ‘Cyprinus carpio’ Linne, and the In- 
terconversion of Beta-(15,15'-3H2) Carotene into Their 
Body Astaxanthin, 

COM-74-11274/9GI 74-19 6A Reprint 


The Biosynthesis of Astaxanthin. XII. The Conversion 
of Labelled Beta-Carotene-15,15'-3H2 into Body 
Astaxanthin in the Lobster, ‘Panulirus japonicus’, 

COM-74-11275/6GI 74-19 6A Reprint 


The Biosynthesis of Astaxanthin. XVII. Intermediates 
in the Conversion of Beta-Carotene, 
COM-74-11278/0GI 74-19 6A Reprint 


Reprint: Biosynthesis of Carotenoids in 
“*Brevibacterium’ sp. KY-4313. 
COM-74-11674/0Gi 

CHICK, M. C. 


Reprint: Metastable Polymorphs of gamma-TNT. 
AD-786 953/0GI 74-25 7D Not available NTIS 


CHIDAMBARA, M. R. 

Reprint: Recursive Simplification of Pole-Assignment 

Problem in Multi-Input Systems. 

AD-773 006/2GI 74-06 12A_ Reprint 
CHIDESTER, GERALD E. 

Removal of Hydrogen Sulfide from Gaseous Mixtures. 

PATENT-3 579 293 74-06 7A Not available NTIS 
CHIEF, P. E. 

Plant Performance at Williamsburg Waste Treatment 

Plant, Hampton Roads Sanitation District, William- 

sburg, Virginia, January 1972-June 1972, 

PB-231 124/9GI 74-11 13B PC$S5.25/MF$2.25 
CHIEN, JEN TER 

Cost of Living Adjustment for Military Pe 

AD-778 634/6G1 74-14 SC PCS4 TIMES2. 25 
CHIEN, KUEI-YUAN 

Interactions between a Multicomponent Flow and a 

Laser Beam. Part I. Vaporization of Liquid-Air 

Droplets by High-Power Laser Beams. 


74-24 60 Reprint 


74-22, 9B PC$7.75/MF$2.25 


74-26 6A Reprint 
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AD-778 079/4G1 74-13. 20D PC$3.25/MF$2.25 


Interactions between a Multicomponent Flow and a 
Laser Beam. Part Il. Separation of Particles from a 
Carrier Gas in a Hypersonic Two-Phase Flow. 

AD-778 080/2GI 74-13 20D PC$3.25/MF$2.25 


CHIEN, PING-LU 


Synthesis of Organic Compounds for Malaria 
Chemotherapeutic Studies. 
AD-771 133/6GI 74-04 60 PC$4.25/MF$2.25 


CHIEN, R. T. 
Annual Progress Report for July 1, 1973 through 30 


Jun 74, 
AD-784 222/2GI 74-22 SB PC$10.25/MF$2.25 
An Error-Control System Based on Majority-Logic 


Decoding. 

AD-777 892/1GI 74-13 9D PC$3.75/MF$2.25 

An Error-Control System Based on Majority-Logic 

Doceting. 

AD-780 043/6GI 
CHIEN, Y. P. 


A Decision Function Method for Boundary Detection. 
PB-232 413/5GI 74-15 9B PC$3.75/MF$2.25 


Preprocessing and Feature Extraction of Picture Pat- 
terns--With Application to Chest X-Ray Images, 
PB-233 437/3GI 74-21 9B PC$6.25/MF$2.25 


CHIGIER, N. A. 


Decay of Far Flow Field in Trailing Vortices. 
N74-14978/2GI 74-09 20D PC$3.25/MF$2.25 


CHIGIREV, A. A. 


Use of a Digital Computer to Construct Isoline Maps 
Based on a Stereomodel of Terrain--Translation. 
AD-784 170/3GI 74-22 8E PC$3.25/MF$2.25 


CHIGNELL, COLIN F. 


Reprint: Heatburst Microcalorimetry. 
COM-73-50913/SGI_ 74-02 7D Not available NTIS 


CHIGRINOV, S. E. 

Calculation of Electronuclear Method for Neutron 
Production. 

JINR-P2-7694 74-16 20H PC$4.00/MF$2.25 
Interaction of High-Energy Deuteron Beam with 
Matter. 

JINR-P2-7848 74-20 20H PC$4.00/MF$2.25 
Propagation of Fast Nuclear Particles in Atmosphere. 
JINR-P2-7395 74-10 20H PC$3.00/MF$2.25 


Reaction of ‘‘Complete Disintegration’ of Nuclei. 
JINR-P4-7479 74-09 20H PC$3.00/MF$2.25 


CHIH-MING, HO 
Modulation of Acoustic Wave by Turbulent Shear 
Flow 


74-16 9D PC$3.75/MF$2.25 


AD-776 084/6GI 
CHIHARA, J. 


Generalized Hartree Approximation a Integral Equa- 
tions for Correlations in Quantum Fluid 
JAERI-M-5349 74-18 203 PCs. 75/MF$2.25 


CHIKALLA, T. D. 


Concentrated Defects in Puo sub 2. 
BNWL-SA-4803 74-08 11F PC$3.50/MF$2.25 


CHIKAWA, J. I. 


Video Display Technique for X-Ray Diffraction 
Topography. 
N74-31621/7GI 74-25 14B PC$3.25/MF$2.25 


CHIKIN, C. YA. 
Problems Relating to a Scientific Approach to ‘Air Pol- 
lution and Its Effect on Sanitation and Public Health’ 


in the RSFSR/Russian Federation of Soviet Socialistic 
Republics--Translation 


74-10 20A PC$7.25/MF$2.25 


AD-783 924/4GI "74-21 13B PC$3.25/MF$2.25 
CHIKIN, S. 

Improvement of Science Management--Translatio: 

AD-776 556/3GI 74-11 6E PC$3. 25/MFS2. 25 


CHIKKAPPA, G. 


Culture of Normal and Leukemic Cells in Diffusion 

Chambers. 

BNL-18319 
CHIKUSE, YASUKO 


Asymptotic Expansions for the Distributions of the 
Latent Roots of Two Matrices in Multivariate Analy- 


74-06 6E PC$3.50/MF$2.25 


sis. 

AD-787 577/6GI 74-26 12A PC$S5.25/MF$2.25 
CHILD, H.R 

Magnetic Moment Distribution around Fe Impurities in 

Ni sub 3 Ga. 

CONF-730821-1 7402 20L PC$3.00/MF$2.25 
CHILDERS, K. 

Thermal Loading of Structural Materials. 

AD-776 068/9GI 74-10 14B PC$4.75/MF$2.25 


CHILDRESS, C. E. 


Fabrication and Mechanical Test Data for Acceptance 

of the First Six 6-Inch-Thick Intermediate Test Vessels 

of the Heavy Section Steel Technology Program. 

ORNL-TM-4351 74-04 18] PC$S.45/MF$2.25 
CHILDRESS, F. G. 


Urethane Adhesives as L-100/Moca Substitutes. 

Y-1952 74-24 1A PC$4.00/MF$2.25 
CHILDRESS, J. D. 

Some Ecological Attributes and Plutonium Contents of 

Perennial Vegetation in Area 13. 

UCLA-12-93 74-09 8H PC$3.00/MF$2.25 
CHILDRESS, JAMES S. 

Some Consequences of Rapid ane cea 

in Complex Organizations: A Validation 

AD-785 442/SGI 74-23 SI POSS. ST IMPS2: 25 
CHILDS, DONALD R. 


Beam Patterns and Directivity Indices of Parametric 
Acoustic Arrays. 
AD-772 092/3GI 74-05 17A PC$3.25/MF$2.25 


CHILDS, E. A. 
Reprint: Mercury Content of Oregon Groundfish. 
COM-73-50437-03-09/GI 
74-04 6C (Order as COM-73-50437-03) 
Reprint: Mercury Content of Oregon Groundfish. 
COM-74-11394/SGI 74-22 6F Reprint 
CHILDS, E. L. 
Chemical Milling of Beryllium for Machining Damage 
Removal. 
RFP-2174 74-23 13H PC$4.00/MF$2.25 
CHILDS, G. E. 
Survey of the Properties of the Hydrogen Isotopes 
Below Their Critical Temperatures. 
COM-73-50929/1GI 
7402 7D PC-GPO/MF$2.25-NTIS 
CHILDS, JOHN F. 


Crustal Extension and Ln sue Faulting in the 
Southern Basin Range Province: 
E74-10411 74-12, "8G PC$4.25/MF$2.25 


Fault Pattern at the Northern End of the Death p aew: 
Furnace Creek Fault Zone, California and Nevada 
74-07 


E74-10205 8G PC$3.25/MF$2.25 

Structural Lineaments in the Southern Sierra Nevada, 

California, 

E74-10279 74-08 8G PC$3.25/MF$2.25 
CHILDS, M. E. 


Calculation of Turbulent Shear Stress in Supersonic 


Boundary Layer Flows. 
N74-26799/8GI 74-20 20D PC$3.75/MF$2.25 


Calculation of Turbulent Shear Stress in Supersonic 


Boundary Layer Flows. 
N74-29649/2GI 74-24 20D PC$3.25/MF$2.25 


Flowfield Analysis for Successive ee a 
Wave Interactions with a Turbulent Boundary La’ 
N74-18916/8G1 74-13 20D PC$3. TSIM PS2. 25 


Mean and Fluctuating Flow Measurements in Axisym- 
metric Supersonic Boundary Layer — Subjected to 
Distributed Adverse Pressure Gradie 

N74-29650/0GI 74-24 20D *PCS3. 25/MF$2.25 


Shock-Induced Separation of Adiabatic Turbulent 
poe | aan in Supersonic Axially Symmetric In- 


ternal F 
N74- 29648 /4G1 74-24 20D PC$3.75/MF$2.25 
CHILDS, PHYLLIS A. 


Carbohydrate Metabolism in Response to Alterations 
in Pancreatic Blood Flow and Hemorrhagic Shock in 


the Baboon. 
AD-776 247/9GI 74-10 6P PC$3.75/MF$2.25 
CHILDS, R. L. 


Final Report ona a Experiment for Neutron 

Transport in Thick 

ORNL-4880 sae 12 18E PC$S.45/MFS$2.25 
CHILDS, Ss. W 


An Evaluation of Farm Irrigation Practices as a Means 
to Control the Water Quality of Return Flow. 
PB-235 408/2GI 74-23 2C + PC$4.2S/MF$2.25 


CHILDS, W. J. 
Structure Information from Atomic-Beam Magnetic- 
Resonance Studies of Many-Electron Atoms. 
CONF-740711-2 74-25 PC$4.00/MF$2.25 
CHILENSKAS, A. A. 
Aal High-Energy Batteries for Electric Vehicles. 
CONF-740215-1 74-15 10C PC$3.00/MF$2.25 
CHILENSKAS, ALBERT A. 
Fluoride Reprocessing of Breeder Fuels. 
PATENT-3 753 920 74-07 18] Not available NTIS 
CHILGREN, JOEN D. 
Reprint: Mother-Infant Interactions: Effects of Early 
Handling of Offspring on Rat Mothers’ Open-Field 
Behavior. 


CHING, BARBARA K. 


AD-782 918/7GI 
CHILIKIN, YU. A. 


A Sleeve Filter for Cleaning Dusty Gas--Translation. 
AD-771 609/SGI 74-04 13K PC$3.25/MF$2.25 


CHILSON, MARTHA 


Treatment of Laundromat Wastes. 
PB-227 369/6GI 74-07 13B PC-GPO/MF$2.25-NTIS 


CHILTON, J. M 

Inventory of Current Energy Research and Develop- 
ment. 
ORNL-EIS-73-63(Vol.1) 

74-13 10A_ PC$33.75/MF$2.25 
Inventory of Current Energy Research and Develop- 
meant. 
ORNL-EIS-73-63(V ol.2) 

74-13 10A PC$30.75/MF$2.25 


Inventory of Current Energy Research and Develop- 
ment. lii. Indices. 
ORNL-EIS-73-63(Vol.3) 
74-13, 10A PC$22.25/MF$2.25 
CHIMENTI, ROBERT J. L. 


Efficient, Low Temperature Copper Vapor Generator. 


74-20 53° Reprint 


AD-771 804/2GI 7405 2E PC$4.25/MF$2.25 
CHIMENTI, V. 
Adone: Present Status and Experiments. 
LNF-74/22(P) 714-24 20G PCS4. 00/M F$2.25 
CHIN, G. 


Calculated and Scale Model Experimentally Measured 
Scattering from Metallic Structures in Instrument 


Landing System. 

AD-776 162/0GI 74-10 17G PC$3.75/MF$2.25 

Instrument Landing System Performance Prediction. 

AD-773 368/6GI 74-07 17G PC$S.25/MF$2.25 
CHIN, J. 


High-Temperature Ceramic-to-Metal Seal Develop- 
meat. 
GA-9118 74-09 1A PC$S.S0/MF$2.25 


User'’S Guide for a Computer Program to Analyze the 
Lre 16 Ft Transonic Dynamics Tunnel Cable Mount 


System. 

N74-10297/1GI 74-04 14B PC$7.25/MF$2.25 
CHIN, R. C. Y. 

Modified LU Decomposition Algorithm for a Symmet- 

ric, Tridiagonal Matrix. 

UCRL-51472 74-09 12A PC$4.00/MF$2.25 
CHIN, Y. T. 


Small Scale Wind Tunnel Model Investigation of 
Hybrid High Lift Systems Les Upper Surface 
-~ daar with the Internally Blown Flap. 

N74-28479/SGI 74-22, 1A PC$7.25/MF$2.25 


CHINDGREN, CARL J. 


Process, Removal of Oxygen and Aluminum from 
Metals Prepared by Aluminothermic and Similar 
Processes. 

PATENT-3 184 302 74-11 IF Not available NTIS 


Recovery of Coppe' 
PATENT-3 660 O22 74-04 11F Not available NTIS 


CHINENKOV, YU. V. 
Barrel Vault 96 Meters Long Check Tested Against 


oon. 
IPRS-62601 74-22 13M = PC$3.25/MF$2.25 
CHING, AL 
Study of Reuse of Cuprophan and Cellophane Coils. 
PB-231 645/3GI 74-14 6L PC$3.75/MF$2.25 
Study of Reuse of Cuprophan and Cellophane Coils. 
PB-235 793/7G1 74-23 6L) PC$4.25/MF$2.25 
CHING, ALFRED 
Atmospheric Pressure H2 - F2 Laser Initiated by Elec- 
tron-Beam Irradiated Discharge. 
AD-784 828/6GI 74-23 20E PC$3.25/MF$2.25 
Electron-Beam Irradiated Discharges Considered for 
Initiating High-Pressure Pulsed Chemical Lasers. 
AD-774 095/4GI 74-08 2E PCS$4.25/MFS2.25 
CHING, BARBARA K. 


Effects of Meridional Winds on the Interpretation of 
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Bande Fondamentale Infrarouge du Monoxyde 


d' Azote. 
N73-32536/7GI 74-02 4A PC$3.25/MF$2.25 
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CITRON, R. A. 
Skylab Short-Lived Event Alert Program. 
N74-22479/1G1 74-17 8G PC$3.75/MF$2.25 
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CIZEK, ALBERT W. JR. 

Aircraft Carrier Deck Coating. 
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CLANCY, JOHN J. 


The Validation of Entry-Level Law Enforcement Ex- 
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Photographic Quantification of Water Quality in Mix- 


= Zones. 
N74-20016/3GI 74-14 13B PC$3.75/MF$2.25 
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tions aod Incidences. 

TID-26373 
CLAPPER, W. S. 
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Disposal of Oil Wastes by Microbial Assimilation. 
Y-1934 74-20 13B PC$4,00/MF$2.25 
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Reprint: 
Nitric Acid. 
COM-74-50742/7GI 


CLARK, FRANK 
Elastic Pitch Beam Tail Rotor Operational Suitability 


Investigation. 
AD-784 595/1GI 1C_ =PC$S.75/MF$2.25 
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CLARK, GARY R. 


Water Quality Improvement of Stratified Impound- 
ments by Selective Withdrawal of Bottom Waters. 
PB-236 043/6GI 74-25 13B PC$4.25/MF$2.25 


CLARK, GEORGE B. 
Aa ee Thermal-Mechanical Fragmenta- 


tion of Hard 
AD-772 987/4GI 7406 13B PC$7.25/MFS$2.25 
CLARK, GRADY W. 


Method of Producing Multicomponent Metal-Metal 
Oxide Single Crystals. 


PA-195 





CLARK, GRADY W. 


PATENT-3 796 673 74-25 20B Not available NTIS 
CLARK, H. K. 

Albedo Method. Application of Neutron Interaction 

Methods. 

DP-MS-73-52 74-06 18H PC$3.00/MF$2.25 
CLARK, HOWARD L. JR. 

Hol-Gar Model SP-HF-15, 15-KW, 400-Hertz Engine 

Generator Set. 

AD-784 074/7GI 74-22 10B PC$4.25/MF$2.25 


CLARK, I. O. 


Preliminary Investigation of the Effects of Dye Con- 
centration on the Output of a Multiwavelength Dye 


r. 
N74-23084/8GI 74-18 20E PC$3.25/MF$2.25 
CLARK, J. E. 
Reprint: A ae Flammability Standard for Chil- 
dren's Sleepwear. 
COM-74-50784/9GI 74-22 11E Not available NTIS 
CLARK, J. M. 


a Suspension and Guidance of High Speed 


N74-18892/1GI 74-13 13F PC$4.25/MF$2.25 
CLARK, J. M.C. 

Two Recent Results in Nonlinear Filtering Theory. 

N74-21216/8GI 74-15 12A PC$3.25/MPS2. 25 
CLARK, J. P. 


Nondestructive Testing as Applied in a Refractory 
Metal Clad Fuel Element Development Program. 
74-16 18N PC$3.25/MF$2.25 


GEMP-S38 
CLARK, JACK 

Dual Lane Runway Study. 

AD-779 496/9GI 74-15 1E PC$3.25/MF$2.25 
CLARK, JAMES 


Vibration Resistant Geiger-Mueller Tube. 
PAT-APPL-460 229 74-20 18D PC$3.75/MF$2.25 


CLARK, JAMES R. 
A Method of Calculation of Activated Aerosol Spectra 
by the Delinquescent Growth of a Dry 


Maritime Aerosol, 
COM-74-10958/8GI 74-14 4B PC$3.25/MF$2.25 
CLARK, JAMES WILSON 


The Urban-Region Transit Analysis System 


(UTRANS). Volume I. Documentation. 
PB-226 233/SGI 7405 13B PC$9.50/MF$2.25 
CLARK, JOHN 


Coastal Ecosystems. Ecological Considerations for 
Management of the Coastal Zone, 
COM-74-50491/1GI 74-15 6F Not available NTIS 


Investigation and Design of Electronic Circuitry Re- 
lated to Noise and Radiation Effects for Solid State 


Devices and Circuits. 
AD-776 064/8GI 74-10 9E PC$3.75/MF$2.25 
CLARK, JOHN G. 


Long Period Fluctuations of CW Signals in Deep and 


74-11 20A = PC$3.75/MF$2.25 
CLARK, JOHN H. 


Variability of Northern Pike Pond Culture Production. 
COM-74-10851/SGI 74-12 6C PC$3.75/MF$2.25 


CLARK, JOHN P. 
Industrial Development and Changes in Occupational 
Structures. 
COM-74-10544/6GI 74-10 SC PC$3.25/MF$2.25 
Profile Change When Industry Moves Into a Rural 


Area. 
COM-74-10547/9GI 74-10 SC PC$3.25/MF$2.25 
Social Status and Personality Factors in Predicting In- 


terviewer Performance 
COM-74-10564/4GI 74-10 SI PC$3.25/MF$2.25 


CLARK, JOSEPH E. 
Reprint: Priorities for Fabric Flammability Investiga- 
COM-74-50786/4GI 74-23' 11E Not available NTIS 
CLARK, K. B. 
Aa Ecological Study of the Ksc Turning Basin and Ad- 
ore a nesesiGi 74-20 13B PC$3.75/MF$2.25 
CLARK, K. J. 
Analytical Modeling of Intumescent Coating Thermal 


Protection System in a Jp-5 Fuel Fire Environment. 
N74-29016/4GI 74-22 11C =PC$4.75/MF$2.25 
Nosetip C Se. (NCT) Program: In- 


ee 
AD-774 $90/4G1 


ea SA, PES9.SO/MFS2. 25 
CLARK, KENNETH G. 


The Chemistry and Applications for the eg 


of Chromate Salts in Nonpolar Organic M 
AD-780 426/3GI 74-16 7C Pcs5.15/ TSiMPS2. 25 


PA-196 


CLARK, L. E. 
Aa Exploratory Investigation of a Wake Disruption 


Tec! jue for Studying Wake Reestablishment Time. 
N74-21925/4GI 74-17 20D PC$3.25/MF$2.25 


Hypersonic Aerodynamic Characteristics of an All- 

Body Research Aircraft Configuration. 

N74-11831/6GI 74-06 1B PC$3.75/MF$2.25 
CLARK, LEO J. 

Mathematical Model Studies of Water Quality in the 

Potomac Estuary. 

PB-229 797/6GI 74-10 13B PC$7.00/MF$2.25 


Nutrient Transport and Dissolved Oxygen Budget Stu- 


dies in the Potomac Estuary. 
PB-229 815/6GI 74-10 13B PC$3.75/MF$2.25 


Summary and Conclusions from the Forthcoming 
Technical Report 56. Nutrient Enrichment = Control 
Requirements in the Upper Chesapeake Ba 

PB-228 $78/1GI 74-08 13B PCS4" 7S/MF$2.25 


CLARK, MARTIN 


A Doppler Shift Interferometric Technique for Mea- 
ing Small Absorption Coefficients. 
AD-778 077/8GI 74-13 20F PC$3.75/MFS$2.25 


CLARK, MICHAEL A. 


Reprint: Scanning Electron Microscopic Studies of 
Control and Hypertrophic Human Prostate Glands. 
AD-771 226/8GI 74-04 6E Reprint 


CLARK, P. H. 

Reprint: Some Candidate Louse Powders. 

AD-780 980/9GI 74-17 6F Reprint 
CLARK, P. J. 


Quantitative Multielement Analysis Using High Energy 


Particle Bombardment. 
N74-32175/3GI 74-25 20H PC$3.75/MF$2.25 
CLARK, R. A. 


Structure and Properties of Fe--Mo--C Steels. 
LBL-1801 74-02 11F PC$S5.25/MF$2.25 
CLARK, R. B. 


Mineral Nutritional Differences in an Iron Efficient 
and an Inefficient Corn Hybrid and Their Responses to 
Iron Chelates. 


UCLA-12-965 74-25 6C PC$4.00/MF$2.25 
CLARK, R. E. 

Materials Development and Testing. 

PB-230 309/7GI 74-11 6L PC$3.75/MF$2.25 
CLARK, R. G. 

Final Safeguards Analysis, High Temperature Lattice 

Test Reactor. 

BNWL-CC-225 74-12 181 PC$12.50/MF$2.25 


Mobile Energy Depot Feasibility Study: Summary Re- 


port. 

ACNP-62015-A 
CLARK, R. P. 

Development and Performance of a Miniature, High- 


Vol Thermal Battery. 
SLA-74-5363 74-26 10C PC$4.00/MF$2.25 
CLARK, R. R. 
Hydraulic Constants of Tidal Entrances I: Data from 
NOS Tide Tables, Current Tables and Navigation 
Charts. 
AD-773 627/SGI 
CLARK, R. S. 
ieee Foggy Cloud V, Panama Canal Warm Fog 


jispersal i 
ADID 473} 74-07 4B PC$4.75/MF$2.25 


CLARK, R. W. 
ORTHOL: A 2d Explicit Grid Orthogonalizer for Pseu- 


do-Lagrangian Code 
AD-785 235/3GI 74-23 201 PC$3.75/MF$2.25 


Simulation of Colliding Solar Wind Streams with Mul- 

tifluid Codes. 

N74-22429/6GI 74-17 3B PC$3.25/MF$2.25 

Use of Multiple 4 pi Radiation Sources for Quasi- 

Uniform Irradiation of Square Surfaces. 

LA-5455-MS 74-09 18D PC$4.00/MFS$2.25 
CLARK, ROBERT A. 

Reprint: Development in Severe Storms as Revealed 

by VIL Analysis of the April 29-30, 1970, Storm 

System. 

COM-74-11474-11/GI 

74-22 4B 

CLARK, ROBERT C. JR. 


Reprint: Paraffin Hydrocarbon Patterns in Petroleum- 
Polluted Mussels. 
COM-74-10488/6GI 74-09 8A Reprint 


Reprint: Salmon--Future Harvest from the Antarctic 


Ocean. 
COM-74-50189-05-04/GI 
74-19 6C (Order as COM-74-50189-05) 


74-16 18N PC$18.00/MF$2.25 


74-07 8C PC$4.25/MF$2.25 


(Order as COM-74-11474) 





CLARK, ROBERT M. 
A a Analysis of the Kinetics of Viral Inac- 


PB235 124/SGI 74-25 6M PC$3.75/MF$2.25 
— for Water Supply: Its Impact on Systems 


Management. 
PB-231 073/8GI 74-12 13B PC$3.75/MF$2.25 
CLARK, ROBERT O. 


Airfield Erosion Control for C-SA Aircraft Operations. 
AD-774 484/0GI 74-08 IE PC$3.75/MF$2.25 


CLARK, ROBIN B. 


Application of Remote Sensing a in Land- 
Use Planning: Flood-Plain Delineatio 
E74-10777 74-26 8B "PCs3. 7S5/MF$2.25 


CLARK, RODNEY L. 
Ejector Blown Lift/Cruise Flap Wind Tunnel In- 
vestigation. 
AD-777 181/9GI 
CLARK, ROGER N. 


Public Involvement and the Forest Service. 
PB-234 244/2GI 74-20 2F PC$6.25/MF$2.25 


CLARK, S. K. 


Testing Techniques for Determining Static Mechanical 
Properties of Pneumatic Tires. 
N74-25556/3GI 74-19 1C PC$3.7S5/MF$2.25 


CLARK, S. P. JR.. 
Lunar Thermal Measurements in Conjunction with 


Project APOLLO. 
N74-10769/9GI 74-04 3B PC$6.25/MF$2.25 
CLARK, STEPHEN H. 


Release and Recovery Data from Brown and White 
Shrimp Mark-Recapture Studies in the Northern Gulf 
of Mexico May 1967-November 1969. 

COM-74-11639/3GI 74-26 6C PC$6.25/MF$2.25 


CLARK, T. A. 
High Resolution Observations of Cassiopeia a at Meter 


Wavelengths. 
N74-23372/7GI 74-18 3B PC$3.75/MF$2.25 


A New Observatory in Western Canada: The Rothney 

Astrophysical Observatory of the University of Calga- 

ry. 

N74-18495/3GI 74-12 3A PC$3.25/MF$2.25 
CLARK, T. D. 


Current-Phase Relations and Noise in rf Biased Squids. 
AD-787 110/6GI 74-26 9A PC$3.25/MF$2.25 


Low Noise, Permanently Adjusted UHF Squid Mag- 


netometer. 
AD-787 109/8GI 14B PC$3.25/MF$2.25 
CLARK, T. L. 


Analytic Models of Ducted Turbomachinery Tone 
Noise Sources. Volume 1: Analysis. 
N74-30244/9GI 74-24 21E PCS$6.25/MF$2.25 


Analytic Models of Ducted Turbomachinery Tone 
Noise Sources. Volume 2: Subp am Documentation. 
N74-30245/6GI 74-24 21 PC$8.75/MF$2.25 


Analytic Models of Ducted Turbomachinery Tone 
Noise Sources. Volume 3: Program Test Case Results. 
N74-30246/4G1 74-24 21E PC$S.25/MF$2.25 


CLARK, THOMAS M. 


Causality Structure and the Weierstrass Theorem. 
AD-779 733/SGI 74-15 12A PC$3.75/MF$2.25 


CLARK, W. E. 
Ham nal Noise: Measurement, Simulation, and Mixed 
Pass 312/3GI 74-18 13B MF$2.25 


Pressurized Aqueous Combustion of alpha-Con- 
taminated Waste. Final Program Status Report. 
ORNL-TM-4366 74-07 18G PC$4.50/MF$2.25 


Survey of Mercury Usage by Agencies of the United 
ing 1971 


States Government D " 
ORNL-NSF-EATC-4 74-16 13B PC$11.75/MF$2.25 


74-12 1C PC$S.25/MF$2.25 


74-26 


CLARK, W. F. 
Beach meg ue and Analysis of Large, Cargo- 
Handling V 
AD-778 toner 74-13 13F PC$7.25/MF$2.25 
CLARK, W. J. 


Remote Measurement of Turbidity and Chlorophyll 


Through Aerial Pho y. 

N74-19038/0GI 74-13 8H PCS$S.75/MF$2.25 
CLARK, W. M. 

Investigation of UV _ Photoionization Sustained 

Discharge for Gas Lasers. 

AD-775 $25/9GI 7409 WE PC$4.25/MF$2.25 


Reprint: Self-Induced Transparency with CO2 Laser 
Pulses in Ammonia Gas. 
AD-776 832/8GI 


CLARK, WALTER E. 
Chemical Cycle for Evaporative Water Desalination 
Plant 


PATENT-3 463 814 


74-11 7D Reprint 


74-09 7A Not available NTIS 





CLARK, WILLIAM E. JR. 


Carrier Onboard Delivery 
(CODSIM). User's Manual. 
AD-781 853/7GI 74-18 


CLARK, WILLIAM J. 


The Ecology of the Navasota River, Texas. 
PB-236 927/0GI 74-26 8H PC$8.75/MF$2.25 


CLARKE, E. S. 


High Data Rate Optical Transceiver Terminal. 
N74-15149/9GI 74-09 17B PC$11.50/MF$2.25 


CLARKE, F.R. 
Development of a Psychophysical Photo Quality Mea- 


sure. 
AD-776 369/1GI 74-11 14E PC$4.7S/MF$2.25 


Semiautomatic Speaker Recognition Systems, 
PB-232 001/8GI 74-14 17B  PC$S5.75/MF$2.25 


CLARKE, J. 


Magnetic Island Formation in a Tokamak Plasma from 
Helical Perturbations of the Plasma Current. 
ORNL-TM-4501 74-14 18A PC$3.00/MF$2.25 


Superconducting Tunnel Junction Bolometers. 
LBL-2222 74-16 17E PC$3.00/MF$2.25 


CLARKE, J. F. 


Approximate Fokker--Planck Operators for Coulomb 
Collisions. 


Simulation Model 
1SE PC$4.75/MF$2.25 


ORNL-TM-4605 74-22 201 PC$S.00/MF$2.25 
Effect of Charge Exchange Reactions on Neoclassical 
Transport. 

ORNL-TM-4606 74-22 201 + PC$4.75/MF$2.25 


Energy Containment and Scaling in Tokamaks: (The 
Phylogeny of a Tokamak Discharge). 


ORNL-TM-4585 74-21 201 PC$S.75/MF$2.25 
Fluxes of Charged and Neutral Particles from 
Tokamaks. 

CONF-740104-9 74-14 18A_ PC$3.00/MF$2.25 


Fusion Dynamics of Lossy Reactor Systems. 
ORNL-TM-4617 74-22 18A_ PC$4.75/MF$2.25 


Hydromagnetic Kink Mode of a Two-Region Runaway 
Electron Beam. 
ORNL-TM-4512 74-15 201 PC$4.25/MF$2.25 


Neutral Beam Injection into a Hb ems I. Fast Ion 
Spatial Distribution for Tangential Inje 
ORNL-TM-4332 7402 18A "css. 25/MF$2. 25 


Runaway Electron Dynamics. 
ORNL-TM-4432 74-09 201 PC$3.00/MF$2.25 


CLARKE, LORI 


A FORTRAN System for Flexible Creation and Ac- 
cessing of Data Bases. 
PB-236 341/4GI 


CLARKE, R. K. 


Analysis of Transportation Accident Environments: 
The Purpose, Method, and Introduction. 
SLA-74-5374 74-23 18F PC$4.00/MF$2.25 


Quantitative Characterization of the Environment Ex- 
perienced by Cargo in Aircraft Accidents. 
SLA-74-5372 74-24 18F PC$4.00/MF$2.25 


Quantitative Characterization of the Environment Ex- 
perienced by Cargo in Motor Carrier Accidents. 
SLA-74-5371 74-24 18F PC$4.00/MF$2.25 


Quantitative Characterization of the Environment Ex- 

perienced by Cargo in Railroad Accidents. 

SLA-74-5373 74-24 18F PC$4.25/MF$2.25 
CLARKE, RICHARD H. 

Development of a Theoretical Model for Sound 

Propagation in a Deep, Variable Ocean, 

AD-786 013/3GI 74-24 2A PC$3.25/MF$2.25 


Theory of Acoustic Propagation in a Variable Ocean, 

AD-770 247/SGI 7402 17A_ PC$S.25/MF$2.25 
CLARKE, RICHARD L. 

Job Enrichment: Possible Criteria for Application in 


Air Force Organizations. 
AD-777 245/2G1 74-12 SI PC$S.25/MF$2.25 


CLARKE, ROBERT F. 


The Need for Information on Adverse Drug Reactions 
Including the Reactions of Present and Potential 
Readers to Clinical Experience Abstracts. 

PB-234 724/3GI 74-20 SB PC$7.00/MF$2.25 


CLARKE, STEVENS H. 
The Contribution of Juvenile Offender Treatment and 
Service Programs to the Reduction of Juvenile 


Delinquency, 
PB- 227 030/4G1 74-06 SK PC$3.75/MF$2.25 


Some Implications for wae Carolina of Recent 
Research in Juvenile Delinquenc 
PB-226 414/1GI 74-05 Sk 


CLARKE, T. D. 


Human Weight Distribution During Impact--Lap Bek, 
Air Bag and Air Force Harness Restraint Systems, 
AD-769 $41/4GI 7401 13L PC$3.25/MF$2.25 


74-26 9B PC$S5.25/MF$2.25 


PC$3.25/MF$2.25 


CLARKE, THOMAS A. 


Reprint: Some Aspects of the Ecology of Stomiatoid 
Fishes in the Pacific Ocean Near Hawaii. 
COM-74-50282-02-05/GI 

74-18 6C (Order as COM-74-50282-02) 


CLARKE, WILLIAM D. 


Reprint: Ecology and Natural History of a Stand of 

Giant Kelp, ‘Macrocystis pyrifera’, off Del Mar, 

California. 

COM-74-50282-03-05/GI 

74-25 6F (Order as COM-74-50282-03) 

CLARKSON, J. E. 

Analysis of Pentaerythritol Tetranitrate (Petn) for 

Trace Homologs by Gel Permeation Chromatography. 

UCID-16287 74-02 7C PC$3. ‘00/MES2: 2s 
CLARKSON, R. B. 

Electron Spin Relaxation in Copper Tutton Salts as 

Studied by Dynamic Polarization 

NYO-1158-42 74-26 7D PC$5.75/MF$2.25 


CLARROCCA, M 


LSI Digital Subsystems for Communications. 
AD-777 007/6GI 74-11 17B PC$S.75/MF$2.25 


CLARY, ALBERT T. 


Measurement of Steady State and Transient Solid 

Propellant Burning Rates with Microwaves. 

AD-777 283/3GI 74-12 211 PC$S.75/MF$2.25 
CLASEN, R. J. 


Sortie Allocation by a Nonlinear Programming Model 

for Determining a Munitions Mix 

AD-780 684/7GI 74-17 
CLAUDET, G. 


Leak-Tightness Problems in Separable Joints Used at 
Low-Temperatures. 


1SG PC$4.75/MF$2.25 


CEA-CONF-2300 74-12 13E PC$3.00/MF$2.25 
CLAUS, J. 
Space Charge in the Ags and Some of Its Con- 
sequences. 
BNL-18113 74-02 20G PC$3.00/MF$2.25 


CLAUS, W. D. JR. 


Evaluation of a Mechanical Properties of Yarns for 
Ballistic Ap; 
AD-770 470, a 74-02 


CLAUS, WILLIAM D. JR. 
Development of Headforms for Sizing Infantry Hel- 


mets. 
AD-787 277/3GI 74-26 6Q PC$3.75/MF$2.25 
CLAUSEN, GEORGE S. 


Interbasin Transfer or Migration: An Economic Analy- 
sis of Two Responses to Ground Water Depletion. 
PB-226 066/9GI 74-05 13B PC$3.75/MF$2.25 


CLAUSER, M. J. 


Behavior of Solid Targets Irradiated by Focused 
Relativistic Electron BEAMS. 
SLA-73-5700 74-09 201 PC$3.25/MF$2.25 


Pulsed Fusion of Pellets Using Electron BEAMS or 


Lasers. 
SLA-73-5534 7402 18A PC$3.75/MF$2.25 
Technology of Electron Beam Induced Fusion. 


19D PC$3.75/MF$2.25 


SLA-74-5226A 74-23 201 PC$4.00/MF$2.25 
Thermonuclear Reactions in Solid Spherical Laser Tar- 
gets. 

SLA-74-5252 74-21 201 PC$4.00/MF$2.25 


CLAUSI, JOSEPH V. 


Fuel Cell System for Underwater Vehicle. 
PATENT-3 748 180 74-26 10B Not available NTIS 


CLAUSING, R. E. 


Auger Electron Spectroscopy of Fracture Surfaces in 

Irradiated Type 304 Stainless Steel. 

CONF-740615-1 74-21. 11F PC$4.00/MF$2.25 
Auger Electron Spectroscopy of Fracture Surfaces in 
Irradiated Type 304 Stainless Steel. 

ORNL-TM-4495 74-15 11F PC$3.25/MF$2.25 

CLAUSS, H. G. JR.. 


Principles and Application of Shock-Tubes and Shock 


Tunnels. 
N74-17956/5GI 74-12 20D PC$3.75/MF$2.25 


CLAUSS, R.C. 


Refrigerated Coaxial Co 


upling. 
PAT-Al APPL-483 852 74-20 9A PC$3.25/MFS$2.25 


CLAUTRIER, M. 


The Stabilization System of the Symphonie Satellite 
and Results of Its Dynamic Simulation das Sta- 
bilisierungssystem des Satelliten Symphonie und Er- 


gebnisse Seiner Dynamischen Simulation 
N73-33862/6GI 74-02 22B PC$3.2S/MF$2.25 


CLAVEL, PIERRE 


An Operational Index of System Response Capacity. 
COM-73-11968/7GI 7402 13B PC$3.25/MF$2.25 


CLAY, WARREN 


CLAWSON, DAVID G. 
Investigation of Diffusers for Gas Dynamic Laser 


Nozzles. 

AD-774 391/7GI 74-08 20E PC$3.75/MF$2.25 
CLAWSON, G. T. 

Method and Apparatus for Checking Fire Detectors. 

PATENT-3 802 249 74-15 14B Not available NTIS 
CLAY, 8B 


Reprint: In vitro Detection of Cytotoxic Antibodies to 
Schistosoma Mansoni Schistosomules. 
AD-781 697/8GI 74-18 6M Reprint 


CLAY, BURTON R. 
Flash Lamp. 


PATENT-3 560 787 74-05 13A Not available NTIS 


Holographic Horizontal Display System. 
AD-781 337/1GI 74-18 14E PCSS. 25/MF$2.25 


Holographic Multicolor Moving Map Display (System 


Definition). 
AD-772 155/8GI 
CLAY, C. 8. 
Reprint: Error Analysis of Velocity and Direction 
Measurements of Plane Waves Using Thick Large- 
Aperture Arrays. 
AD- 775 $62/2G1 74-09 20A_ Reprint 


Reprint: Transformation of Side-Scan Sonar Records 
to a Linear Display. 
AD-775 563/0GI 74-09 17A_ Reprint 


Scattering and Reflection of Acoustic Waves at the 

Bottom and Surface of the Ocean. 

AD-787 $70/1GI 74-26 83 PC$3.75/MF$2.25 
CLAY, CLARENCE S. 

Reprint: Specularly Scattered Sound and the Probabili- 

ty Density Function of a Rough Surface. 

AD-775 629/9GI 74-10 20A_ Reprint 
CLAY, D. R. 

A Study of the Compatibility of Science Instruments 

with the Solar Electric Propulsion Space Vehicle. 

N74-13152/SGI 74-07 21C PC$S.75/MF$2.25 
CLAY, F. A. 

Characterization of a Chrome--Gold Thin Film Deposi- 

tion Process by Auger Analysis. 

BDX-613-1173 74-24 11C PC$4.00/MF$2.25 

Characterization of a Chromium--Gold Deposition 

Process for the Production of Thin Film Hybrid 

Microcircuits. 

BDX-613-1109 74-21 9E PC$4.00/MF$2.25 

Electrodeposition of Aluminum from Ether-Hydride 

Solutions. Final Report. 

11C }=PC$4.00/MF$2.25 


74-05 9E PCS$S.75/MF$2.25 


BDX-613-875(Rev.) 
CLAY, HORACE F. 

Micronesia - Last Pacific Bastion. 

AD-774 209/1GI 7408 #15SC PC$3.25/MF$2.25 
CLAY, LARRY E. 

C-130 Scratch Strain Gage Recording Prog: 

AD-917 939/1GI 74-20 14B PCS? 2 2SIMFS2. 25 


Flight and Taxi Data from A-37B Aircraft during Com- 
bat and Training Operations. Volume I: Vgh, Taxi 
Speed, Taxi Strain, and Usage Form Data. 

AD-785 363/3GI 74-23 1A PC$7.25/MF$2.25 


Flight and Taxi Data from A-37B Aircraft during Com- 
bat and Training Operations. Volume II: Multichannel 


Maneuver Data. 
74-23 1A PC$7.00/MFS$2.25 


74-10 


AD-785 364/1GI 


Flight and Taxi Data from A-37B Aircraft during Com- 
bat and Training Operations. Volume III: Weapon 
Passes Data. 

AD-785 365/8GI 


CLAY, PHILLIP L. 
Toward Housing Goals for the United States: Con- 
cepts, Methods, and Measures. 
PB-232 916/7GI 74-16 SK 

CLAY, ROBERT W. 

BQM-34A Polarization Characteristics - Radar Cross 
Section and Glint. 
AD-775 915/2GI 

CLAY, W. T. 
Common-Mode and Integral Bias Tests with a Dif- 
ferential Current-Pulse Preamplifier. 

ORNL-TM-4316 74-04 18D PC$4.00/MFS$2.25 
Differential Current Pulse Preamplifier for Fission 
Counters. 

CONF-731112-5 


CLAY, WALLACE 8. 


The Design of a Second Generation Yawsonde. 

AD-780 064/2GI 74-16 19A PCS$3.75/MFS$2.25 
CLAY, WARREN 

3 kw Closed Rankine-Cycle Powerplant with a Turbine 

Expander. 
AD-776 982/1GI 


74-23 1A PC$S.75/MF$2.25 


PC$12.25/MF$2.25 


74-10 171 PC$S.75/MF$2.25 


74-07 18D PC$3.00/MF$2.25 


74-11 10B PC$S5.75/MFS2.25 
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CLAYSMITH, C. R. 


CLAYSMITH, C. R. 
Infrared Water Vapor and Temperature Profile 


AD-783 984/8GI 74-22 4B PC$3. 75/MFS2. 25 
CLAYTON, C. A. 

Comparability of Nine Methods for Monitoring NO2 in 

Ambient Air. 

PB-233 429/0GI 74-18 7B PC$8.S0/MF$2.25 


CLAYTON, J.R 
R/V ONAR Cruises 434, 450, 469, 502. SYOPS 
(Synthetic Organics in Puget Sound) Cruise Series 1, 2, 
3, 4. Hydrographic, Chemical and Biological Measure- 
ments. 
PB-227 060/1GI 74-06 83 PC$S.75/MF$2.25 
CLAYTON, R. K 


Radioactive Foodchains in the Subarctic Environment. 
Technical Progress Report, 15 August 1973--14 August 


1974. 
COO-3011-3 74-21 8H PC$6.75/MF$2.25 


Studies in Photosynthetic Energy Conversion. Annual 
Pri ss Report, September |, 1973--August 31, 1974. 
COO-3162-17 74-21 6A PC$4.00/MF$2.25 


CLAYTON, WILLIAM H. 


Prediction of Environmental Paramete: 
AD-780 913/0GI 74-17 4B PCs -75/MF$2.25 


CLEAR, K. C. 
Evaluation of Portland Cement Concrete for Per- 
manent Bridge Deck Repair. 
PB-232 604/9GI 74-15 13C PC$3.75/MF$2.25 
Time-To-Corrosion of Reinforcing Steel in Concrete 
Slabs. Volume 2. Electrical Potential Date 
PB-226 053/7GI 74-04 13C PC$S.75/MF$2.25 
CLEAR, ROBERT D. 


Reprint: Assignment of Continuous Spectra by 
Photofragment Spectroscopy: C State of 12. 
AD-771 307/6GI 74-04 7D Reprint 


CLEARWATER, ROBERT M. 


Correlation between Breathing Zone Solvent a 
trations and Solvent Zones from Vapor Degrease: 
AD-777 805/3G1 74-13 63 PCSS S/MPS2. 25 


CLEARY, FRED K. 
Development of Leadership Assessment Simulations. 


AD-772 990/8GI 74-06 SJ PC$4.75/MF$2.25 

Systems Engineering of Training for Eight Combat 

Arms MOSs. 

AD-782 195/2GI 74-19 SI PC$6.25/MF$2.25 
CLEARY, J. 


Investigations to the Space Shuttle Orbiter 2A Con- 
figuration 0.015-Scale Model in the NASA Ames 
Research Center 3.5-Foot Hypersonic Wind Tunnel at 
Mach Numbers 5, 7 and 10 (Oal ib). 


N74-29287/1GI 74-22 22B PC$13.00/MF$2.25 
CLEARY, J. D. 

Safety Analysis Report: Evaluation of Passive Re- 

Entry Approach. 

WANL-TNR-209 74-11 181 PC$23.75/MF$2.25 
CLEARY, J. W. 


Effects of Reaction Control System Jet Simulation on 
the Stability and Control Characteristics of a 0.015- 
Scale Space Shuttle Orbiter Model in the Ames 
Research Center 3.5-Foot Hypersonic Wind Tunnel. 

N74-13585/6GI 74-07 22B PC$7.00/MF$2.25 


Results of an Aerodynamic Force and Moment In- 
vestigation of an 0.015-Scale Configuration 3 Space 
Shuttle Orbiter in the NASA/Arc 3.5-Foot Hypersonic 


Wind Tunnel (OAS8). 
N74-28336/7GI 74-20 22B PC$11.50/MF$2.25 


Wind Tunnel Test of the 0.010-Scale Space Shuttle In- 
tegrated Vehicle in the NASA-Ames 3.5 Foot Hyper- 
sonic Wind Tunnel (1A10). 

N74-16558/0GI 74-10 22B” PC$S.75/MF$2.25 


CLEARY, STEPHEN F. 


Effects of Low Intensity Microwave Radiation on 
Mammalian Serum Proteins. 
AD-777 019/1GI 74-11 6R PC$3.75/MF$2.25 


Effects of Low mee Microwave Radiation on 


Mammalian Serum Protein 
AD-785 739/4GI 74.24 6R PC$4.75/MF$2.25 
CLEAVELAND, W. B. 


Limit Criteria for Low Cost Airframe Conc 
AD-777 $72/9GI 74-12 1C PCS$S BIMFS2. 25 


CLEAVER, J. E. 
Human Diseases with Genetically Altered DNA Repair 


Processes. 
UCSF-10-P-2-X-1 74-06 6R PC$3.00/MF$2.25 
CLEAVER, LOUIS T. 


Automatic Controller. 
PATENT-3 117 586 974-11 9C Not available NTIS 


CLEE, P. T. M. 


Design Study of a Tokamak Fusion Device with Super- 
conducting B/sub theta/ Coils. 
RL-73-67 74-13. 18A PC$7.00/MF$2.25 
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CLEEK, GIVEN W. 


Properties of Glasses in Some Ternary Systems Con- 
BaO and Si02, 
AD-777 138/9GI 
74-12, 11B PC-GPO/MF$2.25-NTIS 


CLEGERN, ROBERT W. 
Environmental Survey of the Phoenix Island - Central 


lic Ocean. 
AD-785 371/6GI 74-23 6C PC$9.50/MF$2.25 
CLEGG, T. B. 


Studies of Nuclear Processes. Progress Report, June |, 
1973--May 31, 1974. 


ORO-2408-73 74-21 20H PC$4.50/MF$2.25 
CLELAND, J. W. 

Research Materials Information Center. 

CONF-740424-1 74-18 20L PC$4.00/MF$2.25 
CLELAND, BR 

Progress Report, July 1, 1972--July 1, 1973. 

RLO-2225-T-19-27 74-08 6C PC$3.00/MF$2.25 
CLEM, J. R. 

Field and Current Distribution in Coaxial Supercon- 

ductors. 

LA-5360-MS 74-04 9A PC$4.00/MF$2.25 


CLEMANS, C. L. 


Fault Interrupting Tests on a 500-kV SF6 Gas Circuit 
Breaker at the Grand Coulee Consolidated 230-kV 


Switchyard, 
PB-232 251/9GI 74-15 9C PC$3.75/MF$2.25 
CLEMENS, JOHN 


Reprint: Reactions of Low-valent Metal Complexes 

with Fluorocarbons. Part XXVIII. Nickelocene and 

Tricarbonyl(pi-allylic)cobalt Complexes with 

Bis(trifluoromethy!l)diazomethane. 

AD-781 549/1GI 74-18 7C Reprint 
CLEMENS, P. W. 

Device for Configuring Multiple Leads. 

PATENT-3 815 205 74-20 131 Not available NTIS 
CLEMENS, WILLIAM J. 

Water Level Control System. 

PATENT-3 495 411 74-05 14B Not available NTIS 
CLEMENT, G. H. 

A Collison Nebulizer Gun. 

AD-774 906/2GI 74-09 6M PC$3.25/MF$2.25 
CLEMENT, J. D. 


Comparative Evaluation of Solar, Fission, Fusion, and 

fn Energy Resources. Part 2: Power from Nuclear 
ission 

N74-23481/6G1 74-18 181 PC$4.75/MF$2.25 


Comparative Evaluation of Solar, Fission, Fusion, and 
Fossil Energy Resources, Part 3. 
N74-22590/SGI 74-17 18A PC$4.25/MF$2.25 


Diagnostics of Seeded RF Plasmas: An Experimental 
Study Related to the Gaseous Core Nuclear Reactor. 
N74-23299/2GI 74-18 201 PC$S.75/MF$2.25 


Diagnostics of Seeded RF Plasmas: An | eae 
Study Related to the Gaseous Core Reac' 
N74-19285/7GI 74-13 201 PCS. 75/MF$2.25 


CLEMENT, M. 
Variable Magnification Spectrometer. 
CEA-CONF-2458 74-20 201 PC$3.00/MF$2.25 
CLEMENT, THOMAS M. JR. 


Engineering a Victory for Our Environment: Xe 
Citizens’ Guide to the U.S. Army Corps of E 
PB-231 974/7GI 74-14 13B PC$10.25, P32. 25 


CLEMENT, WALLACE L. 


Longitudinal Study of Attitudes toward Continuation 
in the Reserve Components. 
AD-769 647/9GI 74-01 SI PC$10.25/MF$2.25 


CLEMENT, WARREN F. 
Application of Manual Control Display Theory to the 
poco mag of Flight Director Systems for STOL 
AD-786 895/3G1 74-25 1B PC$5.25/MF$2.25 
CLEMENTE, A. R. 


The Shock Tube as a Tool for Dynamic Testing of 
Fabrics. 
N73-32157/2GI 74-02 14B PC$3.75/MF$2.25 


CLEMENTE, ANTHONY R. 


Three-Directional Load Transducer. 
AD-776 356/8GI 74-11 14B  PC$3.75/MF$2.25 


CLEMENTE, FRANK 
The Dessau Status of the Aged: Re-Evaluation and 


Comme 
COM-74-16569/3GI 74-10 SC PC$3.25/MFS$2.25 


Industrial Development and the Elderly: A Longitu- 


dinal Analysis 
COM-74-10568/SGI 74-10 SC PC$3.25/MF$2.25 


Rapid Industrial Development and the Relative 
Economic Status of the Sexes, 
COM-74-10515/6GI 74-10 SK PC$3.25/MF$2.25 


Trade Patterns and Community Identity: Five Years 
Later. 
COM-74-10554/SGI 
CLEMENTS, E. W 
Characteristics of the Navy Large Floating Shock Plat- 


form. 
AD-784 406/1GI 74-22 133 PC$3.7S/MF$2.25 
CLEMENTS, FRANK 


Rapid Industrial Development, Competition, and Rela- 
tive Economic Status: A Study in Human Ecology. 
COM-74-10856/4GI 74-12 SC PC$3.75/MF$2.25 


CLEMENTS, JOSEPH C. 
pres ely of the Capacitance Matrix for Dielectric- 


74-14 9A PC$6.25/MF$2.25 


74-10 SC PC$3.25/MF$2.25 


CLEMENTS, P. A. 


System for Stabilizing Cable Phase Delay Utilizing a 
Coaxial Cable under Pressure. 
PATENT-3 790 906 74-12 9A _ Not available NTIS 


CLEMENTS, P. J. 


Corrections to the Detection Efficiency of exp 6 Li 
Semiconductor Sandwich Spectrometers. 
AERE-R-7512 74-08 18D PC$3.00/MF$2.25 


Neutron Energy Spectrum at 0 exp 0 from the Reac- 
tion D( Exp $ Be, exp 10 B)N for a Deuteron Energy 


of 1.8 Mev. 
AERE-R-7600 74-14 20H PC$3.00/MF$2.25 
CLEMENTS, R. G. 


Rainfall Interception Process and Mineral Cycling in a 
Montane Rain Forest in Eastern Puerto Rico. 
CONF-740513-1 74-22 8H PC$4.50/MF$2.25 


CLEMESHA, B. R. 
Automatic Wavelength Control of a Flash Lamp 
Pumped Ww Laser 
N74-19151/1GI 74-13 20E PC$3.25/MF$2.25 
A Data Acquisition Unit for Airglow Measurements. 


N74-19092/7GI 74-13. 4A PC$3.25/MF$2.25 
Dust in the Upper Atmosphere. 
N74-19028/1GI 74-13 4A PC$3.25/MF$2.25 


A Laser Energy Monitor with Digital Output. 
N74-19090/1GI 74-13 20E PC$3.25/MF$2.25 


CLEMMONS, BALLARD i. 


Process for Wet Grinding Solids to Extreme Fineness. 
PATENT-3 075 710 74-12 131 Not available NTIS 


Separation of Spodumene and Beryl by Flotation. 

PATENT-3 028 008 74-10 11F Not available NTIS 
CLEMMONS, D. R. 

Single-Stage Experimental Evaluation of Tandem-Air- 

foil Rotor Stator Blading for Compressors. Part 6: 


Data and Performance for Stage D. 
N74-12449/6GI 7406 21E PC$8.50/MF$2.25 


CLEMONS, A 
Quiet Engine Program: Turbine Noise Suppression. - 
Volume 1: General Treatment Evaluation and Mea- 


surement Techniques 
N74-19400/2GI 74-13 21E PC$8.S0/MF$2.25 
Quiet Engine Program: Turbine Noise Suppression. 
Volume 2: Treatment Selection, Installation, aud Test 
Results. 

N74-19401/0GI 


CLEMONS, DONALD 


BART-II: Pre-BART Studies of Environment, Land 
Use, Retail Sales. Appendix C. cone Documentation 
for the Land Use and Investment Stud 


74-13 21E PC$8.75/MF$2.25 


PB-236 750/6GI 74-26 13B PCSS. 25/MF$2.25 
CLERGET, M. 
Identification, Simulation, and Random Signal 


Processing Based on Gaussian Markovian Representa- 
tions Identification, Simulation et Traitement de 
Signaux Aleatoires a Partir de Representations Gaus- 
siennes Markoviennes. 

N74-17318/8GI 74-11 12A PC$3.25/MF$2.25 


CLESCERI, NICHOLAS L. - 


Organic Nutrient Factors Effecting Algal Growths. 

PB-226 877/9GI_ 74-06 6F PC-GPO/MF$2.25-NTIS 
CLEVE, RICHARD VAN 

Reprint: Evaluation of Causes for the Decline of the 

Karluk Sockyeye Salmon Runs and Recommendations 

for Rehabilitation 

COM-73-50437-03-03/GI 

74-04 6C (Order as COM-73-50437-03) 

CLEVELAND, D. 

RPV(Remotely Piloted Vehicle)/Self-Organizing Con- 

trol Demonstration System: Volume I. SOC Equation 

— Logic Configurations, and Control 

Ss. 

AD-773 860/2GI 74-07 12A_ PC$4.25/MF$2.25 

CLEVELAND, D. E. 


Tri-Level Accident Investigation Study. Volume I. 
PB-224 975/3GI 7401 13L PCS$S.7S/MF$2.25 
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CLEVELAND, DIXON 


Computer Simulation of RPV Flight Characteristics. 
AD-781 079/9GI 74-17 1C PC$4.75/MF$2.25 


RPV/Self-Organizing Control Demonstration System. 
Volume Il. Hardware Description, System Operation 
and Maintenance, and RPV Simulation. 

AD-781 080/7GI 74-17 1C  PC$7.25/MF$2.25 


CLEVELAND, W.B. 


Force Modification and Deflection Loss Compensation 
to the Pilot’S Controls in an Aircraft Simulator. 
N74-21662/3GI 74-17 1B PC$3.25/MF$2.25 


CLEVEN, ARLENE M. 
Police Traffic Services Supervisor Instructor Training 


Institute. 
PB-233 813/SGI 74-18 SI PC$7.00/MF$2.25 
CLEVENGER, W. B. 


Erosion in Radial Inflow Turbines. Volume 2: Balance 
of Centrifugal and Radial Drag Forces on Erosive Par- 
ticles. 


N74-30238/1GI 74-24 21E PC$3.75/MF$2.25 


CLEVENGER, W. B. JR. 


Erosion in Radial Inflow Turbines. Volume 1: Erosive 
Particle Trajectory Similarity. 
N74-19395/4GI 74-13 21E PC$4.25/MF$2.25 


CLEVENSON, S. A. 


Recording Apparatus. 
PAT-APPL-446 561 74-14 14C PC$3.25/MF$2.25 


CLEVINGER, G. S. 


Relationship of Nitrogen Content to the Susceptibility 

of Austenitic Stainless Steels to Stress Corrosion. 

Final Technical Report. 

ORO-4052-8 74-12 11F PC$10.75/MF$2.25 
CLEWETT, R. W. 


Advances in Closed Circuit TV Systems for the Par- 


tially Sighted. 
PB-236 051/9GI 74-23 17B ~PC$4.75/MF$2.25 
Advances in Closed Circuit TV Systems for the Par- 
tially Sighted. 
PB-236 865/2GI 74-26 6L PC$4.75/MF$2.25 


An Interactive CCTV System for Educating Partially 

Sighted and Some Other Types of Handicapped Chil- 

dren, 

AD-786 861/SGI 74-25 SI PC$3.75/MF$2.25 
CLEYMANS, J. 

Quark Quantum Numbers in the Current Fragmenta- 

tion Region. 

HU-TFT-73-25 
CLICK, PORTER B. JR. 

MI 4010 Thermoelectric Modules. 


74-17 20H PC$3.00/MF$2.25 


AD-771 162/SGI 1404 13A PC$3. 25/MF$2.25 
MI 6040 Thermoelectric Modules. 
AD-771 163/3GI 7404 13A PC$3.25/MF$2.25 


CLIETT, CHARLES B. 


Research in the Area of the Aerodynamics of Rotors 

and Propellers. 

AD-773 617/6GI 7407 1A PC$3.75/MF$2.25 
CLIFF, EDWARD P. 


Utilization of Tropical Forests. (A Review of the 
Forestry Literature in the Agency for International 


Development Reference Center), 
PB-229 822/2GI 74-11 2F PC$3.75S/MF$2.25 
CLIFF, W.C. 


Atmospheric Convective Velocities and the Fourier 
Phase Spectrum. 
N74-31871/8GI 


Measurements and a Model for Convective Velocities 
in the Turbulent Boundary Layer. 
N74-10319/3GI1 7404 20D PCS$S.75/MF$2.25 


Three Dimensional Laser Doppler Velocimeter Turbu- 


lence Measurements in a Flow 
N74-17020/0GI 74-11 20D PC$4.75/MF$2.25 
CLIFFEL, E.M 


Progress Report (3rd) Covering Period 15 January 1974 
to | March 1974, 
AD-776 265/1GI 74-10 17A  PC$3.25/MF$2.25 


Second Progress Report Covering Period 1 December 
1973 to 14 January 1974, 
AD-773 643/2GI 7407 17A_ PC$3.75/MF$2.25 


CLIFFEL, E. M. JR. 


Mathematical Modeling of Flexural Disk Transducers 
for Arrays, 
AD-770 168/3GI 7402 17A_ PC$3.75/MF$2.25 


CLIFFORD, C. B. 


Rail System for Safe Transport of Enriched Uranium 
Hexafluoride in Large Cylinders. 
KY-G-263 74-24 18F PC$4.25/MF$2.25 


CLIFFORD, C. E. 


Reprint: Angular Dependence of the Components of 
Dose to the Bone Marrow and Abdomen in a Human 
Phantom from 2.95-MeV Neutrons. 


74-25 4A PC$3.25/MF$2.25° 


AD-773 751/3GI 74-07 6R Not available NTIS 
CLIFFORD, CARLETON M. 


Reprint: ‘Ixodes (Partipalpiger) ovatus’ Neumann, Sub- 
en. Nov.: aw Ecology, and Distribution 


Ixodoidea: Ixodidae 
AD-785 775/8GI 74-24 6C Reprint 


Reprint: The ‘Amblyomma’ (Acarina: Ixodidae) 
Parasitic on Giant Tortoises (Reptilia: Testudinidae) of 
the Galapagos Islands. 
AD-785 766/7GI 


CLIFFORD, R. A. 


Reprint: Seasonal Distribution and Growth of Larval 
Herring (Clupea harengus L.) in the Georges Bank- 
Gulf of Maine Area from 1962 to 1970. 

COM-74-10068/6GI 74-04 6C Reprint 


CLIFFORD, S. F. 


A Feasibility Study of an Optical Crosswind Monitor. 
COM-74-10528/9GI 74-10 4B PC$3.75/MF$2.25 


CLIFFT, B. E. 


Development of the Superconducting Helix for Heavy- 
Ion Acceleration. 
CONF-740522-15 74-21 20G PC$4.50/MF$2.25 


CLIFTON, BRIAN J. 
Reprint: Submillimeter Detection and Mixing Using 


Schottky Diodes. 
AD-778 398/8GI 74-14 171 Reprint 


CLIFTON, D. F. 


Cause and Prevention of Failure of Freshly Exposed 
Shale and Shale Materials in Mine Openings. 
PB-232 891/2GI 74-19 81 PC$5.25/MF$2.25 


CLIFTON, D. G. 


Analytical Expressions for Enthalpy and Heat Capaci- 
ty for Uranium--Plutonium Oxide. 
HEDL-TME-73-60 74-02 183 PC$4.00/MF$2.25 


CLIFTON, JAMES R. 


Chemical Resistance and Physical Durability Testing of 
Coating Materials. Nonmetallic Coatings for Concrete 
Reinforcing Bars 

COM-74-10471/2G1 74-10 13C PC$3.25/MF$2.25 


CLIFTON, ROBERT A. JR. 


Method of Preparing Zirconium Carbide Fibers and the 
Product Thereof. 
PATENT-3 385 669 74-08 11E Not available NTIS 


Production of Boron Carbide Whiskers. 
PATENT-3 525 589 74-06 11E Not available NTIS 


CLIFTON, T. E. 


The Design and Development of a Modulated Current 
wan Power Source. 
N74-27912/6GI 74-20 9E PC$3.75/MF$2.25 


CLIGNY, M. 


Application of the Ion Analyzer to Studies of 
Heterodiffusion in Metals. 
CEA-CONF-2304 74-04 11F PC$3.75/MF$2.25 


CLIKEMAN, F. M. 


The Environmental Flow of Cadium and Other Trace 
Metals: Volume I. 
PB-229 478/3GI 74-10 13B PC$11.25/MF$2.25 


CLINARD, E. H 


Serologic Test Systems Development. Semiannual Re- 
port, July--December 1973. 
LA-5556-PR 74-21 6M PC$4.00/MF$2.25 


Soluble Antigen/Fluorescent Antibody Test for Detec- 
tion of Antibodies to Trichinella Spiralis and Hog 
Cholera Virus in Hog Sera. Semiannual Report, Janua- 
ry 1--June 30, 1973. 

LA-5420-PR 


CLINARD, F. W. 


Evaluation of Major Material Problems Anticipated for 
the Reference theta-Pinch Reactor (Rtpr). 
LA-UR-73-1653 74-10 18A PC$3.00/MF$2.25 


CLINARD, F. W. IR. 


Dielectric Breakdown of Potential Rtpr First Wall In- 
sulator Materials. 
LA-UR-74-583 74-20 18A PC$4.00/MF$2.25 


Surface Effects at the First-Wall of the Reference 
theta-Pinch Reactor (Rtpr). 
LA-UR-74-42 74-14 18A PC$3.00/MF$2.25 


Update of First-Wall Insulator Requirements for the 
Reference theta-Pinch Reactor (Rtpr). (A Summary 
Review of Material Reported Since April 1973). 


74-24 6C Reprint 


74-06 6M PC$4.00/MF$2.25 


LA-UR-74-627 74-21 18A PC$4.75/MF$2.25 
CLINE, C. F. 

Part II. Development Work on Beo and Fuels. 

UCRL-6704-T 74-12 18] PC$3.00/MF$2.25 
CLINE, CARL F. 


Armor of Cermet with Metal Therein Increasing with 
PATENT-3 743 $69 74-06 19D Not available NTIS 


CUTES, DAVID P. 


CLINE, D. 
Flux Independent Measurements of Deep Inelastic 


Neutrino Processes 
COO-3071-26 74-02 20H PC$3.00/MF$2.25 


Measurements of oo rg and Antineutrino Cross 


Sections at High Energie: 
COO-3071-37 4-09 20H PC$3.00/MF$2.25 


Observation of Muonless Neutrino-Induced Inelastic 
Interactions. 


COO-3071-35 74-16 20H PC$4.00/MF$2.25 
CLINE, J. F. 

lodine Uptake Patterns and Water Use by Several 

Crop Plants. 

BNWL-SA-S050 74-24 6F PC$4.00/MF$2.25 


Radioecology of Iodine-129: An Interim Report. 
BNWL-1783 74-09 8H PC$S5.45/MF$2.25 


CLINE, J. H. 


Optimum Tool Design Study for Depleted Uranium 
Extrusion. 
RMI-L-64 74-25 131 PC$4.00/MF$2.25 


CLINE, JOEL D. 
Reprint: Oxygen Deficient Conditions and Nitrate 
Reduction in the Eastern Tropical North Pacific 
Ocean. 
AD-787 762/4GI 
CLINE, M. C. 


The Computation of Steady Nozzle Flow by a Time- 
Dependent Method. 


74-26 83 Reprint 


N74-17013/SGI 74-11 20D PC$3.25/MF$2.25 
Intense Neutron Source Facility Using a Supersonic 
Jet Target. 

LA-UR-74-599 74-20 20H PC$4.00/MF$2.25 


CLINE, R. W. 
Method and Apparatus for Optically Monitoring the 
Angular Position of a Rotating Mirror. 
PATENT-3 802 779 74-15 20F Not available NTIS 
CLINE, V. A. 


Application of a Dual Beam Laser Velocimeter to Tur- 
bulent Flow Measurements. 
AD-785 352/6GI 74-23 14B PC$3.75/MF$2.25 


CLINGMAN, W. H. 


The Name-Locator Guide: A New Resource for 
Technology Transfer. 
N74-23482/4GI 


CLINK, B. L. 


Investigation of Some Lanthanide Carbon, Nitrogen, 
Chalcogen, and Halogen Systems at Elevated Tem- 
peratures. Progress Report, February 1, 1973--January 


31, 1974. 
COO-716-84 74-07 7B PC$3.25/MF$2.25 
CLINK, G. L. 


Determination of Degree of Cure of Isothermally Aged 
Lx-13. 
MHSMP-73-43-S 74-10 19A PC$3.25/MF$2.25 


Lx-13 Component Separation in Silk Screen Extrusion. 

MHSMP-74-5-J 74-17 19A PC$4.00/MF$2.25 

Nar Analysis of Rx-08-Dr (Pex). 

MHSMP-74-5-K 74-17 19A PC$4.00/MF$2.25 
CLINKENBEARD, L. L. 


Study and Design of an Ejection System for VTOL 
Aircraft. Part I. Volume 3. Computer Program User's 
Manual for VTOL Escape System Simulation 

AD-779 711/1GI 74-15 6G PC$8.75/MF$2.25 


CLINTON, FREDERICK C. 
The Challenge of the Modern Volunteer Army Con- 


cept. 
AD-773 130/0GI 74-06 SI PCS$S.75/MF$2.25 
CLINTON, J. 


Experiment in the Eutrophication of Terrestrial 
Ecosystems with Sewage: Evidence of Nitrification in 
a Late Successional Forest. 


74-18 SB PC$3.75/MF$2.25 


BNL-18797 74-18 6F PC$4.00/MF$2.25 

Reprint: Are Dead Layers Real. 

AD-779 198/1GI 74-15 20L Reprint 
CLINTON, S. D. 

Mass Transfer of Water from Single Aqueous Sol 

Droplets Fluidized in a Partially Miscible Alcohol. 

CONF-740917-1 74-26 18) PC$3.75/MFS$2.25 
CLISBY, M. B. 

A Study of Active Clays as Related to Highway 

Design. A " 

PB-227 465/2GI 74-08 8M PC$9.25/MF$2.25 


CLISBY, M. BARRETT 
A Study of Active Clays as Related to Highway 


Design (Phase One) 
PB-227 464/SGI 74-08 8M PCS$6.25/MF$2.25 
CLITES, DAVID P. 
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CONF-740513-1 74-22 8H PCS4. ‘S0/MFS2. 2s 


COLON, WILLIAM M. 


Use of Computerized Support Modeling in Logistic 
Support Analysis. 
AD-783 487/2GI 74-21 ISE PC$3.25/MF$2.25 


COLONELL, JOSEPH M. 


Deep Submergence Vehicle Engineering Research at 
the University of Massachusetts. 
AD-784 989/6GI 74-23, 133 ~PC$4.75/MF$2.25 


ow Determination of Hydrodynamic Mass 
t 
AD-781 910/SGI 74-19 133 PC$4.75/MF$2.25 


COLONNA-ROMANO, L. M. 
The Clustering of Ar to Li(+) and a Comparison of 


Drift Tube Models, 
AD-773 668/9GI 7407 7D PC$3.75/MF$2.25 
COLP, J. L. 


Annotated Bibliography of Sandia Laboratories Publi- 
cations Related to Terradynamics. 
SLA-73-345 74-16 8M PC$6.25/MF$2.25 


COLP, M. E. 


Reprint: PdV: A System with a High Spin-Fluctuation 
or Kondo Temperature. 
AD-773 749/7GI 74-07 20L Not available NTIS 


COLQUHOUN, W. P. 
Interaction of Noise with Alcohol on a Task of 


Sustained Attention, 
AD-787 015/7GI 74-25 $3 > PC$3.25/MF$2.25 
COLSON, B. E. 


Hydraulic Performance of Bridges, Efficiency of 
Earthen Spur Dikes in Mississippi, 


PB-230 995/3GI 74-12 13B =PC$3.75/MF$2.25 
arg Performance of Bridges: Excavations at 
Brid; 

PBZ 751/7G1 74-18 13B PC$3.75/MF$2.25 


COLSON, DEVER 


Synoptic Climatological Studies of Precipitation in the 
Plateau States from 850-Millibar Lows During Fall. 
COM-74-10464/7GI 74-09 4B PC$4.25/MF$2.25 


COLSON, HENRY D. 


The Analysis of Tactics. 
AD-776 801/3GI 74-11 ISA PC$6.25/MF$2.25 


COLSON, J. B. 


Variable Reluctance Displacement Transducer Tem- 
perature Compensated to 650 exp 0 F 
ANCR-1130 74.09 14B PC$4.00/MF$2.25 


COLSON, J. P. 


Reprint: Growth Direction of Polyoxymethylene 
Crystals Inside Irradiated Trioxane Crystals. 
COM-74-50080/2G1 74-07 20B Not available NTIS 


a Theory and Observations of Polymer Crystal 


Thickening. 
COM-73-50984/6GI 
COLTON, CRAIG 


Social, Economic, Environmental, and Technical Fac- 
tors Influencing Water Reuse. 
PB-228 146/7GI 74-09 13B PC$3.75/MF$2.25 


COLTON, CRAIG W. 


A Preliminary Model of the Hydrologic-Sociologic 
Flow System of an Urban Area, 
PB-234 318/4GI 74-22 13B PC$5.25/MF$2.25 


COLTON, ROBERT M. 


High E Bertie of Lead-Steel Composites. 
AD-769 73 7401 13H = PC$3.75/MF$2.25 


COLTRANE, GLENN G. 
Typhoon and Tropical Storm Intensity Forecasts for 
24, 48 and 72 Hours using Statistical Regression Equa- 
tions, 
AD-778 618/9GI 74-14 4B PC$3.75/MF$2.25 
COLUCCIL, S. E. 


Investigation of Suppression Devices to Stabilize Com- 
bustion in Solid Rocket Motors. 


74-05 7D Not available NTIS 


AD-784 872/4GI 
COLUMBO, ARTHUR F. 


Process for Improved Flotation Treatment of Iron 
Ores by Selective Flocculation. 
PATENT-3 292 780 74-11 81 Not available NTIS 


COLUNGA, LAURA 


rma: A and M University Sea Grant College Report, 
1 -1 
cone7t 1475/2GI 


COLVER, RICHARD J. 


Automated Scheduling of Maintenance Events: Status 
of Fitzsimons Hospital Study. 
AD-772 896/7GI 74-06 6E PC$5.75/MF$2.25 


COLVILLE, J. S. 
Theoretical Discussion of Groundwater Flow Towards 


a Sink. 
PB-236 070/9GI 74-25 8H PC$3.25/MF$2.25 


COLVOCORESSES, ALDEN P. 
Overall Evaluation of Skylab (EREP) Images for Car- 


74-23 21H PC$7.00/MF$2.25 


74-22 6C PC$3.75/MF$2.25 


74-14 8B PC$3.25/MF$2.25 
COLWELL, G. T. 


A Microwave Transparent Method of Cooling 

Microwave Components, with Practical Results, 

AD-785 682/6GI 74-24 9A PC$3.25/MF$2.25 
COLWELL, GENE T. 

Heat Pipe Cooled Microwave Window. 

AD-776 996/1GI 74-11 9A PC$4.25/MF$2.25 
COLWELL, J. D. 

The Computation of Optimal Rates of Application of 

Fertilizers from Quadratic Response Functions, 

PB-233 160/1GI 74-17 2B PC$3.25/MF$2.25 
COLWELL, JACK H. 

The Heat Capacity of Cerous Magnesium Nitrate and 

Some Related Materials Between 0.3 and 4 K. 

COM-74-50361/6GI_ 74-13 20L Not available NTIS 

Reprint: Thermal Contacts in a Low Temperature 

Cryostat. 

COM.-74.50115/6GI 74-09 14B Not available NTIS 
COLWELL, JOSEPH F. 

Radiation Effects and Material Studies in PbSnTe. 

AD-787 582/6GI 74-26 20L PC$S.75/MF$2.25 


Study of the Effects of Radiation on the Electrical and 
Optical Properties of HgCdTe, 


AD-775 389/0GI 74-09 20L PC$4.25/MF$2.25 
Transient Radiation Effects. 
AD-778 811/0GI 74-14 20L PC$4.75/MF$2.25 


COLWELL, R. R. 
Reprint: Biodegradation of Phenylmercuric Acetate by 
Mercury--Resistant Bacteria. 
COM-73-50897/0GI_ 74-01 7C Not available NTIS 


Reprint: Microbial Ecology and the Problem of 
Petroleum Popeteee | in Chesapeake Bay. 
COM-74-11013-19/GI 

74-16 13B (Order as COM-74-11013) 


COLWELL, ROBERT N. 
An Integrated Study of Earth Resources in the State of 
California Using Remote Sensing Techniques. 
E74-10621 74-19 8B PC$3.75/MF$2.25 
COLWELL, WILMER L. JR. 
Soils and Vegetation of the French Gulch Quadrangel 
(24D-1,2,3,4) Trinity and Shasta Counties, California. 
PB-231 078/7G1 74-12 2F PC$4.25/MF$2.25 
COLWILL, D. M. 
Measurements of Particulate Lead on the M4 Motor- 
way at Harlington, 


PB-235 409/0GI 74-23 13B = PC$3.75/MF$2.25 
COLYER, B. 

Cremer. of Constant — Dipole Winding: 

RL-73-14 4-13 20G PC$3. O0/MFS2. 25 

Weibull’S Failure lle Applied to an Epoxy Resin. 

RL-73-114 74-11 111 PC$3.25/MF$2.25 
COLYER, D. B. 

High-Speed Motor-Driven Helium Compressor. 

AD-773 665/SGI 74-07 13A_ PC$7.25/MF$2.25 
COMAN, GH. 

On the Approximation of Multivariate Functions. 

AD-779 399/SGI 74-18 12A PC$3.25/MF$2.25 
COMAN, W. E. 


Product Support Program. Air Turbine Starters Air 

Control Valves, 

AD-776 264/4GI 
COMAR, C.L. 


Biological Effects of Nuclear Power Sources for Ar- 
tificial Heart Devices. Annual Progress Report, June 1, 


1973--May 31, 1974. 
COO-3167-106 74-24 6R PC$4.50/MF$2.25 


Technology Assessment with Special Reference to 
Energy, 


74-10 21E PC$S.75/MF$2.25 


PB-228 863/7GI 74-10 10A PC$3.75/MF$2.25 
Three Year Summary Progress Report, July 1, 1970-- 
May 15, 1973. 

COO-3167-64 74-20 6R PC$7.00/MF$2.25 


COMAR, D. 


Method for Investigation Regional Variations of the 

Cerebral Uptake Rate of exp ii C Labelled 

Psychotropic Drugs in Man. 

CONF-740708-37 74-24 60 PC$4.25/MF$2.25 
COMARTIN, C. D. 


Analysis and Design of Skew Box Girder Bridges. 
PB-226 793/8GI 74-06 13B PC$7.00/MFS2.25 


COMASSAR, S. 


Aircraft Nuclear Propulsion Application Studies. Com- 
prehensive Technical Report, General Electric Direct- 
Air-Cycle, Aircraft Nuclear Propulsion Program. 

APEX-910 74-10 18N PC$9.75/MF$2.25 


COMBASSON, J. L. 


Characterization of Profiles Implanted in S. ayertans 
by Means of the Castaing--Slodzian Analyz 
CEA-CONF-2245 74.09 20L PCS3. ‘0O/MFS2. 25 


Numerical Calculations of Impurity Profiles and of 
Energy Deposited by torent = Ions of Medium 
Energy. Comparison with Experim 

CEA-CONF-2372 74-07 201 "css. $0/M F$2.25 


Physical Profile Measurements in Insulating Layers 

Using the Ion Analyser. 

CEA-CONF-2299 
COMBE, P. 

Minimal Coupling and Magnetic Charge. 

CNRS-CPT-73-P-539 74-06 20H PC$3.00/MF$2.25 
COMBEAU, P. 


High Temperature Reactors and Their Eventual 
Development Toward the Direct Cycle and Toward 
Gas Breeders. 

CEA-CONF-2563 74-26 18E PC$4.00/MF$2.25 


COMBRONDE, J. 


Theoretical and Experimental Study of Atomic Diffu- 
sion in Magnesium. 
CEA-R-4525 


74-02 20L PC$3.00/MF$2.25 


74-12 20L PC$7.75/MF$2.25 


COMBS, B. L. 
Neutron Dosimetry for Fast Reactor Experiment. 
HEDL-SA-430 74-14 18E PC$4.50/MF$2.25 
COMBS, E. E. 


Effects of Thermal Expansion on Epoxy Glass 
Laminates. Technological Spinoff Report. 
BDX-613-1171 74-25 11D PC$4.00/MF$2.25 
COMBS, JAMES B. 

Feasibility Study for Development of Hot-Water 
Geothermal Systems. 

AD-771 016/3GI 74-04 10B PC$5.25/MF$2.25 


COMBS, L. P. 
Liquid Rocket Combustion Computer Model with Dis- 
tributed Energy Release. Der Computer Program 


Documentation and User’S Guide, Volume |. 
N74-33384/0GI 74-26 21B PC$5.25/MF$2.25 


Pulse Mode Performance Model Computer Program 
Documentation and User's Guide. Volume IV. Appen- 
dix E. PMDER/TDK Source Program Listing. 

AD-771 525/3GI 74-04 21H PC$7.25/MF$2.25 


COMBS, ROBERT MEREDITH 


An Insurgency Growth Model. 
AD-769 685/9GI 74-01 ISG PC$4.75/MFS$2.25 


COMBS, Z. 


Cooling Systems: Towers, Ponds, and Once-Through 
Cooling. 
ORNL-EIS-74-66 74-18 13A PC$9.S0/MFS$2.25 
COMEAU, J. L. 

System for Deposition and Hydriding of Thin Metallic 

Films Without Air Exposure. 

GEPP-126 74-24 11C PC$4.00/MF$2.25 
COMEAU, JOSEPH K. 

The Investigation of Propane Oxidation Using Elec- 

trochemical Mass Spectrometry. 

AD-780 947/8GI 74-17 7D PC$4.25/MF$2.25 
COMEFORO, JAY E. 


Impact Resistant Ceramic Dielectric and Method of 
Maki 


aking Same. 
PATENT-2 934 443 74-11 11B Not available NTIS 
Machinable Ceramic Bonded Material and Method for 
Producing Same. 
PATENT-2 829 061 74-11 11D Not available NTIS 


COMER, J. 


Reprint: Measurements of Electron Detachment Cross 
Sections from O(-). 
AD-786 950/6GI 


COMERA, J. 


New Mechanical Spectrometer Using Thermal 
Neutrons. 
CEA-CONF-2322 7409 18D PC$3.25/MFS$2.25 


74-25 7D Reprint 
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COMERFORD, MATTHIAS F. 
An Investigation of the Equilibrium Alpha and Beta 
Phases in the Alloy Ti-6Al-4V. 

AD-769 734/SGI 7401 11F PC$3.25/MF$2.25 

COMES, F. J. 

Predissociation in an Electric Field: A New 

Phenomenon in Molecular Spectroscopy 

N74-22343/9GI 74-17 7D Css: 25/MF$2.25 
COMFORT, GARY C. 


Reprint: Direct Mapping of Gravity Anomalies by 
Using Doppler Tracking Between a Satellite Pair. 
AD-774 357/8GI 7408 8E Reprint 


COMFORT, W. J. 
Constrained Minimization of a Function of Many Vari- 


ables. 

UCRL-S1517 74-16 12A PC$4.00/MF$2.25 
Vtab: A Passive Impulse Gage. 

UCID-15545 74-25 18C PC$4.00/MF$2.25 


COMISAR, GERALD G. 
Space Charge Limiting from Blackbody Radiation. 
AD-779 680/8Gi 74-15 9A PCS}. 75/MF$2.25 
COMISH, LEO S. JR. 
The United States and the Philippine Hukbalahap In- 
surgency: 1946-1954. 
AD-772 382/8GI 7405 SD PC$4.75/MF$2.25 
COMMANDER, J.C. 


Decontamination and Decommissioning of the Ebr-1 
Complex. Topical Report No. i. Removal of Nak from 
Ebr-1 Storage Pit. 

ANCR-1166 74-25 18E PC$4.00/MF$2.25 


Program Plan for Decontamination and Decommission- 

ing the Ebr-I Complex at Nrts. 

CONF-740406-21 74-24 18E PC$4.50/MF$2.25 
COMMERFORD, G. L. 


Investigation of the Effects of Blade Structural Design 

Parameters on Helicopter Stall Boundaries. 

AD-784 594/4GI 74-22 1C PCS6. 25/MF$2.25 
COMMERFORD, GEORGE E. 


An Experimental Investigation of the Stress Levels at 

Which Significant Damage Occurs in Graphite Fiber 

Plastic Composites. 

AD-776 051/SGI 74-10 11D PC$8.50/MF$2.25 
COMMON, A. K. 

Sum Rules for Inverse pi pi Scattering Amplitudes. 

RL-74-079 74-24 20H PC$4.00/MF$2.25 
COMOLANDER, H. E. 


Manyfile: A Computer Program for Use in the 
Manipulation of Data Sets Between Various 


t/Output Devices. 
ORNL-TM-4377 74-04 9B PC$3.00/MF$2.25 


COMPAGNON, M. A. 


A Study of Engine Variable Geometry Systems for an 
Advanced High Subsonic Long Range Commercial Air- 


craft. 
N73-33748/7GI 74-02 21E PC$S5.25/MF$2.25 


COMPARIN, ROBERT A. 
Contamination Effects in a Laminar Proportional Am- 


plifier. 
AD-782 244/8GI 74-19 13G PC$4.25/MF$2.25 


COMPERE, A. L. 
Mius Technology Evaluation: Solid Waste Collection 


and Disposal, August 1973. 
ORNL-HUD-MIUS-9 74-02 13B PC$S.45/MF$2.25 


beeen and Institutional Aspects of Common 
Trenching. 
ORNL- HUD-28 74-26 13B PC$7.60/MF$2.25 


COMPERE, E. L. 


Distribution and Release of Tritium in High-Tempera- 
ture Gas-Cooled Reactors as a Function of Design, 
Operational, and Material Parameters. 

ORNL-TM-4303 74-21 181 PC$S5.45/MF$2.25 


COMPISI, VITO G. 
Advancement of Closed Circuit TV Gun Tube Inspec- 
tion. 
AD-779 586/7GI 74-15 14B PC$3.75/MF$2.25 
COMPTON, A. H. 


Project Council: Information Meeting (Health), 
February 1, 1944 


CS-1329 74-25 6R PC$4.00/MF$2.25 


COMPTON, ANDREW JEROME 
A Study of the Bioluminescence of a Deep Scattering 
Layer Organism (Euphausia pacifica) in Monterey 
Bay, California. 
AD-778 636/1GI 
COMPTON, DALE L. 
Reprint: Theory for Radiatively Driven Harmonic 
Acoustic Waves in a Confined Gas. 
AD-776 848/4GI 74-11 20D Reprint 


74-14 8A PCS$S.75/MF$2.25 


COMPTON, DENNIS 
Environmental Effects of HARD PAN I Test Series. 











AD-784 793/2GI 
COMPTON, JAMES R. 


An All-Volunteer Army: Impact on the United States 
Army Reserve in the Seventies. 
AD-778 877/1GI 74-14 1SC PC$4.25/MF$2.25 


COMPTON, MARION J. 


Washtenaw County 1971, 1972 and 1973 BAC (Blood 
Alcohol Concentration) Roadside Surveys. 
PB-230 496/2GI 74-11 SJ PCss. 75/MF$2.25 


COMPTON, PHIL V. 


Evaluation of Runway Skid- meerged Characteristic 
at Albuquerque International Airpo: 
AD-779 756/6GI 74-15 “e " PC$3.75/MF$2.25 


Evaluation of Runway Skid-Resistance Characteristic 
at Grand Forks AFB, North Dakota. 
AD-774 056/6GI 74-08 1E PC$3.75/MF$2.25 


Evaluation of Runway Skid-Resistance Characteristic 
at Hahn Air Base, Germany. 
AD-775 157/1GI 74-09 1E PC$3.75/MF$2.25 


Evaluation of Runway Skid-Resistance Characteristic 
at K. I. Sawyer AFB, Michigan. 
AD-777 188/4GI 74-12 1E PC$4.25/MF$2.25 


Evaluation of Runway Skid-Resistance Characteristic 
at Kincheloe AFB, Michigan. 
AD-774 054/1GI 74-08 1E PC$3.75/MF$2.25 


Evaluation of Runway Skid-Resistance Characteristic 
at Minot Air Force Base, North Dakota. 
AD-773 403/1GI 74-07 1E PC$3.75/MF$2.25 


Evaluation of Runway Skid-Resistance Characteristic 
at Royal Air Force Alconbury, England 
AD-775 154/8GI 74-09 1E PC$3.75/MF$2.25 


Evaluation of Runway Skid Resistance Characteristic 
at Royal Air Force Bentwaters. 
AD-770 019/8GI 74-02 1E PC$3.75/MF$2.25 


Evaluation of Runway Skid-Resistance Characteristic 
at Royal Air Force Lakenheath, Engla' 
AD-774 057/4GI 74-08 iE PCS3.75/MF$2.25 


Evaluation of Runway Skid-Resistance Characteristic 
at Royal Air Force Upper Heyford, Englan 
AD-773 404/9GI 74-07 1E PC$3. 75/MF$2. 2s 


Evaluation of Runway Skid- meg td Characteristic 
at Royal Air Force Woodbridge, E 
AD-775 155/SGI 74-09 IE recs. 75/MF$2.25 


Evaluation of Runway Skid-Resistance Characteristic 
at Spangdahlem Air Base, Germany. 
AD-773 805/7GI 74-07 1E PC$3.75/MF$2.25 


Evaluation of Runway Skid-Resistance Characteristic 
at Wurtsmith AFB, Michigan. 
AD-774 615/9GI 74-08 1E PC$3.75/MF$2.25 


Evaluation of Runway Skid-Resistance Characteristics 
at Ellsworth AFB, South Dakota. 
AD-776 761/9GI 74-11 LE PC$3.75/MF$2.25 


Evaluation of Runway Skid-Resistance Characteristics 
at MacDill Air Force Base, Florida. 
AD-773 406/4GI 74-07 1E PC$3.75/MF$2.25 


Evaluaton of Runway Skid-Resistance Characteristic at 
Bitburg Air Base, Germany. 
AD-775 156/3GI 74-09 1E PC$3.75/MF$2.25 


Evalution of Runway Skid-Resistance Characteristic at 
Zweibrucken Air Base, Germany. 

AD-773 794/3GI 74-07 1E PC$3.75/MF$2.25 
Skid-Resistance Evaluation of Seven Antihydroplaning 
Surfaces. 

AD-780 589/8GI 74-17 1E PC$3.75/MF$2.25 


Skid-Resistance Tests in Support of the F-4 Rain Tire 

Program at the Air Force Flight Test Center. 

AD-784 801/3GI 74-23 1E PC$6.25/MF$2.25 
COMPTON, R. T. JR. 

An Experimental, Spread Spectrum Adaptive Array. 

AD-776 193/SGI 74-10 9E PC$4. 25/MFS2. 25 

Reference Loop Phase Shift in Adaptive Arrays. 

AD-780 232/SGI 74-16 9E PC$3.75/MF$2.25 
COMPTON, ROBERT N. 

Leak Detector. 

PATENT-3 803 481 74-26 14B Not available NTIS 
COMPTON, W. A. 


Low Emission Combustor/Vapor Generator for Au- 
tomobile Rankine Cycle Engines, 


74-23 16A PC$6.25/MF$2.25 


PB-230 896/3GI 74-12 13B PC$9.50/MF$2.25 
Radiation Pyrometer for Gas Turbine Blades 
N74-28931/SGI 74-22 14B PCS4. 257m F$2.25 


COMPTON, W. B. III. 
An Experimental Study of Jet Exhaust Simulation. 
N74-27745/0GI 74-20 20D PC$5.25/MF$2.25 


An Experimental Study of Jet Exhust Simulation 

Parameters. 

N74-19399/6GI 74-13, 1A PC$S.25/MF$2.25 
COMREY, ANDREW L. 


A Sourcebook for Mental Health Measures. 
PB-228 676/3GI 74-09 53 PCS$11.25/MF$2.25 
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COMSAN, M.N. H. 


Legendre Expansion and Coordinate Transformation. 
AREAEE-179 74-21 20H PC$4.50/MF$2.25 


Nuclear Reaction Kinematics Program ‘'Nckn’’. 

AREAEE-178 74-22 20H PC$4.50/MF$2.25 
COMSTOCK, CRAIG 

Solving the Linear Balance Equation Globally. 

AD-781 362/9GI 74-18 4B PC$3.25/MF$2.25 
COMTE-BELLOT, G. 


The Design and Construction of an Anechoic Chamber 

Lined with Panels for Investigation of Aerodynamic 

Noise 

N74-16994/7GI 74-11 20A PC$3.25/MF$2.25 
COMTE, P. 


North, West, and Northwest Winds of Marseilles from 
1882 to 1970 (Statistical Analysis) Vents de Nord- 
Ouest et Mistral a Marseille de 1882 a 1970 (Essai 
Statistique). 

N74-15334/7GI 74-09 4B PC$3.75/MF$2.25 
North-West Winds and the ‘Mistral’ at Marseille from 
1882 to 1970 (Statistical Test) Vents de Nord-Ouest et 
Mistral a Marseille de 1882 a 1970 (Essai Statistique). 
N74-17358/4GI 74-11 4B PC$3.75/MF$2.25 

COMTE, T. 


Assessment of Organism Efficiency While Working in 


Breathing Apparatus. 
N74-26630/5GI 74-20 6S PC$3.25/MF$2.25 
CONANT, J. W. 


Conversion of Para to Orthohydrogen in a gamma-Ray 
and Neutron Radiation Field. 
LA-5436-MS 74-10 7E PC$4.00/MF$2.25 


CONBOY, MARTIN E. 


Transporter for Stretcher Borne Animals. 
AD-164 958/1GI 74-26 6C Not available NTIS 


CONCANNON, MICHAEL JOHN 


Design Study of a Strain Gauge Wind Tunnel Balance. 
AD-781 402/3GI 74-18 14B PC$4.75/MF$2.25 


CONCHE, R. 


Details of the Disposal of Radioactive Wastes Con- 
taminated with exp 239 Pu. 


CEA-CONF-2417 7409 18G PC$3.75/MFS$2.25 
CONCUS, P. 

Some Recent Advances in the Theory of Capillary Sur- 

faces. 

LBL-2605 74-20 20D PC$4.00/MF$2.25 
CONDA, K. J. 


Comparative Human Factors Analysis of the U. S 
Navy Mark V. and Mark XII Dive Systems. 
AD-781 641/6GI 74-18 6K PC$4.75/MF$2.25 


Decompression Schedules for Use in Behavioral Stu- 
dies with Laboratory Rats. 
AD-773 946/9GI 74-08 6S PC$3.25/MF$2.25 


The Synergistic Effect of Pressure and Oxygen and Its 

Relationship to Decompression Sickness in Mice. 

AD-774 104/4GI 74-08 6S PC$3.25/MF$2.25 
CONDAS, G. 


Magrec Project: Development of a Magnetic Recording 
System and Device for Fast Transients in Nuclear 


Diagnostics. 

UCID-15801 74-12 18C PC$S5.00/MF$2.25 
CONDAS, G. A. 

Flash Evaporation of Permalloy Films. 

UCRL-S1497 74-15 IF PC$S.45/MF$2.25 
CONDE, H 


Summary Record (Technical) of the Sixteenth Meeting 

of the Committee, Paris, France, November 27-- 

December 1, 1972. 

EANDC-92-U 
CONDE, HECTOR O. 

Mated Tag Identification System. 

PB-234 327/SGI 74-22 6L PC$3.25/MF$2.25 
CONDER, R. L. 

Design Manual: Oxygen Thermal Test Article (Otta). 

N74-33361/8GI 74-26 211 PC$4.75/MF$2.25 
CONDIE, K. G. 

Statistical Regression Analysis of Experimental Data 

for Flow Film Boiling Heat Transfer. 

CONF-730803-4 74-02 20M PC$3.00/MF$2.25 
CONDIT, D. A. 


The Vibrational Spectra and Structures of Organic 
Acids and Their Derivatives. Volume Il. Benzoyl 
Chloride, Benzoy! Bromide and Methyl! Chioroformate. 
AD-785 359/1GI 74-23 7D bess. 7S/M FS$2.25 


CONDIT, DALE 0. 
Corrosion Studies of Fe-Ni and Beta-Ill Titanium Al- 
loys. 
AD-769 480/SGI 7401 #11F PC$3.25/MFS$2.25 


CONDIT, R. H. 
Diffusion Path Networks in the Wurtzite Lattice. 


74-09 20H PC$5.75/MF$2.25 


PA-209 


UCRL-74365 
CONDIT, W.C. 
Parameter Study of B/sub Z/ Liner Implosions for 


Possible Ctr Applications 
74-21 18A PC$4.50/MF$2.25 


74-09 20L PC$3.00/MF$2.25 


UCID-16474 
CONDIT, WILLIAM C. 


Apparatus for Uniform Pumping of Lasing 
PAT-APPL-472 928 74-26 20E Pcs SIMPs2. 2s 


CONDO, G. T. 
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AD-772 302/6GI 74-05 SI PC$4.25/MF$2.25 


CONWAY, E. D. 


Microwave Acoustics Handbook. Volume 1A. Surface 
Wave Velocities. 
AD-780 172/3GI 


CONWAY, EDWARD D. 
Development of Computer-Oriented Mathematical 
Methods for Climatological, Atmospheric and Crystal 
8. 


Studies. 
AD-781 171/4GI 74-17 9B PC$5.7S/MF$2.25 
CONWAY, HOWARD F. 


Extruder-Cooked Cereal Endosperm Particles and In- 
stant Beverage Mixes Comprising the Same 
PATENT-3 $79 352 74-17 6H Not available NTIS 


Method for Conducting an Electro-Chemical Oxida- 


tion. 

PATENT-3 131137 74-16 7D Not available NTIS 
Process for Production of an Alkali Starch Xanthate 
Solution 


74-16 9A PC$17.25/MF$2.25 


PATENT-3 385 719 74-16 7C Not available NTIS 
CONWAY, J. B. 


High-Temperature, Low-Cycle Fatigue of Advanced 
Copper-Base Alloys for Rocket Nozzles. Part 1: Nar- 


loy Z. 
N44-26023/3G1 74-19 11F PC$4.25/MF$2.25 


High Temperature, Low-Cycle Fatigue of Copper-Base 
Alloys in Argon. Part |: Preliminary Results for 12 Al- 
loys at 1000 F (538 C). 

N74-14190/4GI 7408 #L1F PC$4.25/MF$2.25 


High Temperature, Low-Cycle Fatigue of Copper-Base 
Alloys in Argon. Part 2: Zirconium-Copper at 482, 538 
and 593 C. 

N73-33430/2GI 74-02 11F PC$3.75/MF$2.25 


ye Temperature, Low Cycle Fatigue of Copper-Base 
ys in Argon. Part 3: Zirconium-Copper; Thermal- 
Mechanical Strain Cycling, Hold-Time and Notch 
Fatigue Results. 

N74-16209/0GI 74-10 LIF PC$4.25/MF$2.25 


High Temperature Materials peasy cng Properties 


Evaluation (Task 57017). Summary R 

GEMP-530 74-15 183 sa. 25/MF$2.25 
CONWAY, J.C. 

Reprint: A Strain-Gradient Theory for Prestrained 

Laminates. 

AD-777 134/8GI1 74-12 11D Reprint 
CONWAY, J. M. 


Improved Density Control of Molded Desiccants. 
BDX-613-910(Rev.) 74-04 11G PC$3.00/MF$2.25 


CONWAY, J. 8. 
Assessment of U.S. Petroleum Supply with Varying 
E 


Drilling Efforts. 

PB-231 153/8GI 74-12 81 PC-GPO/MF$2.25 
CONWAY, JOHN B. 

The Distribution, Composition and Biomass of the 

Crustacean Zooplankton Population in Western Lake 

PB-225 137/9G1 74.02 6F PCS$6.25/MF$2.25 
CONWAY, T. W. 


Snap 19C-2 Safety Report. 
MND-3169-16-A 74-11 18N PC$3.75/MF$2.25 


CONWAY, W. H. 


Four-Hora Radiometric Tracking RF Sys 
PAT-APPL-351 670 74-15 14B PCS3.2 25/MF$2.25 


CONZETT, H. E. 
Polarization Transfer in Proton--Deuteron Elastic Scat- 


tering. 

LBL-2939 74-25 20H PC$4.00/MF$2.25 
cooss, J. H. 

Irradiation Performance of Advanced Fuels for Htgr'S. 

CONF-731004-3 74-07 18) PC$3.00/MF$2.25 
COOK, A. F. 


Evolutionary and Physical Properties of Meteoroids. 
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N74-19436/6GI 
COOK, A. R. 


Reprint: Electrically Calibrated Pyroelectric Optical- 
Radiation Detector. 
COM-73-50938/2GI_ 74-03 17E Not available NTIS 


COOK, ALLEN R. 


Incidents and Freeway Operations, 
PB-235 166/6GI 74-23. 13B) =PC$5.25/MF$2.25 


COOK, C.F. 


Surface Studies for Quartz Resonators. 
AD-785 513/3GI 74-23 9A PC$3.75/MF$2.25 


COOK, CLYDE E. 


The Delineation of and Factors Affecting Mississippi 
Coastal Estuaries and Tidal Marshes, 
COM-74-10589/1GI 74-11 13B PC$4.25/MF$2.25 


COOK, CRAIG M. 
Grammatical Inference by Heuristic Search. 


74-13 3B PC$10.00/MF$2.25 


AD-773 618/4GI 74-07 9B PC$5.25/MF$2.25 
COOK, D. F. 

Connector Design and Test Practices. 

PEM-17 74-11 18H PC$3.00/MF$2.25 


COOK, DAVID W. 


Reprint: Silver Perch, ‘Bairdiella chrysura’: New Host 
for Lymphocystis. 


COM-74-11324/2GI 74-20 6C Reprint 
COOK, DON 

Structural Evaluation of UH-1D Tubular Rotor Blade. 

AD-786 560/3GI 74-25 iC PC$4.25/MF$2.25 
COOK, E. B. 


Toxic Fumes from Explosives. Ammonium Nitrate- 
Fuel Oil Mixtures. 
PB-233 496/9GI 


COOK, G. E. 


Analysis of 24 Orbits to Determine Odd Zonal Har- 
monics in the Geopotential, 
AD-773 311/6G1 74-07 8E PC$3.25/MF$2.25 


Analysis of 27 Satellite Orbits to Determine Odd Zonal 

Harmonics in the Geopotential. 

AD-776 750/2GI1 74-11 8E PC$4.25/MF$2.25 

Upper-Atmosphere Densities during an Intense Mag- 

netic Storm, from the LOGACS Experiment. 

AD-774 158/0GI 74-08 4A PC$3.25/MF$2.25 
COOK, G. L. 

Compositional Variations of Organic omg from 

Green River Oil Shale. Wyoming No. | C 

PB-227 388/6GI 74-07 8D PCS3.7 75/MFS$2. 25 


Retorting Indexes for Oil-Shale Pyrolyses from 
Ethylene-Ethane Ratios of Product Gases. 
PB-234 050/3GI 74-20 7A PC$3.75/MF$2.25 


COOK, GERALD 


— Application of Image Sensing Arrays to Metrolo- 
, Detection and Mapping. 
ND-785 727/9GI 74-24 8B PC$7.00/MF$2.25 


COOK, GILBERT R. 


Temperature Dependence of the Quenching of Vibra- 
tionally Excited Nitrogen by Atomic Oxygen, 


74-19 81 PC$3.75/MF$2.25 


AD-775 167/0GI 74-09 7D PC$3.75/MF$2.25 
COOK, J. E. 

Emergency Reference Levels. 

AAEC/E-287 74-12 18H PC$3.00/MF$2.25 


Site Emergency Releases and Site Emergency Stocks: 
Recommended Values for Use at the Research 
Establishment. 

AAEC/E-286 74-21 8H PC$S.25/MF$2.25 


COOK, J. J. 


Earth Resources Applications of the Synchronous 
Earth Observatory Satellite (Seos) 


N74-18045/6GI 74-12 8F PC$9.25/MF$2.25 

Remote Sensing in Michigan for Land Resource 

Mai ment. 

N73-32282/8GI1 74-02 8F PC$4.25/MF$2.25 
COOK, J. 8. 


Safety Factors and Repair Turnover in NA--K Trans- 
port Sites of Hela Cell Membranes. 


CONF-730565-1 74-07 6P PC$3.00/MF$2.25 
COOK, JACK L. 
3-D Structures for Nose Tip Application: 
AD-769 936/6GI 7402 11D PCS3. 25/MF$2.25 
COOK, JAMES 


Horizontally Curved Highway Bridges - Stability of 
Curved Plate Girders - P3. 

PB-227 260/7GI 74-07 13B PCS$S5.25/MF$2.25 

COOK, JERALD J. 

Proceedings of the International Symposium on 
Remote Sensing of Environment (8th) Held at the 
University of Michigan At Ano Arbor on October 246 
1972. Volume 


AD-770 489/3G1 74-02 8F PC$19.25/MF$2.25 





COOK, JOHN C. 


The Application of WSU Test Track Data to Flexible 
Pavement Design 


PB-235 568/3GI 74-23. 13B = PC$5.25/MF$2.25 
Studded Tire Pavement Wear Reduction and Repair. 
Phase II. 

PB-229 896/6GI 74-10 13B PC$7.25/MF$2.25 


Studded Tire Pavement Wear Reduction and Repair. 
Phase III. Composite Presentation of Phase I and 
Phase II Results and Extrapolation of the Conclusions 
to Real World Conditions 


PB-234 328/3GI 74-21 13B PC$6.25/MF$2.25 
Studded Tire Pavement Wear Reduction and Repair. 
Phase 3. 

PB-235 341/SGI 74-22. 13B PC$6.25/MF$2.25 


COOK, JOHN P. 


Development of an Improved Contraction Joint for 
Portland Cement Concrete Pavements. 
PB-228 212/7GI 74-08 13B PC$3.25/MF$2.25 


Development of an Improved Contraction Joint for 
Portland Cement Concrete Pavements. 
PB-228 213/SGI 74-08 13B PC$6.25/MF$2.25 


Feasibility Study for Locating Archaeological Village 
Sites by Satellite Remote Sensing Techniques. 
E74-10292 74-09 8F PC$3.25/MF$2.25 


COOK, JON LESLIE 


Predictors of Academic Success of Graduate Students 
in the Communications Management Curriculum of the 
U.S. Naval Postgraduate School. 

AD-783 810/SGI 74-21 SI PC$4.75/MF$2.25 


COOK, JONATHAN D. 


Vehicle Behavior in and Around Complex Sources and 

Related Complex Source Characteristics. Volume VI. 

Major Highways. 

PB-231 705/SGI 74-13 13B PC$4.25/MF$2.25 
COOK, K. R. 

Broad Spectrum Microwave Systems for Remotely 


Measuring Soil Moisture Content. 
PB-231 558/8GI 74-13, 8H PC$7.00/MF$2.25 


COOK, LEONARD M. 


Development of Design, Test, and Acceptance Criteria 
for Army Helicopter Transparent Enclosures. 
AD-772 936/1GI 74-06 1C PC$7.50/MF$2.25 


COOK, M 
Reprint: Mass and Ion Kinetic Energy Spectra of the 


Chlorinated Anilines. 
AD-783 166/2GI 


COOK, MAXWELL A. 


Expanding Services to the Disabled and Disad- 
vantaged: Implications for Research Utilization in 
Delivery of Services and Manpower Planning. 
Proceedings of the South Carolina Statewide Con- 
ference, Wade Hampton Hotel, Columbia, South 
Carolina, October 26-27, 1971. 

PB-235 814/1GI 74-23 SL PC$4.75/MF$2.25 


COOK, NATHAN H. 
Wear Particle Formation Mechanisms. 


74-20 7D Not available NTIS 


AD-769 775/8GI 74-01 I1F PC$4.75/MF$2.25 

Wear Particle Formation Mechanisms. 

AD-787 838/2GI 74-26 LIF PC$4.75/MFS$2.25 
COOK, P. A. 


On the Stability of Interconnected Systems. 
N74-20891/9GI 74-15 9E PC$3.25/MF$2.25 


COOK, PETER L. 


Manual for Preparation of Environmental Impact 
Statements for Wastewater Treatment Works, Facili- 
ties Plans, and 208 Areawide Waste Treatment 
Management Plans. 

PB-235 280/SGI 74-23 13B PC$3.75/MF$2.25 

COOK, R. C. 

Process Development for Ni-Cr-THO2 and Ni-Cr-al- 
THO? Sheet. 

N74-17196/8GI 74-11 LIF PC$S.25/MFS$2.25 


COOK, RICHARD K. 


Reprint: Foreword and Introduction for the Symposi- 
um on Atmospheric Acoustics and Noise Propagation. 
COM-74-50588/4GI_ 74-18 20A Not available NTIS 


Reprint: The Use of Modulated Reverberation for 
Measurement of Absorption and Sound Power. 
COM-74-50006/7GI 74-04 20A Not Available NTIS 


Reprint: The Use of Modulated Reverberation for 
Measurement of Absorption and Sound Power. 
COM-74-S0810/2GI_ 74-22 20A Not available NTIS 


COOK, STEVEN K. 


Expendable Bathythermograph Observations from the 


ew Ship of Opportunity Program for 
1 


1. 
COM-74-10607/1GI 74-11 83 PC$S.75/MF$2.25 


Oceanic Conditions During the Joint Investigation of 
the Southeastern Tropical Atlantic (JISETA)--Februa- 
ty, April, and September-December 1968. 

74-22, 83 =PC$10.00/MF$2.25 


COM-74-11421/6GI 











COOK, T. A. 


Measurements of the Boundary Layer and Wake of 
Two Aerofoil Sections at High Reynolds Numbers and 
High Subsonic Mach Numbers. 

N74-12707/7GI 74-07 1A PC$4.75/MF$2.25 


Metering Gun for Dispensing Precisely Measured 
Charges of Fluid. 
PATENT-3 790 037 


COOK, T. N. 


Investigation of Inspection Aids. 
AD-787 333/4GI 74-26 1SE PC$7.00/MF$2.25 


COOK, THOMAS N. 
Maintainability Analysis of Major Helicopter Com- 
ponents. 
AD-769 941/6GI 
COOK, W. J. 


Correlation of Heat Transfer for the Zero Pressure 
Gradient Hypersonic Laminar Boundary Layer for 
Several Gases. 
N74-15976/SGI 


COOK, W.L. 


Reprint: Degradation of Crude Oil by Yeasts and Its 
Effects on ‘Lesbistes reticulatus’. 
COM-74-11013-30/GI 

74-16 13B 


COOK, WILLIAM R. JR. 


Growth of Large Band Gap I-III-V12 Crystals. 
AD-773 180/S5GI 74-06 20B PC$3.25/MF$2.25 


COOKE, C. ROBERT 


Rehabilitation of Patients with Chronic Renal Failure 
by Means of Hemodialysis and Renal Transplantation. 
PB-235 377/9GI 74-24 6E PC$3.75/MF$2.25 


COOKE, DAVID W. 


Thermoluminescence of Sapphire. 
PATENT-3 728 543 74-16 17E Not available NTIS 


COOKE, F. W. 
Characterization of Tissue Growth into Porous Bio- 
materials. 
AD-787 575/0GI 
COOKE, GARTH R. 
Microwave Landing System Integration Study. Volume 


1. Summary Report. 
17G PC$4.75/MF$2.25 


74-12 6K Not available NTIS 


74-02 1C PC$9.25/MF$2.25 


74-10 20D PC$3.25/MF$2.25 


(Order as COM-74-11013) 


74-26 6L PC$3.25/MF$2.25 


AD-775 703/2GI 74-10 
Microwave Landing System Integration Study. Volume 
Il. Engineering and Cost Analysis Report. 

AD-775 711/SGI 74-10 17G PC$8.S0/MF$2.25 
Microwave Landing System Integration Study. Volume 


Ill. Appendices. 
AD-775 724/8GI 


COOKE, HARRY F. 


74-10 17G PC$8.50/MF$2.25 


Production Engineering Measure for Microwave 
Transistors using Proton Enhanced Diffusion 
Technology. 

AD-786 779/9GI 74-25 9A PC$4.25/MF$2.25 


COOKE, JULIAN P. 


Evaluation of Intratracheal Cuffs for Aeromedical 
Evacuation. 
AD-776 319/6GI 74-11 6L PC$3.25/MF$2.25 


Reprint: A Nondestructive Ultrasonic Technique to 
Measure Diameter and Blood Flow in Arteries. 
AD-780 307/SGI 74-16 6B Reprint 


Reprint: Decompression Sickness in Simulated Apollo- 
Soyuz Space Missions. 
AD-776 829/4GI 74-11 6S Reprint 


po og Intratracheal Cuffs and Aeromedical Evacua- 


AD. 787 101/SGI 
COOKE, N. 


Automatic Flying of Curved Approach Paths - A Com- 
puter and Flight Investigation. 
AD-782 033/S5GI 74-19 


COOKE, T. J. 


Communications for Urban Water Resources Manage- 
ment--A Review and Annotated Bibliography. 
PB-233 332/6GI 74-18 13B PC$4.75/MF$2.25 


Support Systems to Deliver and Maintain Oil Recovery 
Systems and Dispose of Recovered Oil. 
AD-778 941/5GI 74-14 13B PC$8.50/MF$2.25 


COOKE-YARBOROUGH, E. H. 


Fatigue Characteristics of the Flexing Members of the 
Harwell Thermomechanical Generator. 


AERE-R-7693 74-21 10B PC$4.00/MFS$2.25 
Simplified Expressions for the Power Output of a 


Lossless Stirling Engine. 
AERE-M-2437(Rev.) 


74-26 6L Reprint 


1B PC$4.25/MF$2.25 


74-20 21G PC$4.00/MF$2.25 


COOKER, HARRY S. 


Equivalency of Sentence Intelligibility Lists for Au- 
diological Assessment of Naval Personnel and Navy 
Voice Communication Systems. 
74-10 


AD-775 684/4G1 17B  PC$3.25/MF$2.25 












COOKSON, ROY A. 


Aided Combustion of Liquid and Gaseous Fuels In- 
jected Transversely into a Supersonic Air-Stream. 
AD-780 615/1GI 74-17 21B PC$3.75/MF$2.25 


Reprint: Supersonic Combustion Aid for Liquid and 
Gaseous Fuels. 
AD-769 797/2GI 


COOL, R. L. 


Proposal for a Continuation with Increased Sensitivity 
of the Search for E exp +- , E exp + E exp - Pairs, 
High Transverse Momentum pi exp +-0 , and Multiple 
Pion Correlations in Collisions with High Transverse 
Momentum. 

COO-2232-11-Ex 74-02 20H PC$3.00/MF$2.25 


Proton--Proton and Proton--Deuteron Elastic Scattering 

Experiments at Nal. 

COO-2232-12-EX 
COOL, T. A. 

Study of Molecular Lasers. 

AD-784 774/2GI 74-23 7D PC$3.75/MF$2.25 
COOL, TERRILL A. 

Vibrational Energy Transfer and Continuous-Wave 

Chemical Laser Operation. (The Kinetics and Spec- 

troscopy of Chemical Lasers). 

AD-770 506/4G1 
COOLEY, A. M. 


Preliminary Study to Investigate Feasibility of Desalt- 
ing Groundwater in North Dakota. 
PB-225 976/0GI 74-04 13B PC$6.25/MF$2.25 


COOLEY, C. R. 


Dissolution of Mechanically Blended Mixed Oxide 
Fuel. 


74-01 21B_ Reprint 


7402 20H PC$3.00/MF$2.25 


74-02 7D PC$3.75/MF$2.25 


HEDL-SA-S11 74-13 183 PC$3.25/MF$2.25 
COOLEY, J. L. 

Lageos Mission Analyses. 

N74-18486/2GI 74-12 22C PC$4.25/MF$2.25 


COOLEY, MAURICE E. 


Application of ERTS-1 Imagery to Detecting and 
Mapping Modern Erosion Features, and to Monitoring 
Erosional Changes, in Southern Arizona. 

E74-10074 74-02 8B PC$3.25/MF$2.25 


COOLEY, PETER 
Fire in Motor Vehicle Accidents. An HSRI Special Re- 


port, 

PB-232 084/4GI 74-15 13L PC$4.25/MF$2.25 

Tri-Level Accident Investigation Study. Volume I. 

PB-224 975/3GI 74-01 13L PC$S5.75/MF$2.25 
COOLEY, WILLIAM C. 


Fabrication and Testing of a Water Cannon for Rock 

Tunneling Experiments. 

PB-233 006/6GI 74-23 
COOLIDGE, CHARLES H. JR. 

Atmospheric Transmission of 

Radiation: Application 

formance. 

AD-779 945/SGI 
COOMBS, G. H. 

Basic Research on Malaria. 

AD-782 897/3GI 74-20 6M PC$8.75/MF$2.25 
COOMBS, GRAHAM H. 


Investigation of the Reasons for the Susceptibility of 
Schizogony as a Target for Chemotherapeutic Attack 
in Malaria Parasites. 


13C =PC$4.75/MF$2.25 


1.06 Micron Laser 
to Standoff Missile Per- 


74-16 20F PC$7.00/MF$2.25 


AD-773 040/1GI 74-06 60 PC$3.25/MFS$2.25 
COON, D. 

Reprint: The Effect of Water Motion on Algal Spore 

Adhesion. 

COM-74-11321/8GI 74-20 8A _ Reprint 
COON, D. D. 


Regge Trajectories and the Quark-Gluon Coupling 
Constant. 
COO-1764-188 74-08 


COON, G. W. 


Trielectrode Capacitive Pressure Transduc 
PAT-APPL-493 363 74-24 14B PCS3. 3S/MFS2. 25 


COON, M. D. 
Oceanic and Atmospheric Boundary Layer Study. 


20H PC$3.00/MF$2.25 


AD-782 091/3GI 74-19 8L PC$3.25/MF$2.25 
COON, MAX D. 
— Modeling the Pack Ice as an Elastic-Plastic 


Material. 
AD-779 316/9GI 74-15 8L Reprint 


Reprint: Plastic Analysis of Thick Circular Plates. 

AD-779 200/5G1 74-15 20K Reprint 
COONEY, D. A. 

Cis-dichlorodiammine Platinum (11) (NSC-119 875): 

Ototoxicity in Rhesus Monkeys. 

PB-231 046/4GI 74-12 6T PC$4.7S/MF$2.25 






COOPER, E. E. 


Methyl CCNU (NSC-95 441): Toxicity in Dogs Infused 
iv with a Single Dose and Observed for a Period of 12 


Months. 
PB-230 998/7GI 74-12 6T PC$3.75/MF$2.25 


Neocarzinostatin (NSC-157 365): Toxicity of a Single 
iv Injection in Rhesus Monkeys, 
PB-226 706/0GI 7406 6T PC$4.25/MF$2.25 
Neocarzinostatin (NSC-157 365): Toxicity of 5 Con- 
secutive Daily iv Injections in Dogs, 

PB-226 707/8GI 7406 6T PC$3.75/MF$2.25 


COONEY, DAVID A. 
Acute Toxicity Tests on NSC 163501 Following I.P. 


Administration to Female Mice, 
PB-229 259/7GI 74-10 6T PC$3.25/MF$2.25 


Ototoxicity of Cis-dichlorodiammine Platinum 
(LLMNSC-119 875) in Guinea Pigs. Part I: Audiometry. 
Part II: Histopathological E valuation. 

PB-232 859/9GI 74-17 6T PC$4.25/MF$2.25 


Toxicity Studies on NSC 4728m |, 3, 4-Thiadiazole, 2- 
Amino- in Mice, Beagle Dogs, and Rhesus Monkeys, 
PB-226 610/4GI 74-06 6T PC$8.50/MF$2.25 


Toxicity Studies on NSC 132319, Indicine, N-oxide 


Following Single 1.V. Administration to Beagle Dogs. 

PB-228 981/7GI 74-09 6T PC$4.25/MF$2.25 
COONEY, J. J. 

Reprint: Hydrocarbon Utilization by ‘Cladosporium 

resinae’. 

COM-74-11013-04/GI 


74-16 13B 
COONEY, JAMES P. 


Uniform Hospital 
Management. 
PB-236 561/7GI 


COONEY, JOHN A. 


Measurement of Atmospheric Temperature Profiles. 
AD-785 741/0GI 74-24 4B PC$3.75/MF$2.25 


COONS, L. L. 


Study of Induced Load and Stress, Volume 3. 
N73-31930/3GI 7402 21E PC$S5.75/MF$2.25 


(Order as COM-74-11013) 


Discharge Data for Hospital 


74-25 6L PC$8.75/MF$2.25 


COOPER, A. L. 

Hydrodynamic Stability of a Rotating Lin 

AD-778 666/8GI 74-14 201 PCS3. 75/MF$2.25 
COOPER, A. W 


Non-Equilibrium Effects in Fast Moving Plasmas. 
AD-773 439/5GI 74-07 201 PC$3.25/MF$2.25 


COOPER, ALBERT S. JR. 
Chainless Mercerizer Suitable for use with Liquid Am- 


monia. 
PATENT-3 724 243 74-09 13H Not available NTIS 


Formulations for Preparing Long Lasting Insect Repel- 
lent Finishes for Textile Fabrics. 
PAT-APPL-423 047 74-19 11E PC$3.25/MF$2.25 


Process for the Liquid Ammonia Treatment of Yarns. 
PATENT-3 767 359 74-18 11E Not available NTIS 


COOPER, AMIEL G. 


Reprint: Limitations of Measuring Blood Volume with 
lodinated I 125 Serum Albumin. 
AD-773 282/9GI 


COOPER, AUBREY E. 


High Pressure Liquid Chromatographic Analysis of 
Morphine in Pharmaceutical Preparation. 
AD-771 929/7GI 7405 7D PC$3.25/MFS$2.25 


COOPER, C. G. 


Flowing Gas, Nonnuclear Experiments on the Gas 
Core Reactor. Phase II Topical Report. 
ANCR-1118 74-06 21F PCS$S.45/MFS$2.25 


COOPER, C. M. 


Project Council: Policy Meeting, January 10, 1944. 
CS-1262 74-25 18) PC$4.00/MF$2.25 


COOPER, C. S. 
Evidence of Involvement of Mitochondrial Polysomes 
and Messenger RNA in Synthesis of Organelle 
Proteins. 
COO-3516-5 6M PC$4.00/MFS$2.25 
COOPER, CHARLES B. 


lon Bombardment and Optical Swdies of Lead Azide. 
AD-782 884/1GI 74-20 20L PC$3.25/MF$2.25 


COOPER, CHESTER 
Alternative Futures and Environmental Quality, 
PB-226 052/9GI 7404 13B PC$7.50/MF$2.25 
COOPER, D. W. 


Remote Profiling of Lake Ice Thickness Using a Short 
Pulse Radar System Aboard a C-47 Aircraft. 
N74-29723/SGI 74-24 8L PC$3.25/MFS$2.25 


COOPER, E. E 


Analysis of Scale Control in Fluidized-Bed Heat 
Exe 
AD-778 334/3G1 


74-07 6E Reprint 


74-21 


74-13. 7A PC$3.75/MFS2.25 
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COOPER, EDWARD RAYMOND 


COOPER, EDWARD RAYMOND 


Indiana 1950-1970: Life Tables for the 14 one 
Regions and Analysis with Measure of Medical C 
PB-230 488/9GI 74-11 6E PC$7.00/MFS2.25 


COOPER, FRANKLIN 8. 


Spock: eau 
AD-783 S46/1GI 74-21 SG PC$8.50/MF$2.25 
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for Its Investigation, and Practical Applications. 
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t. 
AD-784 112/SGI 1B PC$3.75/MF$2.25 
CRAIG, RAYMOND S. 


Crystal Field Interactions and Magnetic Anisotropy in 
Lanthanide Intermetallics. 
AD-779 530/SGI 74-15 20L PC$3.25/MF$2.25 


CRAIG, ROGER R. 
The Use of Stream Thrust Concepts for the Approxi- 
mate Evaluation of Hypersonic Ramjet Engine Per- 


formance. 
21E PC$4.25/MF$2.25 


74-22 


AD-769 481/3GI 
CRAIG, S. J. 

Analysis and Moving Base Simulation of Transition 

Configuration Management Aspects of a Powered Lift 

Aircraft. 

N74-22671/3GI 1C PC$4.25/MF$2.25 
CRAIG, W. DALE 

The Development of a ‘Hard-Wire’ Technique for Ob- 


taining In-Bore Data. 
19D PC$3.75/MF$2.25 


74-01 


74-18 


AD-774 880/9GI 
CRAIG, WILLIAM N. 
Counseling and Community Services Center for the 


Deaf. 

PB-235 380/3GI1 74-25 SK PC$4.25/MF$2.25 
Directory of Programs and Services for the Deaf in the 
United States. An Annual Publication of the American 


Annals of the Deaf. 
PB-235 $76/6GI 74-23. SK PC$3.25/MF$2.25 
CRAIGHEAD, J. J. 


An Evaluation of the Use of ERTS-1 Satellite Imagery 

for Grizzly Bear Habitat Analysis. 

N73-33319/7GI 74-02 6F PC$3.75/MF$2.25 
CRAIGIE, J. H. 


Air Traffic Control Surveillance Accuracy and Update 
Rate Study. 


74-09 


N74-30094/8GI 74-24 17G PC$7.00/MF$2.25 
CRAIGIE, J.S. 
Reprint: Carrageenans in the Gametophytic and 


Sporophytic Stages of ‘Chondrus crispus’. 
AD-769 159/SGI 74-01 6A Not available NTIS 
CRAIGIE, N. 8. 


Absorption Corrections in a Mueller--Regge Analysis 
of Inclusive Photo- and Electroproduction. 
DESY-74-6 74-18 20H PC$5.00/MF$2.25 


Inclusive Photo- and Electroproduction of Pions in the 
Triple Regge Region. 

DESY-73-35 74-08 20H PC$4.00/MF$2.25 
Stichel Relations in the Mueller--Regge Theory of In- 


clusive Photo- and Electroproduction. 
DESY-74/25 74-25 20H PC$4.75/MF$2.25 


CRAIL, A. C. 


VLF Atmospheric Noise Direction of Arrival Plots, 
AD-774 731/4GI 74-08 4A PCS$S5.25/MF$2.25 


CRAIN, C. R. JR. 
Independence, Essential Independence and Zero Cor- 
relation of Two Random Variables Condition on a 
AD-780 245/7GI 74-16 12A PC$3.75/MF$2.25 
CRAIN, H. H. 
Saxton Plutonium Project Quarterly Progress Report 
for the Period Ending Sept. 30, 1973. 
WCAP-3385-37 74-16 18E PC$4.00/MF$2.25 
CRAINE, LLOYD B. 
Association of Winds and Terrain Features with a 
Class of Atmospheric Infrasonic Waves. 
COM-74-11471/1GI 74-25 4B PC$3.25/MF$2.25 


PA-222 


CRALLE, R. 
New Set of Display Subroutines for the IBM 7094- 
Dd80a System. 
UCID-15358 74-25 9B PC$4.50/MF$2.25 
CRAM, L. S. 


Application of Cell Analysis and Sorting Techniques to 
Disease Detection (Rapid Differential Diagnosis of 


Newcastle Disease Virus). . 
LA-5565-MS 74-21 6M PC$4.00/MF$2.25 


Hog Cholera Conjugate Evaluation. Annual Report, 
July 1, 1972--June 30, 1973. 
LA-5419-PR 74-06 6M PC$4.00/MF$2.25 


Rapid Differential Diagnosis of Newcastle Disease 
Virus. Annual Report, July 1, 1972--June 30, 1973. 
LA-5421-PR 74-06 6M PC$4.00/MF$2.25 


CRAM, STUART P. 


Reprint: High Precision Sampling for Chromatographic 
Separations. 
COM-73-S0969/7GI_ 74-02 7B Not available NTIS 


ar Iterative Curve Fitting of Chromatographic 
eaks. 
COM-73-50963/0GI 74-02 7D Not available NTIS 


CRAMER, E. M. 
Plutonium Metallography. 
LA-UR-73-1398 74-06 11F PC$3.00/MF$2.25 


CRAMER, HAROLD J. 
A Distributed Parameter Model of the Inertially 
Loaded Human Spine: A Finite Difference Solution. 
AD-773 859/4GI 74-07 6S PC$5S.75/MF$2.25 
CRAMER, J. 
Plant Operating Schedule and Production Rate for 
Nuclear Chemical Mining of Copper. 
UCID-16316 74-02 81 PC$3.00/MF$2.25 
CRAMER, JERRY L. 
HANDEX Appalachian Project. 
PB-235 811/7GI 74-23 SI 
CRAMER, JOYCE 


Screening for Selective Inhibitors of the Phosphonyla- 
tion of Acetylcholinesterase. 
AD-778 159/4GI 74-13. 6A PC$3.25/MF$2.25 


CRAMER, KENNETH R. 


Reprint: Complex Zeros of the Error Function and of 
the Complementary Error Function. 
AD-770 691/4GI 74-03 12A_ Reprint 


Reprint: Saddle Points of the Complementary Error 

Function. 

AD-769 795/6GI 
CRAMER, P. W. JR.. 

Conical Quadreflex Antenna Analytical Study. 

N74-12920/6GI 74-07 9E PC$3.25/MF$2.25 
CRAMER, S. N. 

Next Flight Estimation for the Fictitious Scattering 


Monte Carlo Method. 
CONF-740608-6 74-18 18K PC$4.00/MF$2.25 


Uke-III: A Computer Program for Translating Neutron 
Cross Section Data from the Ukaea Nuclear Data 
Library to the Evaluated Nuclear Data File Format. 

ORNL-TM-2880(Rev.) 74-06 20H PC$3.50/MF$2.25 


CRAMER, SETPHEN D. 


Method for Obtaining Thick Adherent Coatings of 
Platinum Metals on Refractory Metals. 
PATENT-3 309 292 74-08 11C Not available NTIS 


CRAMER, STEPHEN D. 


Anodic Method for Cleaning Nickel and Other Metal 
Surfaces for Electroplating. 

PATENT-3 362 894 74-07 11F Not available NTIS 
Method for Obtaining Thick Adherent Coatings of 
Platinum Metals on Refactory Metals. 

PATENT-3 309 292 74-07 11C Not available NTIS 


CRAMLET, STEPHAN H. 


PC$5.25/MF$2.25 


74-01 12A_ Reprint 


74-22 6C Reprint 


Selected Topics in Laboratory Animal Medicine. 
Volume VII. Surgery: Chronic Cardiovascular Bioin- 
strumeatation. 

AD-786 449/9GI 


CRANCH, EDMUND T. 


A Feasibility Study for a Mobile Submersible Vehicle 
to be Used for the Control, Management, Study of 
Natural Processes, Protection and Conservation of In- 
land Water. 
PB-236 914/8GI 
CRANCON, 


Use of Channels for Physics of Solids and Neutron 
Physics in a Reactor of Average Power: Performance 


Improvement. 
CEA-CONF-2153 74-09 18E PC$3.00/MFS$2.25 
CRANCON, J. 


Decay of exp 139 CS. 


74-25 2E PC$3.75/MF$2.25 


74-26 133 PC$4.25/MF$2.25 





CEA-R-4499 
CRANDALL, D. H. 


Reprint: Absolute Cross Sections for Electron-Impact 
Excitation of N2(+). 
COM-74-50858/1GI 74-24 7D Not available NTIS 


Reprint: Electron-Impact Excitation of the Ba+ Ion. 
COM-74-50827/6GI_ 74-23 7D Not available NTIS 


CRANDALL, J. L. 


Applications of Transplutonium Elements. 
DP-MS-71-52 74-04 10B PC$3.75/MF$2.25 


CRANDALL, K. R. 


Simultaneous Steering of H exp + and H exp - 
BEAMS at Lampf. 
LA-UR-74-847 74-21 20G PC$4.00/MF$2.25 


Trace: An Interactive Beam-Transport Program. 
LA-5332 74-06 20G PC$4.00/MF$2.25 


CRANDALL, MICHAEL G. 
Some Continuation and Variational Methods for Posi- 


74-06 20H PC$3.50/MF$2.25 


tive Solutions of Nonlinear Elliptic Eigenvalue 
Problems. 
AD-771 724/2GI 74-05 12A PC$3.75/MF$2.25 
CRANE, H. L. 


Flight Investigation of the VFR and Ifr Landing Ap- 
proach Characteristics and Terminal Area Airspace 
Requirements for a Light STOL Airplane. 

N74-25562/1GI 74-19 1B PC$3.75/MF$2.25 


CRANE, M. A. 


The Evaluation of Alternative Naval Regional Procure- 
ment Office Configurations. 
AD-786 313/7GI 74-25 


CRANE, MICHAEL A. 


Simulating Stable Stochastic Systems. IV. Approxima- 
tion Techniques. 
AD-771 474/4GI 


CRANE, R. 


Thermal Conductivity of Heterogeneous Mixtures and 
Lunar Soils. 
N74-19579/3GI 


CRANE, R. B. 


Discrimination Techniques Employing Both Reflective 
and Thermal Multispectral Signals. 
N74-16107/6GI 74-10 20F PC$4.25/MF$2.25 


Information Extraction Techniques for Multispectral 
Scanner Data. 
N74-16060/7GI 74-10 9B PC$7.00/MF$2.25 


A Study of Techniques for Processing Multispectral 
Scanner Data. 
N74-11981/9GI 


CRANE, R. K. 
Virginia Precipitation Scatter Experiment: Data Analy- 


ISE PC$4.25/MF$2.25 


74-04 12B PC$3.75/MF$2.25 


74-13 3B PC$10.25/MF$2.25 


74-06 9B PC$4.25/MF$2.25 


sis. 
N74-12849/7GI 
CRANE, R. L. 


The Effect of Carbon Additions on the Grain Growth 

and Strength of Hot Pressed Silicon Carbide. 

AD-778 843/3GI 74-14 11B PC$3.25/MF$2.25 
CRANE, ROBERT K. 


Morphology of lonospheric Scintillation. 
AD-780 522/9GI 74-16 4A PC$4.75/MF$2.25 


CRANE, RONALD C. 


ARPANET Management Study. 
AD-777 747/7G1 74-12 9B PC$9.25/MF$2.25 


ARPANET Management Study: New Application 
Areas. 
AD-783 508/SGI 


ARPANET 
Areas. 

AD-787 039/7GI 
CRANK, CHARLES 


Feed Grain, Wheat and Cotton Reports Master File: 
1973, 
PB-232 863/1GI 
74-17 SC Mag Tape $97.50;Foreign $122.50 
CRARY, FRED DAILEY 


Some New Engulfing Theorems. 
AD-770 739/1GI 74-03 12A PC$4.25/MF$2.25 


CRASEMAN, B. 


Reprint: Quasi-Atomic L-MM Auger Spectra of Solid 
Cu and Za. 
AD-776 712/2GI 


CRASEMANN, B. 
Feasibility of Coherent X-Ray Production by X-Ray 


Pumping. 

N74-30114/4GI 74-24 20F PC$3.25/MF$2.25 
Multiplet Effects on the L(2,3) Fluorescence Yield of 
Multiply Ionized AR. 

N74-29152/7G1 


74-07 20N PC$7.25/MF$2.25 


74-21 ISE PC$S5.25/MF$2.25 
Management Study: New Application 


74-26 9B PC$7.00/MF$2.25 


74-11 20L Reprint 


74-22. 7D PC$3.75/MF$2.25 





CRASEMANN, BERND 


Reprint: Measurement of the Photoelectric Cross Sec- 
tion of H2 at 5.4 and 8.4 keV. 


AD-784 578/7GI 74-22 7D Reprint 
Reprint: Some Aspects of Atomic Effects in Nuclear 
Transitions. 

AD-776 711/4G1 74-11 20H Reprint 


Widths of Atomic M-Shell Vacancy States and Qua- 
siatomic Aspects of Radiationless Transitions in Solids. 
AD-784 579/SGI 74-22 7D Reprint 


CRATIN, PAUL D. 


Preparation, Properties and Origin of (Derjaguin's) 
Anomalous Water and Glass/Water Reactions. 
AD-780 964/3GI 74-17 7D PC$4.75/MF$2.25 


CRAVEN, C. W. JR. 


Regional Environmental Systems Analysis Program. 
Progress Report, June 1973--June 1974. 
ORNL-NSF-EP-74 74-25 13B PC$10.00/MF$2.25 


CRAVEN, J. G. 


Subodf: A Fortran Callable Decsystem-10 Program to 
Generate and Queue a Job Stream (Card Deck) to TOE 
IBM 360 Computers. 

ORNL-TM-4645 74-26 9B PC$S.25/MF$2.25 


Supera, a Display and Analysis System for the VT-15 


Graphics Display. 
ORNL-TM-4362 74-20 20G PC$5.00/MF$2.25 
CRAVEN, P. D. 


Apollo-Skylab Contamination Photography (S226). 
N74-33305/SGI 74-26 22A PC$4.75/MF$2.25 


The Definition and Specification of the Near Earth En- 
vironmental Criteria for Spacecraft Thermal Design. 
N74-32319/7GI 74-25 22A PC$4.25/MF$2.25 


CRAWFORD, A. B. 
Comprehensive Management of Phosphorus Water Pol- 


lution. 
PB-232 958/9GI 74-17 13B PC-GPO/MF$2.25-NTIS 
CRAWFORD, A. BERRY 


Social, Economic, Environmental, and Technical Fac- 
tors Influencing Water Reuse. 
PB-228 146/7GI 74-09 


CRAWFORD, D. D. 


The Use of Questionnaires in Collecting Information 
for Urban Flood Control Planning 
PB-232 423/4GI 74-15 


CRAWFORD, D. L. 


Reprint: Blueing Discoloration in Canned Crab Meat 
(‘Cancer magister’). 
COM-74-10812/7GI 74-12 6H Reprint 


Reprint: Phenolases and Blue Discoloration in Whole 
Cooked Dungeness Crab (‘Cancer magister’). 
COM-74-10330/0GI 74-07 6H_ Reprint 


CRAWFORD, D. R. 


Blast Wave Boundary Layer Measurements. 
AD-777 $80/2GI 74-12 19D PC$9.25/MF$2.25 


CRAWFORD, DAVID 
Development of New Human Food Products from 


Shad. 
COM-74-11365/SGI 
CRAWFORD, DAVID L. 


Discoloration in Fresh, Frozen, and Canned Dunge- 
ness Crab Meat. 
COM-74-10193/2GI 7405 6H PC$3.75/MF$2.25 


Preparation of Fish Protein Hydrolysates. 
COM-74-10173/4GI 74-05 6H PC$4.25/MF$2.25 


Utilization of Hake for Human Food. 
COM-74-10171/8GI 74-05 6H PC$3.75/MF$2.25 


CRAWFORD, F.W 


Theoretical and Experimental Studies of Space-Related 
Plasma Wave Propagation and Resonance Phenomena. 
N74-30162/3GI 74-24 4A PC$3.25/MF$2.25 


Variational Calculations for Resonance Oscillations of 
Inhomogeneous Plasmas. 
74-20 201 PC$3.75/MF$2.25 


13B PC$3.75/MF$2.25 


1B PC$9.50/MF$2.25 


74-21 6H PC$3.75/MF$2.25 


N74-27230/3G1 
CRAWFORD, J. H. 


Deep-Bed Sand Filter at Savannah River Laboratory 
DP-MS-74-15 74-25 13K PCS ‘00/MFS2. 25 


CRAWFORD, J. M. 


Analytical Methods Manual. Part I. ——_ Used by 
the Remote and Service Analysis Labora’ 
ICP-1029 7408 7D PCsi3.6 60/MF$2.25 


CRAWFORD, J. W. 


United States Lmfbr Demonstration Plant Activities. 
WARD-5261 74-18 18E PC$5.00/MF$2.25 


CRAWFORD, JIMMIE W. 


Solid om Heat Transfer Apparatus. 
PATENT-3 745 785 74-09 13A Not available NTIS 


CRAWFORD, KENNETH C. 


Reprint: Appendix: Summary of 3-cm Doppler Radar 
Data Taken on 29 April 1970. 


COM-74-11474-04/GI 
74-22 4B 


CRAWFORD, L. W. 


Magnetohydrodynamic Power Generation with the 
Combustion Products of Char. 
PB-234 395/2GI 74-21 10B PC$4.25/MF$2.25 


CRAWFORD, NORMAN H. 
Pesticide Transport and Runoff Model for Agricultural 
8. 


Land: 
74-23 2D PC$7.25/MF$2.25 


(Order as COM-74-11474) 


PB-235 723/4G1 
CRAWFORD, R. G. 


Ecology and Thermal Inactivation of Microbes in and 
on Interplanetary Space Vehicle Components. 
N74-20713/SGI 74-15 6M csa. 25/MF$2.25 


CRAWFORD, RICHARD W. 


Method and Reagent for Determining Nitrogen Oxides. 
PATENT-3 776 697 74-21 7B Not available NTIS 


CRAWFORD, T. V. 


Actual Standard Deviations of Vertical and Horizontal 
Wind Direction Compared to Estimates from Other 


Measurements. 
DP-MS-74-19 74-25 4A PC$4.25/MF$2.25 


Atmospheric Release Advisory Capability: Research 


and 


Progress 
UCRL-75644(Rev.1) 74-21 8H PC$4.75/MF$2.25 


Atmospheric Release Advisory Capability: Research 

and Progress. 

UCRL-75644(Rev.2) 74-23 8H PC$4.75/MF$2.25 

Dose-to-Man Program Progress Report, FY 1973. 

DP-1341 74-13 6R PC$5.45/MF$2.25 
CRAYTON, JERRY L. 

Culture Assimilator: For Interaction with the Economi- 

cally Disadvantaged. Volume I. 

PB-235 228/4GI 74-24 $3 PC$7.25/MF$2.25 


CREAGH, LINDA T. 


Production Engineering Measure for an Electron-Beam 
Machine and Microwave Transistors. 

AD-912 051/0GI 74-23 9A PC$3.25/MF$2.25 
Production Engineering Measure for an Electron Beam 
Machine and Microwave Transistors 

AD-914 831/3GI 74-23 9A  PC$6.25/MF$2.25 


CREASER, EDWIN P. JR. 


Reprint: Reproduction of the Bloodworm (Glycera 
dibranchiata) in the Sheepscot Estuary, Maine. 
COM-74-10145/2GI 74-06 6C Reprint 


CREASY, W. S. 


Blood Compatible Polyelectrolytes for Use in Medical 
Devices. 
PB-225 636/0GI 


CREED, K. E. 


Effects of Toluene and Polysulfide on Semirigid In- 
spection Resin. 
GEPP-115 74-21 13H PC$4.00/MF$2.25 


Epoxy Resin-Ctbn Encapsulant. 
GEPP-125 74-21 91 


Solder Flux Residue Cleaning 
GEPP-123 74-21 


CREED, K. E. JR. 
Adhesion and Cleaning Study. 
74-02 


74-04 6L PC$3.75/MF$2.25 


PC$5.00/MF$2.25 


13H PC$4.00/MF$2.25 


GEPP-109 7D PC$3.25/MF$2.25 
Evaluation of Non-Moca Polyurethane Elastomer En- 
capsulant. 

GEPP-128 74-22 111 PC$4.00/MF$2.25 


CREEDON, W. E. 


Evaluation of German Crash Boat FLB 5005. 
AD-786 556/1GI 74-25 133 PC$3.75/MF$2.25 


Observations of Radar Corner Reflectors on Life Boat 
and Balsa Life Floats. 
AD-787 157/7GI 74-26 171 PC$3.25/MF$2.25 


Self-Righting Action of Coast Guard Experimental SR- 
1 Lifejacket Compared with Other Lifejackets. 
AD-786 626/2GI 74-25 6G MF$2.25 


Surf Tests of 24 Ft. Plastic Motor Cargo Boat CG- 


24497, 
AD-784 193/SGI 74-22 133 PC$3.25/MF$2.25 


Test of Combustible Gas Detector and Alarm 
AD-784 724/7GI 74-22 14B  PC$3.25/MF$2.25 


CREEKMORE, STEPHEN P. 


A Global Model of Thermospheric Dynamics, 1. Wind 
and Density Fields Derived from a Phenomenological 
Temperature. 

AD-779 923/2GI 74-16 4A PC$4.25/MF$2.25 


A Three-Dimensional Numerical Model of the Upper 
Atmosphere. Volume II. Steady-State Solutions for a 
Single-Fluid Model with a Fixed Temperature Field. 

AD-778 420/0GI 74-14 4A PC$4.75/MF$2.25 


A Three Dimensional Numerical of the Upper At- 
mosphere. Volume I: Formulation and Mathematical 
Method, 


AD-770 590/8GI 74-02 4A PC$4.25/MF$2.25 


CRESS, H. A. 


CREEL, B. J. 


An Analytical Interdesciplinary Evaluation of the 
Utilization of the Water Resources of al Rio Grande 
in New Mexico: Middle Rio Grande Reg 

PB-229 671/3GI 74-10 13B PCSS. 25/MF$2.25 


CREEL, BOBBY J. 


An Analytical Interdisciplinary Evaluation of the 
Utilization of the Water Resources of oe Rio Grande 
in New Mexico: Lower Rio Grande Regio 

PB-232 068/7GI 74-14 13B PCSS. "25/MF$2.25 


An Analytical Interdisciplinary Evaluation of the 
Utilization of the Water Resources of the Rio Grande 
in New Mexico: Socorro Region. 
PB-230 615/7GI 74-11 13B PC$S5.25/MF$2.25 


An Analytical Interdisciplinary Evaluation of the 
Utilization of the Water Resources of ad Rio Grande 
in New Mexico: Upper Rio Grande Regio: 

PB-226 326/7GI 7405 13B ‘Pcsa. 75/MF$2.25 


Water Resource Problems and Research Needs of New 
Mexico. 
PB-236 279/6GI 


CREEL, T. 


Heat Transfer Phase Change Paint Test (Oh-42) of a 

Rockwell International Ssv Orbiter in the NASA/Lrc 

Mach 8 Variable Density Wind Tunnel. 

N74-16251/2GI 74-10 11C PC$7.50/MF$2.25 
CREEL, T. R. JR.. 

Experimental Investigation at Mach 8 of the Effects of 

Projections and Cavities on Heat Transfer to a Model 


of the Viking Aeroshell. 
N74-21586/4GI 74-15 22A PC$4.25/MF$2.25 


Experimental Low-Speed and Calculated High-Speed 
Aerodynamic Characteristics of a Hypersonic 
Research Airplane Concept Having a 65 Deg Swept 


delta Wing 
74-25 1A PC$4.25/MF$2.25 


74-25 13B PC$4.75/MF$2.25 


N74- 31488/1G1 


Low-Speed Aerodynamic Characteristics of a Hyper- 
sonic Research Airplane Concept Having a 70 Deg 
Swept delta Wing 

N74-31485/7GI 74-25 1A PC$4.75/MF$2.25 


CREHUET, RAMON FERNANDEX 
Reprint: Biochemical Factors Concerning the Normal 
and Parasitic Sardine (‘Sardina pilchardus.' Walb.) of 
Malaga. 
AD-774 343/8GI 
CREIGHTON, D. M. 


Test Column for Recovery of Plutonium from Cac-880 
Waste Stream. 
HW-81710 


CREIGHTON, ROGER L. 

Issues in Statewide Transportation Planning held at 

Williamsburg, Virginia on 21-24 February 1974. 

PB-235 165/8GI 74-24 13B PC$8.50/MF$2.25 
CREMER, L. 

Curves of Equal Loudness with Octave-Filtered Sound 

in a Diffuse Sound Field. 

N74-33143/0GI 74-26 20A PC$3.75/MF$2.25 
CREMMER, E. 

Infinite Component Field Theory of Interacting 

Relativistic Strings and Dual Theory. 

N74-32037/SGI 74-25 20) PC$4.75/MF$2.25 
CRENCA, JAMES J. 


Spectrum Characteristics Analysis and Measurement 
(SCAM) Equ' - ia Study. 
AD-774 652/: 74-08 9C PCS$6.25/MF$2.25 


CRENN, J. P. 


Measurement of the Profile of Electron Density in an 
Inhomogeneous Plasma. 
CEA-CONF-2314 


CRENSHAW, R. 
Reprint: An Approach to Performance Specifications 


for Public Buildings. 
COM-74-S0448/IGI 74-14 


CRENTZ, W. 


Coal and Oil-Shale Processing and Combustion. Sub- 
panel Report V Used in Preparing the AEC Chair- 
man’S Report to the President. 
WASH-1281-5 74-14 110A PC$19.00/MF$2.25 
CRESS, H.A 
Electrical and Mechanical Evaluation of RUWS 
— Unmanned Work System) Prototype Cables. 
Appendix A - Electrical Data. Volume II. 
AD-777 689/1GI 74-12 9A PC$7.00/MF$2.25 


Electrical “and Mechanical Evaluation of RUWS 
(Remote Unmanned Work System) Prototype Cables. 


7408 6C Not available NTIS 


74-21 18G PC$4,00/MF$2.25 


74-09 201 PC$3.00/MF$2.25 


13M Not available NTIS 


Volume I. 

AD-777 688/3GI 74-12 9A PC$S.75/MF$2.25 
Ship-Helicopter System Analysis. 

AD-774 764/5GI 74-08 133 PC$3.75/MFS$2.25 


PA-223 





CRESS, HOBART A. 


CRESS, HOBART A. 


Determination of the Effect of Various Parameters on 
Wear and Fatigue of Wire Rope Used in Navy Rigging 
Systems. 

AD-776 993/8GI 74-11 131 PC$S.25/MF$2.25 


CRESS, LARRY E. 

Air Force Technology Transfer for Non-Defense 

Needs. 

AD-779 499/3GI 
CRESS, S. B. 

Coaxial Inverted Geometry Transistor Having Buried 

Emitter. 

PATENT-3 760 239 74-02 9A Not available NTIS 
CRESS, TED S. 

Air Weather Service Weather Modification Program 

(FY 1973). 

AD-770 928/0GI 
CRESSIE, NOEL 

A Note on the Behavior of the Stable Distributions for 

Small Index Alpha. 

AD-780 198/8GI 74-16 112A PC$3.25/MF$2.25 
CRESSMAN, P. W. 

Ejection Clearances in Canadian Forces Aircraft. 

N73-31938/6GI 74-02 1C PC$3.25/MF$2.25 
CRESWELL, JAY S. JR. 

An Evaluation of the Michigan Trial Substitute Motor 

Vehicle Inspection Program. 

PB-230 371/7GI 74-11 13F PC$9.50/MF$2.25 


CRETELLA, R. F. 


Mass Spectra of Alfa Furfuryl Mercaptan by Elec- 
tronic Impact; Mechanism of Ionization and Fragmen- 
tation. 

CNEA-350 


CREUTZ, E.C. 
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CUCULEANU, V. 

Cain: A One Dimensional Multigroup Diffusion Equa- 

tion Code. 

IFA-FR-107-1973 74-02 18K PC$3.00/MF$2.25 

Eros, Zero-Dimensional Code for Calculating Varieties 

Relative to a Bilinear Function. 

IFA-FR-97-1973 74-02 18K PC$3.00/MF$2.25 
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Stability Region Maximization by Decomposition-Ag- 
gregation Method 
N74-23392/SGI 74-18 22B PC$4.75/MF$2.25 
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AD-786 508/2GI 74-25 6H PC$3.25/MF$2.25 


CULLER, ROBERT 
Effect of Selected Binders on Turkey Roll Quality. 
AD-777 $45/SGI 74-12 6H PC$3.25/MF$2.25 
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CULPEPPER, MOODY M. 


Engineer Design Tests of — Dust-Control 

Materials and Prototype Equipme 

AD-772 961/9GI 74-06 IB PC$S5.75/MF$2.25 
CULVAHOUSE, JACK W. 


Experimental and Theoretical Studies of Magnetic 
Resonance and Relaxation with Emphases on One 
Dimensional Magnetism. 

AD-776 411/1GI 74-11 


CULVER, CHARLES 
Horizontally Curved Highway Bridges - Stability of 
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RT/ING-(73)13 74-12 181 PC$3.25/MF$2.25 
Thermohydraulic Loops of Reactor Technology 
Laboratory. 

RT/ING-(74)i1 74-25 181 PC$6.00/MF$2.25 


CUNDIFF, RICHARD A. 
Pneumomechanical Critical Speed Control for Gas Tur- 


bine Engine Shafts. 
AD-772 805/8GI 


CUNDILL, M. A. 


Urban Freight Distribution: Studies of a in 
Shopping Streets at Newbury and Cambe: 
PB-228 367/9GI 74-08 13B rose. 337m F$2.25 


CUNG, V. K. 
Electromagnetic Interaction of Neutrinos in Gauge 


Theories of Weak Interactions. 
COO-3071-88 74-21 


CUNINGHAME, J. G. 
Cross-Section for the Production of exp 242 cm from 


exp 241 AM in a Fast Reactor. 
AERE-R-7363 74-06 


Review of Fission Product 
Neutron Fission. 
AERE-R-7548 


CUNITZ, R. 


LEAA Police Equipment Survey of 1972. Volume II. 
Communications Equipment and Supplies. 
COM-74-10950/SGI 74-14 SK PC$6.25/MF$2.25 


CUNNINGHAM, A. R. 


Feasibility Study of Alternative Fuels and Automotive 
Transportation. Volume III. Appendices, 
PB-235 583/2GI 74-23 21D = PC$S.75/MF$2.25 


Feasibility Study of Alternative Fuels for Automotive 
Transportation. Volume I. Executive Summary, 
PB-235 581/6GI 74-23 21D PC$3.75/MF$2.25 
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Emissions Control in ‘the. Grain = Feed Industry. 
Volume I. E: or and Cost Stu 
PB-229 996/ 7410 13B Pests. 25/MF$2.25 
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Reprint: Electrical Conductivity from Electric Arc 


Measurements. 
AD-771 $21/2GI 74-04 201 Reprint 
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Carbohydrate Derived Polymers. 
PATENT-3 404 136 74-20 7C Not available NTIS 
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Reprint: MINDO/3 Study of the Electronic States of 
Methylene. 
AD-781 421/3GI 74-18 7C Reprint 
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Laser Dyes in Aqueous Solutions 
AD-773 978/2GI 


DEWEY, JOHN F. 
pod ban og Tectonics and the Evolution of the Al- 


D7 SS2/1GI 7401 8G Repriat 
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DEWITT, R. L. 
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Tank under Both Static and Slosh Conditio 

N74-27273/3GI 74-20 211 PCSS. 25/MFS2. 2s 


DEWITT, WILLIAM W. 
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Buckling of Conical Shell with Local Imperfections. 
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DEXTER, W.L. 
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Problems of Pilot-Automatic Control Interactions in 

am a wy sp we ah ag veer aga von 
tugzeugfuehrer u egler in 

N74-21663/1GI 74-17 ie Css 75/8 75/MF$2.25 
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BARC-667 74-15 14B PC$3.25/MF$2.25 


DHUMWAD, R. K. 
Spectrographic Analysis of Plutonium by Carrier 
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BARC-687 74-20 7D PC$4.75/MF$2.25 


DI BONA, G. 
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EUR-4966 74-06 6F PC$4.25/MF$2.25 
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Present Status and Future Program of the Zt-1 Experi- 
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74-06 7D PC$3.25/MF$2.25 
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Core Mass of a Gefr after a Hypothetical Melt-down 

Accident. 

EURFNR-1116 74-08 181 PC$3.25/MF$2.25 
DORODNOV, A. M. 


Heat Flow Distribution in the Outer Electrode in a 
Quasi-Stationary Plasma Accelerator--Translation. 
AD-774 402/2GI 74-08 201 PC$3.25/MFS$2.25 


DORODOV, A. M. 


The Analysis and Investigation of Cathode Processes 
in a High-Current Arc Discharge--Translation. 
AD-786 110/7GI 74-24 201 PC$3.7S/MF$2.25 


DOROUGH, H. WYMAN 


Metabolism of Carbamate Insecticides. 
PB-231 596/8GI 74-13 6F PC$8.50/MFS$2.25 


DORRENBACHER, JOHN 
POLISH, A FORTRAN Program to Edit FORTRAN 


Ls way 
PB-236 340/6GI 74-26 9B PC$3.75/MFS$2.25 


DORRIS, TROY C. 


Effects of Residual Toxins in Oil Refinery Effiuents 
on Aquatic O: s. 
PB-235 910/7G 74-24 6F PC$4.75/MF$2.25 


DORSCH, R. 
pee | Noise Prediction Method for a Powered Lift 
ystem. 
N73-32969/0GI 7402 2A PC$3.25/MF$2.25 
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DORSCH, R. G. 


DORSCH, R.G. 
Acoustic Characteristics of Externally Blown Flap 
Systems with Mixer Nozzles. 
N74-16715/6GI 74-11 21E PC$3.7S/MF$2.25 


Acoustic Tests of a 15.2 Centimeter-Diameter Potential 
Flow Convergent Nozzle 


N74-27487/9GI 74-20 20D PC$3.25/MF$2.25 
Effect of Configuration Variation on Externally Blown 
Flap Noise. 

N74-14761/2GI 74-09 1A  PC$3.75/MF$2.25 
Externally Blown Flap Noise Research. 

N74-22631/7G1 74-18 1A  PC$3.75/MF$2.25 


DORSEY, CHARLES H. 


Reprint: ‘Schistosoma mansoni’: Cercarial Penetration 
of Host Epidermis at the Ultrastructural Level. 
AD-782 982/3G 74-20 6M _ Reprint 


DORWIN, JAN M. 


Rate of Acetylcholinesterase Synthesis in Neu- 
roblastoma. 
AD-777 786/5GI 74-13 6A PC$3.25/MF$2.25 


DORYLAND, ADRIAN TRACY 


Construction of One-Tenth Scale Model of the XFV- 
12A and Canard Performance Test. 
AD-781 395/9GI1 74-18 1C PC$4.25/MF$2.25 


Technology Development for Transition Metal-Rare 
Earth High-Performance Magnetic Materials. 
AD-773 177/1GI 74-06 11F PC$7.00/MF$2.25 


DOSER, MANFRED 


Develop Techniques for the Production of Radially- 
Oriented Cobalt-Rare-Earth Magnets. 
AD-774 050/9GI 74-08 9A PC$4.25/MF$2.25 


DOSKOCIL, A. C. 


Nuclear EMP: Emp Hardening Approach for SAM-D. 
PEM-35 ' 74-21 18F PC$4.50/MF$2.25 


DOSNOYERS, T. H. 


Standard Transportation Commodity Description and 
Code System. Phase IV Report. 
PB-233 985/1GI 74-19 SC PC$13.00/MF$2.25 


DOSS, FORREST A. 


Removal of Fluoride from Chloride or Bromide Melts. 
PATENT-3 806 581 74-26 7B Not available NTIS 


DOSS, J. D. 


Design and Performance of the Lampf 1-1/4 Mw Klys- 
tron Modulator. 
LA-UR-73-1320 
DOSS, SEALE R. 


What Kind of War Should the Army Reserve be 
Trained to Fight. 
AD-774 216/6G1 74-08 15SC PC$3.25/MF$2.25 


Reprint: Evidence for CIOF as a Primary Product of 
the Reaction CIF3 with H20. 
AD-770 690/6GI 


DOSTALEK, ROBERT J. 
Reprint: Blood Coagulation Studies in ‘Plasmodium 
falciparum’ Malaria. 
AD-772 024/6G1 
DOTSENKO, V. I. 


Price List No. 45 for the Reappraisal of Specialized 
Communciations, Radio and Television Equipment as 
of | January 1973, 

JPRS-62920 74-24 17B PC$7.50/MF$2.25 


DOTSON, LOUIS 


Some Effects of Industrial Development on Heads of 
Households, 
COM-74-10563/6GI 


DOTSON, RAYMON S. 


Analysis of Circuit Card Support Policies. 
AD-773 730/7GI 74-07 1SE PC$3.75/MF$2.25 


DOTSON, W. P. JR.. 


Digital to Analog Conversion Apparatus. 
PATENT-3 754 236 74-02 9B Not available NTIS 


DOTSON, WILLIAM P. JR. 


An Efficient Algorithm for the Symbolic Solution of 
Network Reliability, 
AD-774 745/4GI 74-08 17B PCS$3.75/MF$2.25 


Network Analysis and the Reliability Assessment of 


Systems. 
AD-781 045/0GI 74-17 17B PC$S.75/MF$2.25 
DOTTI, D. 


Elaboration and Interpretation of the Cardiac MA 
CISE-N-161 74-06 6E PCS$3 “TS/MS2. 25 


DOTY, ROBERT N. 


California Skid Resistance Studies. 
PB-233 000/9GI 74-16 13B PC$4.75/MF$2.25 


DOUDA, BERNARD E. 
Radiative Transfer Model of a Pyrotechnic Flame. 


74-06 20G PC$3.00/MF$2.25 


74-03 7B Reprint 


74-05 6E Reprint 





74-10 SC PC$3.25/MF$2.25 
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AD-769 237/9GI 74-01 7D PC$7.00/MF$2.25 
DOUGAL, ARWIN A. 


Texas Biannual of Electronics Research Number 18. 
AD-781 139/1GI 74-17 9C PC$9.50/MF$2.25 


Texas Biannual of Electronics Research Number 19. 
AD-784 968/0GI 74-23 9C PC$7.50/MF$2.25 


DOUGAL, MERWIN D. 


Minutes, Iowa State Water Resources Research In- 
_ Advisory Board and Council, Annual Meeting 


(8th), 

PB-231 915/0GI 74-14 13B PC$4.25/MF$2.25 
DOUGHERTY, E. 

Techniques Development for Whale Migration 


Tracking. 
N74-28557/8GI 
DOUGHERTY, H. B. 


Rotary Solenoid Shutter Drive Assembly and Rotary 

Inertia Damper and Stop Plate Assembly. 

PATENT-3 804 506 74-15 14E Not available NTIS 
DOUGHERTY, J. J. Il 


Analysis of Criteria for On-Condition Maintenance For 
Helicopter Transmissions. 


74-22 6B PC$4.75/MF$2.25 


AD-773 024/SGI 74-06 iC aces. 75/MF$2.25 
CH-47C/HLH R and M Simulation Anal: 
AD-783 391/6GI 74-20 1C PCS8 50/MF$2.25 


DOUGHERTY, JOHN D. 


A Study of the Effects of Low Levels of Carbon 
Monoxide Upon Humans Performing Driving Tasks. 
PB-233 894/SGI 74-19 6T PC$4.75/MF$2.25 
DOUGHERTY, R. C. 
Multipurpose Silicone Cup. 
AD-785 583/6GI 74-23 1SE PC$3.25/MF$2.25 
DOUGHERTY, T. F. 
Research in Radiobiology. Annual Report of Work in 
Progress in the Internal Irradiation Program 
6R PC$22 00/MF$2. 25 


COO-119-248 74-08 

DOUGLAS, A 
Computer Programs for Epicentre Determination. 
AWRE-O-28/74 74-26 18C PC$8.50/MF$2.25 


DOUGLAS, A. E. 


Reprint: High Resolution Vacuum Ultraviolet Spec- 
troscopy of Diatomic Molecules. 
AD-781 412/2GI 74-18 7D Not available NTIS 


DOUGLAS, ALLAN S. 
somes of Making Microporous Cellulose Nitrate 
s 


Films. 

PATENT-3 520 960 74-06 7A Not available NTIS 
DOUGLAS, B.C. 

Analyses for Precision Reduced Optical Observations 

from the International Satellite Geodesy Experiment 

(Isagex). 

N74-13089/9GI 74-07 8E PC$3.25/MF$2.25 


The Road Program 
N74-27352/5GI 


DOUGLAS, CHARLES L. 
Environment of Mesa Verde, Colorado. Wetherill 


Mesa Studies. 
PB-234 541/1GI 74-21 SF PC$4.25/MF$2.25 


DOUGLAS, F.C. 


Application of Diffusion Barriers to the Refractory 
Fibers of Tungsten, Columbium, Carbon and Alu- 
minum Oxide. 


74-20 22C PC$3.75/MF$2.25 


N73-32467/SGI 74-02 11C PC$4.25/MF$2.25 
Processing Eutectics in Space. 
N74-31004/6GI 74-24 11F PC$4.25/MF$2.25 


Research Study on Materials Processing in Space, 
M566 Experiment. 
N74-26981/2GI1 74-20 11F PC$3.75/MF$2.25 


DOUGLAS, GARY 


Modular Wastewater Treatment System Demonstration 
for the Textile Maintenance Industry 
PB-231 837/6GI 74-14 13B PC-GPO/MFS2. 25-NTIS 


DOUGLAS, GEORGE R. 


Design of Ultrasonic Transducers for Use with Rolling 
Mill Rolls. 
PATENT-3 620 061 74-03 131 Not available NTIS 


DOUGLAS-HAMILTON, D. 


Investigation of the Production of High Density 
Uniform Plasmas, 
AD-775 099/5GI 


DOUGLAS, J. RICHARD 


Production of Inconel 718 Mortar Tubes by Hydro- 
Static Extrusion. 
AD-783 416/1GI 74-20 19F PC$3.75/MF$2.25 


DOUGLAS, JIM JR. 


A Galerkin Procedure for Approximating the Flux on 
the Boundary for Elliptic and Parabolic Boundary 
Value Problems. 

AD-779 436/SGI 74-15 12A PC$3.25/MF$2.25 


74-09 201 PC$3.75/MF$2.25 


Some Superconvergence Results eed a (H sup 1)- 
Galerkin Procedure for the Heat Equa’ 
AD-774 249/7GI 74-08 20M PCS3. 75/MF$2.25 


DOUGLAS, JUDITH A. 
Starch Polyethylenimino Thiourethane Reinforced 


Rubbers. 
PATENT-3 542 708 74-17 113 Not available NTIS 


DOUGLAS, LOUISE J. 
Gas Chromatographic Method for Analyzing Gases As- 


sociated with Coal 
PB-234 072/7GI 


DOUGLAS, MARVIN 
Communication System Handbook for State Highway 


Departments. 
PB-224 686/6GI 74-02 17B PC$6.25/MF$2.25 


DOUGLAS, R. A. 


Experimental Determination of Dynamic Stress-Strain 
Relationships During Wave Propagation in Brittle 
Materials. 

AD-782 577/1GI 74-19 14B PC$5.75/MF$2.25 


Interior Stresses from aye Strips of Explosive 
Detonating on a Plate Edg: 
AD-787 576/8GI 74-26 19D PC$4.75/MF$2.25 


A Preliminary Experimental Investigation of the Man- 
ganin Stress Transducer. 
AD-772 633/4GI 74-06 14B PC$4.25/MF$2.25 


DOUGLAS, R. G. 
Clinical Evaluation of Respiratory Virus and Bacterial 


Polysaccharide Vaccines, 

PB-233 654/3GI 74-19 6E PC$4.25/MF$2.25 
DOUGLAS, R. GORDON JR 

Prospective Study of Cytomegalovirus and Herpes 

Simplex Virus Infection of Patients Undergoing 


Chronic Hemodialysis. 
PB-234 484/4GI 


DOUGLAS, RICHARD L. 


The Effect of Lower Legal Drinking Age on Youth 
Crash Involvement. 
PB-235 917/2GI 74-24 13L PC$7.25/MF$2.25 


Washtenaw County 1971, 1972 and 1973 BAC (Blood 

Alcohol Concentration) Roadside Surveys. 

PB-230 496/2GI 74-11 SJ PCS4. 75/MF$2.25 
DOUGLAS, T. R. 


Structural Behavior of the Homewood Bridge. 
PB-235 286/2GI 74-23 13B PC$4.75/MF$2.25 


DOUGLAS, THOMAS B. 


Reprint: An Experimental Search for Gaseous Reac- 
tivity between AIF3 and HF near 1200 K. 

AD-771 514/7GI 74-04 7D Reprint 
Thermodynamics of Chemical Species Important to 
Rocket Technology. 

AD-782 028/5GI 74-19 7D PC$S.25/MF$2.25 
Thermodynamics of Chemical Species Important to 
Rocket Technology. 

AD-782 094/7GI 74-19 7D PC$S5.25/MF$2.25 
Thermodynamics of Chemical Species Important to 


Rocket Technology 
COM-74-10849/SGT 74-11 7D PCS$S5.25/MF$2.25 


Thermodynamics of Chemical Species Important to 
Rocket Technology. 
COM-74-10550/3GI 74-11 7D PC$5.25/MF$2.25 


DOUGLAS, V 


Intersection Point Properties of Level Line Families 
Schnittpunkteigenschaften Ebener Geraden Familien. 
N74-30023/7GI 74-24 12A PC$4.25/MF$2.25 


DOUGLAS, W. M. 


Reprint: Reactions of Coordinated Ligands. II. mu- 
Oxo-bis(difluoro-phosphineiron Tetracarbony|!). 
COM-74-50245/1IGI 74-10 7B Not available NTIS 


DOUGLASS, CURT C. 


Specification for Analysis of the SPE (AN/UYK-17) in 
a Radar Signal Processing oo 
AD-783 934/361 4-21 


DOUGLASS, D. A. 


Reusable Agena Study. Volume 2: Technical. 
N74-32285/0GI 74-25 22D PC$10.25/MF$2.25 


DOUGLASS, D. L. 


The Effect of Yttrium and Thorium on the Oxidation 
Behavior of Ni-Cr-al Alloys. 
N74-23114/3GI 74-18 LIF PC$3.75/MF$2.25 


DOUGLASS, DOROTHY H. 
Definition of Heavy Industries and Guidelines for Ac- 
ceptable Types of Manufacturing Uses in Delaware's 


Coastal Zone. 
74-12 SC PC$S.75/MF$2.25 


74-20 7D PC$3.25/MF$2.25 


74-22. 6E PC$3.75/MF$2.25 


at. 
PC$7.25/MF$2.25 


PB-231 459/9GI 
DOUGLASS, R. W. 


Remote Sensing Applications to Forest Vegetation 
— and Conifer Vigor Loss Due to Dwarf 
Mistletoe. 


N74-27804/5GI 74-20 2F PC$S.25/MF$2.25 
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DOUGLASS, R. W. Ill. 
A Guide for Performing System Safety Analysis. 
N74-14689/5GI 74-08 13C PC$3.75/MF$2.25 
DOUGLASS, RICHARD 
Statistical Inference From Multidisciplinary Accident 
Investigation. 
PB-234 706/0GI 74-21. 13L = PC$7.50/MF$2.25 
DOUGLASS, RICHARD L. 


Cost-Effectiveness and Alcohol-Related Highway 

Safety Countermeasures. An Annotated Bibliography 

With Commentary. 

PB-230 466/SGI 74-11 13L PC$3.75/MF$2.25 
DOUMA, MARK 8. 


Blue-Green Laser Material. 


AD-782 649/8GI 74-19 20E PC$S.75/MF$2.25 
DOUPNIK, J. R. 

Behavior of Thermal Plasma in the lonosphere and 

Magnetosphere. 

N74-22355/3GI 74-17 201 PC$4.25/MF$2.25 


Studies of the Structure of the Plasmasphere as Seen 
by Radiosounder Measurements Aboard the Alovetti- 


Satellite. 
N74-20467/8GI 74-14 4A PC$4.25/MF$2.25 
DOURY, A. 


Practical Method Giving a Quantitative Estimate of 
Oceanic Pollution. 
CEA-R-4512 74-08 13B PC$3.25/MF$2.25 


DOUSLIN, DONALD R. 
Inclined-Piston Dead-Weight Pressure Gauge. 
PATENT-3 195 354 74-11 14B Not available NTIS 
Inclined-Piston Dead-Weight Pressure Gauge. Patent, 
PATENT-3 260 118 74-11 14B Not available NTIS 


Reprint: Pressure, Volume, Temperature Relations of 
Ethane. 
AD-772 360/4GI 7405 7D Reprint 


Reprint: The Enthalpies of Formation of Ethylicyclobu- 
tane, Methylenecyclobutane, and 1,1-dimethyl- 


cyclopropane. 
AD-781 458/SGI 74-18 7C Reprint 


Thermodynamic Properties of Organic Compounds and 
Thermodynamic Properties of Fluids. 
AD-785 481/3GI 74-23 7D PC$3.25/MF$2.25 


Thermodynamic Properties of Organic Derivatives of 
the Lighter Elements and Thermodynamic Properties 


of Fluids. 
AD-774 455/0GI 74-08 7D PC$3.25/MF$2.25 
DOUSSARD, J. R. 


Method of Improving Analog Comparator Calibration 
Accuracy. 
BDX-613- 1013 74-10 14B PC$3.00/MF$2.25 


DOUSSIERE, J. 
Interaction of ADP, Atractyloside, and Gummiferin on 
the ADP Translocase of the Inner Mitochondrial Mem- 
brane. 
CEA-CONF-2376 
DOUZE, E. J. 
Studies of Long-Period Seismic Noise Generated by 
Atmospheric Pressure Changes. 
AD-787 874/7GI 74-26 8K PC$3.75/MF$2.25 
DOVATOR, N. A. 


— Self-Oscillating ae Utilizing Optical 
Pumping of He4 Atoms--Translatio 
2 086/3GI 74-19 4B PC$3.25/MF$2.25 


ae. D. B. 


Reprint: Properties of Molybdenum Films Prepared by 
Decomposition of the Carbonyl. 
AD-786 102/4GI 


DOVE, J. E. 


Reprint: Studies of the Relaxation of Internal Energy 
of Molecular Hydroge: 
AD-770 786/2GI 


DOVE, R. E. 


Program Requirements for Short Count Integrated 
Satellite Navigation Solution 
AD-786 976/1GI 74-25 17G PC$6.25/MF$2.25 


DOVELL, CLARK W. 


Disc Brake Mechanism. 
PATENT-3 752 267 74-26 131 Not available NTIS 


DOVER, C. B. 


Kaon--Nucleus Interaction. 
BNL-18056 74-02 20H PC$3.75/MF$2.25 


Pion--Nucleus Interaction. 
BNL-18747 74-17 20H PC$S.25/MF$2.25 
DOVER, LAWRENCE E. 


A Summary and Analysis of Selected Life Cycle Cost- 
ing Techniques and Models. 
AD-787 183/3G1 74-26 1SC PC$7.00/MF$2.25 


74-14 6A PC$3.00/MF$2.25 


74-24 20L Reprint 


n. 
74-03 7D Not available NTIS 


DOVEY, HENRY H. 


Extension of Three Dimensional Analysis - Shell 
Structures Using the Finite Element Idealizatio: 
PB-230 353/SGI 74-11 20K PC$7 ‘00/MFS2. 25 


DOVGALYUK, YU. A. 


Theoretical Investigation of Processes of Natural and 
Artificial Cloud Formation--Translatioa. 
AD-774 412/1GI 74-08 4B PC$3.25/MF$2.25 


DOVGYALLO, E. N. 


Horizontal Transparency in Cities and Industrial Cen- 
ters--Translation. 
AD-769 327/8GI 74-01 4A PC$3.25/MF$2.25 


DOVIAK, R. J. 


Meteorological Radar Signal Intensity Estimation. 
COM-73-11923/2GI 74-01 4B PC$4.75/MF$2.25 


DOVRONRAVIR, P. P. 
Optical Observations of Distant Artificial Space Ob- 


jects, 

JIPRS-61728 74-12 17H = PC$3.25/MF$2.25 
DOW, G. U. 

Reprint: Serum and Nasal Secretion Inhibition as Rela- 

tive to the Carrier State of ‘Neisseria meningitidis’. 

AD-769 363/3GI 74-01 6M = Reprint 
DOW, JOHN D. 


Reprint: The Mahan Soft-X-Ray Anomaly in Lithium: 
Relationship to the Knight Shift. 
AD-773 081/5GI 


DOW, M. B. 
Service Evaluation of Aircraft Composite Structural 


Components. 
N74-19667/6GI 74-14 1C PC$3.25/MF$2.25 
Technique for Bonding. 
PAT-APPL-436 317 74-18 13H PC$3.25/MF$2.25 
DOW, ROBERT L. 
Reprint: American Lobsters Tagged by Maine Com- 
mercial Fishermen, 1957-59. 
COM-74-50282-02-21/GI 
74-18 6C (Order as COM-74-50282-02) 


74-06 7D Reprint 


DOWD, M. 


An Investigation into the Effects of Scattered Radia- 
tion upon Image Sharpness and Contrast using Cobalt- 
60 Gamma Radiation and Steel Plates in the Thickness 
Range 20 to 100 mm, 

AD-780 348/9GI 74-16 14B PC$3.25/MF$2.25 


DOWD, MICHAEL F. 
Bare Base Rapid Site Synthetic Surfacing Equipment. 
AD-771 976/8GI 74-05 13C PC$3.75/MF$2.25 
DOWD, PATRICK J. 
Reprint: A Proposed Spatial Orientation Flight Train- 
ing Concept. 
AD-783 155/SGI 74-20 SI Reprint 
a > A Useful Test in Selecting Motion-Sick-Prone 
Individ 
AD-776 a38/4GI 74-11 6N Reprint 
Reprint: Influence of Alcoholic Liquors on the 
Vestibulo-Ocular Responses to Coriolis Stimulation. 
AD-787 323/SGI 74-26 60 Reprint 
The USAFSAM _ Spatial Orientation Trainer: 
Background and Apparatus. 
AD-772 694/6GI 74-06 SI PC$3.25/MF$2.25 
DOWDEN, R. L. 


Conjugate Magnetospheric Transmissions at VLF from 
Alaska to New Zealand. 
AD-777 812/9GI 74-13. 4A PC$3.25/MF$2.25 


Magnetosphere Amplification and Doppler Shift of 
VLF Signals from Post Heiden. 
AD-780 718/3GI 74-17 17B  PC$3.25/MF$2.25 


DOWDEN, RICHARD L. 


Alaska to New Zealand Whistler Mode Transmission 
at 6.8 kHz, 
AD-781 382/7GI 


DOWDING, CHARLES H. 


Deformations and Pore Pressures seg 5 Beneath a 
2.4 Mile Embankment on Soft Cla 
PB-236 999/9GI 74-26 3B PC$5.25/MF$2.25 


Prediction of the Magnitude and Rate of Movement of 

the Embankment upon Removal of the Surcharge at I- 

95, 

PB-237 000/5GI 74-26 13B PC$4.25/MF$2.25 
DOWDLE, W. R. 


Influenza Research in the Soviet Union, 1974, 
PB-233 546/1GI 74-18 6E PC$3.25/MF$2.25 


DOWDY, ROSS W. 
Magazine Headwall Response to Explosive Blast. 


74-18 4A PC$3.25/MF$2.25 


AD-787 466/2GI 74-26 19D PC$S.75/MF$2.25 
DOWELL, E. H. 

Free Vibrations of a Plate with Varying Number of 

Supports. 

N74-28362/3GI 74-20 20K PC$3.75/MF$2.25 


DOWER, R. J. 
The Utilization of Mild Steel Machining Swarf in Hot 
Forging. 
N74-12253/2GI 74-06 13H PC$3.25/MF$2.25 
DOWLER, T. W. 
Hit: A Monte Carlo Target-Coverage Rou 
LA-5408-MS 74-17 9B Poses 00/MF$2.25 


DOWLING, JOHN N. 


Blood Transfusion and Cytomegalovirus Infection. 
PB-234 205/3GI 74-20 6E PC$3.25/MF$2.25 


DOWLING, N. E. 
Local Stress-Strain Approach to Cumulative Fatigue 
Dam Analysis. 
AD-777 462/3GI 74-12 LIF PC$4.75/MF$2.25 
DOWNEN, DOUGLAS W. 
Meteorological Satellite Literature Digest - 1967. 


Developments in Hardware and Satellite Systems. 
AD-778 317/8G1 74-13 22B PC$3.25/MF$2.25 


Meteorological Satellite Literature Digest - 1967. 
Developments in Interpretations of Cloud Pho’ hs. 
AD-778 304/6GI 74-13 22B PC$3.25/MF$2.25 


Meteorological Satellite Literature Digest - 1967. 
Developments in Radiation Measurements. 

AD-778 315/2G1 74-13 22B PC$3.25/MF$2.25 

DOWNER, D. G. 

San Francisco Vessel Traffic System Comparison 
Tests of the Raytheon 1605 Harbor Advisory Radar 
— the AN/FPS-109(XN-1) Vessel Traffic System 
adar. 

AD-770 098/2GI 74-02 171 PC$4.75/MF$2.25 


San Francisco Vessel Traffic — Test of the Traf- 

fic Analysis and Display Subsystem 

AD-787 389/6G1 74-26 133 PC$10.00/MF$2.25 
DOWNEY, J.C. 


Shrinkage Evaluation in Mechanized Welded 16-Inch- 
Diameter Circumferential Pipe Joints. 


ANCR-1121 74-04 13E PC$4.00/MF$2.25 
DOWNEY, L. 

Multidisciplinary Accident Investigations. 

PB-231 370/8GI 74-12 13L) = PC$11.25/MFS$2.25 


DOWNEY, PAUL J. 


Computer Analysis of Air Pollution from Highways, 
Streets, and Complex Interchanges. A Case Study: 
Portions of the Proposed 3-A System in 1978 Bal- 
timore, Maryland. 

PB-231 334/4GI 74-12 13B PC$S.75/MF$2.25 


= Transportation Air Pollution Studies (TAPS) 
stem. 
PB.230 919/3GI 74-11 13B PC$5.25/MF$2.25 


DOWNEY, RONALD G. 


Associate Evaluations: Nominations vs. Ratings. 
AD-785 550/SGI 74-23 SI PC$3.25/MF$2.25 


DOWNING, J. N. 


Survey of a 210-Kj Dense Plasma Focus (Dpf 6). 
LA-5635-MS 74-24 18A PC$4.00/MF$2.25 


DOWNING, K. G. 


Multidisciplinary Study of Wyoming Test Sites. 
E74-10624 74-19 8B PC$3.75/MFS$2.25 


DOWNS, ALAN R. 


A Multiple Scattering Radiative Transfer Model for 
Use in Ground Target Signature Mode 
AD-772 915/SGI 7406 17H 4.25/MFS2.25 


DOWNS, ANTHONY 


Urban Processes: As Viewed by the Social Sciences, 
PB-234 285/5GI 74-19 SK PC$S.00/MF$S5.00 


DOWNS, CHARLES PATRICK 


A Rational Basis for Circumferential Distortion Index 
Formulation. 
AD-783 819/6GI 74-21 13G PC$4.25/MF$2.25 
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DUEVA, L. A. 


Experimental Study of the Effect of Dose of a Chemi- 
cal Substance on the Incidence and Intensity of Con- 
tact Allergy--Translation. 
AD-785 210/6GI 


DUEWEKE, JAMES E. 


Mechanism to Transfer Engine Torque and Control 

Motion Across Helicopter Rotor Vibration Isolator. 

PATENT-3 563 499 7405 IC Not available NTIS 
DUEWEKE, JOHN J. 


Takeoff and Landing Analysis Computer Program 
(TOLA). Part III. User's Manual, 


74-02 203 PC$3.75/MF$2.25 


74-23 6E PC$3.25/MF$2.25 
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AD-787 656/8GI 74-26 1B PC$8.50/MF$2.25 
DUEWEKE, P. W. 

The Air ae Weapons Laboratory Laser Window 

Test A 

AD- BS2/7G1 74-21 20E PC$S.75/MF$2.25 


DUEWEKE, PAUL W. 


Response of Materials to Impulsive Loading. 
AD-783 315/SGI 74-20 19D PC$4.75/MF$2.25 
DUFAYET, J. P. 


oo hp mee of Sodium Bond Carbide Fuel 
in Rapsodie. 
CONF-730726-1 74-08 183 PC$3.25/MF$2.25 


DUFEK, EDWARD J. 


Coating Compositions Comprising Polymers of Vinyl 
Ethers of Polyunsaturated Fatty Alcohols. 
PATENT-3 179 717 74-20 11C Not available NTIS 


DUFF, M. J. 
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74-04 20H PC$4.75/MF$2.25 
DUFF, WAYNE H. 


Air Pollution Abatement and Regional Economic 
Development. An Input-Output Analysis, 
COM-74-10560/2GI 74-10 13B PC$7.50/MF$2.25 


DUFPAIT, R. 
Lifetimes and Structures of Some Levels Above 1.5 
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LYCEN-7344 74-06 20H PC$3.00/MF$2.25 
DUFFEE, RICHARD A. 


Evaluation of Odor Measurement Techniques: Volume 


I. Animal Rendering Industry. 
PB-228 186/3GI 74-10 13B PC$4.75/MF$2.25 
DUFFEK, W. 


Compatibility Study of an Astronomical Satellite a-6. 

Part 2: Technical Study of Spacecraft and Subsystems. 

N73-32787/6GI 7402 22B PC$7.25/MF$2.25 
DUFFETT, JOHN W. 


The Energy Crisis: Revision in US Policy to Preserve 
National Security. 


AD-778 886/2GI 74-14 SD PC$3.75/MF$2.25 
DUFFIE, J. A. 

Modeling of Solar Heating and Air Conditioning 

PB-228 877/7GI 74-10 13A_ PC$3. 25/MFS2. 25 


DUFFIELD, DEBORAH A. 
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DUFFIELD, T. L. 
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AD-775 375/9GI 74-09 17B PCS9. 25/MF$2.25 
DUFFIN, R. J. 
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gramming. 

AD-776 471/5GI 74-11 12B Reprint 
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AD-776 516/7G1 74-11 112A Reprint 
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AD-776 472/3G1 74-11 20K Reprint 
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AD-776 $15/9GI ere 12B Reprint 


DUFFY, FRANK H. 
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Hydrocarbons, 
AD-785 679/2G1 74-24 6T PC$3.25/MF$2.25 
DUFFY, HUGH G. 
Federal Evaluation Policy: Analyzing the Effects of 


Public Programs, 
PB-233 389/6GI 74-18 SK PC$6.00/MFS$6.00 
DUFFY, J. 
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PB-226 298/8G1 74-05 6P PC$4.25/MF$2.25 
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AD-782 197/8GI 74-19 iF ‘PCS3. 75/MF$2.25 
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Part I. The Effects of Temperature on the Static and 
Dynamic Stress-Strain Characteristics in Torsion of 
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AD-770 189/9GI 74-02 11F PC$4.75/MF$2.25 
DUFFY, JAMES P. JR. 
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AD-785 490/4GI 74-23. SI PC$S.75/MF$2.25 


DUFFY, JAMES V. 
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AD-777 375/7GI 74-12 7C PC$3.25/MF$2.25 


A Comparison of the Thermal Crosslinking Behavior 
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AD-778 308/7GI 74-13 7C PC$3.75/MF$2.25 
DUFFY, JOHN 
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Modeling with the Group Method of Data Handling. 
AD-772 347/1GI 7405 13B Reprint 
DUFFY, JOHN A. 
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AD-786 S11/6GI 74-25 19A PC$4.75/MF$2.25 


DUFFY, JOSEPH 
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Associated Antigen) Carriers. 
PB-236 393/SGI 74-25 6M PC$3.25/MF$2.25 


DUFFY, JOSEPH R. 


Equivalency of Sentence Intelligibility Lists for Au- 

diological Assessment of Naval Personnel and Navy 

Voice Communication Systems. 

AD-775 684/4GI 74-10 17B PC$3.25/MF$2.25 
DUFFY, LAWRENCE R. 


Design of Training Systems, Phase 1 Report. Volume 
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AD-774 931/0GI 74-09 SI PC$11.50/MF$2.25 
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AD-774 932/8GI 74-09 SI PC$7.25/MF$2.25 
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AD-778 762/SGI 74-14 20F PC$4.25/MF$2.25 

DUFFY, ROBERT J. 
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diological Assessment of Naval Personnel and Navy 
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AD-775 684/4GI 74-10 17B PC$3.25/MF$2.25 
DUFFY, T. E. 
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PB-230 896/3GI 74-12 13B PC$9.50/MF$2.25 
DUFFY, T. J. 
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UCRL-75022 74-10 18A PC$3.00/MF$2.25 
DUFFY, T. L. 
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DUFOUR, R. 
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AEC-tr-7477 74-06 18] PC$4.50/MF$2.25 
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exp 235 U Fission Products for Cooling Times 
Between 70 Sec and 7X10 exp 6 Sec. 
AEC-tr-7472 74-06 20H PC$3.25/MF$2.25 
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Color Characterization Before and After Lime Treat- 


ment. 

PB-235 493/4GI 74-23 13B PC-GPO/MF$2.25-NTIS 
DUGAN, J. P. 
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AD-186 355/8GI 74-25 20D PC$3.25/MF$2.25 


74-09 4B PC$3.25/MF$2.25 


74-07 6R PC$4.25/MF$2.25 


DUGAN, JOHN P. 
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AD-775 298/3GI 74-09 8C PC$3.75/MF$2.25 
DUGAN, K 
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tigroup Neutron Transport S/sub n/ Program Straint. 

AWRE-O-42-73 74-14 20H PC$6.75/MF$2.25 
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Role of Algal and Fungal Polysaccharides in the For- 

mation and Hydrolysis of Lake Sediments, 

PB-236 177/2GI 74-25 6M PC$3.75/MF$2.25 


DUGAS, RONALD J. 


The Mollusk Communities of Lakes Pontchartrain and 

Maurepas, Louisiana, 

COM-74-10734/3GI 74-11 6C PC$3.25/MF$2.25 
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COM-74-10698/0GI 74-11 6C Reprint 
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74-02 SI PC$4.75/MF$2.25 
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PB-236 101/2GI 74-25 13B PC$4.75/MF$2.25 
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PB-236 103/8GI 74-25 SI PC$3.25/MF$2.25 
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PB-236 102/0GI 74-25 SC PC$3.75/MF$2.25 


DUGGER, C. O. 
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PAT-APPL-419 459 74-18 20B PC$3.25/MF$2.25 
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DUGGER, G. 
An Evaluation of the Effects of Bed Rest, Sleep 
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N73-32008/7GI 74-02 6S PC$3.75/MF$2.25 


DUGGER, K. R. 
Ecosystems Analysis of the Big Cypress Swamp and 
Estuaries. 
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DUGLE, J. RB. 
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AECL-4668 74-21 6R PC$S.50/MF$2.25 
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AECL-4758 74-24 6F PC$S.75/MF$2.25 
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74-17 6F PC$10.25/MF$2.25 
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CONF-730802-4 74-10 8H PC$3.00/MF$2.25 
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CONF-740904-3 74-26 8H PC$4.25/MF$2.25 
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CEA-CONF-2427 7406 14B PC$3.00/MF$2.25 
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74-24 20H PC$4.75/MF$2.25 
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AD-774 217/4GI 74-08 15SG PC$3.25/MF$2.25 
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COM-74-11598/1GI 74-25 6F Reprint 
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COM-74-11594/0GI 74-25 6F Reprint 
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COM-74-11621/1GI 74-25 6F Reprint 


DUKES, RANDLE E. 
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AD-769 540/6GI 7401 13D PC$3. 25/MF$2. 25 
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N74-30422/1GI 74-24 20M PC$10.00/MF$2.25 
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AD-775 201/7GI 7409 1C PC$12.00/MF$2.25 
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tion pi exp - + p Implies p + Anything in the Region 
of Fragmentation of the Incident Particles at 2.13 and 
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ITEF-72 74-24 20H PC$4.00/MF$2.25 
DUKLER, A. E. 


Analysis of Existing Data from the San Diego Test 


Facility, Phase II. 
PB-232 357/4GI 74-15 7A PC$4.75/MF$2.25 
DUKSINA, A. G. 


Study of Film Structure on a Commutator Formed by 
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-Translation. 

AD-782 553/2GI 


DUL’YAN, L. S. 
Modified Dirac Equation in Quantum Field Theory. 
JINR-P2-7995 74-24 203 PC$4.00/MF$2.25 
DULAIGH, D. E. 


Vacuum Jacketed Composite Propulsion Feedlines for 
Cryogenic Launch and Space Vehicles, Volume |. 
N74-18505/9GI 74-12 11D PC$S.75/MF$2.25 


Vacuum Jacketed Composite Propulsion Feedlines for 

a Launch and Space Vehicles. Volume 2: Ap- 

Rina-tesee/7G1 74-12, 11D PC$S.75/MF$2.25 
DULCHINOS, J. 


Balloonborne Aerosol Particle Concentration and Size 
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74-19 9A PC$3.25/MF$2.25 


AD-770 957/9GI 74-03 4B PC$3.25/MF$2.25 
DULCHINOS, JOHN 

Aerosol Counters. 

AD-770 $19/7GI 7402 14B PC$3.25/MF$2.25 

Balloon-Borne Aerosol Counter Modifications, Particle 
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AD-784 866/6GI 74-23 4A  PC$3.75/MF$2.25 

Stratospheric Balloon Aerosol Particle Counter Mea- 

surements. 

AD-777 135/SGI 74-12 4A PC$4.75/MF$2.25 
DULIERE, S. F. 


Relation of Carbon Fiber Axial Thermal Expansions to 
Their Microstructures. 


SLA-73-485 7408 11E PC$3.50/MF$2.25 
DULIN, M. V. 
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AD-781 210/0GI 74-18 20E PC$4.25/MF$2.25 
DULIN, V. A. 


Calculation of the Effects of Self-Shielding During 
Measurement of Reactivity Coefficients. 
FEI-392 74-11 18K PC$3.25/MF$2.25 


Experimental and Calculational Study of Two Fast Bfs 
Critical Assemblies. 
FEI-403 74-18 18E PC$4.75/MF$2.25 


DULL, DENNIS L. 


Salt Water Corrosion Behavior of Aluminum-Graphite 
Composite 


AD-777 160/3G1 74-12 11D PC$3.25/MF$2.25 


Thermal and Mechanical Effects on the Corrosion 
Behavior of Ti-6Al-4V. 
AD-777 170/2GI 74-12 L1F PC$3.75/MF$2.25 


DULMAGE, HOWARD T. 


o-—_ _; Microbial Insecticides and Methods of 


aration Thereof. 
PATENT3 702 359 «= 74-11 6F Not available NTIS 
DULOCK, V. A. JR.. 


Operational Concepts for Selected Sortie Missions: 
Executive Summary. 


N74-28324/3GI 74-20 22A_ PC$3.75/MF$2.25 
DULOV, A. V 

Ranteneents of Psychological Analysis in Preliminary 

Investigation, 

IPRS-61685 74-12 SJ PC$S.75/MF$2.25 
DUM, C. T. 

Lg Heating and Quenching of lon Sound Insta- 

IPP-6-122 74-21 201 PC$4.00/MF$2.25 
DUMA, M. 


Programs for the Calculation of the Spectra of 
Charged Particles in the Continuum. 
IFA-CRD-53-1973 74-14 18D PC$3.00/MF$2.25 


Subprograms for the Calculation of the Clebsch--Gor- 

dan, Racah, and Fano Coefficients Using the Pdp-8/I1 

Computer. 

IFA-CRD-56-1974 74-21 20H PC$4.00/MF$2.25 
DUMAIL, M. 


Production of a Fe exp - Beam by Cathode Sputtering 

in a Penning Source. 

IPNO-72-6 74-11 20G PC$3.00/MF$2.25 
DUMAN, E. L. 

Study of the Reaction of Xenon Difluoride and 

Trifluoroacetic Acid in Acetonitrol. 

IAE-2313 74-24 7C PC$4.00/MF$2.25 
DUMARAIS, O. V 


Determination of Nuclear Spectroscopic Factors from 
Data on Differential Cross Sections for Elastic 
Neutron Scattering on Light Nuclei. 

JINR-E2-7731 74-20 20H PC$4.25/MF$2.25 


DUMBLETON, M. J. 


Available rere for Route Planning and Site In- 
ves! 


PB-225 357/361 7402 13B PC$3.75/MF$2.25 
Guidance on Planning, Directing and Reporting Site In- 
ve! s, 

PB-235 416/SGI 74-23 13C = =PC$4.25/MF$2.25 


DUMBRAIS, O. V. 


Determination of the Coupling Constants H exp 3 Dn, 
H exp 3 H exp 3 pi and He exp 3 He exp 3 pi , from 
the Data on the Differential Cross — of the NH 
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JINR-E2-7228 74-06 20H PCs: 25/MF$2.25 
Dispersion Relations for the Logarithm of the K exp 
+- p Forward Scattering Amplitude. 

JINR-P2-7853 74-21 20H PC$4.00/MF$2.25 
Modulus and Zeros of Forward Scattering Amplitudes 
and Bounds on Coupling Constants 

JINR-P2-7823 74-22 20H PC$4.25/MF$2.25 

DUMKINA, G. Z. 


Some Clinical and Physiological Studies of Workers 
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. AD-772 449/SGI 74-06 63 PC$3.25/MF$2.25 
DUMMER, R. S. 
0 Gas-Surface Energy Transfer Experiment. 
N74-25869/0GI 74-19 4A PC$4.25/MF$2.25 


DUMONCEAUX, ROBERT 
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the Weibull Distributions. 


AD-780 309/1GI 74-16 12A Reprint 
DUMONG, W. 
Design of a Classification Scheme for Mechanical 


Parts Costered on Fabrication Group Technology Im- 
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N74-22154/0GI 74-17 13H = PC$S.7S/MF$2.25 
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N74-1615 I 74-10 131 PC$4.75/MFS$2.25 


DUMONT, RENE M. 

Los Angeles Services to the Homebou 

PB-235 892/7GI 74-23 SI Pcs3. 75/MF$2.25 
DUMONT, V. 


Real Time Identification of Aircraft Parameters. Con- 
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en Temps Reel des Parametres d'UN Avion. Contribu- 
tion au Auto-Adaptatif. 

N74-22683/8GI 74-18 17G PC$5.25/MF$2.25 


DUNCAN, J. D. 


DUMOUCHEL, J. ROBERT 


Status of Real Estate and Rehabilitation Activities. In 

Kansas City’s Uncompleted Urban Renewal Projects. 

PB-235 284/7GI 74-23 13B PC$3.7S/MF$2.25 
DUNAITSEV, A. F. 


Search for Heavy Quasistable Leptons. 
IFVE-SEF-72-116 74-06 20H PC$3.50/MF$2.25 


DUNAVANT, J.C. 
Effect of Wall to Total Temperature Ratio Variation 
on Heat Transfer to the Leeside of a Space Shuttle 
Configuration at M 10.3. 
N74-18555/4GI 74-12 22B PC$4.25/MF$2.25 
DUNAWAY, D. L. 


Safety Analysis Report for Packaging Steel Banded 
Wooden Shipping Containers for Slightly Enriched 
Uranium Metal. 

NLCO-1107 74-24 18F PC$4.00/MF$2.25 


DUNAWAY, P. B. 


Final Report on Postattack Ecology. 
ORNL-TM-3837 74-09 6R PC$6.25/MF$2.25 


DUNAWAY, PAUL B. 


Postattack Ecology. 
AD-771 764/8GI 7405 6F PC$4.75/MF$2.25 


DUNAYEYV, B. 8S. 
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Study and Environmental Monitoring: An Aircraft Ex- 
periment. 
N74-27870/6GI 74-20 14E PC$3.25/MF$2.25 
DUNBAR, ELTON E. 
Preliminary Design of Rocket-Borne Cryogenic Dewar 


and Signal Electronics. 
AD-787 851/SGI 74-26 4A PC$6.25/MF$2.25 
DUNBAR, MOIRA 


Radar Measurement of Ice Drift in Robeson Channel, 


1972. 
AD-786 998/SGI 74-25 8L PC$3.75/MF$2.25 


Reprint: Ice Regime and Ice Transport in Nares Strait. 
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AD-779 687/3G1 74-15 8L PC$3.75/MFS$2.25 


DUNBAR, P. M. 
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N74-28544/6GI 74-22 10B PC$6.25/MF$2.25 


DUNBAR, W. R. 
DC-9 Noise Retrofit Feasibility. Volume 1. Lower Goal 


Noise, Performance and Cost Evaluation. 

AD-776 127/3GI 74-10 1B PC$7.00/MF$2.25 
DUNCAN, A. A. 

Particle Characterization. 

MHSMP-74-5-N 74-17 19A PC$4.00/MF$2.25 

Particle Characterization. Period Covered: July--Sep- 

tember 1973. 

MHSMP-73-43-0 74-10 7D PC$3.00/MFS$2.25 

Petn and Lx-13 Processing 

MHSMP-74-5-E 7417 19A PC$4.00/MF$2.25 
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DUNCAN, D. D. 
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AD-775 738/8G1 74-10 20F PC$3.75/MF$2.25 


DUNCAN, DAVID B. 


Statistical Techniques for Communication, Tracking 
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AD-777 182/7GI 74-12 12A PC$3.25/MFS$2.25 
DUNCAN, DON A. 
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, California: A Checklist. 


PB-230 643/9GI 74-12 6C PC$3.25/MFS$2.25 
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AD-785 800/4GI 74-24 6C Reprint 
DUNCAN, GREG 
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Economic Progress, Volume I: An Analysis of the 
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PB-236 457/8GI 
DUNCAN, J. 


: Effects of Oxygen Levels on the Fatty Acids 
Lipids of Mucor rouzii. 
AD-781 416/3GI 74-18 6A Not available NTIS 


DUNCAN, J. D. 


Brayton Heat Exchanger Unit Development Program 
(Alternate Design). 


74-25 SC PC$11.25/MFS$2.25 


PA-281 








DUNCAN, J. D. 


N74-15656/3GI 74-09 13A PC$4.75/MF$2.25 
DUNCAN, J. FRED 


Reprint: Haemaphysalis (Rhipistoma) bartelsi Schulze 
(Ixodoidea: Ixodidae): Immature Stages from a 
Treehcle Nest of the Indonesian Red Giant Flying 


ety T37/1GI 74-20 6C Reprint 
DUNCAN, J. M. 

Seepage and Groundwater Effects Associated with Ex- 

plosive Cratering. 

AD-782 356/0GI 74-19 19D PC$7.25/MF$2.25 


DUNCAN, JOHN F. 
Reprint: Chromosomes of Two Species of Mus from 
Southeast Asia. 
AD-785 764/2GI 74-24 6C Reprint 
Reprint: Karyotypes of Five Taxa of Rattus (Rodentia: 
Muridae) from Indonesia. 
AD-785 787/3GI 
DUNCAN, LOUIS D. 
Approximations in Inverting the Radiative Transfer 


74-24 6C Reprint 


Equation. 
AD-783 492/2GI 74-21 4A PC$3.25/MF$2.25 


Determining Nuclear Fallout Winds from Satellite-Ob- 

served Spectral Radiances. 

AD-772 967/6GI 74-06 18H PC$3.25/MF$2.25 

An Iterative Inversion of the Radiative Transfer Equa- 

tion for eangeteee Profiles. 

AD-776 899/7GI 74-11 4B PC$3.25/MF$2.25 
DUNCAN, N. C. 

A Method of Estimating the Distribution of Speeds of 

Cars on Motorways, 

PB-228 217/6GI 7408 13B PC$3.75/MF$2.25 


DUNCAN, ROBERT E. 

Rifle-Gas Launched Grenade Concept. 

AD-776 389/9G1 74-11 19A PC$4.75/MF$2.25 
DUNCAN, THOMAS O. 


A Review of Literature on the Use of Potassium Per- 
manganate (K Mn04) in Fisheries. 
PB-235 453/8GI 74-22 6C PC$4.25/MF$2.25 


DUNCAN, TYRONE E. 


Reprint: Mutual Information for Stochastic Differential 
Equations. 
AD-769 146/2G1 74-01 9D Reprint 


DUNCKEL, NICHOLAS 


The Feasibility of a Sub-LF Satellite-to-Submarine 
Communication Downlink, VLF Noise Levels in the 
Ionosphere. 

AD-769 139/7GI 74-01 17B PC$3.25/MF$2.25 


DUNCOMBE, CHRISTOPHER B. 
Multipath Channel Simulation and Modem Evaluation 


Program. 

AD-787 453/0GI 74-26 17B PC$4.25/MF$2.25 
DUNCOMBE, E. 

Improved First Order Analysis of the Plastic Stability 
of Diffuse Patches in Tubes and Sheets (Lwbr 
Development Program). 

WAPD-TM-984 74-02 13K PC$3.00/MF$2.25 


Start-Stop Testing of Two Self- oe Air-Lubricated 
Spiral Groove Thrust Bearing Coa 
N74-31945/0GI 74-25 rr i PCSé. 25/MF$2.25 


DUNGWORTH, D. L. 


Reprint: Ultrastructure of Pulmonary Alveolar 
Macrophages In Situ in Lungs from Rats Exposed to 
Ozone. 

AD-771 273/0GI 


DUNHAM, ALAN D. 


The Development of a earn — he for Estimating the 
Cost of Air Force On-the-Job Traini 
AD-785 141/3GI 74-23 SI mcs. 25/MF$2.25 


DUNHAM, J. T. 


Bureau of Mines Research Programs on Recycling and 

—- of Mineral-, Metal-, and Energy-Based 
astes. 

PB-227 476/9GI 74-08 81 PC$4.25/MF$2.25 


The U.S. Zinc Industry: A Historical Perspective. 


74-04 6E Reprint 


PB-231 050/6GI 74-12 SC PC-GPO/MF$2.25 
DUNHAM, T. D. 

Automotive Disc Recorder Environmental Tests. 

PB-226 705/2GI 74-05 13L PC$S5.25/MF$2.25 


DUNIGAN, JOHN M. 


Nearly Best Linear Invariant Conditional Estimation of 
the Mean and Standard Deviation of the Logistic Dis- 


tribution. 

AD-776 760/1GI 74-11 12A_ PC$10.00/MF$2.25 
DUNIN, M. S. 

Brown Rust in Wheat, 

JPRS-61877 74-14 2D PC$3.25/MF$2.25 


DUNK, R. 


ba Determination of Chloride, Bromide and lodide by 
‘ool Flame Emission Spectroscopy. 
Nreto1i mil 74-04 7D PC$3.75/MF$2.25 
DUNKY, A. 


In Vivo DNA Repair Studies in the Course of Therapy 
with Ancdrheumatics. 


SGAE-2255 74-22 6R PC$4.00/MF$2.25 
DUNLAP, B. D. 

Moessbauer Study of Oriented Ybcro sub 3 Powder. 

CONF-731104-11 74-11 20L PC$3.00/MF$2.25 


DUNLAP, BRETT I. 


Reprint: SO(2, 1) and the Hulthen Potential. 
AD-772 157/4G1 74-05 7D Reprint 


DUNLAP, DOUGLAS 


A Flare Effectiveness Model. 
AD-784 117/4GI 74-22 19A PC$4.75/MF$2.25 


DUNLAP, DUANE F. 


Investigation of the Dynamic Impact Characteristics of 
Roadside Structures. 


PB-230 468/1GI 74-11 13L = PC$3.75/MF$2.25 
Traffic Safety Barriers and Lighting Supports, 
PB-228 038/6GI 74-08 13L PCS6. 25/MF$2.25 


DUNLAP, HUBERT L. 
Intensive Services for the Socially Disabled. Project 
ae Accelerating Service in the Ghetto. East St. 
Louis 
PB-234 968/6G1 74-21 SK PC$4.75/MF$2.25 
DUNLAP, JOHN H. 


The Design and Performance of a Free-Fall Electro- 
Magnetic Velocity Profiler (EMVP). 
AD. 786 315/2G1 74-25 8C PC$S.75/MF$2.25 


DUNLAP, SAM O. 
ae Surface Generation for Digital Radar Simula- 


AD.772 953/6GI 74-06 171 PC$3.75/MF$2.25 
DUNLAP, W. A. 

A Bibliography of Offshore Pipeline Literature, 

COM-74-11387/9GI 74-21 13K PC$S.75/MF$2.25 
DUNLAP, WAYNE A. 

Properties of Composite Materials for Use in Ex- 

pedient Paving Systems. 

AD-778 442/4GI1 74-14 11D PC$4.25/MF$2.25 
DUNLAP, WILLIAM J. 

Subsurface Biological Activity in Relation to Ground 

Water Pollution, 

PB-227 990/9GI 74-08 8H PC-GPO/MF$2.25-NTIS 


DUNMYER, D 
Computer amenities of Ultrasonic Testing 
N74-28687/3GI 74-22 13H PCSa 75/MF$2.25 
DUNN, B. M. 


Multinode Analysis of B and W'S 205-Fuel-Assembly 
(Mark-C Design) Nuclear Plants During Loss-of-Coo- 
lant Accident. 

BAW-10065 74-04 181 PC$7.00/MF$2.25 


DUNN, CHARLOTTE M. 


Fish and Seafood - Dividend Foods. 
COM-74-11329/1GI 74-20 6H PC$3.75/MF$2.25 


DUNN, D. G. 
Aircraft Noise Source and Contour Estimation. 
N73-3194S/1GI 74-02 20A PC$7.50/MF$2.25 


DUNN, DAVID E. 
Annual Technical Report (ist), | June 1973 to 31 May 


1974, 
AD-782 816/3GI 74-20 7D PC$3.25/MF$2.25 
DUNN, DIANA R. 


Open Space and Recreation Opportunity in America's 


Inner Cities. 
PB-235 121/1GI 74-25 SK PC$6.25/MF$2.25 


DUNN, E. 
Medium-Energy Physics Program. Quarterly Report for 
the Period Ending April 30, 1973 . 
LA-5358-PR 7402 20G PC$S5.45/MF$2.25 
prey serene | Physics =. * agen Report for 
the Period Ending no 31, 
LA-5580-PR 4-20 pers PC$5.45/MF$2.25 
Medium-Energy Physics + allio Quarterly Report for 
the Period Ending July 31, 1973. 
LA-5439-PR 74-06 20G PC$4.00/MF$2.25 
Medium-Energy Physics Program. Quarterly Report for 
the Period Ending October 31, 1973. 
LA-S518-PR 74-20 20G PC$5.45/MF$2.25 
DUNN, G. H. 


Reprint: Absolute Cross Sections and Polarization for 
Electron-Impact Excitation of the K and H Resonance 
Lines of the Ca+ Ion. 

COM-74-50038/0GI 74-06 7D Not available NTIS 


Reprint: Absolute Cross Sections for Electron-Impact 
Excitation of N2(+). 


COM-74-S08S8/IGI 74-24 7D Not available NTIS 


Reprint: Electron-Impact Excitation of the Ba+ Ion. 
COM-74-50827/6GI_ 74-23 7D Not available NTIS 


Reprint: Measurement of Spiraling in a Magnetically 
Confined Electron Beam for Use in Collision Studies. 
COM-74-50596/7GI 74-18 14B Not available NTIS 


Reprint: Measurement of Total Cross Sections for 
Electron Recombination with NO(+) and 02(+) Using 
Ton Storage Techniques. 

COM-74-50525/6GI 74-16 7D Not available NTIS 


DUNN, GORDON H. 


Reprint: Storing Ions for Collision Studies. 

COM-74-50987/8GI_ 74-25 7D Not available NTIS 
DUNN, J. 

234-5 Bank Tank Circulation Studies. 

BNWL-CC-594 74-10 183 PC$3.00/MF$2.25 
DUNN, J. B. 

Traffic Census Results for 1972, 

PB-231 607/3GI 74-13 13F PC$3.75/MF$2.25 


DUNN, J. RICHARD 
Reprint: Loss of Salmon from High-Seas Gillnetting 
— Reference to the Japanese Salmon Mothership 


ishery 
COM. 50437-03-17/GI 
74-04 6C (Order as COM-73-50437-03) 


DUNN, JOHN 
F-89 Hydraulic Actuator Combinatorial Geometry 
Representation. 
AD-781 996/4GI 74-19 1C PC$3.75/MF$2.25 
DUNN, L. C. 


Gametic Selection as an Evolutionary Force: The 
Maintenance of Lethal Polymorphisms in Wild Popula- 
tions of Mus Musculus. 

COO-3115-10 74-18 6C PC$4.75/MF$2.25 


Genetical and Developmental Study of a Complex 

Locus in the House Mouse. Technical Progress Re- 

port, April 1, 1973--March 31, 1974. 

COO-3115-11 74-20 6C PC$4.00/MF$2.25 
DUNN, MICHAEL G. 

Infrared Radiation from H20, CO2 or NH3 Colli- 

sionally Excited by N2, O or Ar. 

AD-785 412/8GI 74-23 7D PC$4.75/MF$2.25 
DUNN, P. 


Reprint: Some Reactions of Organotin Compounds 
under Gamma-Irradiation: Preliminary Communication. 
AD-770 105/SGI 74-02 7C Not available NTIS 


Some Reactions of Organotin Compounds under 

gamma-Irradiation. 

DSL-TN-298 
DUNN, P. J. 

Dynamic Techniques for Studies of Secular Variations 

in Position from Ranging to Satellites. 

N74-27351/7GI 74-20 8E PC$3.75/MF$2.25 
DUNN, PETER C. 


Reszarch on Crustal Tilts in the Greater Boston Area. 
AD-776 058/0GI 74-10 8G PC$3.75/MF$2.25 


DUNN, R. B. 
Reprint: A Morphological Study of Solar Spicules. 
AD-778 117/2GI 74-13. 3B Reprint 
DUNN, RICHARD 
On Ulam’s Problem 
PB-233 564/4GI 
DUNN, RICHARD B. 


Reprint: The Solar Filigree. 
AD. 778 773/2G1 


74-07 7E PC$3.00/MF$2.25 


74-18 9B PC$3.25/MF$2.25 


74-14 3B Reprint 


DUNN, S. 
The Correlation Radar for Combat Surveillance. 
AD-779 415/9GI 74-15 171 PC$3.75/MF$2.25 
DUNN, STEVE 


Amine Metabolism in Uremia. 
PB-235 255/7GI 74-23 6A PC$4.25/MF$2.25 


DUNN, T. M. 
Reprint: Assignments of the no pi(*) Singlet States of 
- Benzoquinone. 
AD-784 641/3GI 74-22 7D Reprint 


Reprint: The Ground State Fundamentals of Para- 

Benzoquinone and Para-Benzoquinone-D4. 

AD-784 646/2GI 74-22 7D Reprint 
DUNN, THOMAS M. 


Resonance Spectra of Molecules Related to Laser 
Materials. 


AD-770 753/2GI 
DUNN, W. R. 


Soon Inverted Geometry Transistor Having Buried 
mitter. 

PATENT-3 760 239 74-02 9A Not available NTIS 
DUNN, WILLIAM A. 


Spill Risk Analysis Program. Phase II. Methodology 
Development and Demonstration. 


7403 7D PC$3.25/MF$2.25 


ESET 





aRASOSt 


SEY DATE 


AD-785 026/6GI 74-23 13L) =PC$7.50/MF$2.25 
DUNN, WILLIAM L. 
The Implied Policy Analyst: An Examination of Eight 


Schools of Public Policy, 
AD-786 873/0GI 74-25 SA PC$3.25/MF$2.25 
DUNNE, P. C. 


Dynamic Response by Large Step Integration. 
N74-32358/SGI 74-25 20K PC$3.75/MF$2.25 


DUNNETTE, MARVIN D. 


The Measurement of Organizational Effectiveness: A 
Review of Relevant Research and Opinion. 
AD-786 462/2GI 74-25 SA PC$9.25/MF$2.25 


Selection of Components to Comprise a Naval Person- 
nel Status Index (NPSI) and a Strategy for Investigat- 
ing Their Relative Importance. 

AD-776 285/9GI 74-10 SI PC$4.25/MF$2.25 


DUNNING, B. W. JR. 


Rapid Growth of Metallic Fibers by Partitioning Sulfur 
in a Copper-Iron-Sulfide Mineral. 
PB-231 280/9GI 74-12 IF PC$3.25/MF$2.25 


DUNNING, BEVERLY W. JR. 
Recovery of Copper from Chalcopyrite Ore Concen- 


trates. 
PAT-APPL-477 229 74-20 11F PC$3.25/MF$2.25 
DUNNING, BRUCE B. 


Pretesting Navy Career Information Themes for Au- 
dience Interest. 
AD-776 582/9GI 74-11 SI PC$S.25/MF$2.25 


DUNNING, C. E. 


Microwave Radiometry Applications Study. Volume I. 
AD-915 570/6GI 74-12 4B PC$S.25/MF$2.25 


Microwave Radiometry Applications Study. Volume II. 
Appendices. 
AD-915 571/4GI 


DUNNING, HERBERT N. 


Method for Removal of Liquid and Solid Materials 
from Gas-Well Bores. 
PATENT-3 073 387 


DUNNING, K. L. 


NRL Van de Graaff Operation, 1 January-31 
December 1972. 
AD-769 665/1GI 74-01 20G PC$4.25/MF$2.25 


NRL Van de Graaff Operation, 1 January-31 
December 1973. 
AD-779 264/1GI 


DUNNING, KENNETH G. 


Numerical Prediction of the Mean Wind Over Water 
Waves. 
AD-776 314/7GI 74-11 4B PC$3.75/MF$2.25 


DUNNING, R. S. 


The Orbital Mechanics of Flight Mechanics. 
N74-12482/7GI 74-06 22C PC$6.25/MF$2.25 


DUNNING, THOM H. JR. 


Vibrational Matrix Elements of the Quadrupole Mo- 
ment of N2(X singlet Sigma(g) + )). 
AD-781 384/3GI 74-18 7D PC$3.25/MF$2.25 


DUNPHY, JAMES R. 


Propagation of ee Laser Radiation 
through Atmospheric Turbulenc 
AD-783 277/7GI 74-20 30F PC$4.75/MF$2.25 


DUNPHY, P. P. 


Analysis of the 0.511 Mev Radiation at the OSO-7 
Satellite. 
N74-32247/0GI 


DUNSETH, MARIA G. 
Method of Precipitating Potash from a Phosphate Mix- 


74-12 4B PC$S5.75/MF$2.25 


74-10 81 Not available NTIS 


74-15 20G PC$4.25/MF$2.25 


74-25 3B PC$S.75/MF$2.25 


ture. 
PATENT-3 421877 74-07 7B Not available NTIS 


Process for Descaling Sea Water. 
PATENT-3 363975 74-08 7A Not available NTIS 


Recovery of Potassium from Phosphates. 
PATENT-3 379 498 74-08 7B Not available NTIS 


Recovery of Potassium from Sea Water. 
PATENT-3 382038 74-08 7B Not available NTIS 


Treatment of Sewage Digester Supernatant Liquor. 
PATENT-3 634 231 74-04 7A Not available NTIS 


Treatment of Sewage Digester Supernatant Liquor. 
PATENT-3 634 231 74-18 13B Not available NTIS 
DUNSKY, IRVING L. 


Corneal Damage Thresholds for a Fluoride 

and Deuterium Fluoride Chemical Lase 

AD-775 726/3G1 74-10 6R PCS3. 75/MF$2.25 
DUNSMORE, I. R. 

The Bayesian Predictive Distribution in Life Testing 

Models. 

N74-12295/3GI 7406 14D PC$3.25/MF$2.25 


DUNSON, G. L. 


Preparation and Comparison of Technetium-99m 
Diphosphonate, Polyphosphate and Pyrophosphate 
Nuclear Bone Imaging Radiopharmaceuticals. 

AD-769 661/0GI 74-01 60 PC$3.25/MF$2.25 


Technetium-99m Minicolloid for Radionuclide 
Lymphography. 
AD-769 892/1GI 74-02 6E PC$3.25/MF$2.25 


Technetium-99m Polyphosphate Bone Imaging: A 

Quantitative Method for Assessing Bone Healing, 

AD-769 270/0GI 74-01 6E PC$3.25/MF$2.25 
DUNST, RUSSELL C. 

Survey of Lake Rehabilitation Techniques and Ex- 


periences. 

PB-236 146/7GI 74-25 13B PC$7.00/MF$2.25 
DUNSTAN, lL. 

Compatibility Testing of Primary Explosives and 
Pyrotechnics. 

N74-13671/4GI 74-07 19A_ PC$3.75/MF$2.25 


Reprint: Nitric Esters. Part I. Characterisation of the 
Isomeric Glycerol Dinitrates (230). 
AD-782 805/6GI 74-20 7C Not available NTIS 


Reprint: Nitric Esters. Part II. Characterisation of the 
Isomeric Glycerol Mononitrates (231). 
AD-782 806/4GI 74-20 7C Not available NTIS 


DUNSTAN, WILLIAM M. 


Chemical Survey of Waters Adjacent to Colonels 
Island, Glynn County, Georgia. 
COM-74-11099/0GI 74-16 83 PC$3.25/MF$2.25 


DUNSWORTH, A. E. 


Reprint: The de Haas-van Alphen Effect and Fermi 
Surface of the Ordered Alloy beta prime-AgZn. 
AD-774 667/0GI 74-08 20L Not available NTIS 


DUNTHORN, D. I. 


Absorption Process for Removing Krypton from the 
off-Gas of an Lmfbr Fuel Reprocessing Plant. 
K-L-6338 74-26 183 PC$4.00/MF$2.25 


Solvent Purification System for the Fluorocarbon Ab- 
sorption System. 
K-L-6325 74-12 183 PC$3.00/MF$2.25 


DUNTHORN, DAVID L. 


Process for the Separation of Components from Gas 
Mixtures. 
PATENT-3 762 133 74-14 7A Not available NTIS 


Recovery of Purified Helium or Hydrogen from Gas 

Mixtures. 

PATENT-3 785 120 74-24 7A Not available NTIS 
DUNTLEY, SEIBERT QU. 

Airborne Measurements of Optical Atmospheric Pro- 

perties in Southern Illinois, 

AD-774 597/9GI 74-08 4A PC$7.50/MF$2.25 
DUNTLEY, SIEBERT Q. 

Ocean Color Analysis. 


AB-783 101/9GI 74-20 83 PC$4.25/MF$2.25 


DUONG, N. 
Modern Control Concepts in Hydrology. 
N74-19040/6GI 74-13 8H PCS$S.25/MF$2.25 


DUP DONALDSON, COLEMAN 
Calculation of Turbulent Shear FlowS IN Laser Noz- 


zles and Cavities. 
AD-783 290/0GI 


DUPANLOUP, M 
Forecasts of Fog at Geneva-Cointrin Airport Prevision 


des Brouillards a l'Aeroport Geneve-Cointrin. 
N74-16313/0GI 74-10 4B  PC$3.75/MF$2.25 


DUPAS, A 


Experimental Method of Classifying Soils According to 
the Extent to Which They Break up on Freezing-- 
Translation. 

AD-769 719/6GI 74-01 8M PC$3.25/MF$2.25 


DUPERRIN, J.C. 


Hierarchization Method for the Elements of a System. 
An Attempt at Forecasting Nuclear Energy System 
with Its ‘"Societal"’ Context. 

CEA-R-4541 74-09 18E PC$S.50/MF$2.25 


DUPEYRAT, G. 


Rarefied Atmosphere Free Jet Similarity Similitude des 
Jets Libres en Atmosphere Rarefiee 
N74-15977/3GI 74-10 20D. PCS$3.75/MF$2.25 


DUPIK, V. S. 
Influence of Hypokinesia and a Diet Composed of 
Homogenized Products on the Functional State of the 


Human O ism. 
N74-31568/0GI 74-25 6S PC$3.25/MF$2.25 


DUPKO, D. A. 


Test Stands for Studying Technological Processes 
under Simulated Space Conditions. 
N74-21897/SGI 74-17 14B  PC$3.25/MF$2.25 


74-20 20D PC$3.25/MFS$2.25 


DURAND, JAMES B. 


DUPLAA, A. M. 
Isolation and Crystallization of Nucleoside 
Diphosphokinase from Beef Heart. 
CEA-R-4560 74-21 6A PC$4.00/MF$2.25 


DUPONT, TODD 
A Galerkin Procedure for Approximating the Flux on 
the Boundary for Elliptic and Parabolic Boundary 
Value Problems. 
AD-779 436/SGI 74-18 12A PC$3.25/MF$2.25 


Some Superconvergence Results oll - (H sup !)- 
Galerkin Procedure for the Heat Equa 
AD-774 249/7G1 74-08 20M PCS3. 7S/MF$2.25 


DUPOUX, N. 
Variations in Atmospheric Acrosols as a Function of 
the Properties of the Medium. 
ORNL-tr-2761 74-13 4A PC$3.50/MF$2.25 
DUPOUY, J. M. 


Mechanical Properties of Rapsodie Clads and Hex- 

agonal Wrappers. Steel Swelling in Rapsodie Hex- 

agonal Wrappers. 

AEC-tr-7490 74-14 18E PC$4.00/MF$2.25 

Mechanical Properties of the Hexagonal Tubes and 

Jackets of Rapsodie. Swelling of the Steel of the Hex- 

agonal Tubes of Rapsodie. 

CEA-CONF-2424 74-09 11F PC$3.50/MF$2.25 
DUPREE, DONALD M. 

Stress Analysis of Coldworked Fastener Holes. 

AD-784 920/1GI 74-23 I1F PC$S.25/MF$2.25 
DUPREE, WALTER G. JR. 

United States Energy Through the Year 2000 

PB-227 799/4GI 74.08 SC PC$4.25/MF$2.25 
DUPREY, F. 


Study of Puric and Pyrimidic Compounds in Urine of 
Rabbits and Rats after Irradiation. 
CEA-CONF-2543 74-16 6R PC$3.00/MF$2.25 


DUPUY, HAROLD P. 
Determination of Residual Solvent in Oilseed Meals 
and Flours by a Volatilization Procedure. 
PATENT-3 715910 74-09 7D Not available NTIS 
Determination of Residual Solvent in Oilseed Meals 
and Flours by a Volatilization Procedure. 
PATENT-3 779 066 74-20 6H Not available NTIS 
DUPUY, HARSTRY J. 
Reprint: Exogenous Methionine Requirements of 
‘Pseudomonas maltophilia’. 
AD-783 596/0GI 74-21 6M Reprint 
DUPUY, J. P. 
Study and Development of an Intense Relativistic 
Electron Beam. Application to the Construction of a 
Transport Line for a Collective Accelerator for Ions. 
FRNC-TH-482 74-25 20G PC$8.75/MF$2.25 
DUPUY, M 


Study of Defects Produced by lon Implantation “9 Sil- 
icon(lii) Using Transmission Electron Microscop 


CEA-CONF-2144 74-11 20L PC$3. 00/MFS2. 2s 
DUPUY, N 

The Gyromagnetic Ratio of the Proton. 

N74-15109/3GI 7409 14B PC$3.25/MF$2.25 


DUPUY, TREVOR N. 


Developing a Methodology to Describe the Relation- 
ship of Mobility to Combat Effectiveness, 
AD-778 217/0GI 74-13 ISG PC$S.25/MF$2.25 


DUQUESNOY, R. J. 


Platelet Typing and Refractoriness to Platelet Transfu- 
sion. Provision of Histocompatible Platelets for Sen- 
sitized Recipients. 
PB-233 633/7GI 
DUQUETTE, D. J. 


Reprint: A Review of Aqueous Corrosion Fatigue. 
AD- 770 831/6GI 74-03 LIF Reprint 


DUQUETTE, DAVID J. 


An Electron Microscopic Examination of Pre-Crack 
Fatigue Dam: dg Age Hardened Al 5.0 Zn 2.5 Mg. 
AD-775 238; 74-09 #1F PCS$3.7S/MFS$2.25 


DURAN, LEONARD 


Assessment of the Military Application of UPAC, a 

Polymerized Acrylamide. 

AD-770 046/1GI 74-02 111 PC$4.25/MF$2.25 
DURAND, B. 


Simple Approach to ta 3d Basic Optical Instru- 
ments. Progress Report, J 1973--July 15, 1974. 
COO-1105-210 14-26 20F PC$4.00/MF$2.25 


DURAND, J. 
Exchange of Hand Heat. The Role of Circulatory 
Reactions and Variations of the Local Temperature of 


Arterial Bloods. 
N73-33043/3GI 7402 6P PC$3.75/MF$2.25 
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Mountain Spotted Fever in the Western United States. 
AD-769 951/SGI 7402 6E PC$4.75/MFS$2.25 


Mathematical Model for Disease Prediction: Feasibility 
Study of a Qualitative Model for Prediction of the 
Potential for Rocky Mountain Spotted Fever in the 
Western United States. 


AD-771 138/SGI 74-04 6E PC$3.75/MF$2.25 


PA-285 





DYACHENKO, A. V. 


DYACHENKO, A. V. 
Standardization in the Field of Protection of Materials 
and Manufactured Products from Biodeterioration-- 


Translation. 
AD-786 835/9GI 74-25 6M PC$4.25/MF$2.25 
DYACHENKO, L. N. 
Studies of the Artificial Control of Precipitation Rela- 
tive to the Problem of Extinguishing Forest Fires-- 


Translation. 
AD-770 453/9GI 74-02 2F PC$3.25/MF$2.25 
DYAKONOV, L. P. 
Role of ‘Rhipicephalus turanicus’ B. Pom 1940 in the 
} coreg) of Hemosporidiosis in Sheep (Rol 
Kleshcha ‘Rhipicephalus turanicus’ B. Pom., 1940 v 
yy Gemosporidiozov Ovets), 
TT-72-51097 74-26 2E PC$3.25/MF$2.25 
DYAKOVA, M. A. 
Effect of Plastic Deformation and Phase Transforma- 
tions at Negative Temperatures on the Properties of 


Titanium Alloys. 
N74-30987/3G1 74-24 11F PC$3.25/MF$2.25 
DYAL, P 


Iron Abundance and Magnetic Permeability of the 


Moon. 
N74-26281/7GI 74-19 3B PC$3.75/MF$2.25 
Iron Abundance and Magnetic Permeability of the 


Moon. 
N74-26302/1GI 74-19 3B PC$3.75/MF$2.25 


Lunar Electrical Conductivity, Permeability, and Tem- 
perature from APOLLO Magnetometer Experiments. 
N74-26361/3G1 74-19 3B PC$3 75/MF$2. 25 


Lunar Electrical Conductivity, Permeability,and Tem- 
perature from APOLLO Magnetometer Experiments. 
N74-27333/SGI 74-20 3B PC$3. P1S/MPS2. 2s 


Magnetism and the Interior of the Moo 
N74-26294/0GI 74-19 3B PCSé. 25/MF$2.25 


Magnetism and the Interior of the Moon. 
N74-28270/8GI 74-20 3B PC$S5.25/MF$2.25 


Temperature and Electrical Conductivity of the Lunar 
Interior from Magnetic Transient Measurements in the 


Geomagnetic Tail. 
N74-23376/8GI 74-18 3B PC$3.75/MF$2.25 


Temperature and Electrical Conductivity of the Lunar 
Interior from Magnetic Transient Measurements in the 
Geomagnetic Tail. 
N74-27338/4GI 


DYANOVA, V. A. 


Modulation of the Radiation of a Helium-Neon Laser 
Using Lithium Niobate Crystals--Translation. 
AD-770 $11/4GI 74-02 20E PC$3.25/MF$2.25 


DYATLOV, V.L. 
Computer Systems (Collection of Papers). Volume 43, 


1971, 
TT-72-58025 74-16 9B PC$5.75/MF$2.25 
DYBAN, E. P. 


The Effect of Deflector Geometry on Heat Transfer in 
the Cooling Loop of Deflector Vanes--Translation. 
AD-771 605/3GI 74-04 21E PC$3.25/MF$2.25 


Method of Appraisal of Errors and Possibilities of the 
Electrothermoanemometer--Translation. 
AD-781 239/9GI 74-18 14B PC$3.25/MF$2.25 


DYBAN, Y. P. 
Reliability of Existing Methods for Calculating the 
Heat Transfer Between the Gas and a Cooled Turbine 
Blade. 
N74-20590/7GI 
DYBBS, A 


Design of Efficient, 
Columns. Final Report 
COO-1605-1 


DYBVAD, RICHARD L. 
Helicopter Gross Weight and Center of Gravity Mea- 


surement System. 
74-05 1C PC$4.75/MF$2.25 


74-20 3B PC$3.75/MF$2.25 


74-14 21E PC$3.25/MF$2.25 


Large-Scale Chromatographic 
“74-14 14B  PC$5.00/MF$2.25 


AD-771 955/2G1 
DYBWAD, JENS P. 

Light Pressure Operated Microbalance Sys 

PATENT-3 753 472 74-09 14B Not eailable NTIS 

Reprint: Infrared Reflection Spectroscopy of Micro- 

scopic Mineral Grains. 

AD-784 $17/SGI 
DYCHE, JAMES W. 

Fundamentals of EMP Data 

Processing. 

AD-779 060/3GI 
DYCK, PETER JAMES 

Uremic Neuropathy. 

PB-229 905/5G 74-11 
DYE, H. MICHAEL 

State Transportation Issues of the Seventies. Con- 


ference Summary Held at Baltimore, Maryland, on 
September 28-29, 1972, 


74-22 8G Reprint 


Management and 
74-15 20N PC$10.50/MF$2.25 


6E PC$4.25/MF$2.25 


PA-286 


PB-226 319/2GI 
DYE, J. 

Conical Scan Impact Study. Volume 2: Small Local 

User Data Processing Facility. 

N74-31880/9GI 74-25 8G PC$5.75/MF$2.25 
DYE, J. L. 

Properties of Solvated Electrox.- -nd Associated Spe- 

cies in Metal Solutions and Kinetics of Electron- and 


Proton-Transfer Reactions. Progress Report, Sep- 
tember 16, 1972--September 15, 1973. 


74-05 13B PC$4.25/MF$2.25 


COO-958-40 74-06 7E PC$3.50/MF$2.25 
DYE, L. 

Mechanism in the Detonation Regime. 

AD-784 318/8GI 74-22 7D PC$7.00/MF$2.25 
DYE, M. M. 


Control Room Flexibility Provided by Htgr System. 
GULF-GA-A-12335 74-22 18E PC$4.00/MF$2.25 


DYE, W 


Heat Transfer Phase Change Paint Test (Oh-42) of a 

Rockwell International Ssv Orbiter in the NASA/Lrc 

Mach 8 Variable Density Wind Tunnel. 

N74-16251/2GI 74-10 11C PC$7.50/MF$2.25 
DYER, C. R. 


bid ~ ead Dilemma and Its Impact on Air Transpor- 


N74-11743/3G1 1C = PC$6.25/MF$2.25 
DYER, D. F. 
Performance of Gas-Augmented Waterjet Propulsion 


System. 
AD-770 896/9G1 
DYER, DAVID F. 
The Development of a Computer-Aided Conceptual 
Submarine Design Evaluation Tool. 
AD-771 448/8GI 74-04 133 PC$6.25/MF$2.25 
Modification of the Patankar-Spalding Two Dimen- 
sionai Boundary Layer Calculation Procedure for 
Three-Dimensional Windward Streamline Plane, 
AD-772 706/8GI1 74-06 20D PC$3.25/MF$2.25 
DYER, F. B. 


Performance Tests on the AN/APS-119 Radar System. 

AD-787 182/SGI 74-26 171 PC$S.75/MF$2.25 
DYER, F. F. 

Interim Report on Fission-Product Release During 

Operation of the Second Peach Bottom Core. 

CONF-731004-1 74-02 18G PC$3.00/MF$2.25 
DYER, G. R. 


Low-Noise Collection System for the Thomson Scat- 
tering Diagnostic Apparatus on Ormak. 
CONF-731114-34 74-10 201 PC$3.00/MF$2.25 


DYER, H. R. 


Safety Analysis Report for Packaging (Oak Ridge Y-12 
Plant Model DT-2 Package for Enriched Uranium). 
Y-DD-152 74-21 18F PC$4.00/MF$2.25 


Safety Analysis Report for hag d (Oak Ridge Y-12 

Plant Model DT-5 Package for Enriched Uranium). 

Y-DD-153 74-24 18F PC$4.00/MF$2.25 
DYER, J. 


The Improvement of Efficiency in the Numerical Com- 
putation of Orbit Trajectories. 


74-05 


74-03 133 PC$S5.75/MF$2.25 


N74-10774/9GI 74-04 22C PC$7.50/MF$2.25 
DYER, J. E. 

Conical Isogrid Adapter Structural Test Results. 

N74-22528/SGI 74-17 20K PC$7.25/MF$2.25 


DYES, WILLIAM A. 


Holographic Detection of Intraocular Pathology in the 
Presence of Cataracts. 
AD-781 597/0GI 


DYKE, I. 


Reproduction and Teratology Studies with Oncolytic 
Agents in the Rat and Rabbit. I. 1,3-BIS(2- 
Chloroethyl)-1-Nitrosourea. Reproduction-Teratology 


Studies on BCNU. 
PB-230 969/8GI 74-13 6T PC$3.75/MF$2.25 
DYKE, JOHN 


‘In vivo’ Role of ‘Pseudomonas aeruginosa’ Toxins 


and Host Response. 
AD-773 478/3GI 74-07 6M PC$3.25/MF$2.25 


‘In vivo’ Role of ‘Pseudomonas aeruginosa’ Toxins 
and Host Response. 
AD-773 $49/1GI 


DYKES, WILEY V. 
Design Study of an Optical System for Annular 
Imagery. 
AD-777 434/2GI 
DYKHNE, A. M. 


Investigating a Quasi-U nidimensional Model of a Gas 
Discharge Contraction--Translation 
AD-777 442/SGI 74-12 201 + PC$3.25/MF$2.25 


Resonance Charge-Exchanging in Dense Gases--Trans- 
lation. 


74-18 6E PC$S.25/MF$2.25 


74-07 6M PC$3.25/MF$2.25 


74-12 14E PC$3.25/MF$2.25 


AD-772 020/4GI 
DYKLA, J. J. 


Implications of the Shadow Effect in Theories of 
Gravitation. 


74-05 7D PC$3.25/MF$2.25 


ORO-3992-156 74-11 203 PC$3.00/MF$2.25 
Shadow Effect: Weyl Solutions. 
ORO-3992-137 74-07 203 PC$3.00/MF$2.25 


DYKSTRA, R. L. 


Reprint: Events Which Are Almost Independent. 
AD-771 566/7GI 74-04 12A_ Reprint 


DYLEWSKA, MIROSLAWA 


The Role of Insects of the Apoidea Family on Alfalfa 

Seed Plantations (Rola Owadow Pszczolowatych na 

Plantacjach Nasiennych Luccerny), 

TT-73-54082 74-21 
DYMANT, YU. N. 


Railroad Passenger Car Body--Translation. 
AD-778 504/1GI 74-14 13F PC$3.25/MF$2.25 


DYMCHENKO, N. V. 


Price List No. 27 for Reappraisal of oe in Maritime, 
River, and Fishing Fleets--1 January 
JIPRS-61508 74-11 i). PCS. 75/MF$2.25 


DYNE, M. D.C. 


Algorithms and System Design Packages. 
N74-18845/9GI 74-13 9B PC$6.25/MF$2.25 


DYNI, JOHN R. 


Process for Extracting Aluminum Compounds from 

Dawsonite and Dawsonitic Oil Shale. 

PATENT-3 642 433 74-04 11F Not available NTIS 
DYOS, M. W. 

Calculation of Nuclear Heating Rates in Lmfbr Control 

Rods. 

CONF-731015-5 74-13 181 PC$3.00/MF$2.25 

Utilization of Integral Experiments and Related Data 

in Lmfbr Designs. 

CONF-731015-1 
DYSON, F. J. 

Numerical Simulation of Turbulence. 

AD-774 161/4GI 74-08 20D PC$4.25/MF$2.25 
DYSON, JOHN D. 

Broadband and Small Aperture Antennas. 

AD-892 246/0GI 74-13 9E PC$5.75/MF$2.25 

Research on Broadband Antenna Systems. 

AD-781 181/3GI 74-18 9E PC$4.75/MF$2.25 


6C PC$3.25 


74-07 18K PC$3.25/MF$2.25 


DYTKO, E. R. 
Fueled Beo for Nuclear Reactors. 
CNLM-3160 74-16 21F PC$4.25/MF$2.25 


DYULDIN, A. A. 
Dimensional Analysis of Bioenergetic Values, 
IPRS-62608 74-22 6D PC$3.25/MF$2.25 
DYUMLEN, V. I. 


Electrolytic Cell with a Heterogeneous Medium-- 
Translation. 
AD-779 592/SGI 


DZHALYASHVILI, O. A. 


Clinical Examination of the Eye by Means of Instru- 
ments, 
PB-226 838-T/GI 


DZHANOBILOV, K. 


Determination of the Spin and Parity of the Level of 
the exp 12 C Nucleus (19.39 Mev) from the Analysis of 
the — 11 B(P,3 alpha ) Reaction. 

JINR-P15-7705 74-15 20H PC$4.00/MF$2.25 


Study of the Reaction exp 10 B( Exp 3 He,p) exp 12 


74-15 7A PC$3.25/MF$2.25 


74-06 6E PC$9.25/MF$2.25 


¢. 

JINR-P15-8024 74-25 20H PC$4.25/MF$2.25 
Study of the Reaction exp 11 B( Exp 3 He,p sub 0 ) 
exp 13 C. 

JINR-P15-8025 74-25 20H PC$4.25/MF$2.25 


ote of the Reaction exp 19 F( Exp 3 He,p) exp 21 


e. 
JINR-P15-7971 
DZHELEPOV, V. P. 


High Intensity pi Meson BEAMS for Medico-Biologi- 
pe my Physics Studies on the Lyap Synchrocyclotron 
of Jinr. 
JINR-P13-8079 74-26 20G PC$4.75/MF$2.25 
Investigation of the Synthesis Reaction D mu + D Im- 
plies exp 3 He + N + mu in Gaseous Deuterium. 
JINR-P1-7342 74-06 20H PCS$3.00/MF$2.25 
Trends of the Development of High-Current Cyclic 
Accelerators: Meson Factories. 
JINR-P9-7833 
DZHGARKAVA, M. I. 


Description of Experimental Data on pi N Scattering in 
the High Energy Region in the Complex Regge Pole 


Model. 
JINR-P1-7574 74-13 20H PC$3.25/MF$2.25 


74-25 20H PC$4.25/MF$2.25 


74-17 20G PC$4.00/MFS$2.25 


ea! 








RENE NaS 


Quasipotential Approach and Backward pi N Scatter- 
ing at High Energy 
JINR-E2-7556 


DZHOLOS, R. V. 


Influence of the Isotope-Invariant Pair Correlations on 
the Root-Mean-Square Radii. 
JINR-P4-7534 74-14 20H PC$3.00/MF$2.25 


Method for Calculation of Energies and Wave Func- 
tions for Low-Lying States of Odd-Mass Nuclei. 
JINR-P4-7967 74-22 20H PC$4.00/MF$2.25 


Properties of Low-Lying Collective States of Even Mo 


Isotopes. 
JINR-P4-7533 74-14 20H PC$3.00/MF$2.25 
DZHUMAGALIEVA, S. D. 


The Influence of Preparations of Ziziphora Bungeana 
on the Bioelectric Activity of the Heart--Translation. 
AD-781 241/SGI 74-18 6P PC$3.25/MF$2.25 


DZHURAEV, A. A. 


Connection of Negative Muon Depolarization with 
Radiation Stability of Substances. 
JINR-P14-7212 74-06 7E PC$3.00/MF$2.25 


Negative Muon Depolarization in Condensed Molecu- 


lar Media. 
JINR-P14-7213 74-10 20H PC$3.00/MF$2.25 
DZHURAEV, A. D. 


} sage of Work in Combating Hail Damage--Transla- 


74-12 20H PC$3.50/MF$2.25 


AD-776 733/8GI 74-11 4B PC$3.25/MF$2.25 
DZIAK, R. 
Characteristics of Calcium Transport in Isolated Bone 


Cells. 
UR-3490-368 


DZINH, TRUONG TUAN 


Public Enterprises: Resource Allocatio 
AD-772 842/1GI 74-06 5C moss. 75/MF$2.25 


DZIRKALS, LILITA 


Soviet and East European Forecasts of European 
Security: Papers from the 1972 Varna Conference-- 
Translation. 


AD-783 610/9GI 74-21 SD PC$4.25/MF$2.25 
DZIUBALA, T. J. 


Effects of Reaction Control System Jet Simulation on 
the Stability and Control Characteristics of a 0.015- 
Scale Space Shuttle Orbiter Model in the Ames 
Research Center 3.5-Foot Hypersonic Wind Tunnel. 

N74-13585/6GI 74-07 22B PC$7.00/MF$2.25 


Results of an Aerodynamic Force and Moment In- 
vestigation of an 0.015-Scale Configuration 3 Space 
Shuttle Orbiter in the NASA/Arc 3.5-Foot Hypersonic 


Wind Tunnel (OAS8). 
N74-28336/7GI 74-20 22B PC$11.50/MF$2.25 


Wind Tunnel Test of the 0.015-Scale Rockwell Interna- 
tional Space Shuttle Vehicle Orbiter in the Ames 6 by 
6 Foot Supersonic Wind Tunnel. 

N74-12511/3GI 74-06 22B PC$19.25/MF$2.25 


DZIUNIKOWSKI, B. 


Possibilities of Radiometric no og Elementary 
Sulfur Content in Multicomponent O: 
INPT-44 74-20 7D "PCSé. 25/MF$2.25 


7406 6A PC$7.00/MF$2.25 


DZYUB, L. P. 


Cluster Theory of Spin Excitations of Mixed Antifer- 

romagnets. Application to Ma/sub C/CO/sub 1-C/F sub 

2 and Kma/sub C/CO/sub 1-C/F sub 3 . 

ITF-74-49E 74-24 20C PC$4.25/MF$2.25 
EADE, JAMES V. 


Reprint: Structure of the Western Continental Margin, 
New Zealand, and Challenger Plateau, Eastern Tasman 


Sea. 
AD-769 349/2GI 7401 8G Reprint 


EADES, J. B. JR.. 


Relative Motion of Orbiting Particles — b In- 
fluence of Perturbing Forces. Volume |: Sum 
N74-28153/6GI 74-20 20H PCS. 75/MFS2. 25 


Relative Motion of Orbiting Particles under the In- 
fluence of Perturbing Forces. Volume 2: Analytical 
Results. 

N74-28154/4GI 74-20 22C PC$7.25/MF$2.25 


Relative Motion of Orbiting Particles under the In- 

fluence of Perturbing = Volume 3: Construction 

of Relative Motion Trac 

N74-28155/1GI 
EADIE, B. J. 


Stable Isotope Composition of Organic Carbon in 
Recent Antarctic Sediments. 


74-20 22C = PC$5.25/MF$2.25 


ORO-3852-17 74-22 8G PC$4.00/MF$2.25 
EADS, GEORGE 

Federal Support of Civilian Technology. Theory Ver- 

sus Practice. 

PB-233 932/3GI 74-19 SA PC$3.25/MF$2.25 
EAGAN, R. J. 


Improved Quality Gsc-4 Sealing Glass. 


SLA-73-1032 74-11 13A  PC$3.00/MF$2.25 
EAGLEMAN, JOE R. 

Detection of Moisture and Moisture Related 

Phenomena from Skylab. 

E74-10077 74-02 8H PC$3.75/MF$2.25 

Detection of Moisture and Moisture Related 


Phenomena from Skylab. 
E74-10188 74-06 8M PC$3.25/MF$2.25 


Detection of Moisture and Moisture Related 
Phenomena from Skylab. 
E74-10254 74-07 8H PC$3.75/MF$2.25 
Detection of Moisture and Moisture Related 
Phenomena from Skylab. 
E74-10325 74-10 8M PC$3.25/MF$2.25 
Detection of Moisture and Moisture Related 
Phenomena from Skylab. 
E74-10471 
EAGLES, P. M. 
Reprint: On the Torque of Wavy Vortices. 
AD-786 316/0GI 74-25 20D Reprint 
EAGLESON, G. K. 
Reprint: On the Central Limit Problem for Sums with 
Random Coefficients. 
AD-785 323/7GI 74-23 12A_ Reprint 
EAGLESON, PETER S. 
Design of Optimal Precipitation Networks. 
PB-227 221/9GI 74-07 8H PC$S.75/MF$2.25 
EAKIN, J. L. 
Fracturing Oil Shale With Explosives for In Situ Oil 
Recovery. 
PB-231 283/3GI 


EAMES, M. C. 


Reprint: Canadian Advances in Surface-Piercing 
Hydrofoils. 
AD-771 869/SGI 74-05 133 Not available NTIS 
EAPEN, C. D. 


Measurements of Short-Lived Radon Daughters in the 
Arabian Sea and Indian Ocean Region During Monex- 


74-15 8H PC$3.25/MF$2.25 


74-12 81 PC$5.25/MF$2.25 


1973. 
BARC-732 74-20 8H PC$4.00/MF$2.25 
EARHART, TERRY L. 


Contractor Performance Measurement: Overrun Con- 

tracts with Selected Comments on Problems of Imple- 

mentation of the C/SCSC. 

AD-781 516/0GI 
EARL, B. L. 

Photochemical Studies of Alkali Halide Vapors. 

LBL-1866 74-06 7E PC$13.25/MF$2.25 
EARL, J. A. 

The Diffusive Idealization of Charged Particle Trans- 

port in Random Magnetic Fields. 

N74-26180/1GI 74-19 20H PC$3.75/MF$2.25 

Modulation of Cosmic-Ray Protons and Helium Nuclei 

Near Solar Maximum 

N74-26273/4GI 
EARL, PAUL M. 


Sportman’s Guide to Handling, Smoking, and Preserv- 
ing Coho Salmon. 
COM-74-50187/SGI 

7409 6C PC-GPO/MF$2.25-NTIS 


EARL, ROBERT A. 


Synthesis of 1-(Tetrahydro-2-Furanyl)-5-Fluorouracil 
(Ftorafur) VIA Direct Fluorination 
PAT-APPL-405 532 74-06 60 PC$3.25/MF$2.25 


EARLE, J. 


Multidisciplinary Study of Wyoming Test Sites. 
E74-10624 74-19 8B PC$3.75/MF$2.25 


EARLE, KENNETH M. 
Pathology of Adenomas of the Pituitary Gland, 


74-18 SA PC$S.75/MF$2.25 


74-19 3B PC$4.25/MF$2.25 


AD-776 625/6GI : 74-11 6E Reprint 
Reprint: Mixed Gliomas. 
AD-776 634/8GI 74-11 6E Reprint 


Repriat: Pathology and Experimental Models of 

Huntington's Chorea. 

AD-774 607/6GI 74-08 6E Reprint 

Reprint: Primitive Neuroectrodermal Tumors of the 

Brain in Children. 

AD-774 610/0GI 
EARLE, M. MARK JR. 


The Burden of Defense in the United States and the 


74-08 6E Reprint 


USSR. 

AD-781 253/0GI 74-18 SC PC$4.75/MF$2.25 
Executive Summary: Comparison of the U. S./USSR 
E “ 


conomies. 
AD-781 251/4GI 74-18 SC PC$3.75/MF$2.25 


EARLE, TIMOTHY C. 


Cue Utilization in a Numerical Prediction Task. 
AD-775 902/0GI 74-10 53° PC$3.75/MF$2.25 


EASTERBROOK, W. G. 


EARLES, JAMES A. 


Variables Related to Amphetamine Use. 

AD-783 236/3GI 74-20 SK PC$3.25/MF$2.25 
EARLEY, D. E. 

An Arc Imaging Furnace for the Characterization of 


Thermally Protective Materials. 
AD-785 586/9GI 74-23 13A  PC$3.75/MF$2.25 


EARLEY, DUANE 
Research and Development on Characterization of 
Electromagnetic Materials. 
AD-781 802/4GI 74-18 20L PC$4.25/MF$2.25 


EARLY, J.G. 


Reprint: Fluid Flow Effects on Crystalline Perfection. 
COM-74-S0170/IGI 74-10 20B Not available NTIS 


Reprint: The Dynamical Scattering Amplitude of an 
Imperfect Crystal. III. A Dynamical Diffraction Equa- 
tion for Topography in the Spatial Coordinate 
Representation. 

COM-74-S0721/1GI_ 74-21 20B Not available NTIS 


EARLY, JOHN 
BLS Seasonal Factor Method (1966) SEAST. FOR- 
TRAN IV Computer Program, 
PB-232 408/SGI 74-16 SC PC$4.25/MF$2.25 
EARNEST, DAVID L. 


Reprint: Chronic and Recurrent Diarrhea in American 
Servicemen in Vietnam. An Evaluation of Etiology and 
Small Bowel Structure and Function. 

AD-777 070/4GI 74-12 6E Reprint 


EARNEST, LESTER 


The First Ten Years of Artificial Intelligence Research 
at Stanford. 
AD-776 233/9GI 


EARNHART, GEORGE A. 


Fundamentals and Abatement of Highway Traffic 
Noise. Noise Barrier Design and Example Abatement 
Measures. Volume II. 
PB-235 253/2G1 


EARP, H. SHELTON Ill. 
Reprint: Glucocorticoid Regulation of Transcription: 
The Role of Physiologic Concentrations of Adrenal 
Glucocorticoids in the Diurnal Variation of Rat Liver 
Chromatin Template Availability. 
AD-777 126/4GI 

EARWICKER, P. G. 


on A Flowchart Language for Prospero Opera- 
AD: 714 155/6GI 


74-10 6D PC$5.25/MF$2.25 


74-25 20A PC$4.25/MF$2.25 


74-12 6A Reprint 


74-08 9B PC$3.25/MF$2.25 


EASLEY, W.C. 

Resonant Waveguide Stark Cell. 

PAT-APPL-459 736 74-14 9E PC$3.25/MF$2.25 
EASON, W 


V/STOL Tilt Rotor Aircraft Study. Volume 10: Per- 
formance and Stability Test of a 1-14.622 Froude 
Scaled Boeing Vertol Model 222 Tilt Rotor Aircraft 
(Phase 1). 

N74-13727/4GI 74-08 1A PC$12.25/MF$2.25 


EAST, CHARLES M. JR. 


Military Strategy in the 1980's. 
AD-774 218/2GI 74-08 15SC PC$3.25/MF$2.25 


EAST, J. K. 


Orss-72: A Computer-Based, Dual-Data Rectilinear 
Scanning System. 


ORNL-TM-4045 74-04 18D PC$12.25/MF$2.25 
EAST, L. V. 

Nda of Hitgr Fuel Using the Random Driver. 

LA-UR-74-977 74-22 18] PC$4.00/MF$2.25 
EAST, P. C. 

A Low-Range Extension for the AN/FDR-502 Radiac- 

AD-780 808/2GI 74-17 18D PC$3.25/MF$2.25 
EASTER, R. C. 


Reprint: Preliminary Results of a Study of the Vertical 
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Reprint: Fourier-Motzkin Elimination and Its Dual. 
AD-772 373/7GI 74-05 12B Reprint 
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EAVES, ROYCE C. 


Investigation of Dust-Control Materials. 
AD-774 834/6GI 74-09 ISE PC$4.25/MF$2.25 
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Reprint: Collection and Transportation System of Ju- 
venile Salmonids Evaluated at Little Goose Dam. 
COM-73-50645-08-06/GI 

74-01 6C (Order as COM-73-50645-08) 


Reprint: Marking Fishes and Invertebrates. II. Brand 
Size and Configuration in Relation to Long-Term Re- 
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Influence of the Chemical Structure of Phosphorus- 

Based EP Additives on Their Effectiveness. 

N74-16151/4GI 74-10 11H PC$3.25/MF$2.25 
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EBERHARDT, L. L. 

General Statisticai Considerations. 
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EBERSOLDT, F. 
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of Year-Round Daylight Saving Time. 
PB-234 592/4GI 74-20 14B PC$6.25/MF$2.25 
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Stopwatch Observations of Satellites. August 1973. 
N74-16571/3GI 74-10 22C PC$3.75/MF$2.25 
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ECER, A. 


Numerical Calculations of Velocity and Pressure Dis- 
tribution around Oscillating Airfoils. 
N74-16704/0GI 74-11 20D PC$4.75/MF$2.25 
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74-10 22C PC$4.25/MF$2.25 


74-03 6F Not available NTIS 


74-22 20H PC$7.50/MF$2.25 
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ECKART, D. W. 
gaa Direct Lattice Imaging of the Hexagonal Fer- 


AD: 775 621/6G1 74-10 20B Reprint 
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ECKERT, E.R. G. 
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Research Applied to Solar-Thermal Power Systems. 
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N74-12714/3G1 74-07 1A PC$3.75/MFS$2.25 
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tion, Phase 2. 
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PATENT-3 795 150 74-17 17G Not available NTIS 
ECKHARDT, U. 

Quadratic Programming by Successive Overrelaxation. 

JUL-1064-MA 74-24 12B PC$4.50/MF$2.25 
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Produce Maximum Size and Weight per Unit of Water 

Surface. 

PATENT-3 331 356 74-08 6C Not available NTIS 
ECKSTEIN, M. 


Improvement of Convergence in Orbit Determination 
of Artificial Satellites. 
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AD-773 031/0GI 7406 2E PC$4.25/MF$2.25 


ECKSTROM, DONALD J. 
Excimer Formation and Decay Processes in Rare 


Gases. 
AD-778 326/9GI 74-13 20E PC$4.25/MF$2.25 
ECONOMOU, E. N. 


Reprint: Localization and Averaged Green's Functions. 

AD-772 183/0GI 7405 20L Reprint 
ECONOMU, M. A. 

Use of a Pitot-Static Probe for Determining Wing Sec- 

tion Drag in Flight at Mach Numbers from 0.5 to Ap- 

proximately 1.0. 

N74-29370/SGI 74-24 1A  PC$3.25/MF$2.25 
ECONOMY, JAMES 


Preparation and Properties of Fine Diameter Multifila- 
ment Niobium Carbonitride Super-conducting Fibers. 
AD-786 031/SGI 74-24 20L PC$4.25/MF$2.25 


EDA, HARUZO 

Ship Maneuvering Performance with Various Degrees 

of Dynamic Course Stability. 

AD-775 338/7GI 74-09 13) PC$4.25/MF$2.25 
EDDINGER, R. TRACY 

Char Oil Energy Development. 

PB-234 168/3GI 74-21. 7A PC$9.50/MF$2.25 
EDDINGER, RALPH TRACY 


Copyrolysis of Coal and Heavy Carbon aceous 
Residue. 
PATENT-3 565 766 74-06 7A Not available NTIS 


PA-289 








EDDLESTON, MELVIN T. 


EDDLESTON, MELVIN T. 


Health Hazard Evaluation/Toxicity Determination. 
Federal Supply Services Warehouses, Bayonne, Belle 
Meade and Raritan, New Jersey. 


PB-229 504/6G1 74-11 63 PC$3.25/MF$2.25 
Health Hazard Evaluation/Toxicity Determination. 
RCA Grimes Land Warehouse, Bloomington, Indiana. 

PB-232 751/8GI 74-16 63 PC$3.25/MF$2.25 


Health Hazard Evaluation/Toxicity Determination. 
Swiss Cleansing Company, Providence, Rhode Island. 
PB-232 742/7GI 74-16 63 PC$3.25/MF$2.25 


EDDOWES, EDWARD E. 
Further Development of Automated GAT-1 Per- 


formance Measures. 
AD-783 240/5GI 74-20 SI PC$4.75/MF$2.25 


EDDY, B. T. 


X-Ray-Fluorescence Determination of Percentage Con- 
centrations of Niobium and Tantalum in Ores and 


Minerals. 
NIM-1611 74-17 7D PC$4.00/MF$2.25 


EDDY, GAINES W. 
Voupiansl. for the Yellow Jacket Wasp (Vespula SPP: 
espidae) 
PATENT. 3717706 74-23 6F Not available NTIS 


EDDY, GERALD A. 


1973 USAMRIID Planning Session with Consultants of 
the USAMRIID Panel on Special Infectious Disease 
Problems, 18-19 October 1973. 

AD-772 974/2G1 74-06 6E PC$5.75/MF$2.25 


Bolivian Hemorrhagic Fever in Rhesus Monkeys: 
Treatment with Specific, Homologous Antibody, 
AD-785 620/6G1 74-24 6E PC$3. 25/MPS2. 25 


Reprint: Comparative Electrophoretic Studies on the 
Structural Proteins of Selected Group A Arboviruses. 
AD-784 716/3GI 74-22 6M_ Reprint 


Reprint: Correlates to Increased Lethality of Attenu- 
ated Venezuelan Encephalitis Virus Vaccine for Immu- 
nosuppressed Hamsters. 

AD-781 364/5GI 74-18 6M _ Reprint 


Reprint: Epidemiology of the Venezuelan Equine En- 
cephalomyelitis Virus Complex. 

AD-774 719/9G1 74-08 2E Reprint 
Reprint: Immunological Studies on the Envelope Com- 
ponent of Venezuelan Equine Encephalomyelitis Virus. 
AD-772 379/4GI 74-05 6M Reprint 
Reprint: Inactivated Venezuelan Equine Encephalo- 
myelitis Vaccine Prepared from Attenuated (TC-83 
Strain) Virus. 

AD-776 435/0GI 74-11 6M _ Reprint 
Reprint: Pathology of Bolivian Hemorrhagic Fever in 
the Rhesus Monkey. 

AD-772 585/6GI 74-06 6E Reprint 


Reprint: Structural Components of Oriboca Virus. 
AD-778 780/7GI 74-14 6M_ Reprint 


EDDY, H.A 
Quantitative Histopathology in Relation to Radosen- 
sitivity and Response: Experimental Cancers in a Com- 


mon Transplant Site. 
UR-3490-379 74-07 6E PC$4.50/MF$2.25 
EDDY, JAMES E. 


Magnetic Type Current Meter. 
PATENT-3 069 907 74-09 14B Not available NTIS 


EDDY, W. H. 
Recovery of Feldspar and Glass Sand from Georgia 


Waste Granite Fines. 
PB-234 689/8GI 74-22 81 + PC$3.25/MF$2.25 
EDE, LORICE 


NIOSH Occupational Safety and Health Thesaurus-- 

First Edition. 

PB-228 677/1GI 
EDEL, PETER O. 

Report on Project Hydrox Il. 

AD-784 446/7GI 74-22 6S PC$4.75/MF$2.25 
EDELBAUM, T.N. 

Four-Body Trajectory Optimization. 

N74-27331/9GI 74-20 3A PC$4.25/MF$2.25 

A Users Manual for a Computer Program Which Cal- 

culates Time Optical Geocentric Transfers — Solar 

or Nuclear Electric and High Thrust Propu! 

N74-30284/5GI 74-24 22C Poses) 25/MF$2.25 
EDELMAN, S. 

Reprint: Polymeric Pyroelectric Detector. 

COM-74-50652/8GI 74-20 111 Not available NTIS 
EDELMAN, STEVEN H. 

An Investigation of Minimum Time, Launch-to- 

Rendezvous Trajectories. 

AD-774 429/5GI 74-08 22C PC$4.25/MF$2.25 
EDELSTEIN, ROBERT H. 

The Workplace Reaches Out: A Study of Organiza- 

tional Impropriation: Volume 1. 

PB-236 186/3GI 74-25 SI PC$9.25/MF$2.25 


74-09 SB PC$12.50/MF$2.25 


PA-290 


The Workplace Reaches Out: A Study of Organiza- 
tional Impropriation. Volume 2. Bibliography and Ap- 


pendices. 
PB-236 187/1GI 
EDELSTEIN, S. A. 


Study of New Chemical Laser Systems. 
AD-773 031/0GI 74-06 20E PC$4.25/MF$2.25 


EDELSTEIN, TIKVAH 


Reprint: The Morphology and Taxonomy of the Red 
Alga SARCONEMA (Gigartinales: Solieriaceae). 
AD-785 $89/3GI 74-23 6C Not available NTIS 


EDELSTEIN, W. S. 


Bounds for Creep in Thick Spherical Pressure Vessels. 
ANL-CT-73-28 74-09 18] PC$3.00/MF$2.25 


EDEN, GEORGE T. 


Effects of Waxed Dental Floss Inclusion in the 
Regimen of Oral Health of Antarctic Personnel. 
AD-786 764/1GI 74-25 6E PC$3.25/MF$2.25 


EDEN, JANE C. 


Guide to Computer Programs Used in the Statistical 
Analysis of Florida Cumulus Seeding Experiments. 
COM-74-11286/3GI 74-20 4B PC$S5.25/MF$2.25 


On the Design and Evaluation of Cumulus Modifica- 
tion Experiments. Part I. Precipitation Correlations for 
Two Areas as Background for Cross-Over Experimen- 
tation in Florida. Part II. On the Use of Predictors and 
Cov ariates. 

COM-74-11264/0GI 74-18 4B PC$4.25/MF$2.25 


Reprint: Bayesian Statistics Applied to Dynamic 
Modification Experiments on Florida Cumulus Clouds. 
COM-74-10351/6GI 74-08 4B Reprint 


EDEN, MURRAY 


Federal Agency Development in Medical Engineering. 

PB-234 749/0GI 74-21 6B PC$4.25/MF$2.25 
EDEN, WILLIAM G. 

Determination of Optimum System and Aircraft for 

Aerial Dispersal of Insecticides for Control of Insects 


of Medical Importance 
AD-772 002/2GI 


EDENBURN, M. W. 
Proposal to NSF for Support of Solar Community 


Systems Analysis. 
SLA-74-68 74-13 10A PC$4.50/MF$2.25 


Proposal to NSF for Support of Systems Analysis 
Computer Program Proposed for Solar Community 
Total Energy Concept. 

SLA-73-1056 74-08 10A PC$3.50/MF$2.25 


EDER, J. 


Digital System for Speed and Phase Control of Phased 
Neutron Chopper Arrays. 
EUR-S112 74-21 20G PC$4.50/MF$2.25 


Interface for the Control of a Multichopper Facility. 
EUR-S121-d 


74-25 SI PC$7.50/MF$2.25 


"74-05 6F PC$4.25/MF$2.25 


74-21 18D °REFER TO AL 
GAUDREAU/MF$2.25 


Mosif: A Data Acquisition System for the Study of 
Solids Motion in Fluidized Beds. 
EUR-S1IS 74-22 18) PC$5.50/MF$2.25 


Plotty: An Interactive Plotting Program for Graphs on 
a Teletype by Means of the Spc-16 Mini-Computer. 
EUR-5S024 74-07 9B PC$4.75/MF$2.25 


Real Time Operating System for Smart Data Ter- 


minals. 
EUR-4967 74-22 9B PC$5.S0/MF$2.25 
EDER, O. J. 


Discussion of Fission Product Yield Evaluation 
Methods and a New Evaluation. 
SGAE-2115 74-02 20H PC$3.50/MF$2.25 


Influence of Uncertainties in Fission Product Nuclear 
Data on the Interpretation of gamma-Spectrometric 
Measurements on Burnt Fuel Elements. 

SGAE-2097 74-02 183 PC$4.25/MF$2.25 


EDERER, D. L. 


Repriat: Resonances in the Photoionization Continuum 
of Lithium I (55 to 70 eV). 
COM-73-S0952/3GI_ 74-02 7E Not available NTIS 


EDERER, DAVID L. 
Reprint: Cross-Section Profiles of Resonances in the 
Photoionization Continuum of Krypton and Xenon 
(600-400 A). 
COM-73-50943/2GI_ 74-02 7D Not available NTIS 
EDERER, BR. 
Study of the Characterization and Control of Air Pollu- 
tants from a Fluidized-Bed Boiler-the SO2 Acceptor 
Process. 
PB-229 242/3GI 74-10 7A PC$8.50/MF$2.25 
EDESKUTY, F. J. 


Conversion of Para to Orthohydrogen in a gamma-Ray 
and Neutron Radiation Field. 
LA-5436-MS 74-10 7E PC$4.00/MF$2.25 


Cryogenics Safety in a Hydrogen Fuel Society. 


LA-UR-74-340 74-16 18B PC$3.00/MF$2.25 
Long Range Considerations and Possibilities of 
Hydrogen Economy. 

LA-UR-74-528 74-16 10A PC$4.00/MF$2.25 


Pool Boiling Heat Transfer to Liquid Helium and 
Liquid Nitrogen in a Nearly Zero Gravity Environ- 
ment. 

LA-UR-74-680 74-18 20M PC$4.00/MF$2.25 


Rocket-Borne, Low Gravity Cryogenic Heat Transfer 
Experiment. 


LA-UR-73-1067 74-06 20M PC$3.00/MF$2.25 
EDGAR, J.B. 

Packaging for Fftf Driver Fuel Pins and Assemblies. 

HEDL-SA-628 74-08 183 PC$3.25/MF$2.25 
EDGCOMBE, C. 

The Hybrid Simulation of a Dual-Spin Spacecraft. 

N74-17576/1GI 74-11 22C PC$3.75/MF$2.25 


EDGE, BILLY L. 


A Stochastic Model for the Response of Permanent 
Offshore Structures Subject to Soil Restraints and 
Wave Forces, 


PB-232 178/4GI 74-14 13M PC$7.25/MF$2.25 
EDGE, E. R. 

Techniques for Shuttle Trajectory Optimization. 

N74-14525/1GI 74-08 22C PC$S.75/MF$2.25 


EDGECOMB, GORDON 


SCERT Model Building System. 
PB-234 935/SGI 
74-23 9B Mag Tape $250.00;Foreign $312.50 


SCERT Model Building System. User's Guide, 
PB-234 934/8GI 74-23 9B PC$7.25/MF$2.25 


EDGECOMB, GORDON D. 


Automatic Model Building, 
PB-232 033/1GI 74-14 9B PC$3.25/MF$2.25 


EDGECUMBE, JOHN 


1.06-Micron Image Intensifier Tube Development. 
AD-909 971/4GI 74-12 9A PC$3.75/MF$2.25 


EDGERS, LEWIS 


Consolidated-Undrained Direct-Simple Shear Tests on 
Saturated Clays. 
AD-775 759/4GI 


EDGERTON, A. T. 


A Study of the Microwave Emission Characteristics of 

Sea Ice. 

COM-74-10277/3GI 
EDGERTON, BARRY R. 


Using Sewage Effluent and Liquid Digested Sludge to 
Establish Grasses and Legumes on Bituminous Strip- 


74-10 8M PC$10.00/MF$2.25 


74-06 83 PC$3.75/MF$2.25 


Mine Spoils. 
PB-232 069/SGI 74-14 13B PC$6.25/MF$2.25 
EDGERTON, CATHARINE F. 


Availability and Credibility of Martime Visibility Ob- 
servations. 
AD-786 762/SGI 74-25 4B PC$3.75/MF$2.25 


Visibility at Sea: An Annotated Bibliograph 
AD-786 758/3GI 74-25 4B PC$3. TSMFs2. 25 


EDGERTON, CATHERINE F. 


Ocean Color Analysis. 
AD-783 101/9GI 


EDGERTON, MILTON T. 
Decontamination of Combat Wounds in the Injured 


Soldier. 
AD-770 437/2GI1 
EDGINGTON, LESLIE N. 


High Acceleration Cockpits for Advanced Fighter Air- 
craft. Volume II. Crew Station Design/Integration. 
AD-783 601/8GI 74-21 1C PC$4.75/MF$2.25 


EDGINGTON, THOMAS S. 


Immunohistochemical Assay of Hepatitis Virus-As- 
sociated Antigens. 
PB-224 935/7GI 74-01 6M PC$3.75/MF$2.25 


EDINGER, JOHN E. 
Hypolimnetic Flow Regimes in Lakes and Impound- 


ments. 
PB-235 391/0GI 74-23 8H PC$7.00/MF$2.25 
EDINGER, STANLEY EVAN 


The Chemistry of Gypsum and Its Dehydration 
Products. Translated Works. Volume III. 
PB.233 362-T/GI 74-18 7B PC$9.50/MF$2.25 


The Chemistry of Gypsum and Its Dehydration 
Products. Translated Works. Volume IV. 


PB-233 686-T/GI 74-18 7B PC$7.S0/MF$2.25 
EDISON, HAROLD D. 

Spline Solution of Linear Initial and Boundary Value 

Problems 


74-20 83 PC$4.25/MF$2.25 


74-02 6U PC$4.25/MF$2.25 


AD-773 608/SGI 74-07 12A PC$3.25/MFS2.25 
EDLICH, RICHARD T. 


Decontamination of Combat Wounds in the Injured 
Soldier. 
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AD-770 437/2GI 
EDLING, D. A. 

Safety Analysis Report for Packaging (Sarp): Atmx-S00 

Railcar Nuclear Packaging. 

MLM-2145 74-21 18F PC$S.45/MF$2.25 
EDLING, WALTER H. 

Three-Dimensional Turbulent Boundary Layer Flow on 


Roughness Strip of Finite Width. 
AD-787 584/2GI 74-26 20D PC$8.50/MF$2.25 


EDLMAN, 8. 
Reprint: A Suggestion for Determining g by a Two In- 


terferometer Technique 
COM-73-50950/7GI 74-03 20K Not available NTIS 


EDMISTON, RICHARD D. 


Analysis of the 1972 Performance of the Dynamic 
Preferential Runway System at John F. Kennedy Inter- 
national A’ 


Airport 
AD-787 709/SGI_ 74-26 1E PC$4.75/MF$2.25 


A Comparison of the Experimental Dynamic 
Preferential Runway System with the Manual 
Preferential System at John F. Kennedy International 


Airport, 
AD-787 713/7GI 74-26 1E PC$4.25/MF$2.25 


Installation and Operation of a Dynamic Preferential 
Runway System, JFK International Airport, Jamaica, 
New York, 

AD-787 712/9GI 74-26 1E PC$3.75/MF$2.25 


EDMOND, JOHN M. 


Oceanographic Research at M.1.T. in the Department 
of Earth and Planetary Sciences and the Department 
of Meteorology. 


AD-776 197/6GI 74-10 83 PC$3.75/MF$2.25 
Reprint: The Thermodynamic Description of the CO2 
_ in Sea Water: Development and Current Status 
G 

AD-774 622/SGI 74-08 83 Reprint 


Reprint: Thermodynamical Approaches to Geochemi- 
cal Problems in Seawater. 
AD-774 623/3GI 


EDMONDO, PETER M. 
CNO Pilot Program for Reduced Bridge Manning, 
Manpower/Equipment Integration, and Procedural 


Development, 
74-12 SE PC$4.75/MF$2.25 


74.02 6U PC$4.25/MF$2.25 


74-08 83 Reprint 


AD-777 725/3G1 
EDMONDS, P. H. 


Thomson Scattering Measurements in Ormak. 
ORNL-TM-4354 74-02 201 PC$3.75/MF$2.25 


EDMONDS, R. L. 


Proceedings of Workshop/Conference III. Ecological 
Systems Approaches to Aerobiology Ill. Further 
Model Development. 
PB-225 534/7GI 


EDMONDS, ROBERT L. 


Aerobiology and Its Modern Applications. A Discipline 
of Investigations of Aerial Transport of Biological 
Materials Important to Human Health and Welfare. 

PB-225 $35/4GI 74-04 6F PC$3.25/MF$2.25 


EDMONDS, W. L. 


Laser Site Marking System. 
PAT-APPL-445 004 74-19 20E PC$3.25/MF$2.25 


EDMONDS, WALTER R. 


Reflaxiconic (Reflective) Collimator. 
PAT-APPL-474 558 74-26 20F PC$3.25/MF$2.25 


EDMONDSON, A. J. 


Stress Analysis of a Radial Nozzle Attached to a 
Cylindrical Shell under Internal Pressure. 
CONF-740606-4 74-18 20K PC$4.75/MF$2.25 


Stress Analysis of a Radial Nozzle Attached to a 
Cylindrical Shell under Internal Pressure. 
ORNL-TM-4269 74-21 181 PC$S5.45/MF$2.25 


EDMONDSON, GARY DUANE 


A Time-Domain Waveform Display/Analyzer for 
Speech Research. 
AD-783 783/4GI 74-21 17B) PC$4.75/MF$2.25 


EDMONDSON, LOCKE F. 
Milk-Fruit Juice Beverage and Process for Preparing 


Same. 
PATENT-3 692 532 74-13 6H Not available NTIS 
EDMONSON, BARBARA 


Measurement of Social Incompetency in Adolescents. 
PB-234 638/SGI 74-20 53° PC$7.25/MF$2.25 


Review of Studies Using the Test of Social Inference 
to Measure Social Cue Perception in Retarded 


Adolescents. 
PB-236 487/5GI 74-25 SK PC$3.75/MF$2.25 


EDMUNDS, GEORGE W. 


Feasibility Investigation of the Magnetoelectric Flow- 
meter for Cryogenic Propellants. 
AD-787 703/8GI 74-26 211 PCS$S.75/MF$2.25 


74-04 6F PCS$S.25/MF$2.25 


EDMUNDSON, ELDON H. 

Environmental Evaluation of Seoaeoam National 

Forest Resource Management Pro; 

PB-227 1SS/9GI 407 13 PCS4. 25/MF$2.25 
EDOWES, ALFRED M. 

Instantaneous Frequency Diversity Radar System. 

PATENT-3 729 739 74-26 171 Not available NTIS 
EDRIS, M. 

a. c. Conduction in Bis (catena-poly(methylarsenic)) an 

Organic Ladder Polymer. 

AD-782 697/7GI 74-20 20L. PC$3.75/MF$2.25 
EDSE, RUDOI °4 

Supersonic Combustion and Burning in Ramjet Com- 


bustors. 
AD-770 061/0GI 
EDSON, HOBART 
A Study of the Relationship Between Dialyzer 
Creatinine Clearance and the Hours of Dialysis 
Required per Week for Adequate Chronic Hemodialy- 
sis Therapy 
PB-230 991/261 


EDSON, MITCHELL 


Reprint: Scanning Electron Microscopic Studies of 

Control and Hypertrophic Human Prostate Glands. 

AD-771 226/8GI 74-04 6E Reprint 
EDUNOV, N. F. 

A Device for the Mechanization of Laying Cable-- 

Translation. 

AD-780 378/6GI 74-16 131 PC$3.25/MF$2.25 
EDWARD, EUNA L. 

Aviation Cost Allocation Study: Excise Tax on Avia- 

tion Tires and Tubes, 

PB-229 306/6G1 74-09 1B PC$3.75/MF$2.25 
EDWARDS, A. 

Theoretical Description of Pulsed Laser-Target In- 

teraction in an Air Environment. 

UCRL-75167 74-11 201 PC$4.00/MF$2.25 

Theoretical Description of the Interaction of a Pulsed 

Laser and a Target in an Air Environment. 

UCRL-S51489 74-14 LF PC$S.45/MF$2.25 
EDWARDS, A. J. 


Sumc Reconfigurable Micro-Assembler. 
N74-19832/6GI 74-14 9B PC$3.75/MF$2.25 


EDWARDS, A. K. 
Reprint: Audodetaching State of F(-) and Autoionizing 


States of F. 
AD-777 328/6GI 74-12 7D Reprint 


Reprint: Autodetaching State of Br Minus and Au- 
toionizing States of Br. 
AD-784 665/2GI 74-22 7D Reprint 


Reprint: Autodetaching States of > ). 
AD-773 779/4GI 7D Reprint 


Reprint: Energy Spectra of pt = Produced H(-) 
Autodetaching States. 
AD-784 585/2GI 


EDWARDS, A. R. 


Analysis of Phase lia Blowdown Tests: The Discharge 
of High Enthalpy Water from a Simple Volume into a 
Containment Volume. 

SRD-R-27 74-21 181 PC$S5.50/MF$2.25 


EDWARDS, ABE 


Subgroups of the Group Gn (G sub o 
PB-225 259/1GI 74-02 12A css: 75/MF$2.25 


74-02 21B PC$7.00/MF$2.25 


74-12 6L PC$3.75/MF$2.25 


74-22 7D Reprint 


EDWARDS, BRUCE B. 


A Case Study on the Use of Digitized Cloud 

Brightness Data to Represent Large-Scale Convection 

in the Tropics. 

AD-772 742/3GI1 
EDWARDS, C. L. 

Measurement of Temporal Changes in Whole-Body 

Radionuclide Distribution with a Profile Scanner. 

CONF-740708-56 74-24 6R PC$4.00/MF$2.25 
EDWARDS, C. R. 

C-LAD - A Low-Cost Loran-C Assist Device: Volume 

I. Hardware. 

AD-784 312/1GI 74-22 17G PC$4.75/MF$2.25 

C-LAD-A Low-Cost Loran-C Assist Device: Volume 

Il. Software. 

AD-784 313/9GI 74-22 17G PC$5.75/MF$2.25 

C-LAD - A Low-Cost Loran-C Assist Device: Volume 

Ill. Operating Procedure 

AD-784 314/7GI 74-22 17G PC$3.75/MF$2.25 


EDWARDS, D. 


Reprint: The Relationships among Professional Per- 

formance Ratings, Clinical Decisions, and Clinical Out- 

comes in Psychiatry. 

AD-774 722/3GI 7408 SJ Reprint 
EDWARDS, D. A. 


Progress Report on the Nal Energy Doubler Design 
Study. 


74-06 4B PC$3.75/MF$2.25 


EDWARDS, JOHN C. 


CONF-740522-18 74-21 20G PC$4.00/MF$2.25 
EDWARDS, D. K. 


User’S Manual for the TRW Gaspipe 2 Program: A 
Vapor-Gas Front Analysis Program for Heat Pipes 
Con Non-Condensible Gas. 

N74 3663/1GI 74-07 20M PCS$S.75/MF$2.25 


Variable Conductance Heat Pipe Technology. 
N74-17643/9GI 74-11 13K PC$S.75/MF$2.25 


Variable Conductance Heat Pipe Technology. 

N74-21589/8GI 74-15 20M PC$4.75/MF$2.25 
EDWARDS, DARREL 

Reprint: An Experimental Evaluation of a Therapeutic 


Community. 
AD-772 354/7GI 74-05 6E Reprint 


Reprint: Effects of N20 on Personality Responses in 
Divers. 


AD-780 977/SGI 74-17 6S Reprint 


Reprint: Investigation of an Industrial Psychiatric 
Decision: Disposition, Diagnosis, Attitudes, and 
Motivation. 

AD-773 782/8G1 74-07 SJ Reprint 


Reprint: Psychiatric Crisis and Enlistment Motivation. 
AD-776 669/4GI 74-11 SJ Reprint 


Reprint: Psychiatric Decisions: An Actuarial Study. 
AD-780 975/9GI 74-17 6E Reprint 


Reprint: Status Congruency and Mental Health. 
AD-770 414/1GI 74-02 SJ Reprint 


Reprint: Work Assignments and Clinical Dispositions 
in an Industrial Setting. 
AD-770 415/8GI 


EDWARDS, DONNA M. 


Ballistic Vehicle LWIR Signature Predictions. 
AD-779 688/1GI 74-18 17E PC$3.75/MF$2.25 


EDWARDS, E. A. 


Reprint: NBT Reduction by Human Neutrophils 

Stimulated by Adenoviruses in vitro (38208). 

AD-786 970/4GI 74-25 6E Reprint 
EDWARDS, EARL A. 

Neisseria Meningitidis Antigen. 

PATENT-3 577 527 74-05 6M _ Not available NTIS 

Reprint: Evaluation of Group C Meningococcal 

Polysaccharide Vaccine in Marine Recruits, San Diego, 

California. 

AD-769 364/1GI 74-01 6E Reprint 

Reprint: Immunologic Investigations of Meningococcal 

Disease. I. Group-Specific ‘Neisseria meningitidis’ An- 

tigens Present in the Serum of Patients with Fulminant 


Meningococcemia. 
AD-769 365/8GI 74-01 6E Reprint 


Reprint: Immunological Investigations of Meningococ- 
cal Disease. Il. Some Characteristics of Group C An- 
tigen of ‘Neisseria meningitidis’ in the Sera of Patients 
with Fulminant Meningococcemia. 

AD-780 983/3GI 74-17 6E Reprint 


Reprint: Serological Grouping of Hemolytic 
Streptococci by Counter-Immunoelectrophoresis. 
AD-776 458/2GI 74-11 6M Reprint 


EDWARDS, G. R. 
High Temperature Texture Strengthening in Zinc. 


7402 6E Reprint 


AD-774 739/7GI 74-08 11F PC$3.25/MF$2.25 
EDWARDS, GLEN R. 
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EHRENSPRECK, HELMUT E. 
Pahranagat Shear System, Lincoln County, Nevada, 
74-07 


12A_ Reprint 


74-19 9E Reprint 


E74-10206 8G PCS$3.25/MF$2.25 
EHRET, J. E. 
Reprint: Annealing Studies of Broad-Band Lu- 


minescence from Ion-Implanted Zinc Selenide. 
AD-786 260/0GI 74-24 20L Reprint 


Reprint: Beam Scanner for a 1 MeV Van de Graaff. 


AD-773 207/6GI 74-06 20G Reprint 
Reprint: Low Cost Beam Current Integrator. 
AD-769 808/7GI 74-01 14B_ Reprint 


EHRGOTT, JOHN Q. 


Material Properties for Postshot Mixed Company Anal- 
ysis: Recommendations Based on Recent Laboratory 
and in situ Test Data. 

AD-774 801/5SGI 7409 8G PC$4.75/MFS$2.25 


Preshot Material Property Investigation for the Mixed 
Company Site: Summary of Subsurface Exploration 
and Laboratory Test Results, 
AD-769 580/2GI 7401 


EHRHARDT, J.P. 
Effects of Acute and sub-Acute gamma Radiation on 
Photosynthetic Release and Respiration of Three 


Unicellular Marine A’ 
FRNC-TH-408 6R PC$8.00/MF$2.25 


EHRICKE, K. A. 


Industrial Evolution and Revolution in the Cislunar 
Space, 1980 - 2010 Industrielle Evolution und Revolu- 
tion im Geolunaren Raum 1980-2010. 

N74-27353/3G1 74-20 22A = PC$4.25/MF$2.25 


8G PC$4.25/MF$2.25 


74-11 


PA-293 





EHRISMANN, W. 


EHRISMANN, W. 
Organization of an Integrated Information System for 
the Exploration of Ocean Mineral Resources Aufbau 
= Integrierten Informationssystems der Rohstoff- 
men Meeresforschung. 
Nie. 8855/8GI1 74-13 SB PC$4.25/MF$2.25 
EHRLICH, GERT 


Direct Identification of Atomic Binding Sites on a 


Crystal, 
AD-786 541/3GI 74-25 7D PC$4.25/MF$2.25 


Reprint: Direct Visualization of Adatom Sites of a 
Tungsten (III) Surface. 
AD-782 973/2GI 74-20 7D Reprint 


Reprint: Direct Visualization of Adatom Sites on a 


Crystal. 
AD-776 859/1GI 74-11 20B Reprint 


Reprint: Photo-Stimulated Field Emission from a 
Metal. Abstract. 
AD-782 969/0GI 74-20 20L Reprint 


Surface Self-Diffusion on an fcc Crystal: An Atomic 


View, 
AD-775 636/4G1 11F PC$4.25/MF$2.25 
EHRLICH, HENRY L. 


The Role of — in Manganese Nodule Genesis 
and Degradatio 
PB-225 989/301” 
EHRLICH, I. R. 


Comparison of Tire Tread Wear Between Cars and 


Towed Trailers. 
PB-231 348/4GI 74-13 13F PC$4.75/MF$2.25 


A Systematic Experimental Investigation pad a 
Parameters Affecting Model Tire Hydrop! 
N74-12044/SGI 7406 20D ress. 75/MF$2.25 


EHRLICH, K. 
Uo sub 2 --Puo sub 2 Fuel Pin Bundle Irradiation Dfr- 
350. Evaluation of the Post-Irradiation Examination 


Results. 
KFK-1960 74-25 18E PC$8.25/MF$2.25 


Uo sub 2 Puo sub 2 Fuel Pin Irradiation in Trefoil In- 
sert Dfr-304. Evaluation of the Investigation Results on 
Irradiated Fuel Rods. 

EURFNR-115S1 74-23 18E PC$S5.45/MF$2.25 


Uo sub 2 --Puo sub 2 Fuel Pin Trefoil Irradiation Dfr- 
304. Evaluation of the Post-Irradiation Examination 


Results. 
18) PC$7.75/MF$2.25 


74-10 


74-05 8D (Order as PB-225 983) 


KFK-1864 74-15 


Uo sub 2 --Puo sub 2 Fuel-Rod-Bundle Irradiation 
MOL-7A. Evaluation of the Investigation Results on 
the Irradiated Fuel Rods. 
KFK-1736 74-06 18] PC$8.75/MF$2.25 
Uo sub 2 --Puo sub 2 Fuel Rod Bundle Irradiation 
MOL-7A Evaluation of the Investigation Results on 
the Irradiated Fuels Rods. 
EURFNR-1113 74-13 


EHRLICH, MARGARETE 


Dosimetry Performance Tests. 
COM-74-50383/0GI 74-13 18D Not available NTIS 


Reprint: Influence of Irradiation Rate on the Produc- 
tion of F Centers in LiF (TLD Grade). 
COM-74-50679/1GI_ 74-20 20L Not available NTIS 


EHRLICH, RB. 
Survival of Infectious Microorganisms in Space Cabin 


Environments. 
74-12 6M PC$3.75/MF$2.25 


18E PC$9.25/MF$2.25 


N74-17807/0G1 
EHRLICH, R. D. 


Measurement of the Polarization Parameter and Dif- 
ferential Cross Section in K exp + p Elastic Scattering 
from 1.7 to 3.0 Gev/C. 

BNL-18909 74-21 20H PC$4.00/MF$2.25 


Reprint: A High Intensity Pulsed Source of Polarized 
Electrons. 
AD-787 001/7GI 


EHRLICH, ROBERT 
Report of the AD Hoc Working Group in Innovative 


74-25 20G Reprint 


Mobility Concepts. fe 

AD-773 016/1GI 7406 19C PC$6.25/MF$2.25 
EHRLICH, 8S. 

Multicell Fluidized-Bed Boiler Design, Construction 

and Test Program. 

PB-236 254/9GI 74-25 7A PC$10.50/MF$2.25 


Study of the Characterization and Control of Air Pollu- 
tants from a Fluidized-Bed Boiler-the SO2 Acceptor 


Process. 
PB-229 242/3GI 74-10 7A PC$8.50/MF$2.25 
EHRLICH, SHELTON 
Development of Coal Fired Fluidized Bed Boilers. 
Volume L 
PB-234 343/2GI 74-20 13A  PC$7.50/MF$2.25 
og of Coal Fired Fluidized-Bed Boilers. 
Volume I 
PB-234 saaneat 74-20 13A PC$S.75/MF$2.25 
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EHRMAN, L. 


Electron Device Modeling 


AD-780 032/9GI 74-16 9A PC$6.25/MF$2.25 
Electronic Device Modeling. 
AD-774 551/6GI 74-08 9A PC$4.25/MF$2.25 
Electronic Device Modeling. 
AD-776 091/1GI 74-10 9A PC$7.00/MF$2.25 
Electronic Device Modeling. 
AD-786 422/6GI 74-25 9A PC$4.25/MF$2.25 


EHRMAN, LEONARD 
Tactical Tropo Evaluation Criteria. 
AD-771 791/1GI 74-05 17B PC$S.25/MF$2.25 
Tropo Diversity Simulator Development. 
AD-786 420/0GI 74-25 17B PC$6.25/MF$2.25 
EHRSAM, L. C. 


Biological Assessment of Diesel Spill in the Vicinity of 

Anacortes, Washington, May 1971. 

PB-228 118/6GI 74-09 13B PC$7.25/MF$2.25 
EIBER, R. J. 


Investigation of Mode III Crack Extension in Reactor 


Piping. Final Report. 
HSSTP-TR-34 13K PC$4.25/MF$2.25 


EIBORN, M. 
Temperature Resistance of Different Filter Materials. 
SVF-1 74-04 183 PC$4.25/MF$2.25 
EIBSCHUETZ, M. 


Magnetic Ordering and Hyperfine Parameters in the 

Linear Chain Compound Rbfebr sub 3 

BNL-18316 74-11 20L PC$3.00/MF$2.25 
EIBSCHUETZ VAN UITERT, L. G. 


Moessbauer Study of Oriented Ybcro sub 3 Powder. 
CONF-731104-11 74-11 20L PC$3.00/MF$2.25 


EICHENBRENNER, F. E. 


Anti-Buckling Fatigue Test Assembly. 
PATENT-3 795 134 74-13 14B Not available NTIS 
EICHER, MAYNARD 
Reprint: Parabarosis and Experimental Infections. 1. 
Effect of Varying O2 Tensions on Influenza Virus In- 
fection in Mice. 2. Body Temperatures of Small 
Animals; Methods of Observation and Control. 3. 
Susceptibility of Mice to Influenza Virus as Modified 
by Chilling and by Hyperbaric Helium Atmosphere. 4. 
Effect of O2 Tensions on Chiamydial Infection in Mice 
and Cell Cultures. 
AD-781 392/6GI 
EICHERS, THEODORE R. 
Patterns of Pesticide Use and Reduction in Use as Re- 
lated to Social and Economic Factors. 
PB-230 394/9GI 74-12 13B) =PC-GPO/MF$2.25 


EICHHOLZ, G. G. 


Evaluation of Treatment Plants by beng a. 
Final Report, January 15, 1971--March 15, 
ORO-4156-2 74-07 13B PCS7 SOIMFS2: 25 


EICHHORN, B. H. 


Reprint: Sequential Search of an Optimal Dosage: 
Non-Bayesian Methods. 
AD-777 486/2GI 74-12 


EICHMAN, C. C. 


System for Deposition and Hydriding of Thin Metallic 


Films Without Air Exposure 
GEPP-126 74-24 11C PC$4.00/MF$2.25 


EICHNER, FRED N. 
Environmental Dosimeter of the Thermo-Luminescent 


74-17 


74-18 6S Reprint 


12B_ Reprint 


ype. 
PATENT-3 789 227 74-24 
EICHNER, HARVEY L. 


18D Not available NTIS 


Reprint: Systematic Lupus Erythematosus with 
Adrenal Insufficiency. 

AD-773 984/061 74-08 6E Reprint 
EICK, H. A. 


Investigation of Some Lanthanide Carbon, Nitrogen, 
Chalcogen, and Halogen Systems at Elevated Tem- 
peratures. Progress Report, February 1, 1973--January 


31, 1974. 
COO-716-84 74-07 7B PC$3.25/MF$2.25 


EICKHOFF, H.G. 
Technological and Commercial Possibilities Which 
Result by Using a se Ole be Tne Reactor for the 


Future Supply of Mineral Oil in the 
JUL-1017-RG 74-21 18E PCS7. 50/MF$2.25 


EICKNER, H. W. 


Fire Endurance of Wood-Frame and Sandwich Wall 
P; 


‘anels, 
PB-230 697/SGI 74-11 13M PC$4.25/MF$2.25 


EICKWORT, KATHLEEN R. 


Health and Nutritional Status of Working and Non- 
Working Mothers in Poverty Groups. 
PB-226 821/7GI 74-06 6E PC$8.50/MF$2.25 





EID, Y. 


Study of Angular-Space-Energy ee mea of Slow 
Neutrons in Water Near Plane Absorbe: 


AREAEE-173 74-22 18K PCS4. 50/MF$2.25 

Study of Slow Neutron ee Distributions in 

Water Near Cadmium, Boron--Carbide and Copper 

Rod Elements. 

AREAEE-172 74-22 18K PC$5.5S0/MF$2.25 
EIDAST, A. 

Economic Effectiveness of Container Transport-- 

Translation. 

AD-772 456/0GI 74-06 133 PC$3.25/MF$2.25 
EIDE, D. G. 

Investigation of Abort Procedures for Space Shuttle- 

Type Vehicles. 

N74-26327/8GI 74-19 22A PC$3.25/MF$2.25 
EIDELSHTEIN, S. I.. 

Experience with Kanamycin  Electroaerosols in 


Pediatric Practice--Translation. 
AD-784 928/4GI 74-23 60 PC$3.25/MF$2.25 


EIDMANN, K. 
Calculation of Free--Free Radiation from Plasmas with 
Non-Maxwellian Isotropic or Anisotropic Electron 


Velocity Distribution. 
IPP-IV-58 74-09 201 PC$3.25/MF$2.25 


EIDUS, YA. T. 


Acid-Catalyzed Synthesis of Carboxylic Acid Deriva- 
tives from Carbon Monoxide, Olefins, and Acylated 
Compounds (O Sinteze Proizvodnykh Karbonovykh 
Kislot v Usloviyakh Kislotnogo Kataliza iz Okist 
Ugleroda, Olefinov i Atsiliruyushchikhsya Soedinenii), 
TT-72-51143 74-26 7C PC$3.25/MF$2.25 


Hydromethoxy Carbonylation of 1-Hexene by Formic 
Acid and Methanol under Phosphoric Acid Catalytic 
Conditions (Gidrokarbemtoksilirovanie Geksene-1 Mu- 
ravnnoi Kislotoi i Metannolom v Usloviyakh Fosfor- 
nokislotnogo Kataliza), 


TT-72-51136 74-26 7C PC$3.25/MF$2.25 
EILAND, H. M. 

Fast Neutron Flux Measurement. 

KAPL-P-4005 74-02 20H PC$3.00/MF$2.25 


EILERS, RICHARD G. 

Control Schemes for the Activated-Sludge 

PB-236 086/SGI 74-25 13B Pesars 25M FS2. 25 
EIN-GAL, MOSHE 


A New Approach to the Line-Integral Transform, 
AD-770 553/6GI 74-02 12A PC$3.25/MF$2.25 


EINMO, A. E. 


Reprint: The Overland Shipment of Live Dungeness 
Crabs by Self-Contained Van. 
COM-73-50645-11-04/GI 
74-05 6C 
EINSEL, CRAIG D. 


Omaha-Douglas County Metropolitan Criminal Justice 
Center- Base Line Data Collections. Volume II, Sec- 
tion II. Arrest Trends in Omaha, 1967-1971, 

PB-228 753/0GI 74-08 ‘SK PC$5S.7S/MF$2.25 


EINWOHNER, T. H. 


Four-Temperature Kinetic Model for a CO sub 2 Laser 

Amplifier. 

UCRL-S1399 
EISELE, I. 


Reprint: Electron Drift and Hall Mobility in Gamma-Ir- 
radiated 10 M Sodium Hydroxide Glassy Alkaline Ice. 
AD-782 457/6GI 74-19 7D Reprint 


EISELE, JUDITH A. 


Carbanion Leaching of Heavy Metal Ores. 
PATENT-3 $42 $40 74-06 7A Not available NTIS 


Chemical Mining of Copper yry Ores. 
PAT-APPL-440 432 74-11 WF PC$3.25/MFS$2.25 


Preparation of Microporous Rare-Earth Oxyhalides. 
PAT-APPL-415 908 74-07 7B PC$3.25/MF$2.25 
EISELE, PAUL J. 


The Effects of Methoxychlor on Aquatic Biota. 
PB-228 643/3GI 74-09 6F PC-GPO/MF$2.25-NTIS 


EISEN, FRED H. 
Investigation of Technical Problems in Gallium Arse- 
nide 


AD-782 469/1GI 14-19 9A PCS$S.25/MFS2.25 
EISEN, O. 

Questhetive Interpretation of Chromatograms--Trans- 

AD-770 731/8GI 7403 7D PC$3.25/MF$2.25 
EISENBERG, LAWRENCE 

Simulation of Minimum Eaviroamental and Economic 


Dispatch of Power. 
PB-227 901/6GI 74-10 13B PC$3.75/MF$2.25 
EISENBERG, NORMAN A. 


An Evaluation of Epoxy Casting for the Small Scale 
Production of Flueric Logic Devices. 


(Order as COM-73-50645-11) 


7402 20E PC$4.75/MF$2.25 





AD-784 089/5GI 74-22, 13G =PC$3.25/MF$2.25 
EISENBERGER, PETER 


Far-Infrared Photodetector. 
PATENT-3 586640 74-05 9A Not available NTIS 


EISENBUD, M 


Design and Construction of a Detection System for 
Determination of Lead in Blood Using Low Energy X- 
Ray a Analysis. 

COO-3040. 74-26 7D PC$6.25/MF$2.25 


nitiaiians. c. 
Reprint: Moments ane Calculations of Neutron 


Distributions in Concre' 
COM-74-50123/0GI sail 18F Not available NTIS 
EISENHAUER, ROGER A. 


Method for Removing Metals from Vegetabie Oils. 
PATENT-3 634 475 74-17 6H Not available NTIS 


Multiple Hydrogenation Insert. 
PATENT-3 261 669 74-18 7A Not available NTIS 


Production of C18 Cyclic Acids in Aqueous Solvent. 
PATENT-3 419 586 74-18 7C Not available NTIS 


EISENHOOD, WILLIAM O. 


Kansas Cumulus Cloud Seeding Project - 1973. 
PB-226 147/7GI 74-04 4B PC$4.75/MF$2.25 


EISENMANN, JOHN L. 


Selective Nutrient Removal from Secondary Effluent, 
PB-228 108/7GI 74-08 13B PC-GPO/MF$2.25-NTIS 


EISENTRAUT, KENT J. 

a Earth beta-Ketoenolate Anti-Knock Additives in 

asoline. 

PATENT-3 794 473 74-26 21D Not available NTIS 
EISLER, RONALD 

Annotated Bibliography on Biological Effects of 

Metals in Aquatic Environments. 

PB-228 211/9GI 74-08 6F MF$2.25-NTIS 
EISNER, ABNER 

New Lubricating Grease Compositions. 

PATENT-3 671 431 74-02 11H Not available NTIS 
EISNER, ELLEN 

Methods for Predicting Job-Ability Requirements: II. 


Ability Requirements as a Function of Changes in the 
Characteristics of an Electronic Fault-Finding task. 


AD-785 868/1GI 74-24 SJ PC$4.75/MF$2.25 
EISNER, R. L. 

— Analysis of Hypercharge Exchange Reac- 

BNL. 18183 74-07 20H PC$3.25/MF$2.25 

Review of Meson Spectroscopy. 

BNL-18687 74-18 20H PC$7. 25/MF$2.25 

Review of Strange Mesons. 

BNL-18918 74-21 20H PC$4.75/MF$2.25 
EISS, A. 


Feasibility Study of a High Temperature Radiation 


Furnace for Space Applications. 
N73-33905/3GI 74-02 13A PC$4.75/MF$2.25 


EISSA, E. A. 


Assembly and Calibration of an Anticompton gamma- 
Ray Spectrometer Using a Ge(Li) Detector and an An- 
nular Nai(Tl) Crystal. 

AREAEE-180 74-21 18D PC$4.00/MF$2.25 


Proposal for Nondestructive Analysis of Geological 
Samples by gamma-Ray Cascade Measurements. 
AREAEE-167 74-07 18D PC$3.00/MF$2.25 


Single Crystal Ge(Li) gamma-Ray Spectrometer. 
AREAEE-161 7407 18D PC$3.50/MF$2.25 


EISSENBERG, D. M. 
Evaporative Heat Transfer in Vertical Tubes at 
Geothermal Brine Conditions: A Preliminary Investiga- 
tion. 
ORNL-TM-4135 74-12 10A PC$4.00/MF$2.25 
An Investigation of the Variables Affecting Steam 
Condensation on the Outside of a Horizontal Tube 


Bundle. 
PB-232 365/7GI 74-15 7A PC$6.25/MF$2.25 
EISSENBERG, DAVID M. 


Method for Promoting Dropwise Condensation on 
Copper and Copper Alloy Condensing Surfaces. 
PATENT-3 $47 185 74-06 7A Not available NTIS 


EITELJOERGE, N 
Gamma Radiation Fields of Evenly Distributed Fission 


Product Mixtures. 
SZS-154 74-24 18H PC$4.75/MF$2.25 
EITTREIM, STEPHEN 


Reprint: Western Boundary Undercurrent as a Turbidi- 
ty Maximum Over the Puerto Rico Trench. 
AD-786 984/5G 74-25 8C Reprint 


EITTREIM, STEPHEN L. 


Reprint: Bottom Current Measurements in the 
Labrador Sea. 
AD-787 135/3GI 74-26 8C Reprint 


EJIRI1, H. 
Measurements of Rolling Moments Acting on the Sta- 
bilizer of T-Tails Oscillating in Yaw. 
N74-14744/8GI 74-09 1A PC$3.25/MF$2.25 
EK, G. 


Models for Sounding Rockets Modeller for Sondraket. 
N74-13595/SGI 7407 17G PC$4.25/MF$2.25 


Visit Report on Ifac Symposium on Automatic Control 
in Space, Dubrovnik, Yugoslavia, 6-10 September 1971 
Reserapport Fran Ifac: S Symposium Automatic Con- 
— Space, Dubrovnik, Jugoslavicn,6-10 September 
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N74-13594/8GI 17G_ = PC$3.25/MF$2.25 
EK, S. 

Ways of Reducing the Risks of Accidents Vaegar Att 


Minska Olycksrisker. 
N74-12809/1GI 


EK, U. 
Recording the Penetration of a Projectile into Alumini- 
um by Flash X-Rays Roentgenblixtregistrering AV Pro- 


jektilers Intraengning I Aluminum. 
N74-13158/261 74-07 19D PC$3.75/MF$2.25 


EKBOM, L. 
Equipment for Melting and Casting of Plutonium in a 


Box. 
FOA-4-4581-A2 
EKDAHL, C. 
Fundamental Studies of Rapid Plasma Heating by Col- 
lective Interactions, Using Strong Turbulence and 
Relativistic Electron BEAMS. Annual Progress Report, 
April 1, 1973--March 31, 1974. 
COO-3165-6 74-13 201 PC$6.25/MF$2.25 
EKEDAHL, E. 
Leaking Curves for Activated Carbons with Physically 
Sorbed Gases at Low Leaking Concentrations. 
N74-12823/2GI 74-07 1SB PC$3.25/MF$2.25 
EKERT, F. 
X-Ray Cinematographic Studies of the Central Circula- 
tory Organs During Therapeutic Baths and During 
Hydrostatic Pressure Increase. Their Technique, 
Results and Developmental Possibilities. 
N74-18753/SGI 74-13 6S PC$3.75/MF$2.25 
X-Ray Kymographic Investigations of the Central Cir- 
culatory Organs in Therapeutic Baths and in Hydro- 
static Pressure Elevation. Their Technology, Results 
and Potential Developments: A Review. 
N74-13777/9GI 74-08 6E PC$3.75/MF$2.25 
EKIMOYV, S. P. 
Character of Moessbauer Spectra and Some Structural 
Peculiarities of Natural Monoclinic Pyroxenes. 
NP-19874 74-08 20L PC$3.00/MF$2.25 
EKLUND, A. 


Life Test Program for Internally Heated Cathode for 


BL-234C Magnetron. 

AD-776 352/7GI 9A PC$4.25/MF$2.25 
EKLUND, F. 

Concerences on Remote Sensing and USA. 

N74-13103/8GI 74-07 8F PC$4.25/MF$2.25 
EKLUND, G. 


Cesium-137 in a Control Group at the National In- 

stitute of Radiation Protection, 1973. 

SSI-1974-4 74-16 6R PC$4.00/MF$2.25 

Cesium-137 in the Control Group at the National In- 

stitute of Radiation Protection, 1972. 

SSI-1973-5 74-04 6R PC$3.00/MF$2.25 
EKLUND, P. R. 

Method of Fabricating Hollow Balls for Use in Rolling 

Contact Bearing Applications. 

PAT-APPL-273 004 74-10 131 
EKLUND, PHILLIP R. 

Ball and Roller Bearing Retainer Improvement for 

High Speed Operation. 

PATENT-3 722 969 74-08 131 Not available NTIS 

Method of Fabricating Hollow Balls for Use in Rolling 

Contact Bearing Applications. 

PATENT-3 774 280 74-16 131 Not available NTIS 


poy tod of Making an Improved Teflon-Lined Spheri- 


cal B 
PATENTS 769 672 74-16 131 Not available NTIS 


Teflon-Lined Bearing Improvement. 

PAT-APPL-276 338 74-10 131 PC$3.25/MF$2.25 
Unbonded Flexure Seal Design 
PAT-APPL-287 188 74-10 
Unbonded Flexure Seal Design. 
PATENT-3 823 951 74-26 11A Not available NTIS 

EKLUNDH, J. 

Description of the Wiener Spectrum with Digital and 
Optical Techniques: A Comparison Framstallning AV 
Wienerspektrum Med Digital och Optisk Teknik: En 


Jamforelse. 
N74-13446/1GI 14E PC$3.25/MF$2.25 


74-07 


74-07 SE PC$3.75/MF$2.25 


74-22 «131 


PC$4.00/MF$2.25 


74-11 


PC$3.25/MF$2.25 


‘ILA PC$3.25/MF$2.25 


74-07 


EL-ELA, H. A. 


Integer Scaling as a Picture Processing Operation. 
N74-12896/8GI 74-07 9B PC$3.25/MF$2.25 


Scale of Blackness for a Line Printer for Picture 
—, ———- PA Radskrivare Foer 


Bildgene 
N74113155/8G1 14E PC$3.75/MF$2.25 
EKMAN, L 
Transfer of Simulated Fallout-Particles from Pasture to 
Grazing Dairy Cattle. Iii. Experiments with Wet 
Deposited | mu M and 100 to 200 mu M Particles and 
les. 


Dry Deposited 100 to 200 mu M Partic 
FOA-4-4550-A- 3 74-04 6F PC$3.00/MF$2.25 


Transfer of Simulated Fallout Particles from Pasture to 

Grazing Dairy Cattle. Iv. Further Experiments with 

Wet and Dry Deposited 100 to 200 mu M Particles and 

Wet Deposited | mu M Particles. 

FOA-4-4573-A3 74-22 8H PC$4.00/MF$2.25 
EKSPONG, G. 

Correlations of Transverse Momenta in 9.2 Gev/C An- 


tiproton--Proton Reactions. 
USIP-73-21 74-25 20H PC$4.00/MF$2.25 


Exclusive Contributions to Inclusive Distributions in 
9.2 Gev/C Antiproton--Proton Reactions. 
USIP-73-23 74-25 20H PC$4.50/MF$2.25 


Fragmentation Panti p Implies Anti p delta in 9.2 
Gev/C Antiproton--Proton Reactions. 
USIP-73-22 74-25 20H PC$4.00/MF$2.25 


Study of Systematic and Random Errors of the Cern 2 
Metre Hydrogen Bubble Chamber. 
CERN-73-14 74-09 18D PC$4.00/MF$2.25 


EKSTEDT, RICHARD D. 


Study of the Immunochemistry and Immunizing Pro- 
perties of a Unique Antigenic Material Isolated from 
the Staphylococci. 
AD-776 662/9GI 
EKSTROM, M. E. 


Continuous Exposure of Rodents to 10 to the 8th 
power Pulses of Electromagnetic Radiation. 
AD-775 217/3GI 74-09 6R PC$3.25/MF$2.25 


EKSTROM, M. P. 
Interactive Digital Image 


System. 
UCRL-75655 74-22 9B PC$4.00/MF$2.25 


Numerical Image Restoration by the Method of Singu- 

lar-Value Decomposition. 

UCRL-75004 74-09 
EKSTROM, RUTH B. 


Problems of Replication of Seven Divergent Produc- 
tion Factors. 
AD-782 441/0GI 


EKZEMPLYAROV, O. N. 


The Penetration of Antibiotics into the Cells of Mam- 
mals--Translation. 
AD-779 659/2GI 


EL-ABIAD, AHMED H. 


Advances in Power System Dynamics and Control, 
PB-233 929/9GI 74-20 9C PC$3.25/MF$2.25 


EL-ADHAM, K. A. 


Effect of Sintering Atmospheres on the Sintering of 
Uranium Dioxide. 
AREAEE-163 7408 11B PC$3.00/MF$2.25 


Preliminary Studies of Vacuum Sintering of Uo sub 2 . 
AREAEE-184 74-24 11B PC$4.00/MF$2.25 


EL-BAYOUMI, M. A. 


Electronic Excitation of Composite Systems. Technical 
ss Report 
COO-2039-21 
EL-BAZ, F. 


Observations of Mare Serenitatis from Lunar Orbit 
and Their Interpretation. 
N74-29245/9GI 
EL-CHERIF, A. 1. 
Thermal-Neutron Energy Spectrum and the Thermal 
Group Constants of the Ua-RR-1 Reactor. 
AREAEE-162 74-08 18K PC$3.00/MF$2.25 
EL DAHBAK, A. J. 
Research on Root Absorption and the Migration of exp 
24 NA Labeled Sodium in Wheat and Barley. Effects 
oe and Mineral Composition of Whole Young 
ts. 
FRNC-TH-469 74-24 6R PC$10.25/MFS$2.25 
EL-DAHSHAN, M. E. 


Hot Corrosion of eon Base Alloys Containing Alu- 
minium and Molybdenu 


7407 


74-11 6M PC$3.75/MF$2.25 


Processing and Display 


12A_ PC$3.00/MF$2.25 


74-19 SJ PC$4.25/MF$2.25 


74-15 60 PC$3.25/MF$2.25 


74-21. 6C PC$7.00/MF$2.25 


74-22, 3B =PC$3.25/MF$2.25 


AD-784 932/6GI 4-23 11F PC$3.75/MF$2.25 
EL-ELA, H. A. 

Reprint: Ampicillin Compared with Penicillin and 

Chloramphenicol Combined in the Treatment of Bac- 

terial Meningitis. 

AD-771 $53/9GI 74-05 6E Reprint 


PA-295 








EL-FOULY, M. F. 


EL-FOULY, M. F. 
Analysis of the Effects of Environmental Changes on 


Radioisotopic Thickness Measurements 
AREAEE-190 74-21 14B  PC$4.25/MF$2.25 


EL’K, K. 
Absence of Phase Transition in One-Dimensional 
System of Strongly Correlating Electrons. 
JINR-P4-7141 74-02 20L PC$3.00/MF$2.25 
EL-KADY, A. A. 


Assembly and Calibration of an Anticompton gamma- 
Ray Spectrometer Using a Ge(Li) Detector and an An- 


nular Nai(Tl) Crysta! 
74-21 18D PC$4.00/MF$2.25 


AREAEE-180 
Evaluation of Thermal Neutron gamma-Ray 


—— for Nondestructive Analysis of Geological 


Samples 
AREAEE-187 74-22 7D PC$4.50/MF$2.25 


Single Crystal Ge(Li) gamma-Ray Spectrometer. 
AREAEE-161 7407 18D PC$3.50/MF$2.25 


EL KAMMAH, KAWTHER M. 


note Frequency of Autogeny in Wild-Caught Egyp- 
Pi 


hlebotomus Papatasi 
{(ScopotiXDi tera: Psychodidae). 
AD-771 854/7GI 74-05 6C Reprint 


Reprint: Notes on African Haemaphysalis Ticks. X. H. 

(Kaiseriana) aciculifer Warburton and H. (K.) rugosa 

Santos Dias, the African Representatives of the 

Spinigera Subgroup (Ixodoidea: Ixodidae). 

AD-782 735/5SGI 74-20 6C Reprint 
EL-KHALAFAWY, T. A. 


Experimental Study of Shock Waves Generated by 
Cone Electrode Source. 
AREAEE-170 74-07 201 PC$3.50/MF$2.25 


Topography of the Magnetic Fields and Plasma Cur- 

—_ in a‘theta-Pinch with an Azimuthal Magnetic 

Field. 

AREAEE-169 PC$3.25/MF$2.25 
EL-KONSOL, S. 


Experimental Investigation of Space--Energy Distribu- 
tions of Slow Neutrons in Water Near Plane Absorber. 
AREAEE-166 74-07 20H PC$4.25/MF$2.25 


EL-MAHALLAWY, F. M. 
An Experimental and Theoretical Study of me Turbu- 


lent Mixing in a Cylindrical, Gas-Fired Furna 
N74-12077/SGI 74-06 20M PC$3. 25/MFS2. 25 


EL-MASRY, N. A. 


Reprint: Treatment of Chronic Urinary Salmonella 
Carriers: 3-5 Years Follow-Up. 
AD-771 249/0GI 

EL-MOFTY, O. H. 


Fast Neutron Flux Distribution in the Egyptian-Reac- 
tor Core Cavity, Theoretical and Experimental. 
AREAEE-174 74-22 18E PC$4.25/MF$2.25 


EL-RAEY, M. 


The Relationship between the Slowly Varying Com- 


| wen of Solar Radio Emission ee Large Scale 
otospheric Magnetic Field Pattern 
AD-775 215/7GI 74-09 3B “css. 25/MF$2.25 


EL-RAEY, MOHAMED 


Reprint: Correlation and Spectral Analysis of Daily 

Solar Radio Flux. 

AD-783 995/4GI 
EL-RAWI, H. 


Complexing Kinetics of Transplutonium Elements. 
KFK-1927 74-16 7E PC$8.50/MF$2.25 


EL-SABBAN, M. ZAKI 


Cost-Effectiveness Model I. Prototype Selection and 
Trade-Office Analyses 
AD-781 947/7GI 


EL-SAIEDI, A. F. 


Analysis of Nonsymmetric Double Pass Heat Exchan- 
gers with Nonequal Overall Coefficients of Heat 


Transfer. A 
AREAEE-189 74-22 13A PC$4.00/MF$2.25 


Analysis of the Effects of Sachem Changes on 
Radioisotopic Thickness Measuremen 
AREAEE-190 74-21 14B PCs. 25/MF$2.25 


EL-SAYED, M. A. 
The Determination of the Structure of Low Tempera- 
ture Triplet Energy Traps Using PMDR Methods. I. 


The Magnetic Axes of Hexachlorobenzene Excimers. 
AD-776 268/5GI 74-10 7D PC$3.25/MF$2.25 


Phosphorescence-Microwave Double Resonance Spec- 


troscopy. 
UCLA-34-P-91 -64 74-02 7D PC$3.25/MF$2.25 


Phosphorescence-Microwave Multiple Resonance 
Spectroscopy of Polyatomic Molecules. Annual Re- 
port, September 15, 1972--September 14, 1973. 

UCLA-34-P-91-65 74-02 7D PC$3.00/MF$2.25 


74-08 201 


74-04 6E Reprint 


74-22 3B Reprint 


* 44-19 1C PC$3.25/MF$2.25 


Phosphorescence-Microwave Multiple Resonance 
Spectroscopy of Polyatomic Molecules. Part I. Annual 
Report, September 15, 1973--September 14, 1974. 

UCLA-34-P-91-71 74-24 7D PC$4.00/MF$2.25 


Phosphorescence Microwave Photoexcitation Spec- 
troscopy: A New Technique for the Study of Energy 
Transfer in Molecular Crystals. 

AD-776 266/9GI 74-10 7D PC$3.25/MF$2.25 


EL-SHAZLY, E. M. 


Distribution of Zr and Y in Black Sand Minerals from 
the Mediterranean Coast, Rosetta, Egypt 
AREAEE-171 74-07 8G PCS3 .00/M F$2.25 


EL-SHEIKH, MAHER 


Pi - Bonding in Silicon Compounds. 

AD-779 547/9GI 74-15 7C PC$3.25/MF$2.25 
EL-SOKKARY, A. A. 

Distribution of Zr and Y in Black Sand Minerals from 

the Mediterranean Coast, Rosetta, Egypt. 

AREAEE-171 74-07 8G PC$3.00/MF$2.25 
EL’TAKHAVI, M. S. M. 

Determination of the Spin and Parity of the Level of 

the exp 12 C Nucleus (19.39 Mev) from the Analysis of 

the exp 11 B(P,3 alpha ) Reaction. 

JINR-P15-7705 74-15 20H PC$4.00/MF$2.25 


EL-WAKIL, 8. 

Neutron Thermalization Code RJT4-Cath 

KFKI-73-48 74-09 18K PCS3. 25/MF$2.25 
ELAGIN, V. I. 


Aluminum Alloys with a High Content of High-Melting 
Metals--Translation. 
AD-786 805/2GI 


ELAM, ALLEN B. JR. 


Soil Temperature Climatology of Kentucky. 
COM-74-10523/0GI 74-09 2D PCS3. 25/MF$2.25 


ELAM, GARY W. 


Effects of Secobarbital and D-Amphetamine on 
Tracking Performance during Angular Acceleration, 
AD-777 582/8GI 74-12. 60 PC$3.25/MF$2.25 
ELAM, W. 


Study of Spacecraft Direct Readout Meteorological 


Systems. 
N74-10799/6GI 74-04 22B PC$7.00/MF$2.25 


ELANGO, M. 
Crystals and Radiation. New eng in the Search 
for Scientific Knowledge--Translatio: 
AD-784 721/3GI 74-22 20B "PCS. 25/MF$2.25 
ELAYAPERUMAL, K. 


Stress Corrosion Cracking and Passivity in Binary Zr-- 
Cr Alloys. 
BARC-685 


ELAYI, A. G. 


Matrix Study of the Characteristic Properties of a 
Magnetic System and the Development of a Detector 
System for Small Angles. Application to the exp 20 
Ne(D,p) exp 21 Ne Reaction. 


74-25 11F PC$3.25/MF$2.25 


74-21 11F PC$4.75/MF$2.25 


LYCEN-7283 74-02 18D PC$6.50/MF$2.25 
ELAZAR, DANIEL J. 
Non-Governmental Interest Groups and Potential 


Changes in the Organization of Federal Housing Pro- 


grams. 
PB-228 958/5GI 

ELBE, RONALD E. 
= on the MI6AI Rifle of Firing .22 Caliber Ammu- 


AD-Ti1 065/0GI 74-04 19F PC$3.75/MF$2.25 


MI6AI Rifle Accuracy Parameters. 
AD-772 939/SGI 74-06 19F PC$3.75/MF$2.25 


ELBEK, B. 
Why Does Energy Consumption Increase by 8.2% Per 


Year. 
RISO-M-1670 
ELBEL, H. 


Comparison of Experimentally Determined Central 
Temperature of Bwr Fuel Rods with Values Calculated 
by Means of Saturn-L. 
KFK-EXT-6/73-4 


ELBER, W 


The Effects of Shot-Peening Residual Stresses on the 
Fracture and Crack Growth Properties of D6éac Steel. 
N74-20567/SGI 74-14 IF PC$3.25/MF$2.25 


ELBL, M. 


Technical Evaluation Study of the Connetionens Field 
Maintenance Facility at Fort Bragg, N 
AD-772 894/2GI 74-06 13B PCs3. 75/MF$2.25 


LBL, M. E. 


Technical Evaluation Study Solid Waste Generation 
and Disposal Red River Army Depot, Texarkana, 
Texas. 

AD-779 S09/9GI 


74-10 13B PC$3.75/MF$2.25 


74-08 10A PC$3.50/MFS$2.25 


74-24 18E PC$4.75/MF$2.25 


74-15 13B PC$3.75/MFS$2.25 





ELCESS, M. O. 
Studies of the Nickel-Rich Nickel--Aluminum Ailoy 
System. 
GAT-707 74-07 11F PC$4.00/MF$2.25 
ELDEN, W.L. 


Area Nodal Communications Investigation. 
AD-775 375/9GI 74-09 17B PC$9.25/MF$2.25 


ELDER, B. M. 
Triad Computer. 
AD-784 372/5GI 

ELDER, C. H. 
Degasification of the Mary Lee Coalbed Near Oak 
Grove, Jefferson County, Ala., by Vertical Borehole in 
Advance of Mining 
PB-237 035/1GI 74-26 81 PC$3.75/MF$2.25 


Geologic Structure Analysis Using Radar Imagery of 
the Coal Mining Area of Buchanan County, Va. 
PB-228 689/6G1 74-09 81 PC$3.75/MF$2.25 


ELDER, C. W. 


Recommended Screw Torques for 0.6, 0.8, and 1.0 
Unified National Miniature Threads. 
BDX-613-825 74-04 13E PC$4.25/MF$2.25 


ELDER, C. W. JR. 


Orbital Headform Staking Applications for Miniature 
Electromechanical Assemblies. 
BDX-613-972 74-04 9C PC$3.00/MF$2.25 


ELDER, CHRELE T. 
AN/AAR-33 Radiometer Service Approval Test Re- 


port, 
AD-786 405/1GI 
ELDER, F. G. 


Effect of Microstructure and Lattice Strain on the 
Corrosion Resistance and Mechanical Properties of 
beta -Quenched Zr--1.14 Wt% Cr--0.1 Wt% Fe. 

AECL-4586 74-18 I1F PC$4.00/MF$2.25 


74-22 9B PC$6.25/MF$2.25 


74-25 17E PC$3.25/MF$2.25 


ELDER, J.C. 
Aerosol Research at the Los Alamos Scientific 
Laboratory. 
LA-UR-74-723 74-20 18G PC$4.00/MF$2.25 


Performance of Multiple Hepa Filters Against Plutoni- 
um Aerosols. 
LA-UR-74-1035 74-25 18F PC$4.25/MF$2.25 


Performance of Multiple Hepa Filters Against Plutoni- 
um Aerosols, January |--June 30, 1973. 
LA-5349-PR 74-02 13K PC$4.00/MF$2.25 


Performance of Multiple Hepa Filters Against Plutoni- 
um Aerosols. Progress Report, July 1--December 31, 
1973. 
LA-5544-PR 74-20 18G PC$4.00/MF$2.25 
Test Methods and Efficiency Studies on Multi-Bank 
Hepa Filter Systems. 
LA-UR-74-992 
ELDER, JACQUELINE 


User Requirements m the Home - Data Collection 
Methodology -- A State of the Art Report. 
COM-74-11069/3GI 74-16 5K PCs?. 00/M F$2.25 


74-22 18F PC$6.00/MF$2.25 


ELDER, M 
Phoebus-1A. Preliminary Report. 
LA-3375 74-02 21F PC$9.00/MF$2.25 


ELDERKIN, C. E. 


Diffusion-Deposition Measurements and Modeling. 
BNWL-SA-5036 74-25 4B PC$4.00/MF$2.25 


ELDIN, HAMED KAMAL 


Industrial Engineering Software Library 
PB-232 889/6GI 74-16 13H PCS. 25/MF$2.25 


ELDOR, MENAHEM 


Cost-Effectiveness Evaluation of Freeway Design Al- 

ternatives. Freeway Operations Study. Phase III. 

PB-231 051/4GI 74-11 13B  PC$S5.75/MF$2.25 
ELDRED, K. MCK. 

Population Distribution of the United States as a Func- 

tion of Outdoor Noise Level. 

PB-235 022/1GI 74-22 SK PC$4.25/MF$2.25 


ELDREDGE, DONALD 


Effects of Ancillary Information upon Photointerpreter 

Performance, 

AD-785 706/3GI 
ELDRIDGE, ARTHUR C. 

Process of Producing Soybean Proteinate. 

PATENT-3 218 307 74-19 6A _ Not available NTIS 
ELDRIDGE, BRUCE F. 

Transovarial Transmission of California Encephalitis 

by Floodwater Mosquitoes, 

AD-785 647/9GI 74-24 6M PCS$3.25/MF$2.25 
ELDRIDGE, CHARLES M. 

Analysis of an Axisymmetric, Orthotropic Shell of 

Revolution with Transverse Shear Deformations. 

AD-781 976/6GI 74-19 16D PC$4.25/MF$2.25 


74-24 SI PC$3.7S/MFS$2.25 





ELDRIDGE, D. A. G. 


A Frequency Response Analysis System for the Mea- 
surement of the Dynamic Mechanical Properties of 


Non-Metallic Materials. 
AD-769 335/1GI 74-01 111 PC$3.75/MF$2.25 


ELDRIDGE, MAXWELL B. 
Reprint: San Francisco Bay Area's Herring Resource-- 
A Colorful Past and 4 Controversial Future. 
COM-73-50645-11-05/GI 
7405 6C (Order as COM-73-50645-11) 


ELDYSHEV, YU. N. 


One Universal Nuclear Charge Density Distribution. 
JINR-E4-8029 74-25 20H PC$4.00/MF$2.25 


ELEICHE, A. M. 


Plastic Deformation of Metals at High Strain Rates. 
Part I. The Effects of Temperature on the Static and 
Dynamic Stress-Strain Characteristics in Torsion of 
1100-0 Aluminum. 
AD-770 189/9GI 


ELEONSKII, V. M. 
Propagation of Electromagnetic Waves in a Non- 


homogeneous Nonlinear Medium--Translation. 
AD-778 524/9GI 74-14 201 PC$3.25/MF$2.25 


ELER, G. 


— of the Cross Sections of the Reaction ( Exp 3 
a? on exp 12 C by the Resonance Theory 
JINR-P15-7650 74-14 20H PC$32 25/MF$2.25 


Express Processing of gamma -Spectra on the Basis of 
Mini Computers. 
JINR-P10-7614 74-14 18D PC$3.00/MF$2.25 


Express Program for Processing Epos Spectra. Fitting 
Isolated and Weakly Overlapping Peaks. 
JINR-P10-7366 74-08 9B PC$3.00/MF$2.25 


Express Program for Processing Spectra Epos. Analy- 
sis of the Spectral Region with Complex Background 
and Correction of the Apparatus Disturbances in the 
Individual Channels. 


JINR-P10-7365 74-11 18D PC$3.00/MF$2.25 


Express Program for Processing Spectra (Epos). Deter- 
mination of the Dependence of the Resolving Capacity 
of the Detector on the Energy. 

JINR-P10-7364 74-11 18D PC$3.00/MF$2.25 


Express Program for Processing Spectra (Epos) for 
Doublet Fitting. 
JINR-P10-7367 


ELESIN, A. A. 


Complexing Trivalent Americium, Curium, Californi- 

um, Promethium, and = Ions with 

Bis(Hydroxymethy)Phosphinic Acid 

AEC-tr-7474 7B PCS3 .00/MF$2.25 
ELFERS, GLEN EDWARD 

Geometric Solution for Targeting Airborne DF 

(Direction Finding) Resources. 

AD-769 395/SGI 74-01 
ELFERS, KARL 


Promoting Environmental Quality through Urban 
Planning and Controls. 
PB-227 090/8GI 


ELFIMOVA, E. V. 


Study of Combined Resorptive Effect of Atmospheric 
Pollutants (Gases and Dust)--Translation. 
AD-779 120/SGI 74-15 6) PC$3.25/MF$2.25 


ELFRING, W. H. JR. 


Reprint: On the Appropriateness of Assigning Spin 
Labels to Excited States of Inorganic Complexes. 
AD-781 548/3GI 74-18 7D Reprint 


ELGAMMAL, M. 


New Materials for Aircraft Turbomachinery 
N74-18402/9GI 74-12 21E PCS$3 25/MFS$2. 25 


ELGAROY, OYSTEIN 


Researches in the Field of Variable Solar Phenomena. 
AD-787 720/2GI 74-26 3B PC$3.25/MF$2.25 


Researches in the Field of Variable Solar Phenomena. 
AD-787 721/0GI 74-26 3B PC$3.25/MF$2.25 
ELGAS, ROGER E. 


An Evaluation of the Army Flueric CO2-02 Concen- 
tration Monitor-Model I and the Army Heart Monitor- 
Model IV Developed by the Harry Diamond Laborato- 


ries. 
AD-775 853/SGI 74-10 6L PC$4.25/MF$2.25 


ELGAZZAR, A. 


Mineral Nutritional Differences in an Iron Efficient 
and an Inefficient Corn Hybrid and Their Responses to 
Iron Chelates. 
UCLA-12-965 


ELGES, CARL H. Ill 


Hydrometallurgical Process for Copper Recovery from 
Sulfide Ores and Other Source Materials. 
PAT-APPL-413 408 74-07 11F PC$3.25/MF$2.25 


74-02 11F PC$4.75/MF$2.25 


74-11 18D PC$3.00/MF$2.25 


17C_ = PC$S.25/MF$2.25 


74-06 13B PC$11.50/MF$2.25 


74-25 6C PC$4.00/MF$2.25 


ELGH, L. 


Fire Studies of Plastic Isolated Electric Cables, Sealing 
Cable Lead-in, Interlocking Cells, and Interlocking 
Floors. 
AES-11 74-09 
ELGHOBASHL, S. E. 


A Theoretical and Experimental Study of Turbulent 


18E PC$7.75/MF$2.25 


Diffusion Flames in Cylindrical Furnaces. 
N74-28426/6GI 74-20 21B PC$4.25/MF$2.25 
ELIAS, L. R. 


Reprint: Excitation of uv Fluorescence in LaF3 Doped 
with Trivalent Cerium and Praseodymium. 
AD-776 483/0GI 74-11 


ELIAS, PEETER 
Switch Actuator. 


7D Reprint 


PAT-APPL-444 457 74-21 131 PC$3.25/MF$2.25 
ELIAS, PETER 

Algorithms and Logical Networks. 

AD-783 426/0GI 74-20 9B PC$3.25/MF$2.25 


ELIAS, VICTOR 


Regional Landfill and Construction Material Needs in 

Terms of Dredged Material Characteristics and Availa- 

bility. Volume I. Main Text. 

AD-780 750/6GI 74-17 13B PC$8.75/MF$2.25 
ELIASON, ANDREW H. 


Advanced Marine Technology. 
AD-774 998/9GI 74-09 
ELIASON, J. R. 


Dye Studies Through Use of ie en aa in an 
Aerial Optical Mechanical Imaging Syste: 
BNWL-SA-3204 74-17 8H PCS3. 25/MF$2.25 


Earth Sciences Waste Disposal Investigations, July-- 

December 1965. 

BNWL-CC-574 74-10 8H PC$3.00/MF$2.25 

Field Evaluation of Ground Disposal of Reactor Ef- 

fluent: 1301-N Crib. 

BNWL-CC-1032 74-12 8H PC$3.25/MF$2.25 

Ground Disposal of Reactor Coolant Effluent. 

BNWL-CC-1352 74-02 18G PC$3.00/MF$2.25 
ELIASON, LAWRENCE K. 


FY 75 Project Plans: Law Enforcement Standards 


133. PC$4.75/MF$2.25 


Laboratory. 

COM-74-11578/3GI 74-25 SK PC$4.25/MF$2.25 
ELIOFF, T. 

Experimental Superconducting Accelerator Ring 
(Escar). 

LBL-2603 74-21 20G PC$4.00/MF$2.25 
ELISEEV, S. M. 

Angular Distributions of Particles from Inclusive 


Hadron-Nucleus Reactions and the Scaling in Super- 
high Energy Regio 
JINR-P2-7295 74-07 20H PC$3.00/MF$2.25 


Possible Unified Description of Nuclear Levels and 
Scattering of alpha-Particles and Electrons. 
JINR-P2-7264 74-08 20H PC$3.00/MF$2.25 


ELISEEV, V. K. 


Problems of the Arctic and Antarctic--Translation. 
AD-777 450/8GI 74-12 8L PC$3.75/MF$2.25 


ELISEEVA, M. YA. 


New Automatic Channel Switching Telegraph Stations, 
JPRS-62035 74-17 17B  PC$3.25/MF$2.25 


ELIZARENKO, G. N. 
Construction Algorithms of the Control Circuits of 
Converter Units Using Pulse-Position Multi-Stable Ele- 


ments--Translation. 
AD-781 149/0GI 74-17 9E PC$3.25/MF$2.25 
ELIZAROV, V 
Developer Unit for Sensitivity Graph Films--Transla- 
{AD-786 846/6G1 74-25 
ELIZONDO, REYNALDO S. 
Reprint: Local Control of Eccrine Sweat Gland Func- 


tion. 
AD-778 565/2GI 74-14 6P Reprint 


A Thermal Model Comparison Study. 
74-12. 6P PC$4.25/MF$2.25 


14E PC$3.25/MF$2.25 


AD-777 278/3GI 
ELKIN, A. S. 
Icebergs above Us--Translation. 
AD-782 175/4GI 74-19 133 PC$7.50/MF$2.25 


ELKIN, ALBERT 
Design of Training Systems, Phase | Report. Volume 
1 


AD-774 931/0GI 74-09 SI PC$11.50/MFS2.25 


Design of Training Systems, Phase 1 Report. Volume 

2. Appendices. 

AD-774 932/8GI 
ELKIN, F. M. 


Super-Light Construction Alloys (Chapters I, III, IX)-- 
Translation. 


74-09 SI PC$7.25/MF$2.25 


ELLENSON, J. L. 


AD-769 561/2GI 
ELKIN, L 


Bundle Sheath and Mesophyll Chloroplasts of C sub 4 
Plants: An in Situ Comparison of Their Room Tem- 
rature Fluorescence. 
BL-2054 74-07 6C PC$18.75/MF$2.25 
ELKIND, M. M. 
Cellular and Subcellular Biology: Review Ad the V In- 
ternational Congress of Radiation Researc 
CONF-740715-7 74-25 6R Pcs. 50/MF$2.25 


Dna Damage in Mammalian Cells and Its Relevance to 
Lethality 
74-08 6R PC$4.00/MF$2.25 


74-01 IF PC$4.25/MF$2.25 


CONF- 730952-6 


ELKINS, JAMES H. 


Salvage Pontoon. 
PATENT-3 730122 74-26 133 Not available NTIS 


Underwater Electrical Connector. 
PATENT-3 665 509 74-03 9A _ Not available NTIS 


ELKINS, R. C. 


Cardiopulmonary Effects of Volume Loading of Pri- 
mates in Endotoxin Shock. 
AD-785 017/5GI 74-23 6E PC$3.75/MF$2.25 


Effects of Coronary Perfusion Pressure on Myocardial 
Performance During Endotoxin Shock. 
AD-770 151/9GI 74-02 6P PC$3.25/MF$2.25 


Pulmonary Vascular Impedance in Chronic Pulmonary 
Hypertension. 
AD-785 117/3GI 74-23. 6P PC$3.25/MF$2.25 


Response of the Edematous Isolated Lung to Static 
Positive End-Expiratory Pressure. 
AD-785 018/3GI 74-23 6E PC$3.25/MF$2.25 


ELKINS, ROBERT W. 


Nearly-Best Linear Invariant Conditional Estimation of 
the Location and Scale Parameters of the Weibull 
Probability Distribution by the Use of Order Statistics. 
AD-776 764/3GI 74-11 12A PC$13.00/MF$2.25 


ELKINS, TERENCE J. 
Reprint: Irregular Component of Ionospheric Refrac- 


thon. 
AD-787 246/8GI 
ELKINS, W. 


Flexible Joint for Pressurizable Garment. 
PATENT-3 832 735 74-26 6K Not available NTIS 


ELKINS , WILLIAM 


Instrumented Thermal Mannikin. 
AD-781 176/3GI 74-18 6B PC$4.25/MF$2.25 


ELLARD, CHARLES J. 


An Investigation of the Influence of the In-School 
Neighborhood Youth Corps on Employment and 
Earnings in Houston, Texas. 

PB-236 219/2GI 74-25 SK PC$6.25/MF$2.25 


ELLARD, JAMES S. JR. 


Latch and Hinge Device. 
PATENT-3 663 989 74-03 


ELLDER, J. 


Radio Detection of Interstellar CH, Part 1. 
N74-11924/9GI 74-06 3B PC$3.75/MF$2.25 


Temporal Variations of OH Ground State Emissions in 
ws. 
PB-226 180/8GI 


ELLEFSON, J. %. 
Assurance of Stockpile Quality Through Stop-Rule 
Sampling. 
SAND-74-0029 74-24 SF PC$4.00/MF$2.25 
Simple Significance Tests for Independence of Events. 


74-26 4A _ Reprint 


13E Not available NTIS 


74-04 3B PC$4.25/MF$2.25 


SLA-73-1041 74-10 13H PC$3.00/MF$2.25 
ELLEFSON, RALPH D. 

Uremic Neuropathy. 

PB-229 905/SGI 74-11 6E PC$4.25/MF$2.25 


ELLEMAN, D. D. 
Heat Operated Cryogenic Electrical Generator. 


PAT-APPL-457 295 74-14 10B PC$3.25/MF$2.25 
Magnetic-Flux Pump. 
N73-32361/0GI 74-02 13K Not available NTIS 


ELLEMAN, T. S. 


Diffusion of Gases in Solids. Tritium Diffusion in 
Stainless Steel, Zircaloy-2, and oe Period 
Covered: November |, 1972--October 31, 

ORO-3508-9 74-08 #11F Pc'ss 0% DO/MFS2. 25 


ELLENBURG, G. W. 
Development of a Process to Lower the Thermal Ex- 
rom of Hot Pressed Niobium--Graphite Com- 
WANL-TME- 1801 7406 11D PC$4.50/MF$2.25 
ELLENSON, J. L. 


Electrophotoluminescence of Chloroplasts and Its 
Relation to Photosynthetic Mechanisms. 
LBL-2135 74-06 6A PCS$7.75/MFS$2.25 
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EL-FOULY, M. F. 


EL-FOULY, M. F. 


Analysis of the Effects of ronan ps Changes on 
Radioisotopic Thickness Measurem: 
AREAEE-190 74-21 4B "PCs. 25/MF$2.25 


EL’K, K. 
Absence of Phase Transition in age gee ea 


System of Strongly Correlating Electro 
JINR-P4-7141 74-02 20L PCS3 .00/MF$2.25 


EL-KADY, A. A. 


Assembly and Calibration of an Anticompton gamma- 
Ray Spectrometer Using a Ge(Li) Detector and an An- 
nular Nai(T1) Crystal. 

AREAEE-i80 74-21 18D PC$4.00/MF$2.25 


Evaluation of Thermal Neutron gamma-Ray 
Techniques for Nondestructive Analysis of Geological 


Samples. I. 
AREAEE-187 74-22 7D PC$4.50/MF$2.25 


Single Crystal Ge(Li) gamma-Ray Spectrometer. 
AREAEE-161 74-07 18D PC$3.50/MF$2.25 


EL KAMMAH, KAWTHER M. 


Reprint: Frequency of Autogeny in Wild-Caught Egyp- 

= Phlebotomus Papatasi 
Scopoli)Diptera:Psychodidae). 

een 854/7GI 74-05 6C Reprint 


Reprint: Notes on African Haemaphysalis Ticks. X. H. 
(Kaiseriana) aciculifer Warburton and H. (K.) rugosa 
Santos Dias, the African Representatives of the 
Spinigera Subgroup (Ixodoidea: Ixodidae). 

AD-782 735/5SGI 74-20 6C Reprint 


EL-KHALAFAWY, T. A. 


Experimental Study of Shock Waves Generated by 
Cone Electrode Source. 
AREAEE-170 74-07 201 PC$3.50/MF$2.25 


Topography of the Magnetic Fields and Plasma Cur- 
= in qa theta-Pinch with an Azimuthal Magnetic 


AREAEE-169 
EL-KONSOL, 8. 
Experimental Investigation of Space--Energy Distribu- 


tions of Slow Neutrons in Water Near Plane Absorber. 
AREAEE-166 74-07 20H PC$4.25/MF$2.25 


EL-MAHALLAWY, F. M. 


An Experimental and Theoretical Study of the Turbu- 

lent Mixing in a Cylindrical, Gas-Fired Furnace. 

N74-12077/SGI 74-06 20M PC$3.25/MF$2.25 
EL-MASRY, N. A. 

Reprint: Treatment of Chronic Urinary Salmonella 


Carriers: 3-5 Years Follow-Up. 
AD-771 249/0GI 


EL-MOFTY, O. H. 


Fast Neutron Flux Distribution in the Egyptian-Reac- 
tor Core Cavity, Theoretical and Experimental. 
AREAEE-174 74-22, 18E PC$4.25/MF$2.25 


EL-RAEY, M. 


The Relationship between the Slowly Varying Com- 

— of Solar Radio Emission and Large Scale 
otospheric Magnetic Field Patterns, 

AD-775 215/7G1 74-09 3B PC$3.25/MF$2.25 


EL-RAEY, MOHAMED 
Reprint: Correlation and Spectral Analysis of Daily 


Solar Radio Flux. 
AD-783 995/4GI 


EL-RAWI, H. 


Complexing Kinetics of Transplutonium Elements. 
KFK-1927 74-16 7E PC$8.50/MF$2.25 


EL-SABBAN, M. ZAKI 


Cost-Effectiveness Model I. Prototype Selection and 
Trade-Office Analyses, 
AD-781 947/7GI 74-19 1C PC$3.25/MF$2.25 


EL-SAIEDI, A. F. 


Analysis of Nonsymmetric Double Pass Heat Exchan- 
gers with Nonequal Overall Coefficients of Heat 
Transfer. 

AREAEE-189 74-22 13A PC$4.00/MF$2.25 


Analysis of the Effects of Environmental Changes on 
Radioisotopic Thickness Measurements. 
AREAEE-190 74-21 14B PC$4.25/MF$2.25 


EL-SAYED, M. A. 
The Determination of the Structure of Low Tempera- 
ture Triplet Energy Traps Using PMDR Methods. I. 
The Magnetic Axes of Hexachlorobenzene Excimers. 
AD-776 268/5GI 74-10 7D PC$3.25/MF$2.25 


Phosphorescence-Microwave Double Resonance Spec- 


troscopy. 
UCLA-34-P-91-64 7402 7D PC$3.25/MF$2.25 


Phosphorescence-Microwave Multiple Resonance 
Spectroscopy of Polyatomic Molecules. Annual Re- 
port, September 15, 1972--September 14, 1973. 

UCLA-34-P-91-65 74-02 7D PC$3.00/MF$2.25 


74-08 201 PC$3.25/MF$2.25 


74-04 6E Reprint 


74-22 3B Reprint 


PA-296 


Phosphorescence-Microwave Multiple Resonance 
Spectroscopy of Polyatomic Molecules. Part I. Annual 
Report, September 15, 1973--September 14, 1974. 

UCLA-34-P-91-71 74-24 7D PC$4.00/MF$2.25 


Phosphorescence Microwave Photoexcitation Spec- 
troscopy: A New Technique for the Study of Energy 
Transfer in Molecular Crystals. 

AD-776 266/9GI 74-10 7D PC$3.25/MF$2.25 


EL-SHAZLY, E.M 


Distribution of Zr and Y in Black Sand Minerals from 
the Mediterranean Coast, Rosetta, Egypt. 
AREAEE-171 74-07 8G PC$3.00/MF$2.25 


EL-SHEIKH, MAHER 


Pi - Bonding in Silicon Compounds. 
AD-779 547/9GI 74-15 7C PC$3.25/MF$2.25 


EL-SOKKARY, A. A. 


Distribution of Zr and Y in Black see Minerals from 
the Mediterranean Coast, Rosetta, Egy 
AREAEE-171 74-07 8G PCs3: 00/M F$2.25 


EL’TAKHAVI, M. S. M. 


Determination of the Spin and Parity of the Level of 
the exp 12 C Nucleus (19.39 Mev) from the Analysis of 
the exp 11 B(P,3 alpha ) Reaction. 

JINR-P15-7705 74-15 20H PC$4.00/MF$2.25 


EL-WAKIL, S. 

Neutron Thermalization Code RJT4-Cathy. 

KFKI-73-48 74-09 18K PCS3. 25/MF$2.25 
ELAGIN, V. I. 


Aluminum Alloys with a High Content of High-Melting 
Metals--Translation. 
AD-786 805/2GI 74-25 11F PC$3.25/MF$2.25 


ELAM, ALLEN B. JR. 


Soil Temperature Climatology of Kentucky. 
COM-74-10523/0GI 74-09 2D PC$3.25/MF$2.25 


ELAM, GARY W. 


Effects of Secobarbital and D-Amphetamine on 
Tracking Performance during Angular Acceleration, 


AD-777 $82/8GI 74-12 60 PC$3.25/MF$2.25 
ELAM, W. 

Study of Spacecraft Direct Readout Meteorological 

Systems. 

N74-10799/6GI 74-04 22B PC$7.00/MF$2.25 


ELANGO, M. 


Crystals and Radiation. New Horizons in the Search 
for Scientific Knowledge--Translation. 
AD-784 721/3GI 74-22 20B PC$3.25/MF$2.25 


ELAYAPERUMAL, K. 


Stress Corrosion Cracking and Passivity in Binary Zr-- 
Cr Alloys. 
BARC-685 74-21 #11F PC$4.75/MF$2.25 


ELAYI, A. G. 


Matrix Study of the Characteristic Properties of a 
Magnetic System and the Development of a Detector 
System for Small Angles. Application to the exp 20 
Ne(D,p) exp 21 Ne Reaction. 

LYCEN-7283 74-02 18D PC$6.50/MF$2.25 


ELAZAR, DANIEL J. 
Non-Governmental Interest Groups and Potential 
Changes in the Organization of Federal Housing Pro- 
PB-228 958/SGI 74-10 13B PC$3.75/MF$2.25 
ELBE, RONALD E. 
para on the MI6AI Rifle of Firing .22 Caliber Ammu- 


AD Tit 065/0GI 74-04 19F PC$3.75/MF$2.25 

MIG6AI Rifle Accuracy Parameters. 

AD-772 939/SGI 74-06 19F PC$3.75/MF$2.25 
ELBEK, B 


Why Does Energy Consumption Increase by 8.2% Per 
Year. 
RISO-M-1670 74-08 10A PC$3.50/MF$2.25 


ELBEL, H. 
Comparison of Experimentally Determined Central 
Temperature of Bwr Fuel Rods with Values Calculated 
by Means of Saturn-L. 
KFK-EXT-6/73-4 74-24 18E PC$4.75/MF$2.25 


The Effects of Shot-Peening Residual Stresses nad - 
Fracture and Crack Growth Properties of Déac Ste 
N74-20567/SGI 74-14 11F PC$3. SSMS. 25 


ELBL, M 


Technical Evaluation Study of the Consolidated Field 

Maintenance Facility at Fort Bragg, N.C 

AD-772 894/2GI 74.06 13B  PC$3.75/MF$2.25 
ELBL, M. E. 


Technical Evaluation Study Solid Waste Generation 
-” Disposal Red River Army Depot, Texarkana, 
exas. 

AD-779 S09/9GI 74-15 13B PC$3.75/MF$2.25 


ELCESS, M. O. 


Studies of the Nickel-Rich Nickel--Aluminum Alloy 
System. 


GAT-707 74-07 11F PC$4.00/MF$2.25 
ELDEN, W.L. 

Area Nodal Communications Investigation. 

AD-775 375/9GI 74-09 17B PC$9.25/MF$2.25 
ELDER, B. M. 


Triad Computer. 
AD-784 372/5GI 


ELDER, C. H. 
Degasification of the Mary Lee Coalbed Near Oak 
Grove, Jefferson County, Ala., by Vertical Borehole in 


Advance of Mining 
PB-237 035/1GI 74-26 81 PC$3.75/MF$2.25 


Geologic Structure Analysis Using Radar —— of 
the Coal Mining Area of Buchanan County, V 
PB-228 689/6GI 74-09 81 PC$3. 7S/MFS2: 25 


ELDER, C. W. 


Recommended Screw Torques for 0.6, 0.8, and 1.0 
Unified National Miniature Threads. 
BDX-613-825 74-04 13E PC$4.25/MF$2.25 


ELDER, C. W. JR. 


Orbital Headform Staking Applications for Miniature 
Electromechanical Assemblies. 
BDX-613-972 74-04 9C PC$3.00/MF$2.25 


ELDER, CHRELE T. 
AN/AAR-33 Radiometer Service Approval Test Re- 


74-22 9B PC$6.25/MF$2.25 


port, 
AD-786 405/1GI 74-25 17E PC$3.25/MF$2.25 
ELDER, F. G. 


Effect of Microstructure and Lattice Strain on the 
Corrosion Resistance and Mechanical Properties of 
beta -Quenched Zr--1.14 Wt% Cr--0.1 Wt% Fe. 


AECL-4586 74-18 LIF PC$4.00/MF$2.25 
ELDER, J.C. 

Aerosol Research at the Los Alamos Scientific 

Laboratory. 

LA-UR-74-723 74-20 18G PC$4.00/MF$2.25 


Performance of Multiple Hepa Filters Against Plutoni- 
um Aerosols. 
LA-UR-74-1035 74-25 18F PC$4.25/MF$2.25 


Performance of Multiple Hepa Filters Against Plutoni- 
um Aerosols, January 1--June 30, 1973. 
LA-5349-PR 74-02 13K PC$4.00/MF$2.25 


Performance of Multiple Hepa Filters Against Plutoni- 
um Aerosols. Progress Report, July 1--December 31, 
1973. 

LA-5544-PR 74-20 18G PC$4.00/MF$2.25 


Test Methods and Efficiency Studies on Multi-Bank 
Hepa Filter Systems. 
LA-UR-74-992 74-22 18F PC$6.00/MF$2.25 


ELDER, JACQUELINE 


User Requirements in the Home - —¥ Collection 
Methodology -- A State of the Art Repo 
COM-74-11069/3GI 74-16 SK PCs? 00/M F$2.25 


ELDER, M 
Phoebus-1A. Preliminary Report. 
LA-3375 74-02 21F PC$9.00/MF$2.25 


ELDERKIN, C. E. 

Diffusion-Deposition Measurements and Modeling. 

BNWL-SA-5036 74-25 4B PC$4.00/MF$2.25 
ELDIN, HAMED KAMAL 

Industrial Engineering Software Library. 

PB-232 889/6GI 74-16 13H PC$4.25/MF$2.25 
ELDOR, MENAHEM 


Cost-Effectiveness Evaluation of Freeway Design Al- 

ternatives. Freeway Operations Study. Phase III. 

PB-231 051/4GI 74-11 13B PC$S.75/MF$2.25 
ELDRED, K. MCK. 

Population Distribution of the United States as a Func- 

tion of Outdoor Noise Level. 

PB-235 022/1GI 74-22 SK PC$4.25/MF$2.25 
ELDREDGE, DONALD 


Effects of Ancillary Information upon Photointerpreter 

Performance, 

AD-785 706/3GI 
ELDRIDGE, ARTHUR C. 

Process of Producing Soybean Proteinate. 

PATENT-3 218 307 74-19 6A _ Not available NTIS 
ELDRIDGE, BRUCE F. 

Transovarial Transmission of California Encephalitis 

by Floodwater Mosquitoes, 

AD-785 647/9GI 74-24 6M PC$3.25/MF$2.25 
ELDRIDGE, CHARLES M. 

Analysis of an Axisymmetric, Orthotropic Shell of 

Revolution with Transverse Shear Deformations. 

AD-781 976/6GI 74-19 16D PC$4.25/MF$2.25 


74-24 SI PC$3.75/MF$2.25 
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ELDRIDGE, D. A. G. 
A Frequency Response Analysis System for the Mea- 
surement of the Dynamic Mechanical Properties of 
Non-Metallic Materials. 
AD-769 335/1GI 7401 111 PC$3.75/MF$2.25 
ELDRIDGE, MAXWELL B. 
Reprint: San Francisco Bay Area's Herring Resource-- 
A Colorful Past and a Controversial Future. 
COM-73-50645-11-05/GI 
74-05 6C (Order as COM-73-50645-11) 


ELDYSHEV, YU. N. 


One Universal Nuclear Charge Density Distribution. 
JINR-E4-8029 74-25 20H PC$4.00/MF$2.25 


ELEICHE, A. M. 


Plastic Deformation of Metals at High Strain Rates. 
Part I. The Effects of Temperature on the Static and 
Dynamic Stress-Strain Characteristics in Torsion of 
1100-0 Aluminum. 

AD-770 189/9GI 74-02 11F PC$4.75/MF$2.25 


ELEONSKIH, V. M. 
Propagation of Electromagnetic Waves in a Non- 


homogeneous Nonlinear Medium--Translation 
AD-778 524/9GI 74-14 201 PC$3.25/MF$2.25 


ELER, G. 


Analysis of the Cross Sections of the co ( Exp 3 
He,p) on exp 12 C by the Resonance The 
JINR-P15-7650 74-14 20H PCS3 2 25/MF$2.25 


Express Processing of gamma -Spectra on the Basis of 
Mini Computers. 
JINR-P10-7614 74-14 18D PC$3.00/MF$2.25 


Express Program for Processing a Spectra. Fitting 
Isolated and Weakly as 
JINR-P10-7366 ob “pcs 00/MF$2.25 


Express Program for oo Spectra Epos. Analy- 
sis of the Spectral Region with Complex Background 
and Correction of the Apparatus Disturbances in the 
Individual Channels. 

JINR-P10-7365 74-11 18D PC$3.00/MF$2.25 


Express Program for Processing Spectra (Epos). Deter- 
mination of the Dependence of the Resolving Capacity 
of the Detector on the Energy. 

JINR-P10-7364 74-11 18D PC$3.00/MF$2.25 
Express Program for Processing Spectra (Epos) for 
Doublet Fitting. 

JINR-P10-7367 74-11 18D PC$3.00/MF$2.25 

ELESIN, A. A. 


Complexing Trivalent Americium, Curium, Californi- 
um, Promethium, and “Yttrium tons with 
Bis(Hydroxymethy|)Phosphinic A 

AEC-tr-7474 74-06 


ELFERS, GLEN EDWARD 


Geometric Solution for Targeting Airborne DF 
(Direction Finding) Resources. 
AD-769 395/SGI 74-01 17C PC$S.25/MF$2.25 


ELFERS, KARL 


Promoting Environmental Quality through Urban 
Planning and Controls. 
PB-227 090/8GI 74-06 13B PC$11.50/MF$2.25 


ELFIMOVA, E. V. 


Study of Combined Resorptive ond s Atmospheric 
Pollutants (Gases and Dust)--Transla’ 
AD-779 120/SGI 74-15 6] wPCs3 .25/MF$2.25 


ELFRING, W. H. JR. 


Reprint: On the Appropriateness of Assigning Spin 
Labels to Excited States of Inorganic Complexes. 
AD-781 548/3GI 74-18 7D Reprint 


ELGAMMAL, M. 


New Materials for Aircraft Turbomachine 
N74-18402/9GI 74-12 21E PCS3 .25/MF$2. 25 


ELGAROY, OYSTEIN 


Researches in the Field of Variable Solar Phenomena. 
AD-787 720/2GI 74-26 3B PC$3.25/MF$2.25 


Researches in the Field of Variable Solar Phenomena. 
AD-787 721/0GI 74-26 3B PC$3.25/MF$2.25 


ELGAS, ROGER E. 
An Evaluation of the Army Flueric CO2-02 Concen- 
tration Monitor-Model I and the Army Heart Monitor- 
Model IV Developed by the Harry Diamond Laborato- 
ries. 
AD-775 853/SGI 74-10 6L PC$4.25/MF$2.25 
ELGAZZAR, A 
Mineral Nutritional Differences in an Iron Efficient 
and an Inefficient Corn Hybrid and Their Responses to 


Iron Chelates. 
UCLA-12-965 74-25 6C PC$4.00/MF$2.25 
ELGES, CARL H. Il 
Hydrometallurgical Process for Copper Recovery from 
Sulfide Ores and Other Source Materials. 
PAT-APPL-413 408 7407 #11F PC$3.25/MF$2.25 


cid. 
7B PC$3.00/MF$2.25 


ELGH, L. 


Fire Studies of Plastic Isolated Electric Cables, Sealing 
-_- Lead-in, Interlocking Cells, and Interlocking 
rs. 
AES-11 74-09 18E PC$7.75/MF$2.25 
ELGHOBASHIL, S. E. 


A Theoretical and Experimental Study of Turbulent 


Diffusion Flames in Cylindrical Furnaces. 
N74-28426/6GI 74-20 21B PC$4.25/MF$2.25 
ELIAS, L. R. 


Reprint: Excitation of uv Fluorescence in LaF3 Doped 

with Trivalent Cerium and Praseodymium. 

AD-776 483/0GI 74-11 7D Reprint 
ELIAS, PEETER 

Switch Actuator. 

PAT-APPL-444 457 74-21 131 =PC$3.25/MF$2.25 


ELIAS, PETER 
Algorithms and Logical Networks. 
AD-783 426/0GI 74-20 9B PC$3.25/MF$2.25 


ELIAS, VICTOR 


Regional Landfill and Construction Material Needs in 

Terms of Dredged Material Characteristics and Availa- 

bility. Volume I. Main Text. 

AD-780 750/6GI 74-17 13B PC$8.75/MF$2.25 
ELIASON, ANDREW H. 

Advanced Marine Technology. 

AD-774 998/9GI 74-09 133 PC$4.75/MF$2.25 
ELIASON, J. R. 


Dye Studies Through Use of my ge in an 
Aerial Optical Mechanical Imaging Sys' 
BNWL-SA-3204 74-17 8H PCS3: 25/MF$2.25 


Earth Sciences Waste Disposal Investigations, July-- 
December 1965. 
BNWL-CC-574 74-10 8H PC$3.00/MF$2.25 


Field Evaluation of Ground Disposal of Reactor Ef- 
fluent: 1301-N Crib. 
BNWL-CC-1032 74-12 8H PC$3.25/MF$2.25 


Ground Disposal of Reactor Coolant Effluent. 
BNWL-CC-1352 74-02 18G PC$3.00/MF$2.25 


ELIASON, LAWRENCE K. 
FY 75 Project Plans: Law Enforcement Standards 


Laboratory. 
COM-74-11578/3GI 74-25 SK PC$4.25/MF$2.25 
ELIOFF, T. 


Experimental 

(Escar). 

LBL-2603 74-21 20G PC$4.00/MF$2.25 
ELISEEV, S. M. 

Angular Distributions of Particles from Inclusive 

Hadron-Nucleus Reactions and the Scaling in Super- 

high Energy Region 

JINR-P2-7295 74-07 20H PC$3.00/MF$2.25 

Possible Unified Description of Nuclear Levels and 

Scattering of alpha-Particles and Electrons. 

JINR-P2-7264 7408 20H PC$3.00/MF$2.25 
ELISEEV, V. K. 

Problems of the Arctic and Antarctic--Translation. 

AD-777 450/8GI 74-12 8L PC$3.75/MF$2.25 
ELISEEVA, M. YA. 

New Automatic Channel Switching Telegraph Stations, 

IPRS-62035 74-17 17B PC$3.25/MF$2.25 
ELIZARENKO, G. N. 


Construction Algorithms of the Control Circuits of 
Converter Units Using Pulse-Position Multi-Stable Ele- 


ments--Translation. 
AD-781 149/0GI 74-17 9E PC$3.25/MF$2.25 


Superconducting Accelerator Ring 


ELIZAROV, V 
Developer Unit for Sensitivity Graph Films--Transla- 
tion. 
AD-786 846/6GI 74-25 14E PC$3.25/MF$2.25 


ELIZONDO, REYNALDO S. 
—— Local Control of Eccrine Sweat Gland Func- 


AD.778 565/2GI 74-14 6P Reprint 

A Thermal Model Comparison Study. 

AD-777 278/3GI 74-12 6P PC$4.25/MF$2.25 
ELKIN, A. 8. 

Icebergs above Us--Translation. 

AD-782 175/4GI 74-19 133 PC$7.S0/MF$2.25 


ELKIN, ALBERT 
Design of Training Systems, Phase | Report. Volume 
1 


AD-774 931/0GI 74-09 SI PC$11.50/MFS2.25 
Design of Training Systems, Phase | Report. Volume 
2. Appendices. 

AD-774 932/8GI 74-09 SI PC$7.25/MF$2.25 


ELKIN, F. M. 


Super-Light Construction Alloys (Chapters I, Ill, [X)-- 
Translation. 


ELLENSON, J. L. 


AD-769 561/2GI 74-01 11F PC$4.25/MF$2.25 
ELKIN, L 
Bundle Sheath and Mesophyll Chloroplasts of C sub 4 
Plants: An in Situ Comparison of Their Room Tem- 
ae Fluorescence. 
L-2054 7407 6C PC$I18.75/MF$2.25 
ELKIND, M. M. 


Cellular and Subcellular Biology: Review of the V In- 
ternational Congress of Radiation Research. 
CONF-740715-7 74-25 6R PC$4.50/MF$2.25 


Dna Damage in Mammalian Cells and Its Relevance to 

Lethality. 

CONF-730952-6 
ELKINS, JAMES H. 


Salvage Pontoon. 
PATENT-3 730122 74-26 133 Not available NTIS 


Underwater Electrical Connector. 
PATENT-3 665 509 74-03 9A Not available NTIS 


ELKINS, R. C. 


Cardiopulmonary Effects of Volume Loading of Pri- 
mates in Endotoxin Shock. 
AD-785 017/SGI 74-23 6E PC$3.75/MF$2.25 


Effects of Coronary Perfusion Pressure on Myocardial 
Performance During Endotoxin Shock. 
AD-770 151/9GI 7402 6P PC$3.25/MF$2.25 


Pulmonary Vascular Impedance in Chronic Pulmonary 
Hypertension. 
AD-785 117/3GI 74-23 6P = PC$3.25/MF$2.25 


Response of the Edematous Isolated Lung to Static 
Positive End-Expiratory Pressure. 
AD-785 018/3GI 74-23. 6E PC$3.25/MF$2.25 


ELKINS, ROBERT W. 


Nearly-Best Linear Invariant Conditional Estimation of 
the Location and Scale Parameters of the Weibull 
Probability Distribution by the Use of Order Statistics. 
AD-776 764/3GI 74-11 12A  PC$13.00/MF$2.25 


ELKINS, TERENCE J. 
Reprint: Irregular Component of lonospheric Refrac- 


n. 
AD-787 246/8GI 
ELKINS, W. 


Flexible Joint for Pressurizable Garment. 
PATENT-3 832 735 74-26 6K Not available NTIS 


ELKINS , WILLIAM 


Instrumented Thermal Mannikin. 
AD-781 176/3GI 74-18 6B PC$4.25/MF$2.25 


ELLARD, CHARLES J. 


An Investigation of the Influence of the In-School 
Neighborhood Youth Corps on Employment and 
Earnings in Houston, Texas. 

PB-236 219/2GI 74-25 SK PC$6.25/MF$2.25 


ELLARD, JAMES S. JR. 


Latch and Hinge Device. 
PATENT-3 663 989 74-03 13E Not available NTIS 


ELLDER, J. 


Radio Detection of Interstellar CH, 
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ELSEA, DARRELL R. 
Small Aperture Testing for Airfield Pavement Evalua- 


74-14 4B  PC$3.75/MF$2.25 


tion. 
AD-775 406/2GI 74-09 1E PC$3.75/MFS$2.25 
ELSEL, W 


Design Study of Superconducting 5 Tesla Dipole Mag- 
nets for Mgd Generators. 
IPP-IV-S3 74-06 10B PC$7.00/MF$2.25 


ELSENAAR, A 


Measurements in a Three Dimensional Incompressible 
Turbulent Boundary Layer in an Adverse Pressure 


Gradient under Infinite Swept Wing Conditions. 
N74-12995/8GI 74-07 1A PC$4.25/MFS$2.25 
ELSEY, J.C. 


Concept for a Satellite-Based Advanced Air Traffic 
Management System. Volume IX. System and 
Subsystem Performance Models. 

PB-234 272/3GI 74-20 17G = PC$S.75/MF$2.25 


Concept for a Satellite-Based Advanced Air Traffic 

Management System. Volume V. System Performance. 

PB-234 268/1GI 74-20 17G = PCS$S.75/MFS$2.25 
ELSHAFEI, A. N. 


The Scheduling of Jobs on Parallel Processors: A Sur- 

vey and Annotated Bibliography. 

AD-786 314/5GI 74-25 9B PC$3.25/MFS$2.25 
ELSHAFEI, ALWALID N. 

Branch-and-Bound Revisited: A Survey of Basic Con- 

cepts and Their Applications in Scheduling. 

AD-783 388/2GI 74-20 12B PC$4.75/MF$2.25 


PA-299 





ELSHARKAWI, A. R. 


ELSHARKAWI, A. R. 


Reprint: The Effects of Gamma Radiation on the Cur- 
rent Instabilities Caused by Recombination Centers in 


a-GaAs Crystals. 

AD-770 655/9G1 74-03 20L Not available NTIS 
ELSLEY, R. K. 

Tunable Josephson Junction Far Infrared Source. Re- 

port No. 2151. 

COO-3151-35 74-16 20L PC$4.00/MF$2.25 


ELSNER, GARY H. 
Predicting Traffic Load Impact of Alternative Recrea- 


tion Development. 
PB-231 065/4G1 13B PC$3.25/MF$2.25 


ELSNER, N. B. 
Radioisotope Space Power Generator. Annual Summa- 
ry Report, July 1, 1971--June 30, 1972. 
GA-A-12848 74-23 10B PC$7.75/MF$2.25 
ELSNER, R. 


Reprint: Effects of Alveolar PO2 and PCO2 on Apneic 
Bradycardia in Man. 
74-08 6S Reprint 


74-12 


COM-74-10358/1GI 
ELSNER, R. F. 


Vehicular Variable-Parameter METRRA System. 
AD-782 214/1GI 74-19 171 PC$7.50/MF$2.25 


ELSNER, RAYMOND F. 
Apparatus for Detecting Natural Nonlinearities in An- 


tennas. 
PATENT-3 728 631 74-26 9E Not available NTIS 


Method for Locating Nonlinear Mechanical Junctions 

of Metallic Electrical Conductors. 

PATENT-3 733 545 74-26 14B Not available NTIS 
ELSNER, ROBERT 


Reprint: Respiration and Metabolism in Two Baleen 
Whale Calves. 
COM-74-50189-04-01/GI 
74-16 8A (Order as COM-74-50189-04) 
ELSON, R. E. 


Temperature and Acid Dependency of the Extinction 
Coefficients of Pu(lii) and Pu(Iv) in 1 M Chloride Solu- 


tions. 
UCID-15548 74-25 7E PC$4.00/MF$2.25 


Whitney Program Semiannual Report of the Chemistry 


Department. Part 4. Chemistry Program, January 
June 1970. 
UCID-15749 74-25 7D PC$7.50/MF$2.25 


ELSTER, RICHARD S. 
Responses of Military Reservists in Two Simulated 


Cc b 
AD-776 309/7GI 74-11 SJ}. PC$3.75/MF$2.25 
ELSTON, D. P 


Application of ERTS and EREP Images to Geologic 
Investigations of the Basin and Range: Colorado 
—— Boundary in Northwestern and North-Central 


27410791 74-26 8G PC$3.25/MF$2.25 
ELTON, JOHN H. 


Automatic Interaction Detector-Version 4 (AID-4) 
Reference Manual. 
AD-773 803/2GI 


ELTON, RB. C. 


Analyses of X-Ray Laser Approaches: 1. Extension of 
3p Yield 3s Ion Lasers into the Vacuum-UV Region. 
AD-779 266/6GI 74-15 20E PC$3.25/MF$2.25 


ARPA/NRL X-Ray Laser Program - Semiannual 
Technical Report to Defense Advanced Research Pro- 
jects Agency, | January 1974 - 30 June 1974, 

AD-787 1GI 74-26 20E PC$S.75/MF$2.25 


Reprint: Axial Structure in a Theta-pinch Plasma. 


74-07 9B PC$4.75/MF$2.25 


AD-784 728/8GI 74-22 201 Reprint 
Reprint: Helical Plasma Structue Observed in a Hard- 
Core Theta Pinch. 

AD-784 729/6GI 74-22 201 Reprint 


Reprint: Proceedings of the International Conference 
on X-Ray Processes in Matter Held at Helsinki 
University of Technology, Otaniemi, Finland on July 
28-August 1, 1974. 


AD-786 073/7GI 74-24 7D Reprint 
Reprint: pm Transitions in Soft-X-ray 
Plasma Em 

AD-784 a0laar 74-22 7D Reprint 


ELTON, ROBERT M. 
Will Modification Make the Joint Strategic Objectives 
a a More ae Document in the Planning-Pro- 


ming-Budgeting System 
SD-773 1 131/3GI 74-06 15C PC$3.7S/MF$2.25 


ELUL, R. 
Reprint: Neurotrophic Control of Contracture in Slow 


Muscle Fibres. 


AD-785 821/0GI 74-24 6P Reprint 


PA-300 


ELVANDER, R. C. 


Objective Techniques for Forecasting Thunderstorms 
Severe Wea 
AD-777 155/3GI 


ELVERS, E. 


Seismic Event Identification by Negative Evidence. 
FOA-4-4564-A-1 74-15 18C PC$6.00/MF$2.25 


ELY, J. 
Reprint: Observation of the Compton Modified Band 
po Ae Scattering of keV Electrons by H2, He, Ne, 
ai i 
AD-770 678/1GI 74-03 7D Reprint 
ELY, JAMES F. 


Reprint: Dielectric Constants and Molar Polarizabilities 
of Saturated and Compressed Fluid Nitrogen. 
COM-74-51007/4GI_ 74-26 7D Not available NTIS 


ELY, NEAL M. 


Reprint: Organolanthanides and Organoactinides X: 
Synthesis of a New Type of Sigma-Bonded Or- 
———— Complex: Bis(Eta Superscript Five- 
yclopentadienyl) Lanthanum a 

AD-785 460/7GI 4-23 7B Reprint 


Reprint: Synthesis of a New Type of Sigma-Bonded 
Organouranium Compound. Mono- and Bis(tris(n5S- 
cyclopentadienyl)uranium ferrocene. 

AD-785 459/9GI 74-23 7C Reprint 


ELY, NORTHCUTT 
—o of Mining and Petroleum Laws of the World. 


Afric: 
PBZ 963/2G1 74-13 SD PC$7.25/MF$2.25 
Summary of Mining and Petroleum Laws of the World. 


5. Europe. 
PB-233 216/1GI_ 74-17 SD PC-GPO/MF$2.25-NTIS 


ELYASBERG, P. Y. 
Applied Problems of Space Ballistics. 


74-12 4B PC$S.25/MF$2.25 


N74-28287/2GI 74-20 22C PC$7.25/MF$2.25 
ELZWEKLG, S. 

Droplet Spectra in Layer-Clouds, 

AD-775 044/1GI 74-09 4B PC$3.75/MF$2.25 


EMAMI-NOURI, M. 
Positive Habituation and Vestibular Recruitment. 
N74-21716/7GI 74-17 6S PC$3.25/MF$2.25 
EMANUEL, G. 


H2-C22 Chemical Laser Program. a I. CHEMLUM 
Code for Spectroscopic Data Analys: 
AD-780 178/0GI 74-16 1D “PCS4. 25/MF$2.25 


H2-Cl2 Chemical Laser Program. Part II. Arc Jet Laser 
Experiment. 
AD-780 176/4GI 74-16 20E PC$7.50/MF$2.25 


H2-Cl2 Chemical Laser Program. Part Three. Addi- 

tional Arc Jet Laser Experiments. 

AD-782 871/8GI 74-20 20E PC$4.25/MF$2.25 
EMANUEL, GEORGE 

Einstein Coefficients for Diatomic Molecules. 

AD-775 159/7GI 74-09 7D PC$3.75/MF$2.25 
EMANUEL, JAMES C. 

Mission Analysis of | 1/4 Ton Limited Mobility Truck. 

AD-784 064/8GI 74-22 13F PC$3.75/MF$2.25 
EMARD, F. 


Populations of Excited Hydrogen and Helium Atoms 

in Plasmas Irradiated by a Laser Beam. 

EUR-CEA-FC-729 74-26 201 PC$S5.50/MF$2.25 
EMBERGER, JOHN J. 


The ELIM-COMPLIP System of Manpower Planning 
Models. Volume I. General Overview. 
AD-771 119/SGI 74-04 SI PC$4.75/MF$2.25 


The ELIM-COMPLIP System of Manpower Planning 
Models. Volume II. Description of Computational 
Procedures. 

AD-771 969/3GI 74-05 SI PC$9.S0/MF$2.25 


The ELIM-COMPLIP System of Manpower Planning 
Models. Volume III. User's Manual. Part 1. 
AD-771 970/1GI 74-05 SI PC$9.5S0/MF$2.25 


The ELIM-COMPLIP System of Manpower Planning 
Models. Volume III. User's Manual. Part 2. 
AD-771 971/9GI 74-05 SI PC$7.00/MF$2.25 


EMBERSON, W. C. 
EMP Preferred Test Procedures (Selected Electronic 


Parts), 
AD-787 482/9GI 74-26 9C PC$7.00/MF$2.25 


EMBORG, C. 


Comparison of the Biological Effects in Rats of Radia- 
tion Sterilized and Autoclave Sterilized Food. 


RISO-260 74-16 6H PCS$3.00/MF$2.25 
EMBRY, R. 

Systems Model of Calcium Dynamics in a Pine Litter 

Community. 

SRO-641-12 74-02 6F PC$3.25/MF$2.25 





EMELITY, L. A. 
Impact of Aecm 0511 on Operations of the Los 
Alamos Scientific Laboratory (Lasl) Liquid Waste 


Management Group. 
LA-UR-74-530 18G PC$4.50/MF$2.25 
EMELVANOV, V.B. 
Determination of the Distribution of Thin-Shelled 
Spheres by Diameters from Electromagnetic Radiation 


Scattering Data, 
JPRS-63027 74-25 6K PC$3.25/MF$2.25 
EMELYANOV, B. A. 


lesenigeten of the Interaction of St. Louis En- 
Virus with Tissue Culture Cells--Translation. 
AD-770 296/2GI 74-02 6M PC$3.25/MF$2.25 


EMELYANOV, L. S. 


Effect of Co60 Gamma Irradiation on Staphylococcos 
Aureus--Translation 
AD-784 243/8GI 74-22 6H PC$3.25/MF$2.25 


EMELYANOV, VLADIMIR I. 


Chemical Weapons and Defense Against Them--Trans- 

lation. 

AD-770 735/9GI 
EMERLING, S. J. 

Free-Flight Investigation of the Stability and Control 

Characteristics of a STOL Model with an Externally 


Blown Jet Flap. 
N74-21649/0GI 1A PC$4.75/MF$2.25 
EMERSON, B. R. 


Three Stage Gas Dilution System for Calibration of Air 
Quality Instrumentation. 
N74-25949/0GI 74-19 


Kra Project: A Preliminary Assessment of Nuclear Ex- 
cavation Feasibility for Route 5A. 
UCRL-S1418 74-23 18C PC$4.00/MF$2.25 


EMERSON, DAVID E. 


Determining Impurities in Helium. 
PATENT-3 662 588 74-02 7D Not available NTIS 


Method and Apparatus for Separating Neon from a 
Mixture of Gases. 
PATENT-3 S17 521 


EMERSON, DWIGHT B. 


Joint Construction Sediment Control Project. 
PB-235 634/3GI 74-23 13B PC-GPO/MF$2.25-NTIS 


EMERSON, M. JARVIN 
Water Pollution Control Benefits and Costs. Volume I. 


State of the Art Review, 
13B PC-GPO/MF$2.25-NTIS 


74-15 


74-03 ISB PC$4.25/MF$2.25 


74-17 


14B PC$3.25/MF$2.25 


74-06 7A Not available NTIS 


PB-228 603/7GI 74-08 
EMERY, A. F. 


Calculation of Incipient Fracture at a Shrink-Fit Pin 
Interference. 
SLL-73-63 


EMERY, ASHLEY F. 


Electromagnetic Power Deposition in Man Exposed to 
High-Frequency Fields and the Associated Thermal 


and Physiologic Consequences. 
AD-776 821/1GI 74-11 6R PC$4.25/MF$2.25 


EMERY, J. F. 
Effects of Neutron Irradiation Upon Metallographic 
Mounting Materials. 
ORNL-TM-4604 
EMERY, JAMES C. 
Concepts of Management Information Systems. 
AD-769 233/8GI 74-01 SB PC$3.25/MF$2.25 
EMERY, K. O. 
Reprint: Congo Submarine Canyon and Fan Valley. 
AD-771 578/2GI 74-04 8) Reprint 
Reprint: Congo Submarine Canyon and Fan Valley. 
PB-231 213/0GI 74-12 83 Not available NTIS 


Review of the Results from the Eastern Atlantic Con- 
tinental Margin Program of the International Decade of 


Ocean Exploration. 
PB-225 036/3GI 74-01 83 PC$3.75/MF$2.25 


Suspended Matter and Other py of Surface 
Waters of the Northeastern Atlantic Ocea: 
PB-229 895/8GI 74-11 83 PCS4. 25/MF$2.25 


EMERY, RONALD 


Shipbuilding Manpower Study. Executive Summary. 
COM.74-11004/0GI 74-15 SI PC$4.75/MF$2.25 


EMETS, N. L. 
Cascade Program for Modelling the Interaction of 
High-Energy Photons with Atomic Nuclei. 
ORNL-tr-2798 74-26 20H PC$4.00/MF$2.25 
EMGE, WILLIAM P. 


Study Plan for an Environmental Inventory and As- 
sessment of the Mississippi River 9-ft Channel Project 
Between St. Louis, Missouri, and Cario, Illinois. 

AD-786 144/6GI 74-24 8H PC$3.75/MF$2.25 


74-20 20K PC$4.50/MF$2.25 


74-24 11F PC$4.00/MF$2.25 











EMIGH, C. R. 
Intense Neutron Source Facility Using a Supersonic 


Jet Target. 

LA-UR-74-599 74-20 20H PC$4.00/MF$2.25 
EMIGH, E. R. 

Tritium Ion Beam for an Intense Neutron Source, Ins. 

LA-UR-73-1613 74-09 18A PC$3.00/MF$2.25 


EMILIANI, DENNIS A. 


Release and Recovery Data from Brown and White 
Shrimp Mark-Recapture Studies in the Northern Gulf 
of Mexico May 1967-November 1969. 

COM-74-11639/3GI 74-26 6C PC$6.25/MF$2.25 


Comments on the Theory of SS pea States in 
Noncrystalline Semiconducting S 
SAND-74-5238 74-25 SOL *pcss .00/MF$2.25 


Exact Calculation of the Phonon-Assisted Jump Rate. 
SLA-73-7003 74-16 20L PC$4.00/MF$2.25 


Transport Properties of Small-Polarons. 
SLA-74-5016 74-22 20L + PC$4.00/MF$2.25 


EMKEU, EDWARD A. 

Hydroxy-Conjugated Fatty Acids. 

PATENT-3 729 379 += 74-11 ~7C Not available NTIS 
EMLEY, G. S. 

Reprint: Basis of Behavioral Influence of Chilor- 


promazine. 

AD-777 491/2GI 74-12 60 Reprint 
Reprint: Similar and Selective Actions of Chior- 
promazine, Chiordiazepoxide, and Nicotine on Shock- 
Produced Aggressive and Anticipatory Motor Respon- 


ses in the Squirrel Monkey. 
AD-777 492/0GI 74-12 60 Reprint 


EMLEY, GRACE S. 


Reprint: Schedule-Independent Factors Contributing to 
Schedule-Induced Phenomena (8). 
AD-769 111/6GI 74-01 SJ Reprint 


EMMANUEL, C. B. 


A Feasibility Study for the Remote Measurement of 
Underwater Currents Using Acoustic Doppler 


Techniques. 
COM-73-50947/3GI 
7402 8C PC-GPO/MF$2.25-NTIS 

EMMEL, FRANS J. 

Reprint: Stratigraphic-Seismic Section Correlation and 

Implications to Bengal Fan History. 

AD-777 934/1GI 74-13 8G _ Reprint 
EMMELIN, LARS 

Environmental Planning in Sweden: No.55. The Abisko 


Research Station, 
PB-235 794/SGI 74-25 6F PC$3.25/MF$2.25 


EMMERICH, R. 

Radioisotope Investigation of the Fuel Plates of High- 

Temperature Energy Sources 

ITJ-43 74-13 18) PC$3.25/MF$2.25 
EMMERLING, D. C. 

Feasibility of Microencapsulated Detoxicants for 

Removal of Nitrogenous Metabolites via ey ~~ 

and Characterization of Azotemic Dog Gut F 

PB-234 480/2GI 74-20 6E PC$4. SIMPS2. 25 
EMMERLING, J. E. 

Collection of Airborne Coal Dust by Steam. 

PB-231 109/0GI 74-12 81 PC$3.25/MF$2.25 
EMMERLING, R. 

The Instantaneous Structure of the ae Pressure 

under a Turbulent Boundary Layer Flo 

N73-33177/9GI 74-02 20D PCS. 75/MF$2.25 
EMMETT, J. 

Super-High Density Laser Fusion Ctr. 

UCRL-74802(Rev.1) 74-07 18A PC$3.75/MF$2.25 


EMMETT, M. B. 
Vehicle Code System (Vcs) User’S Manual. 
ORNL-TM-4648 74-24 18F PC$7.00/MF$2.25 


EMMONS, DONALD A. 
Atomic Resonance Optical Filter-Detector. 
PAT-APPL-340 516 974-15 17H PC$3.25/MF$2.25 
EMMONS, H. 


Reprint: Order-Preserving Allocation of Jobs to Two 
Machines. 
AD-784 491/3GI 74-22 12B Reprint 


EMMONS, HOWARD W. 


The Large-Scale Bedroom Fire Test, July 11, 1973. 
PB-235 731/7G1 74-25 131 PC$6.25/MF$2.25 


EMMONS, R. 
Advanced Definition Study for the Determination of 
Atmospheric Ozone Using the Saiellite Eclipse 
Technique. 
N74-19965/4GI 


74-14 4A PC$S.75/MF$2.25 








EMOND, A 


Reprint: Electron Density Behavior near the Axis of a 

Turbulent Hypersonic Sphere Wake. 

AD-783 370/0GI 74-20 201 Reprint 
EMPSON, RICHARD N. 

Cellular Localization of Calcium-Binding Pro 

AD-785 655/2GI 74-24 6A PC$3. OS/MFS2. 25 
EMREY, ROBERT C. 


Computer Utilization in Local Governments: A Critical 
Review and - aa of Research (Second Draft). 
PB-227 266/4G 74-06 SD PC$7 OOMrs2. 25 


EMRICH, D. 


Non-Invasive Determination of Volume Equivalent 
Curves of the Left Ventricle. 
CONF-740708-25 74-24 6E PC$4.00/MF$2.25 


EMRICH, ROBERT L. 


Residential Security, 
PB-232 086/9GI 74-15 SK PC-GPO/MF$2.25-NTIS 


EMRICK, HARRY W. 
Computation Techniques for Various Gravity Anomaly 


Correction Terms. 
AD-774 596/1GI 74-08 8E PC$4.25/MF$2.25 


Computation Techniques for Various Gravity Anomoly 

Correction Terms and Their Effect Peo of the Verti- 

cal Computations for Mountainous A 

AD-785 382/3GI 74-23 8E "PCs3 -75/MF$2.25 
EMSLIE, ALFRED G. 

Study, Design and Fabricate a Cold Crucible System, 

AD-786 481/2GI 74-25 20B PC$4.25/MF$2.25 


Survey of Electromagnetic and Seismic Noise Related 
to Mine Rescue Communications. a 1. Emergen- 
cy and Operational Mine Communication 

PB-235 069/2GI 74-23 «81 PCSI2: 25/MF$2.25 


EMTAGE, P. R. 
Novel Magnetic Materials for Signal Processing. 
AD-777 197/SGI 74-12 20L + PC$3.25/MF$2.25 
EMYASHEV, A. V. 
High-Temperature Coatings on Graphite--Translation. 
AD-783 567/1GI 74-21. 11C PC$3.25/MF$2.25 
ENAGONIO, D. P. 
Reprint: Interactive Gel Networks. Chromatographic 
and Analytical Properties with a Pyridine Type Func- 


tional Group. 
COM-74-50909/2G1 74-25 7C Not available NTIS 
ENALEEV, R. SH. 


Linear Pyrolysis of Materials under the ge ofa 
Powerful Flow of Radiant Energy--Translatio 


AD-770 467/9GI 74-02 7C PC$3. 25/M F$2.25 
ENCARNACAO, J. 

Amanda: Automized Medical Anamnesis Dialog 

Assistant. 

N74-11892/8GI 74-06 6E PC$8.75/MF$2.25 


ENDELMAN, F. J. 
Mathematical Modeling of Soil--Water--Nitrogen 


Phenomena. 

EDFB-IBP-74-8 74-22 8M PC$5.45/MF$2.25 
ENDERLE, G. 

Graphic: An Ices <a for Generating and Edit- 

ing Graphical Inf 

KPK-EXT.8-73- 3 eet? 9B PC$4.75/MF$2.25 

Guide for Extending the Graphic Sys' 

KFK-EXT-8-74-1 74-20 on "CS6: 25/MF$2.25 


Regeat Third Semiannual Progress Report, October 


1972--March 1973 
KFK-EXT-8-73-1 74-07 9B PC$4.25/MF$2.25 


ENDERLIN, WALTER I. 
A Study of Underground Mine Heat Sources. 2. 
Evaluating Underground Heat Sources in Deep Mines. 
PB-233 541/2GI 74-21. 81 + PC$S5.75/MF$2.25 
ENDO, H. 
Path and Induced Field of a Jet Exhausting at a Larger 
Angle into a Uniform Cross Flow. 
N74-22927/9GI 74-18 20D PC$3.75/MF$2.25 
ENDOH, 8S. 


On a Failure Criterion of a Solid Propellant under Tri- 
Axial Stress Fields. 


N74-10711/1GI 7404 211 PC$3.25/MFS$2.25 
ENDORF, D. E. 

The Reversible Effects of Acute Adenine Toxicity in 

Rats. 

AD-781 501/2GI 74-18 6T PC$3.25/MF$2.25 


ENDOW, JOHN S. 
Renal Scanning Composition and Method Using 


Technetium 99m. 
PATENT-3 749913 74-04 6L Not available NTIS 


ENDRES, G. W. R. 
Lattice Parameter Measurements for a-Reactor. 
HW-72696 74-02 18K PC$5.50/MF$2.25 





ENDRES, JO ELLEN 






ENGEL, A. 





Road to New Horizons. Adjustment Training. Guide to 
Activities of Daily Living Program, 
74-26 SK PC$S5.75/MF$2.25 


PB-236 909/8GI 
ENDRISS, J. R. 

Poison Pin Irradiation Test Specifications. 

FXM-4054 74-13 183 PC$3.00/MF$2.25 
ENEA, HORACE 


Algebraic Simplification 
AD-785 043/1GI 
ENEMARK, E. 


6300 A Intensity Variations Produced by the Arecibo 

lonospheric Modification Experiments. 

AD-779 548/7GI 74-15 4A PC$3.75/MF$2.25 
ENENKO, S. O. 


Some Regularities in Formation of the > ~-epgpmed 
Function of Cultured Neural Tissue--Transla’ 
AD-781 240/7GI 74-18 6P PC$3. 25/MFS2. 25 


ENENKOV, V.G. 


The Influence of Bypass Turbojet Engine Parameters 

on the Technical-Economic Characteristics of Long- 

Range Passenger Aircraft--Translation. 

AD-769 316/1GI 7401 21E PC$S5.75/MF$2.25 
ENENSHTEIN, B. S. 


Geoelectric Characteristics of the Earth's Crust and 


the Upper Mantle 
IPRS-61626 74-12 8G PC$3.25/MF$2.25 


ENETANYA, A. N. 


Stress Intensity Factors for Elliptical C 
AD-779 469/6GI 74-15 20K Pes. 25/MFs2. 25 


ENEVOLDSON, E. K. 
Flight Evaluation of Advanced Control Systems and 
Displays on a General Aviation Airplane 
N74-27499/4GI 74-20 1B PC$4.25/MF$2.25 
ENFIELD, DAVID B. 


Reprint: The Surface Wind Over an Upwelling Area 
Near Pisco, Peru. 
AD-773 564/0GI 
ENG, RICHARD 8. 
Reprint: Determination of Absolute Frequencies of 


AD-785 095/1GI "14-23 20E Reprint 


Reprint: Tunable Laser Measurements of Water Vapor 
Transition in the Vicinity of 5 Micrometers. 
AD-771 905/7GI 74-05 7D Reprint 


ENG, ROBERT K. 


Yeast Phenylalany! Transfer Ribonucleic Acid 
Synthetase: Purification and Complex Formation with 
Phenylalanine Transfer Ribonucleic Acid. 

AD-770 376/2GI 7402 6A PCS$3.25/MF$2.25 


ENGAN, JAMES A. 


An Exploration into the Practices of DCAS Industrial 
Specialists in Obtaining Contractor Production Infor- 
mation on High Priority, Medium Value Contracts, 

AD-785 441/7GI 74-23 1SE PC$S.75/MF$2.25 


ENGBERG, C. J. 
Pluto Program Quarterly Progress Report, October-- 


December 1956. 
NAA-SR-1915(Del.) 74-12 21F PC$4.00/MF$2.25 


ENGDAHL, DAVID E. 


Plowshare Technology Assessment Legal Studies. 

Volume I. State Power Over Plowshare: Constitutional 

—e and Pre-Emptive Capability of Federal 
wer, 

PB-231 014/2GI 74-11 18C PC$S5.75/MF$2.25 


Plowshare Technology Assessment Legal Studies. 
Volume II. State and Federal Power Over Federal Pro- 


y. 
PB 015/9GI 74-11 18C PC$7.S0/MF$2.25 


Plowshare Technology Assessment Legal Studies. 

Volume III. Deficiencies of Price-Anderson Protection 

for Plowshare, and Other Legal Papers, 

PB-231 016/7GI 74-11 18C PC$4.25/MF$2.25 
ENGDAHL, E. R. 

Seismic Wave Propagation and Earthquake Charac- 

teristics in Asia. 

AD-779 933/1GI 74-16 173 PC$4.25/MF$2.25 
ENGDABL, RB. A 

Parachute Dynamics and Stability Analysis. 
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Booster Aerodynamic Heating: Test Support. 
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ENGEL, OLIVE G. 
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JUL-966-RG 74-08 181 PC$12.50/MF$2.25 


ENGELHARDT, J. J. 
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ENGELKE, W. T. 


Nondestructive, Thermal, and Mechanical i Sopeeites 
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BNL-18274 74-06 6A PC$3.50/MF$2.25 


ENGELMANN, C. 
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Importance and Role of Nuclear Constants in Activa- 
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74-09 7D PC$3.25/MF$2.25 
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Metallurgical Developments and Applications of Ac- 
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ENGEN, I. A. 
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Uncertainties in Meteorological Data. 
AD-779 061/1GI 74-15 18H PC$7.00/MF$2.25 
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Status of Graphite Technology and Requirements for 
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GA-A-12885 74-18 18E PC$4.00/MF$2.25 
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Gev. 
COO-3066-36 


ENGLER, ROBERT M. 


Discussion of Regulatory Criteria for Ocean Disposal 
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PB-232 486/1GI 74-15 7A PC$3.75/MF$2.25 
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Indexed Bibliography on Corrosion and Performance 
of Materials in Saline Water Conversion Processes - 
15. 

PB-232 488/7GI 

ENGLISH, J. W. 
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LA-5425-MS 74-09 18C PC$4.00/MF$2.25 
ENGSTROM, S. L. 

Thermal Effects of Projected Power Growth: The Na- 

tional Outlook. 
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ENOCH, P. J. 

The Gain of Steered Sonar Arra 
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ENSIGN, JAMES M. 


The Uniform Hospital Discharge Data Demonstration 

Summary Report. 

PB-223 79/401 74-01 6L PC$4.75/MF$2.25 
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Operating System Command Languages - A Brief His- 

tory of Their Study. 
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Simulation for the Assessment of Tactical Nuclear 
Weapons (Satan II). 
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trics. 

AD-770 849/8GI 74-03 20C PC$3.25/MF$2.25 
Reprint: Stress Concentration in Filamentary Com- 
posites with Broken Fibers. 

AD-785 778/2GI 74-24 11D Reprint 


74-18 3B PC$3.75/MF$2.25 


PA-305 





ERINGEN, A. CEMAL 


ERINGEN, A. CEMAL 
Stress Concentration in Filamentary Composites with 
Broken Fibers. 
AD-770 848/0GI 74-03 11D PC$3.75/MF$2.25 
ERINOV, A. E. 


Length of a Turbulent Diffusion Coaxial Flame in a 
Furnace Chamber--Translation. 


AD-780 336/4GI 74-16 21B PC$3.25/MF$2.25 
ERISMAN, L. R. 

Lead-Acid Reserve Battery. 

AD-782 910/4GI 74-20 10C PC$3.75/MF$2.25 
ERKELENS, J. 


A New Small-Volume Celi for Studying Infrared Spec- 
tra of Chemisorbed Species. 
N74-26959/8GI 74-20 6B PC$3.25/MF$2.25 


ERKELENS, L. J. 


Comparison of Fokker F-28 Wind Tunnel and Flight 
Data, a Summary. 
N74-26486/2GI 74-20 1A PC$3.75/MF$2.25 


ERKKILA, B. H. 


Fission and Complete Fusion Measurements in exp 40 
AR Bombardments of exp 58 Ni and = 109 Ag. 
CON F-730823-11 7402 20H '$3.00/MF$2.25 


Fission and Complete Fusion papacy a in exp 40 
AR Bombardments of exp 58 Ni and exp 109 Ag. 
LA-UR-73-1180 7402 20H P $3 00/MF$2.25 


ERKKILA, P. 


Effect of Core-Excitations and Su sub 4 eer 
payee Upon the eae Capture Rate in exp 
NP-19809 7402 20H PC$3. TIMFS2. 25 


ERKMAN, J. 0. 


The NOL Large Scale Gap Test. III. Compilation of 
Unclassified Data and Supplementary Information for 
Interpretation of Results. 

AD-780 429/7GI 74-16 19D PC$4.75/MF$2.25 


ERLANDER, STIG R. 
Solvent and Process for Obtaining Undepolymerized 


Amyloses. 
PATENT-3 306772 74-16 2A Not available NTIS 
ERLANDSEN, PETER O. 


Investigation of the Feasibility of a Mag- 
netohydrodynamic Laser. 


AD-781 997/2GI 74-19 20E PC$4.75/MF$2.25 
ERLE, L. L. 

OH-6A Design and Operational Flight Loads Study. 

AD-775 832/9GI 74-10 1A  PC$S.25/MF$2.25 
ERLER, J. 


Mechanical Properties of Rapsodie Clads and Hex- 
agonal Wrappers. Steel Swelling in Rapsodie Hex- 
agonal Wrappers. 

AEC-tr-7490 74-14 18E PC$4.00/MF$2.25 


Mechanical Properties of the Hexagonal Tubes and 
Jackets of Rapsodie. Swelling of the Steel of the Hex- 


agonal Tubes of Rapsodie. 
CEA-CONF-2424 74-09 11F PC$3.50/MF$2.25 
ERLEWEIN, W. 


Inclusive- Photoproduction of pi exp 0 Mesons at 6 


Gev. 

DESY-73-43 74-09 20H PC$3.00/MFS$2.25 

Target Asymmetry for Neutral pi Meson Photoproduc- 

tion on Polarized Protons at 4 Gev in the Forward 

Direction. 

DESY-73/29 74-04 20H PC$3.00/MF$2.25 
ERLEY, W. 


Volume Diffusion in the Molybdenum--Tungsten 
System. 
JUL-991 -TP 74-11 LIF PC$7.00/MF$2.25 


ERLICH, DAVID C. 


Investigation of Low-Velocity Detonation Phenomena 
in Liquid Monopropellants and Explosives. 
AD-779 802/8GI 74-16 19D PC$4.25/MF$2.25 


ERLMEIR, R. 
Optimization of Supersonic Fuels from Low Polymers 
pd C sub 3 and C sub 4 Olefins by Means of n-Paraf- 
Ss. 
N74-28221/1GI 74-20 21D PC$3.75/MF$2.25 
ERMACHENKO, V. M. 


Concerning the Effect of Atomic Collisions on the 
Characterization of Lamb Failure. 
IAE-2256 74-17 7D PC$4.00/MF$2.25 


ERMAKOV, D. S. 


+Effect of Ambient Temperature on Radiation 
+ ee 2 agua of a Large-Surface Infra-Red Radiator-- 


ranslation. 
AD a2 373/SGI 74-19 20F PC$3.25/MF$2.25 
ERMAN, LEE D. 
Working Papers in Speech Recognition - Il, 
AD-770 633/6GI 74-03 17B PCS$4.25/MF$2.25 


ERMATOYV, S. E. 
Structural Changes in cr ong Monocrystals 
under Laser Irradiation--Transiatio 
AD-778 692/4GI 74-14 HF. PC$3.25/MF$2.25 
ERMISCH, F. 
Voltage Regulation in Fuel Cell Aggregates by Elec- 
trochemical Control Elements Spannungsbee Influs- 
pan & von Brennstoffzellen-Aggregaten durch Elek- 
emische Steliglieder. 
N74-13760/SGI 74-08 10B PC$6.25/MF$2.25 
ERMOLAEV, O. N. 
Certain Peculiarities of Combustion of Ballasted Gases 
and Stabilization of a Flame--Translation 
AD-776 731/2GI 74-11 21B PC$3.25/MF$2.25 


ERMOLENKO, A. S. 


Production of Highly Texturized Permanent Magnets 
from Magnetically Anisotropic Powders 
JPRS-60499 74-04 11F PCS3. 25/MF$2.25 


ERMOLENKO, S. D 
Application of the Nonlinear Theory of a Lifting Sur- 
face to the Calculation of Aerodynamic Characteristics 
of a Triangular Wing Moving Close to the Earth's Sur- 
face--Translation. 
AD-785 154/6GI 74-23 1A  PC$3.25/MF$2.25 


Nonlinear Theory of a Carrying Surface in a Non- 

Compressible Flow--Translation. 

AD-785 113/2GI 74-23. 20D PC$3.25/MF$2.25 
ERNEST, LAWRENCE A. 

200 MGD Activated Sludge Plant Removes Phosphorus 

by Pickle Liquor. 

PB-228 561/7GI 74-09 13B MF$2.25-NTIS 
ERNICK, FREDERICK G. 

Production Engineering Measure for High Current, 

Fast-Switching Transistors. 

AD-782 848/6GI 74-20 9A PC$3.75/MF$2.25 
ERNST, A. 

Connection of a Cae 510 Computer to the Calas- 

System for Data Acquisition and Evaluation of Multi 


Parameter Experiments. 
KFK-1746 


ERNST, CARL R. 


Reprint: Silicon-29 NMR: Unusual Chemical Shift 
Trends in the Substituted Phenyltrifluorosilane System. 
AD-779 769/9GI 74-15 7D Reprint 


ERNST, E. DALE 


Laboratory Test Techniques for Evaluating the Ther- 
mal Protection of Materials when Exposed to Various 
Heat Sources. 

AD-784 923/SGI 74-23 ILE PC$3.75/MF$2.25 


ERNST, EDWARD W. 
Bibliography of Reports, January 1964 through Februa- 


ry 1974, 
AD-776 256/0GI 74-10 17C PC$3.75/MF$2.25 


A Cross-Correlation Method for Computer-Aided 

Selection of CDAA SUM Patterns. 

AD-783 708/1GI 74-21. 17C ~=PC$4.25/MF$2.25 
ERNST, G. C. 

Liquid-Induced Erosion Research of University of 

Michigan Cavitation and Multiphase Flow Laboratory, 


74-02 9B PC$3.75/MF$2.25 


PB-231 150/4GI 74-12 I1F PC$3.75/MF$2.25 

Steam Tunnel Initial Operation and Results. 

PB-228 121/0Gi 74-11 14B  PC$3.25/MF$2.25 
ERNST, H. H. 


Impingement Cooled Turbine Blade. 

PAT-APPL-334 504 74-19 21E PC$3.25/MF$2.25 
ERNST, K 

Reprint: Measurement of the Vibrational-Vibrational 

Exchange Time (V = 2) for DF Gas. 

AD-782 624/1GI 74-19 7D Reprint 
ERNST, K. A. 

Experimental Determination of the Energy Transport 

in Cylindrical Nitrogen Arcs at Variable Tube Diame- 

ter Pa orev omg Bestimmung des Energie-Transports 

in Zylindrischen N2-Boegen MIT Variation des Rohr- 

durchmessers. 

N74-14397/SGI 
EROFEEV, V. S. 

Accelerators with a Closed Hall Current--Translation. 

AD-782 537/SGI 74-19 201 PC$3.25/MF$2.25 


Ton Acceleration in EH Layer with Closed Hall Cur- 


rent--Translation. 
AD-787 353/2GI 74-26 201 PC$3.25/MF$2.25 


Low-Frequency Instability in Radial lon Beam Formed 
by EH Layer with Closed Hall Current--Translation. 
AD-787 396/1GI 74-26 201 PC$3.25/MFS$2.25 


Two-Stage Acceleration of Ions in Layer with Closed 


Hall Current--Transilation 
AD-787 341/7GI 74-26 201 PC$3.25/MF$2.25 
EROKHIN, N. S. 
Decay Processes in Inhomogeneous Plasma. 
KHFTI-73-11 74-10 201 PC$3.00/MF$2.25 


74-08 201 PC$4.25/MF$2.25 


EROSHENKO, V. M. 


Experimental Setup for Studying Complex Heat Ex- 

hange--Translation. 

AD-778 569/4GI 74-14 20D PC$3.25/MF$2.25 
ERSCHLER, J. 


General Problems on the Job-Shop Scheduling. Defini- 
tions, Criteria, Principal Methods Problem General de 
l'Ordonnancement d'Atelier. Definitions, Criteres, 
Principales Methodes. 
N73-32488/1GI 74-02 12B PC$3.25/MF$2.25 
ERSHOV, F. I. 
The Antiviral Action of Ribonuclease--Translation. 
AD-770 903/3GI 74-03 6M PC$3.25/MF$2.25 
Some Patterns Observed in the Interferon Effect-- 
Translation. 
AD-777 002/7GI 74-11 6M PC$3.25/MF$2.25 
Virus-Induced Synthesis on Preformed Subcellular 
Structures--Translation. 
AD-771 817/4GI 
ERSHOV, YU. 


Experience in the Use of Collective Expert Evaluation 
of the Prospects for Technical Branch Development-- 
Translation. 


74-05 6M PC$3.25/MF$2.25 


AD-786 006/7GI 74-24 12A PC$3.25/MF$2.25 
ERSKINE, J. L. 

Reprint: Magneto-Optic Kerr Effect in Ni, Co, and Fe. 

AD-769 308/8GI 74-01 20L Reprint 


ERSKINE, M.C. JR. 


Mineral Exploration Potential of ERTS-1 Data. 
E74-10608 74-19 8G PC$4.75/MF$2.25 


ERSKINE, MARY S. 


Reprint: Suppression of Pituitary-Adrenal Activity and 
Shock-Induced Fighting in Rats. 
AD-782 717/3G1 

ERTEL, D. 


Routine Method for the Analytical Determination of 
the Fluoride Content of Purex Process Solutions. 
KFK-1678  ‘ 74-06 7B PC$3.25/MF$2.25 


ERTLEY, E. W. 


Reprint: Thermal Decomposition of Tertiary Alkyl 
Peroxides. Substituent Effects in Peroxide Bond 
Homolysis and beta Scission of Alkoxy Radicals. 

AD-776 478/0GI 74-11 7C Reprint 


ERTURK, T. 


Forging of Metal-Matrix Composites - An er 
tal and Analytic Approach to Process Desig 
AD-774 757/9GI 74-08 11D Pcs. 75/MFS2. 25 


ERVIN, J. T. 
The Reversible Effects of Acute Adenine Toxicity in 


74-20 SJ_ Reprint 


Rats. 
AD-781 501/2GI 
ERVIN, JOHN T. 


Evaluation of Oral Administration of Adenine to Dogs 
and Primates. 
AD-780 849/6GI 


ERVIN, O. L. 
Spatial Distributions and Employment Trends of 
Manufacturing Industries in East Tennessee (1943-- 
1973). 
ORNL-NSF-EP-38 
ERVIN, W. D. 


Altitude Test of the Aerojet Modified Heavyweight 
Full-Scale Controllable Solid-Propellant Rocket Motor 
(CSRM-4). 
AD-914 660/6GI 
ERWIN, A. F. 


Mobile Energy Depot Feasibility Study: Summary Re- 


74-18 6T PC$3.25/MF$2.25 


74-17 6T PC$3.25/MFS$2.25 


74-22, SC PC$13.50/MF$2.25 


74-15 21H PC$4.25/MF$2.25 


port. 
ACNP-62015-A 74-16 18N PC$18.00/MF$2.25 
ERWIN, DAVID N. 


Reprint: Effect of Pentagastrin on Adult Rat Duodenal 
Cells in Culture. 
AD-778 583/5GI 


ERWIN, R. L. 
Strategic Control Algorithm Development. Volume I. 


74-14 6P Reprint 


Summary. 

PB-236 719/1GI 74-26 17G PC$4.25/MF$2.25 
Strategic Control Algorithm Development. Volume III. 
Strategic Algorithm Report. 

PB-236 722/SGI 74-26 17G PC$4.75/MF$2.25 


Strategic Control Algorithm Development. Volume 
IVA. Computer Program Report. 


PB-236 723/3GI 74-26 17G PC$8.S0/MF$2.25 
Strategi: Control Algorithm Development. Volume 
IVB. Computer Report (Concluded). 

PB-236 724/1GI 74-26 17G PCS$8.50/MF$2.25 


Strategic Control Algorithm Development. Volume 
11A. Technical Report. 
PB-236 720/9GI 74-26 17G PC$7.50/MF$2.25 
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Strategic Control Algorithm Development. 
11B. Technical Report (Concluded). 

PB-236 721/7GI 74-26 17G PC$7.00/MF$2.25 
ERZHANOV, A. E. 


The Stress, Originating in the Soil during Its Interac- 
tion with a Working Tool (Napryazheniya, Voz- 
nikayushchie v Pochve pri ee Vzaimodeistvii s 


Rabochim Organom), 
PB-232 035-T/GI 74-13 2C PC$3.25/MF$2.25 


ERZHANOV, ZH. S. 


Activities of the Kazakh Academy of Sciences in 1972, 
JPRS-61074 74-07 SB PC$3.75/MF$2.25 


ESAIAS, W. E. 


Measurements of Absolute Scalar Irradiance Spectra in 
Rhode River. 


COO-3278-24 74-21 6C PC$4.75/MF$2.25 
ESAKI, L. 

Experimental and Theoretical Physic 

AD-779 535/4GI 74-15 20B *Pcs3. 25/MF$2.25 


Reprint: Ga(i-x)AKx)As Superlattices Profiled by 
Auger Electron Spectroscopy. 
AD-786 078/6GI 74-24 20L Reprint 


Reprint: Resonant Tunneling in Semiconductor Double 
Barriers. 
AD-785 814/SGI 74-24 20L Reprint 


Reprint: Structures Grown by Molecular Beam Epitax- 


y. 
AD-770 822/SGI 
ESAKI, LEO 
Reprint: Computer-Controlled Molecular Beam Epitax- 


y. 
AD-786 301/2GI 
ESARY, J. D. 


Families of Components, and Systems, Exposed to a 
Compound Poisson Damage Process, 


74-03 20B_ Reprint 


74-25 20L Reprint 


AD-769 402/9GI 7401 14D PC$3.25/MF$2.25 

Properties of an Approximate Hazard Transform. 

AD-769 401/1G1 7401 14D PC$3.75/MF$2.25 
ESBENSEN, S. 


Determination of Bulk Properties of Tropical Cloud 
Clusters from Large Scale Heat and Moisture Budgets, 


Appendix B. 
N74-12151/8GI 7406 4A PC$3.75/MF$2.25 
ESCHENBRENNER, A, JOHN 


Media Adjunct Programming. An _ Individualized 
Media-Managed Approach to Academic Pilot Training. 
AD-775 723/0GI 74-10 SI PC$3.25/MF$2.25 


Media Adjunct Programming: An _ Individualized 
Media-Managed Approach to Academic Pil«t Training. 
AD-779 950/SGI 74-16 SI PC$«.25/MF$2. 5s 


ESCHENROEDER, A. Q. 
Bulk Turbulence Equations for Fireball Modeling. 


AD-781 278/7GI 74-18 18C PC$3.75/MF$2.25 
ESCHER, J. S. 

Photoemission in the 1-2 Micron Range. 

AD-917 474/9GI 74-13 17E PC$4.25/MF$2.25 


ESCHER, W. J.D. 


Prospects for Hydrogen as a Fuel for lama 

Systems and for Electrical Power Genera’ 

ORNL-TM-4305 7402 21D PCS$S $5.00/MFS2. 2s 
ESCHWEILER, RONALD R. 


UH-IN Salt Water Spray Ingestion Tests (Category II 
Follow-On Test Program). 


AD-905 038/6GI 74-15 1C PC$4.25/MF$2.25 
ESCOLAR, D. 
Reprint: Some Problems in Infrared Spec- 
trophotometry. 


AD-780 327/3GI 74-16 14B Not available NTIS 
ESCOTT, WILLIAM S. 


Electroluminescent Film Display Device. 
AD-785 714/7G1 74-24 9E PC$3.75/MF$2.25 


ESCOURROU, A. 


Basile: Program for Logic Circuit er Basile: 
Programme de Simulation de Circuits L 
N73-32149/9GI 74-02 9B PC$3.25, /MFS2. 25 


ESCOVER, A. J. 


Protection and Troubleshooting of ~~ Mine Electri- 
cal Cables. 1. Shuttle Car Reel Test Uni 
PB-235 639/2GI 74-25 81 PCSS. 25/MF$2.25 


ESENOV, SH. E. 


Activities of the Kazakh Academy of Sciences in 1972, 
IPRS-61074 74-07 SB PC$3.75/MF$2.25 


ESGAR, J.B. 


Ophthalmic Liquefaction Pump. 
PAT-APPL-397478 74-02 6L PC$3.25/MF$2.25 


State of Technology on Hydrogen Fueled Gas Turbine 


Engines. 
N74-26253/6GI 74-19 21E PC$3.25/MF$2.25 





ESHEL, A 


Foil Bearing Investigation. Study of Tape Behavior in 
Vacuum Columns. Analysis of the Contour of a Sta- 
tionary Tape in Vacuum Columns. 

AD-782 427/9GI 74-19 131 PC$3.75/MF$2.25 
Foil Bearing Investigation. Study of Tape Behavior in 
Vacuum Columns. Application of Foil Bearing Theory 


to Vacuum Columns. 
AD-782 424/6GI 74-19 131 PC$3.25/MF$2.25 


ESHLEMAN, PAUL W. 


A Thermal Wave Flowmeter for Measuring Combined 
Sewer Flows. 

PB-227 370/4GI 74-07 13B PC-GPO/MF$2.25-NTIS 

ESHLEMAN, R. L. 

Feasibility Model of a High Reliability Five-Year Tape 
Transport, Volume 1. 

N74-17161/2GI 74-11 14C PC$3.75/MF$2.25 
Feasibility Model of a High Reliability Five-Year Tape 
Transport, Volume 2. 

N74-14895/8GI 74-09 14C PC$4.75/MF$2.25 


Stability and Handling Criteria of Articulated Vehicles. 
Part I. Technical Report. 
PB-225 021/SGI 74-01 13F PC$10.00/MF$2.25 


Stability and Handling Criteria of Articulated Vehicles. 

Part 2. AVDS3 User's Manual. 

PB-225 861/4GI 74-04 13F PC$5.75/MF$2.25 
ESIPCHUK, YU. V. 


Development of a Stationary Plasma Engine and Its 
Testing Aboard the ‘Meteor’ Artificial Earth Satellite, 
JPRS-62823 74-25 21C PC$3.75/MF$2.25 


The Study of Plasma Systems with Closed Electron 

Drift and Distributed Electric Field--Translation. 

AD-784 018/4GI 
ESKEW, HENRY L. 

Ridge Regression with Non-Zero Priors: Some Monte 

Carlo Results. Volume II. 

AD-769 991/1GI 74-02 12A PC$3.75/MF$2.25 
ESKEW, RODERICK K. 


Process for Reducing the Hygroscopicity of 


Dehydrated Fruits. 
PAT-APPL-278 661 74-13 6H PC$3.25/MF$2.25 


ESKNI, V. E. 
The Temperature Coefficient of Unperturbed 
Macromolecular Dimensions of Polydecylacrylate 
(Temperaturnyi Koefficient Nevozmushchennyh Raz- 
merov Makromolekul Polidecilakrilata), 
TT-73-58046 74-10 111 PC$3.25/MF$2.25 
ESKREYS, A. 


Method of Estimating the Cross Sections for 


Resonance Production. 
INP-840 74-12 20H PC$3.00/MF$2.25 
ESLER, ELISA 


World Health Organization/International Collaborative 
Study of Medical Care Utilization. Volume 1. Or- 
ganization and Development. 

PB-234 275/6GI 74-20 6E PC$4.75/MF$2.25 

ESLINGER, D. R. 

Absorption and Emission Mixed Crystal Spectra of 
Some Azaazulenes. 

1S-3222 74-24 7C PC$8.75/MF$2.25 


ESMAIL, WALID JUBRAN 
The Effect of Flux and Gravitational teers on Misci- 
ble Displacement in a Thin Homogeneous B: 
PB-227 711/9GI 74-08 8H PC$S5. oS/MFS2. 25 
ESMEN, NURTAN A. 
Correlation between Breathing Zone Solvent Concen- 
trations and Solvent Zones from Vapor Degreasers. 
AD-777 805/3GI1 74-13 63 | PC$S.25/MF$2.25 
ESMER, ERKAN 


Effects of Absorbed Moisture in Aggregates on 

Concrete Durability, 

PB-225 266/6GI 7402 13C PC$8.75/MF$2.25 
ESMORE, L. H. 

Reprint: Trade Waste Treatment in the Metal Finishing 


74-22 201 + PC$3.25/MF$2.25 


Industry. 
AD-787 026/4GI 74-26 11F Not available NTIS 


ESPARZA, D. A. 
Automatic Strain Indicator. 
CNEA-347 7406 14B PC$3.00/MF$2.25 


ESPARZA, FERNANDO 
Planning Applications in East Central Florida. 
E74-10064 74-03 8H PC$3.25/MF$2.25 
ESPEDAL, M. S. 


Effects of Trapped and Untrapped Particles on an 
Electrostatic Wave Packet. 
BUM-46 74-22 201 PC$4.75/MF$2.25 


ESPELAND, L. ROGER 


An Experimental CMI (Computer Managed Construc- 
tion) System on the PDP 11/20. 
AD-771 671/SGI 7405 SI PC$3.25/MFS$2.25 
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ESPINOSA, A. F. 


A Study of Soil Amplification Factors in Earthquake 
Damage Areas, Caracas, Venezuela. 
COM-74-50234/SGI 
74-10 8K PC-GPO/MF$2.25-NTIS 
ESPINOSA, E. 


Study of Oxidation Reduction Properties of Carrier 
Free Np in Alkaline Solutions. Stability of exp 239 


Np(Vii). 
FRNC-TH-478 74-15 7E PC$7.00/MF$2.25 


ESPOSITO, FRANK J. 


Unfurlable Isotropic Antenna. 
PATENT-3 715 759 74-08 9E Not available NTIS 


ESPOSITO, J. E. 
A Semi-Empirical Approach for Evaluating Computer 


System Performance. 
AD-773 312/4GI1 7407 9B PC$4.25/MF$2.25 


Statistical Analysis to Determine Digital Computer 

Workload Characteristics, 

AD-786 061/2GI 74-24 9B PC$4.75/MF$2.25 
ESPOSITO, JOHN J. 

Garment Cooling System. 

PATENT-3 670 518 74-02 6Q Not available NTIS 

Self-Heated Protective Garment. 

PATENT-3 670 716 74-02 6Q Not available NTIS 
ESPOSITO, LOUIS 

Substandard Housing and the Cost of Providing Hous- 


ing-Related Services. 
PB-234 100/6GI 74-19 SK PC$6.25/MF$2.25 
ESPOSITO, R. 
Aminoacids in Uremia. 
PB-233 839/0GI 
Oxystarch in Uremia. 
PB-233 837/4GI 
ESPOSITO, ROBERT J. 


Polarization Dependence of the Free Carrier Reflec- 

tivity of Heavily Doped Semiconductors, 

AD-785 538/0GI 74-23 20L = PC$3.75/MF$2.25 
ESQUIRE, ROBERT G. 


Effects of Waxed Dental Floss same owl in the 
Regimen of Oral Health of Antarctic Personne’ 
AD-78 786 764/1GI 74-25 6E PC$3. ISIMFS2. 25 


ESQUIVEL, AGERICO 
New Methods for Growth and Characterization of 
GaAs and Mixed III-V Semiconductor Crystals. 
AD-774 967/4GI 7409 20L PC$9.50/MF$2.25 
ESS, JOHN O. 
Low Frequency Wave Absorbing Device. 
PATENT-3 739 411 74-26 133 Not available NTIS 
ESSELSTYN, T. C. 


Jail Inmates at Work: A Study of Work Furlough. 
PB-236 779/SGI 74-26 SK PC$S.25/MF$2.25 


ESSENWANGER, O. M. 
On the Duration of Widespread Fog and Low Ceiling 
in Central Europe and Some Aspects of Predictability 
AD-771 934/7GI 7405 4B PC$4.25/MF$2.25 
ESSENWANGER, OSKAR M. 
On Spatial Distribution of Visibility and Clouds in 
Central Europe. 
AD-780 723/3GI 
ESSERS, FLORENCE 


The Public Need and the Role of the Inventor, 
Proceedings of a Conference Held in Monterey, 
California on June 11-14, 1973. 
COM-74-50543/9GI 

74-17 SB PC-GPO/MF$2.25-NTIS 


74-19 6E PC$3.75/MF$2.25 


74-19 6A PC$3.75/MF$2.25 


74-17 4B PC$4.25/MFS2.25 


ESSIG, T. H. 
Environmental Status of the Hanford Project. 1965 Aa- 
nual Summary 
BNWL-CC-913 74-09 8H PC$4.50/MF$2.25 


Environmental Status of the Hanford Reservation for 
December 1966. (Annual Summary). 
BNWL-CC-637-12 74-09 “aH PC$5.75/MF$2.25 


Environmental Status of the Hanford Reservation for 
January--June 1969 
BNWL-CC-2478 74-10 8H PCS$6.75/MF$2.25 


Environmental Status of the Hanford Reservation for 


July--December 1969. 
BN WL-CC-2583 74-10 8H PC$6.00/MF$2.25 
ESSLINGER, E. N. 
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Model of an Upper-Surface Blown Flap Transport 
Having Two Engines. 

N74-15719/9GI 74-10 1A PC$4.75/MF$2.25 
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FALSE, H. 


New Means of Audiovisual Message Transmission: 
Volume a: Space Communications Nouveaux Moyens 
de Diffusion de Messages Audio-Visuels Volume a les 
Telecommunications Spatiales. 

N73-32068/1GI 74-02 17B PC$S.25/MF$2.25 
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vesting and Marketing. 

COM-74-10601/4GI 74-11 6C PC$3.75/MF$2.25 


Reprint: Growth, Recruitment, and Distribution of the 

Littleneck Clam, ‘Protothaca staminea’, in Galena 

Bay, Prince William Sound, Alaska. 

COM-73-50437-03-06/GI 

74-04 6C (Order as COM-73-50437-03) 

FEDERER, C. ANTHONY 

Tree Water Stress in Relation to Water Yield in a 

Hardwood Forest. 

PB-236 047/7GI 74-25 13B PC$3.75/MF$2.25 
FEDERER, J. 1. 

Effect of Alloy Additions and Heat Treatments on the 

Mechanical Properties of U--0.5% Ti Alloy. 

ORNL-TM-2482 74-25 IF PCss .00/M F$2.25 

Effects of Neutron Irradiation on Loose and Bonded 


Inert Particles Coated with Pyrolytic Carbon and Sil- 
icon Carbide. 


74-09 6A PC$3.75/MF$2.25 


74-10 2B PC$8.75/MF$2.25 


PA-319 





FEDERER, J. |. 


ORNL-TM-4551 74-26 183 PC$S5.45/MF$2.25 
FEDERER, W.T. 
On a Measure of Aliasing Due to Fitting an Incomplete 
Model. 
AD-771 615/2GI 74-04 12A PC$3.75/MF$2.25 
On a Measure of Aliasing Due to Fitting an Incomplete 
Model. 
AD-771 615/2GI 7404 12A_ PC$3.75/MF$2.25 


On the Nonexistence of Knut Vik Designs for all Even 
Orders. 
AD-771 $97/2GI 74-04 12A_ PC$3.25/MF$2.25 


FEDERGRUEN, L. 


Volumetric Determination of the O/U Ratio in Pellets 
of the Ceramic Oxides Uo/sub 2+X/ and Uo/sub 
2+X/.Tho sub 2. 


IEA-276 7402 7D PC$3.00/MF$2.25 
FEDERICI, L. 

Plastic Chambers. 

N74-18107/4GI 74-12 18D PC$3.25/MF$2.25 

Plastic Chambers. Internal Note 467. 

CONF-730531-10 74-06 18D PC$3.25/MF$2.25 
FEDERICO, A. 


Microcalorimetric Study of the Interaction of Plasma 

Proteins with Synthetic Surfaces: I. Construction of 

the Microcalorimeter and Preliminary Results. 

PB-231 776/6GI 74-13 6L PC$4.75/MF$2.25 
FEDERICO, PAT-ANTHONY 


Recognition Memory for Shapes as a Function of En- 


coding Strategy. 
AD-787 641/0GI 74-26 SJ PC$3.75/MF$2.25 
FEDERMAN, PHILIP J. 
Increasing and Evaluating the Readability of Air Force 
Written Materials. 
AD-786 820/1GI 74-25 SI PC$4.75/MF$2.25 
A Survey ef Student Measurement and Course Evalua- 
tion Procedures within the Air Training Command. 


AD-786 041/4GI 74-24 SI PC$S.25/MF$2.25 
FEDEROV, F. I. 

On the Theory of Total Reflection--Translation. 

AD-773 381/9GI 74-07 20F PC$3.25/MF$2.25 
FEDEROV, N. I. 


Carbon and Nitrogen Nutrition Requirements of Root 
Fungus (Fomitopsis Annosa (Fr.) Bond. et Sing.) 
(Potrebnost Kornevoi Gubki (Formitopsis Annosa (Fr.) 
Bond. et Sing.) v Istochnikakh Uglerodnogo i Azot- 


nogo Pitan iya), 
TT-72-51064 74-07 6C PC$3.25/MF$2.25 
FEDEROVSKII, B. I. 
A Study of the Possibility of Using Photographic 
Materials for the Visualization of Single Pulses of an 
Electromagnetic Field in the Invisible Region of the 
Spectrum--Translation. 
AD-784 301/4GI 
FEDOR, J. Vv. 


Dynamics of Flexible Spinning Satellites with Radial 
Wire Antennas. 
N74-17572/0GI 74-11 22B PC$3.75/MF$2.25 


FEDORCHENKO, E. I. 


The Problem of Statistically Modeling Two-Dimen- 
sional Meteorological Fields--Translation. 
AD-782 051/7GI 74-19 4B PC$3.25/MF$2.25 


Computers in Economics and Scientists of the Future, 
IPRS-62194 74-17 SC PC$3.25/MF$2.25 


FEDORINCHIK, N. S. 


Biological Method of Controlling Plant Diseases 
(Biologicheskii Metod Borby s Boleznyami Rastenii), 


74-22 20F PC$3.25/MF$2.25 


TT-71-51026 74-16 6C PC$3.25/MF$2.25 
FEDOROV, A. 

Cosmonaut Training Center and Zvezdnyi Gorodok 

Described, 

IRPS-61543 74-11 SI PC$3.25/MF$2.25 
FEDOROV, A. A. 


The Mechanism of the Action of Salts during the 
Synthesis of Aromatic Polyamides in Amide Salt 
Systems--Translation. 

AD-769 328/6GI 74-01 7C PC$3.25/MF$2.25 


Synthesis of Hard-Chain Aromatic Polyamides in the 

<a Acetamide-Lithium Chloride System--Trans- 

AD eo $70/3GI 74-01 7C PC$3.25/MF$2.25 
FEDOROV, B. F. 


Electro-Optical Equipment for Spacecraft, 

N74-72985/6GI 74-25 22B PC$10.50/MF$2.25 
FEDOROV, D. I. 

Experience Gained in Use of Excavation Equipment 

with Active Buckets in Working Frozen and Rocky 

Ground--Translation. 

AD-781 965/9GI 74-19 13C PC$3.25/MF$2.25 


FEDOROV, F. M. 


Aluminum Alloys with a High Content of High-Melting 
Metals--Translation. 
AD-786 805/2GI 74-25 11F PC$3.25/MF$2.25 


FEDOROV, N. G. 


Numerical Forecast for 305 Days Using Complete 
Equations of Hydrodynamics and Questions of the 
Matching of Initial Fields of Meteorological Elements-- 


Translation. 
AD-782 533/4GI 74-19 4B PC$3.25/MF$2.25 
FEDOROV, N. I. 


Influence of Butt Rot on the Intensity of Respiration 
and the Activity of Oxidizing Ferments in Conifers 
(Vliyanie Kornevoi Gubki na Intensivnost emma i 
Aktivnost Okislitelinykh Fermentatov Sosny 

TT-72-51065 74-16 6C PCS3. YsMrs2. 25 


On the Study of the Antigenic Structure of the Skin-- 
Translation. 
AD-782 064/0GI 


FEDOROV, V. V. 
Characteristics of Bioelectrical Activity of Fibers from 
be Fast and Slow Skeletal Muscles of the Rat--Trans- 
AD-776 146/3GI 
FEDOROV, YU. A. 


Electronic Exposure Measurement in Photomechanical 
Processes--Translation. 
AD-771 086/6GI 74-04 14E PC$3.25/MF$2.25 


Experience Gained in Photographic Shop Operation-- 
Translation. 
AD-785 987/9GI 74-24 14E PC$3.25/MF$2.25 


FEDOROVA, I. S. 
Determination of the Distribution of Thin-Shelled 
Spheres by Diameters from Electromagnetic Radiation 


Scattering Data, 
JPRS-63027 74-25 6R PC$3.25/MF$2.25 


Effects of Non-lonizing Electromagnetic Radiations, 
IPRS-62942 74-25 6R PC$3.75/MF$2.25 
FEDOROVA, L. I. 


Task of Predicting the Rotational paw ol of an 
Unsymmetrical Twisted Artificial Earth Sate 
N74-33278/4GI 74-26 22C PC$3. SSIMFS2. 25 


FEDOROVA, L. M. 


Equation of Balance of Excited States for dc 
Discharge Plasma at Average Pressure and a Deter- 
mination of Parameters of Excitation Levels in Argon-- 
Translation. 

AD-773 276/1GI 


FEDOROVA, R. T. 
Determination of Personal Errors in Observations of 


Large Planets 
JPRS-61147 74-09 3A PC$3.25/MF$2.25 


FEDOROVICH, E. I. 
On the Study of the Antigenic Structure of the Skin-- 


Translation. 
74-19 6P PC$3.25/MF$2.25 


74-19 6P PC$3.25/MF$2.25 


74-10 6P PC$3.25/MF$2.25 


74-07 7D PC$3.25/MF$2.25 


AD-782 064/0GI 
FEDOROVICH, S. V. 
On the Study of the Antigenic Structure of the Skin-- 


Translation. 
AD-782 064/0GI 74-19 6P PC$3.25/MF$2.25 


Effects of the Physiological Environment on the Long- 
Term Physical Performance of Polymeric Materials. 
PB-232 641/1GI 74-16 6L PC$S.25/MF$2.25 


FEDORUS, G. A. 


Heterogeneous Solar Converters Based on Polycrystal- 
line Cadmium Sulfide and Selenide--Translation. 
AD-776 551/4GI 74-11 10B PC$3.25/MF$2.25 


FEDOSEEV, V. A. 


Ignition of Magnesium Particles in Various Media-- 
Translation. 
AD-783 563/0GI 74-21 21B PC$3.25/MF$2.25 


FEDOTOV, M. I. 


New Process for Sterilizing Cans of Apricot Puree-- 
Translation. 
AD-776 093/7GI 


FEDOTOV, S. G. 


Particular Features of the Structure and Decay of Un- 
stable Beta-Solid Solutions of the Ti-V System--Trans- 
lation. 


74-10 6H PC$3.25/MF$2.25 


AD-770 462/0GI 74-02 11F PC$3.25/MF$2.25 
FEDOTOV, V. 

Standardized Wind Electric Power Unit--Translation. 

AD-783 764/4GI 74-21 10B PC$3.25/MF$2.25 


FEDOTOV, YA. A 
Semiconductor Devices and Their Application Issue 
25, 1971--Translation. 
AD-769 $37/2GI 74-01 9A PC$10.50/MF$2.25 
FEDOTOVA, I. A. 


Distribution of Duration and Intensity of Precipitation 
in the USSR--Translation. 


AD-786 014/1GI 
FEDRIGHINI, A. C. 


Research Program Integrative of the — Program on 

the Trino Vercellese Reactor. Final Re 

EUR-S003 74-15 18E siL. 75/MF$2.25 
FEDULOV, A. I. 


Experience Gained in Use of Excavation Equipment 
with Active Buckets in Working Frozen and Rocky 
Ground--Translation. 

AD-781 965/9GI 74-19 13C PC$3.25/MF$2.25 


FEDYAEYV, S. F. 


Study of the Reactogenicity, Safety, and Immunologi- 
cal Effectiveness of the Aerosol Method of Immuniza- 
tion Against Anthrax in Test with Human Subjects-- 


Translation. 
74-03 6E PC$3.25/MF$2.25 


74-24 4B PC$3.25/MF$2.25 


AD-770 878/7GI 


Using the Method of Light Scattering in Studying 
Biological Aerosol--Translation. 
AD-781 672/1GI 74-18 6C PC$3.25/MF$2.25 


FEDYANIN, V. K. 


Modern Methods of Quantum Theory in the Ising 
Model. Spin--Photon Interaction in the Ising Model. 
ITF-73-156-P 74-17 20L = PC$S5.25/MF$2.25 


FEDYAYEV, B. P. 


Virucidal Action of Hydrogen Peroxide Aerosols in 
Decontamination of Air in an Influenza Nidus. 
N73-32006/1GI 74-02 6M PC$3.25/MF$2.25 


FEE, J. J. 


An Advanced Air Traffic Management Concept Based 

on Extensions of the Upgraded Third Generation ATC 

System: Summary Report. 

AD-785 023/3GI 74-23 17G = PC$7.S0/MF$2.25 
FEELEY, ROBERT F. 


Command and Control Systems’ Evolution and 
Management in DOD. 
AD-785 488/8GI 74-23 17B PC$5.25/MF$2.25 
FEELY, RICHARD A. 


Chemical Characterization of the Particulate Matter in 
the Near Bottom Nepheloid Layer of the Gulf of Mex- 


1co. 
AD-781 304/1GI 


FEEMSTER, JOHN R. 

Propellant Injector Assembly. 

PATENT-3 742 701 74-26 21H Not available NTIS 
FEEN, M. M. 

Propagation Effects at Radio Frequencies on Satellite 

Navigation Systems. 

AD-784 378/2GI 74-22. 17G = PC$3.75/MF$2.25 
FEENEY, C. J. 

A Static Transistor Model for Computer Aided Design. 

N74-15912/0GI 74-10 9A PC$3.25/MF$2.25 
FEENEY, PATRICK J. 

Contribution of Freeway Traffic to Airborne Particu- 

late Matter. 

PB-231 617/2GI 74-13 13B PC$6.25/MF$2.25 
FEENEY, R. K 


Excitation and Ionization of Ions by Electron Impact. 
Technical Progress Report, September 1, 1973--May 
31, 1974. 

ORO-3027-23 74-21 7D PC$4.75/MF$2.25 


FEENEY, ROBERT K. 


Metal-Grown Oxide-Metal Composites. 

AD-776 414/SGI 74-11 11D PC$7.5S0/MF$2.25 
FEESER, HENRY ROGER 

The Patrol Frigate Combat System Land-Based Test 

AD-781 411/4GI 74-18 SE PC$5.75/MF$2.25 
FEESER, LARRY J. 


Special Conference on Computer Graphics as Related 
to Engineering Design. Volume 1. State-of-the-Art and 


Research Priorities. 
PB-233 400/1GI 74-17 9B PC$4.25/MF$2.25 


Special Conference on Computer Graphics as Related 
to Engineering Design. Volume 2. Papers and Trans- 


cripts. 
PB-233 401/9GI 74-17 9B PC$10.25/MF$2.25 


FEESS, W. A. 
The Low-G Accelerometer Calibration System Orbital 
Accelerometer Experiment. Volume I. Experiment 


Description and Methodology. 
AD-772 717/SGI 7406 228 PC$9.50/MFS$2.25 


The Low-G Accelerometer Calibration System Orbital 
Accelerometer Experiment. Volume II. Experiment 
A ses and Results. 

AD-772 718/3GI 7406 22B PC$10.50/MFS$2.25 


FEGAN, ROBERT JOSEPH JR. 


Acoustic Signatures Accompanying Low-Velocity 
Water Entry. 
AD-772 846/2GI 


74-18 83 PC$6.25/MF$2.25 


74-06 20D PC$4.25/MF$2.25 

















FEGLEY, M. M. 
Use of Char to Improve Physical Quality of Coke from 


Sunnyside (Utah) Coal. 
PB-227 176/SGI 7407 7A PC$3.75/MF$2.25 


FEHLAU, P. E. 


Exp 235 U Enrichment Determination Using exp 4 He 
Proportional Counters 


LA-UR-73-1657 " 44-11 183 PC$3.00/MF$2.25 

Portal Monitor for Diversion Safeguards. 

LA-UR-73-1564 74-09 18D PC$3.00/MF$2.25 
FEHR, ERIC R. 


Optimized Optical Link for Helmet-Mounted bars of 
-770 307/7G1 7402 SE PC$3.25/MF$2.25 


FEHRENBACH, P. J. 


Irradiation Behaviour of U sub 3 Si Elements to High 
Buraup. 
AECL-4058 74-18 18] PC$4.50/MF$2.25 


FEHRENBACHER, LARRY L. 
Air Force Technology Transfer for Non-Defense 


Needs. 

AD-779 499/3GI 74-15 SB PC$7.25/MF$2.25 
FEHRMAN, A. L. 

Study of Uncertainties of Predicting Space Shuttle 


Thermal Environment. 
N74-21590/6GI 74-15 22B PC$S5.75/MF$2.25 
FEHSENFELD, F.C. 


Investigations of Atmospheric lon-Neutral Processes. 
AD-773 097/1GI 7406 4A PC$3.25/MF$2.25 


Investigations of Atmospheric Ion--Neutral Processes. 
Final Report. 
DNA-3211-F 74-11 4A PC$4.00/MF$2.25 


Reprint: Comment on Photodetachment Cross Sections 
for CO3(-) and its First Hydrate. 
COM-74-50092/7GI_ 74-08 7E Not available NTIS 


FEIBELMAN, W. A. 


The Transit of Mercury of 10 November 1973. 
N74-29250/9GI 74-22 3A PC$3.25/MF$2.25 


FEICHTNER, J. D. 
Study of Phase Equilibria in the Systems TI-As-S and 


Tl-As-Se. 
AD-775 401/3GI 7409 7D PCS$5.25/MF$2.25 
FEIGELSON, R. S. 


Reprint: Second Harmonic Generation and Infrared 
Mixing in AgGaSe?2. 
AD-779 092/6GI 74-15 20E Reprint 


Synthesis of Compound Semiconducting Materials and 

Device Applications. 

AD-769 764/2GI 7401 20L PC$5.25/MF$2.25 
FEIGENBAUM, E. A. 


An Initial Problem Statement for a Machine Induction 
Research Project, 
AD-785 056/3GI 


FEIGL, FRANK J. 
The Effects of Heating on Color Centers in Germani- 


um-Doped Quartz 
74-10 20L PC$3.25/MF$2.25 


74-23 7D PC$3.25/MF$2.25 


AD-776 194/3GI 
FEIGNER, KENNETH D. 


Mathematical Model Studies of Water Quality in the 
Potomac Estuary. 
PB-229 797/6GI 74-10 13B PC$7.00/MF$2.25 


FEIGT, I. 


Basic Research on the Noise of Semiconductor 
Counter Diodes. 
BMFT-FBK-73-21 7402 18D PC$6.75/MF$2.25 


FEILER, C. E. 


Effects of Forward Velocity and Acoustic Treatment 
on Inlet Fan Noise. 
N74-30249/8GI1 


FEILER, H. D. 


Evaluation of Ion fostange Processes for Treatment 
of Mine Drainage W ate: 
PB-227 734/1GI 34-08 13B PC$7.00/MF$2.25 


FEILLOLAY, A. 


Forecasting of Thermodynamic Properties of Solution 
for Nonpolar Molecules in a Salt Solutions and 
in Aqueous Organic Solution 


74-24 21E PC$3.25/MF$2.25 


CEA-R-4516 74-15 7D PC$S.75/MF$2.25 
FEIN, J. M. 

Local Cerebral Blood Flow Utilizing Xenon. 

AD-769 187/6G1 7401 6P PC$3. DS IMFS2. 25 
FEINBERG, B. 

aes Study of Hot Plasma in Contact with a 

Cold Wall. 

CO0-2233-5 74-18 201 PC$9.00/MF$2.25 


FEINBERG, BARRY M. 
Pretesting Navy Career Information Themes for Au- 
dience Interest. 
AD-776 582/9GI 74-11 SI PC$S.25/MF$2.25 


FEINBERG, BENEDICT 


An Experimenta! Study of Hot Plasma in Contact with 
all 


a Cold Wall. 
AD-778 863/1GI 74-14 201 PC$5.25/MF$2.25 
FEINBERG, E 


Assessment of Modifications to the Experimental Dis- 
tress Alerting and Locating System. 
AD-780 599/7GI 74-17 6G PC$S5.25/MF$2.25 


FEINBERG, EDWARD B. 


Application of ERTS-i Data to the Protection and 
Management of New Jersey's Coastal Environment. 
E74-10010 7403 8) PCS$3. 25/MPS2. 25 


Application of ERTS-1 Data to the Protection and 
Management of New Jersey's Coastal Environment. 
E74-10247 74-08 8C PC$4.25/MF$2.25 


Application of ERTS-i Data to the Protection and 
Management of New Jersey's Coastal Environment. 
E74-10391 74-11 13B PC$3.25/MF$2.25 


FEINBERG, FRANK 


Evaluation of MIL-L-23699 Lubricant Performance in 
the T58 Engine. 
AD-780 716/7GI 74-17 11H PC$3.25/MF$2.25 


Evaluation of MIL-L-23699 Lubricating Oil Per- 
formance in the J79 Engine. 
AD-776 535/7GI 74-11 11H PC$3.25/MF$2.25 


FEINBERG, G. 
2S/sub 1/2/ Implies 1S/sub 1/2/ + 1 Photon Decay of 
Muonic Atoms and Parity Violating Neutral Current 


Interactions. 
COO-2232-B-43 74-18 20H PC$5.50/MF$2.25 


Effects of Retardation on Electromagnetic Self-Energy 


of Atomic States. 
COO-2271-24 74-16 7D PC$4.25/MF$2.25 
FEINENDEGEN, L. E. 


Radiocardiography of Minimal Transit Times: A Use- 


ful Diagnostic Procedure. 
CONF-740708-42 74-24 6E PC$4.00/MF$2.25 
FEINGOLD, H. 
Reprint: A Simple Method for Freezing Human 
Platelets Using 6% Dimethylsulfoxide and Storage at - 
80c. 
AD-777 390/6GI 74-12 6L Reprint 
Reprint: Effects of Hyperbaric Exposure on Human 
Platelets. 
AD-786 263/4GI 
FEINGOLD, HOLLACE 
Reprint: The Relation between Response to Hypotonic 
Stress and the (51)Cr Recovery in vivo of Preserved 
Platelets. 
AD-786 261/8GI 74-24 6S Reprint 
FEINSTEIN, D. I. 
Determinants of Factor VIII 
Cryoprecipitate. 
PB-233 840/8GI 
FEIR, JACK B. 
Airline Industry Financial Analysis with Respect to 
Aircraft Noise Retrofit Programs 1972-1978. 
PB-226 278/0GI 74-04 1C PC$4.25/MF$2.25 


Airline Industry Financial Analysis with Respect to 

Aircraft Noise Retrofit Programs 1972-1978. 

PB-226 586/6GI 74-05 1C PC$4.25/MF$2.25 
FEISER, NEAL 


Reprint: Quantitative Exercise Electrocardiography in 
the Evaluation of Patients with Early Coronary Artery 
Disease. 


74-24 6S Reprint 


Recovery in 


74-19 6E PC$3.75/MF$2.25 


AD-778 396/2GI 74-14 6E Reprint 
FEISS, CARL 
The Demographic, Political, and Administrative 
ree 164/3GI 74-17 13B PC$3.75/MF$2.25 
FEJER, J. A. 
Reprint: Spectral-Line Structures of Saturated 


Parametric Instabilities. 
AD-771 560/0GI 74-04 201 Reprint 
Reprint: Structure in the Nonlinear Saturation Spec- 
trum of Parametric Instabilities. 
AD-771 562/6GI 
FEKETE, R. 
Millimeter Wave Avalanche Transit Time Diode Am- 
plifier. 
AD-780 861/1GI 
FELD, I. L. 
Phoephorus Removal from Birmingham, Ala. Calcare- 
ous Iron Ores. 
PB-227 618/6GI 
FELD, IGNATZ L. 


Process for Wet Grinding Solids to Extreme Fineness. 
PATENT-3 075 710 74-12 131 Not available NTIS 


74-04 201 Reprint 


74-17 9A PC$3.25/MFS$2.25 


74-08 81 PC$3.25/MF$2.25 


FELDMAN, E. M. 


FELD, SIDNEY 
Economic Growth and the Generation of Waterborne 


Wastes. 
COM-74-10162/7GI 7406 13B PC$3.25/MF$2.25 
FELD, SIDNEY E. 

Reprint: An Inter-Industry Model for Indicative, Re- 
jonal Water Resource Planning: Some Preliminary 
esults. 

COM-73-11884/6GI 74-01 8H _ Reprint 

FELDER, DARRYL L. 


An Annotated Key to Crabs and Lobsters (Decapoda, 
Reptantia) from Coastal Waters of the Northwestern 


Gulf of Mexico 

COM-74-10079/3G1 74-04 6C PC$5.25/MF$2.25 
FELDER, W 

Upper Atm ric Chemical Release Techniques. 


ppe osphe: 
AD-773 337/1GI 


FELDER, WILLIAM 
Aluminum Oxide Kinetics. 


74-07 4A PC$3.75/MF$2.25 


AD-780 560/9GI 74-17 7D PC$3.25/MF$2.25 
Kinetics of Al Atom Oxidation. 
AD-776 673/6GI 74-11 7D PC$3.75/MF$2.25 


Measurements of Aluminum Oxide Kinetics. 
AD-786 423/4GI 74-25 7B PC$3.25/MF$2.25 


FELDERMAN, E. J. 


Boundary-Layer Analysis of Subsonic Inlet Diffuser 
Geometries for Engines Nacelles. 
N74-18925/9GI 74-13, 1A PC$3.75/MF$2.25 


FELDMAN, A. D. 


A Model for Evaluating Runoff-Quality§ in 
Metropolitan Master Planning 
PB-234 312/7GI 74-20 13B PC$4.75/MF$2.25 


FELDMAN, A. S. 

Acoustic Impedance of Pathological Ear: 

AD-772 980/9GI 1406 6E PCS4. 25/MF$2.25 
FELDMAN, A. W. 


Proceedings from the International Conference on the 
Relationship between Tourism and the —. of 
the Baja California Peninsula, (ist) 22-24 Oct 7 
COM-74-10822/6GI 74-12 SK PC$S. ISIMFS2: 25 
FELDMAN, ALAN S&. 

Reprint: Acoustic Impedance Measurement as a Clini- 
cal Procedure. 

AD-773 033/6GI 7406 6E Reprint 
Reprint: Acoustic Impedance Measurement of Post 


Stapedectomized Ears. 
AD-773 032/8GI 7406 6E Reprint 


Reprint: Effect of the Acoustic Reflex on the Im- 
pedance at the Eardrum. 


AD-773 020/3GI 74-06 6E Reprint 
FELDMAN, ALBERT 

Laser Damage in Materials. 

AD-776 337/8GI 74-11 20E PC$3.25/MF$2.25 


Optical Materials Characterization 
AD-782 564/9GI 74-19 20E PC$3.25/MF$2.25 


Reowet: Mechanisms for Self-Focusing in Optical 
sses. 
COM-74-S0199/0GI 74-11 20E Not available NTIS 


FELDMAN, C. 


Determination of Gas Phase/Liquid Phase (Or Other) 
Distribution Coefficients by Analysis of One Phase 


Only. 
CONF-730914-1 74-04 7D PC$3.00/MF$2.25 


FELDMAN, D. 
An Improved ASW Simulation Model. 
AD-773 967/SGI 7408 ISA PC$S5S.75/MF$2.25 


Progress Report for a Research Program in Theoretical 


High-Energy Physics. 
COO-3130-TA-309 74-22 20H PC$4.00/MF$2.25 


FELDMAN, E. M. 


Experiment Data Report for Semiscale Isothermal Test 
Hot-Wall Tests. 
ANCR-1149 74-21 181 PC$14.25/MF$2.25 


Experiment Data Report for 1-1/2-Loop Semiscale 
System Isothermal Test 1009. 
ANCR-1152 74-25 181 PC$S5.45/MF$2.25 


Experiment Data Report for 1-i/2-Loop Semiscale 
System Isothermal Test 1011. 
ANCR-1146 74-16 181 PC$S.45/MF$2.25 
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Thermodynamic Properties of Fluids. 
AD-785 481/3GI 74-23 7D PC$3.25/MF$2.25 


Thermodynamic Properties of Organic Derivatives of 
bee Lighter Elements and Thermodynamic Properties 
Fluids. 
AD.774 455/0GI 74-08 7D PC$3.25/MF$2.25 
FINKE, R. C. 


Current Technology in lon and Electrothermal Propul- 
sion. 
N73-32618/3GI 7402 21C PC$3.25/MF$2.25 


Electric Arc Discharge Damage to Ion Thruster Grids. 
N74-23348/7GI 74-18 21C PC$3.75/MF$2.25 


FINKE, R. G. 


Current (FY 73) Issues Regarding Reusability of 
Spacecraft and Upper Stages for Military Missions. 
AD-781 468/4GI 74-18 


22B =PC$4.25/MF$2.25 
FINKEL, BARRY SHOLEM 
plido: The DO Loop in PL/I. A Lesson for PLATO 


Iv, 
PB-232 561/1GI 
FINKEL, G. 


Analog States in Analog Reactions. 
CEA-CONF-2463 74-14 20H PC$3.00/MF$2.25 


FINKEL, PETER W. 
Clinical Laboratory Performance Analysis Using Profi- 


ciency Test Statistics. 
COM-74-10468/8GI 74-09 6L PC$4.25/MF$2.25 


Executive Summary of a Proficiency Test Assessment 
of Clinical Laboratory Capability in the United States. 
COM-74-10552/9GI 74-10 6L PC$3.25/MF$2.25 


74-20 20A PC$3.25/MF$2.25 


74-16 SI PC$3.75/MFS$2.25 


PA-329 





FINKEL, PETER W. 


FINKELSTEIN, J. 
Diffraction Scattering and Factorization This Side of 


Asym 
coo: on. 36 74-22 20H PC$4.25/MF$2.25 


Why Does the Pomeron Look So Simple If It Is Really 


So Complicated. 

COO-2271-17 74-02 20H PC$3.00/MF$2.25 
FINKELSTEIN, L. 

Multidimensional Numerical Transport by the Method 

of Characteristics. 

1A-1287 74-14 20H PC$3.50/MF$2.25 
FINKELSTEIN, MARK 

Axiomatization and Implementation, 

AD-785 036/SGI 74-23 9B PC$3.25/MF$2.25 
FINKELSTEIN, ROBERT 


Demonstration of an Instant Wall of Smoke Designed 
to Impede Aerial Observation of Ground Area Targets. 
AD-769 953/1GI 7402 19A PC$4.25/MF$2.25 


FINKEN, K. H. 
Investigation of Plasma Turbulence in a Traveling 


Wave Accelerator by Laser Scattering Measurements. 
JUL-907-PP 74-02 201 PC$7.25/MF$2.25 


Investigation of Plasma Turbulence in a Traveling- 
Wave Accelerator by Laser Scattering Measurements. 
N74-14399/1GI 74-08 201 PC$5.25/MF$2.25 


FINKLE, M. P. 


Transmission of Radio-Strontium and Plutonium from 
Mother to Offspring in Laboratory Animals. 
CH-3713 74-24 6R PC$S.75/MF$2.25 


FINKLEMAN, DAVID 


Rotating Bladerow Aerodynamic Window for High 
Power Pulsed Gaseous Lasers. 
PAT-APPL-474 559 74-26 20E PC$3.25/MF$2.25 


FINLAY, A: 8. 
> os gape of Australian Chromium Alloy Turbine 
s. 
N74-33219/8GI 74-26 21E PC$3.75/MF$2.25 


FINLAYSON, D. J. 
Radar Measurement of Ice Drift in Robeson Channel, 


1972. 
AD-786 998/5GI 74-25 8L PC$3.75/MF$2.25 


Reprint: Techniques for Laying Instruments in Ice- 
Covered Waters. 


AD-781 351/2GI 74-18 8L Not available NTIS 


FINLAYSON, JUDITH 
Citizen Support for Solid Waste Management, 
PB-226 996/7GI 74-06 13B PC$3.25/MF$2.25 


FINLAYSON, LAWRENCE A. 


Coal Mining Using High Pressure Water Jets. 
PB-235 616/0GI 74-24 81 PC$4.75/MF$2.25 


FINLEY, ARLINGTON 


Reprint: Crystal Growth and Characterization of PtP2. 
AD-776 598/SGI 74-11 20B Reprint 


FINLEY, DOROTHY L. 


Development of an Analysis and Evaluation 
Methodology for Command and Control. 
AD-778 028/1GI 74-13 SA PC$S.25/MF$2.25 


FINLEY, F. RAY 
Rehabilitation Biomedical Engineering: Orthotics 


PB-235 364/7G1 74-22 6L PC$4.25/MF$2.25 
Rehabilitation Biomedical Engineering: Orthotics 
PB ae 778/71 74-26 6L PC$4.25/MF$2.25 
FINLEY, JOE W. 

AWOL Reduction. A Case Study. 

AD-774 220/8GI 74-08 SI PC$3.75/MF$2.25 


FINLEY, JOHN S. 


Reprint: — Hydrocarbon Patterns in Petroleum- 
Polluted Mussels. 
COM-74-10488/6GI 


FINN, BERNARD M. 


Design Guide for Radioisotope Power Generator Pres- 
sure Vessels. 
AD-780 215/0GI 74-16 18N PC$4.75/MF$2.25 


FINN, R. S. 
Reprint: Measurements of Hyperpolarizabilities for 


74-13 7D Reprint 


74-09 8A_ Reprint 


. 


FINN, T. G. 


Dissociation of CH4 by Electron Impact: —s 
of Metastable Hydrogen and Carbon F; 
AD-787 294/8GI 74-26 7D PC ‘SSIMPS2. 25 
FINNEGAN, L. J. 
oes Safety Analysis Report Addendum, Loft 
acility. 
IDO-16981(Add.) 74-02 181 PC$10.50/MF$2.25 


PA-330 


FINNEGAN, PATRICK J. 

Five-Bit Binary to Decimal Translator. 

PATENT-3 636 329 74-04 9E Not available NTIS 
FINNEGAN, T. F. 


Reprint: A Microwave Resistive SQUID for Noise 
Thermometry. 
COM-74-50428/3GI 74-13 14B Not available NTIS. 


egg Measurements of 2e/h Via the AC Josephson 
Effect. 
COM-73-50896/2GI_ 74-01 14B Not available NTIS 


Reprint: Volt Maintenance at NBS Via 2e/h: A New 
Definition of the NBS Volt. 
COM-74-S0211/3GI1_ 74-11 14B Not available NTIS 


FINNEGAN, WILLIAM G. 

Explosive Charge. 

PATENT-3 742 859 74-26 19A Not available NTIS 
FINNEMORE, D. K. 


Low Temperature Physical Properties of Allotropically 
Pure alpha - and beta -Cerium. 
IS-M-22 74-25 11F PC$4.00/MF$2.25 


FINNERTY, W. R. 


Reprint: Microbes and Petroleum: Perspectives and 
Implications. 
COM-74-11013-12/GI 
74-16 13B (Order as COM-74-11013) 
FINNEY, KARL F. 


Protein-Enriched Baked Products and Method of Mak- 


ing Same. 
PATENT-3 679 433. 74-16 6H Not available NTIS 
FINNIE, I. 


Multiaxial Testing of Ductile and Brittle Solids. Final 
Report, September 1, 1971--September 30, 1973. 
UCRL-13585 74-07 14B  PC$5.25/MF$2.25 


Stress Analysis of Welded Joints with Particular 
Reference to Circumferential Welds in Cylinders. 
UCRL-13569 74-02 13E PC$S.75/MF$2.25 


Use of Intense sub-Microsecond Electron Bursts to 
Produce Rock Shattering 
LBL-2137 


FINNLEY, M. 


Properties of RF Sputtered Zinc Oxide Thin Films for 

Microwave Acoustic Devices. 

AD-779 260/9GI 74-15 9A PC$3.25/MF$2.25 
FINO, B. J. 

A Note on Parallel and Pipeline Computation of Fast 

Unitary Transforms. 

N74-23154/9GI 
FINO, ERNEST 

Use of Lead in a Nonorganic-Containing Copper 


Pyrophosphate Bath. 
PATENT-3 775 268 74-26 11C Not available NTIS 


FINSTEIN, M. S. 

Distribution of Autotrophic Nitrifying Bacteria in a 

Polluted Stream. 

PB-231 357/SGI 
FINSTON, H. L. 

Nuclear and Radiochemical Techniques in Chemical 

Analysis. Progress Report, June 1, 1973--May 31, 1974. 

COO-3126-26 74-22. 7D PC$5.00/MF$2.25 
FINZI, U. 

Study of Nonlinear Solutions of the Vlasov Equation 

Using the Water-Bag Model. 

EUR-CEA-FC-698 74-08 201 PC$7.75/MF$2.25 
FIORATO, ANTHONY E. 

Geometric Imperfections in Concrete Structures. 

PB-227 252/4GI 74-08 13M = PC$7.25/MF$2.25 
FIORE, A. 

Vector and Tensor Analyzing Powers in the Scattering 

of 30 Mev Polarized Deuterons by Protons. 

ISN-7314 74-04 20H PC$3.00/MF$2.25 
FIORE, NICHOLAS F. 

Gamma-lrradiation Damage in Age Hardening Al Al- 


AD 786 $78/SGI 74-25 11F PC$3.75/MF$2.25 
FIORELLO, MARCO R. 

Problems in Avionics Life-Cycle Analys 

AD-783 320/SGI 74-20 1C Pes. 25/MF$2.25 
FIORENTINO, E. 


Results of an Experiment to Test for an I = 2 Term in 
the Electromagnetic Current. 
LNF-73-29 74-08 20H PC$3.00/MF$2.25 


FIORENTINO, ROBERT J. 


Production of Inconel 718 Mortar Tubes by Hydro- 
static Extrusion. 
AD-783 416/1GI 74-20 19F PC$3.75/MF$2.25 


FIORI, BART J. 


Esters of 1,4-Benzodioxan-2-Carboxylic Acid as At- 
tractants for the European Chafer. 
PAT-APPL-090 792 74-13 6F PC$3.25/MF$2.25 


74-25 8G PC$4.00/MF$2.25 


74-18 9B PC$3.25/MF$2.25 


74-13 6M PC$4.25/MF$2.25 


FIORI, C. E. 


Standard Reference Materials: Homogeneity Charac- 
terization of FE-3Si Alloy. 
COM-74-11357/2GI 74-20 


FIOSHIN, M. YA. 


Electrosynthesis of Organic Compounds--Translation. 
AD-786 824/3GI 74-25 7C PC$S5.25/MF$2.25 


FIREMAN, E. L. 
Regolith History from Cosmic-Ray-Produced Isotopes. 
N74-26277/SGI 74-19 3B PC$3.25/MF$2.25 
Titanium Spallation Cross Sections pa 30 and 
584 Mev and AR-39 Activities on the 
N74-27336/8GI 74-20 3B ress. 2S5/MF$2. 25 
FIRESTONE, R. B. 


Fast Calibration of Large Si(Li) Electron Detectors 
from 511.0 to 4564.0 Kev Using Double-Escape Peaks 
and Compton Edges from exp 66 Ga. 

COO-1779-123 74-13 18D PC$3.00/MF$2.25 


FIRMAGE, EDWIN B. 


Plowshare Technology Assessment Legal Studies. 
Volume III. Deficiencies of Price-Anderson Protection 
for Plowshare, and Other Legal Papers, 

PB-231 016/7GI 74-11 18C = PC$4,25/MF$2.25 


FIRST, M. W. 


Proceedings of the Twelfth AEC Air Cleaning Con- 
ference Held at Oak Ridge, Tennessee, August 28--31, 


11F PC$3.75/MF$2.25 


1972. 
CONF-720823-P1 74-04 7A PC$13.60/MF$2.25 


Proceedings of the Twelfth AEC Air Cleaning Con- 
ference Held at Oak Ridge, Tennessee, August 28--31, 
1972. 


CONF-720823-P2 74-07 13A PC$10.60/MF$2.25 

Semiannual Progress Report, January |--June 30, 1973. 

COO-3019-8 74-21 18E PC$S5.S0/MF$2.25 
FISCELLA, J. 


Development of Plutonium Recycle in Thermal Reac- 
tors. Evaluation of Plutonium Recycle in Pressurized 
Water Reactors. 

UNC-5246 74-08 18) PC$12.75/MF$2.25 


FISCHBACH, D. B. 


Structural Studies on Carbon Materials for Advanced 
Space Technology. Part 1: Structure and Oxidation 
Behavior of Some Carbon/Carbon Composite Materi- 


als. 
N74-26052/2GI 74-19 11D PC$3.75/MF$2.25 
FISCHBACH, P. E. 


Water Intake Rates on a Silt Loam Soil With Various 
Manure Applications, 
PB-232 615/SGI 


FISCHELL, ROBERT E. 

Frictionless Gyroscope. 

PATENT-3 611 815 74-04 14B Not available NTIS 
FISCHER, ALBERT K. 

Process of Preventing Nitridation of Steel Submerged 

in Liquid Sodium. 

PATENT-3 745 068 74-06 11F Not available NTIS 
FISCHER, C. 


Electron Microscope Contribution to a Study of the 
Aggregation of ‘Holes in the Form of Vacuums, 
Neutron-Irradiated Niobium, Nickel Tempering. 

BNWL-tr-108 74-13 20L PC$4.50/MFS2 25 


FISCHER-COLBRIE, E. 


Magrec Project: Development of a Magnetic Recording 

System and Device for Fast Transients in Nuclear 

Diagnostics. 

UCID-15801 74-12 18C PC$5.00/MF$2.25 
FISCHER, D. 


Fourier--Toeplitz Methods for Separable Elliptic 
Problems. 


74-15 2C PC$3.25/MF$2.25 


SU-326-P-30-27 74-02 12A PC$4.00/MF$2.25 
FISCHER, D. F. 

Enthalpy of Molten Uranium--Plutonium Oxides. 

ANL-8082 74-17 183 PC$4.00/MF$2.25 


FISCHER, DENNIS D. 


Recovery of Rhenium. 
PAT-APPL-386 792 74-02 11F PC$3.25/MF$2.25 


FISCHER, E. 
Contamination and Decontamination of Foodstuffs. 
ZAED-BIBL.-2-11 74-04 6H PC$4.75/MF$2.25 


Development of Methods for the Application of 
Neutron Activation Analysis to the Determination of 
Trace Elements in Foods. 2ND Report for the Period 
January 1--December 31, 1972. 

BFL-2/1973 74-02 7D PC$10.25/MF$2.25 


Shielding Experiments in the Geesthacht Research 
Reactor. Annual Report, 1965. 
ORNL-tr-1658 74-21 18F PC$13.00/MF$2.25 
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FISCHER, E. A. 


Adjustment of Group Cross Sections for Fast Reactor 
Calculations Using Integral Data from Critical Assem- 


blies. 
EURFNR-1143 74-14 18E PC$4.00/MF$2.25 


Adjustment of Group Cross Sections for Fast Reactor 
Calculations Using Integral Data from Critical Assem- 


blies. 

KFK-1878 74-12 18E PC$4.00/MF$2.25 
FISCHER, GREGORY W. 

Multi-Attribute Utility Theory: Models and Assess- 


ment Procedures. 
AD-770 $76/7GI 74-02 SJ PC$4.25/MF$2.25 
FISCHER, H 

Bandwidth Optimization for Negative Feedback Non- 
reciprocal Mixing Circuit Amplifiers Without Circula- 
tor die Optimierung der Bandbreite Gegengekoppelter 
Nichtreziproker Parametrischer Mischerketten- 
verstaerker Ohne Zirkulator. 

N74-29560/1GI 74-24 9E PC$6.25/MF$2.25 


State and Tendencies of Chemical ee Against 

lonizing Radiation. A Literature Survey 

SZS-160 74-24 6R Bess. TSIMFS2. 2s 
FISCHER, HEINZ 


Reprint: Low Threshold Coaxial N2 Laser with a 
Resonator. 
AD-784 799/9GI 74-23 20E Reprint 


Research on High Density Nanosecond Spark Light 
Sources. 


AD-777 302/1GI 74-12 20E PC$3.75/MF$2.25 

Research on Short Duration Pulsed Radiation Sources. 

AD-783 230/6GI 74-20 20E PC$3.25/MF$2.25 
FISCHER, J. D. 

Solid-State Environmental Control System. 

AD-771 154/2GI 74-04 113A PC$4.75/MF$2.25 


FISCHER, JAMES H. 


Reductive Degradation of Halogenated Pesticides. 
PATENT-3 640 821 74-04 7C Not available NTIS 


FISCHER, JAMES R. 


Decomposition of Halogenated Organic Compounds 
Using Metallic Couples. 
PATENT-3 737 384 74-19 7C Not available NTIS 


Reductive Degradation of Halogenated Pesticides. 
PATENT-3 640 821 74-19 7C Not available NTIS 


Self-Destructing Pesticidal Formulations and Methods 
for Their Use. 
PATENT-3 767 782 74-26 6F Not available NTIS 


Self-Destructing Pesticidal Formulations and Methods 
for Their Use. 
PATENT-3 767 783 74-01 6F Not available NTIS 


Self-Destructing Pesticidal Formulations and Methods 
for Their Use. 
PATENT-3 767 783 74-19 6F Not available NTIS 


FISCHER, K. 
Research on Atmospheric Optical Radiation Transmis- 
sion. 
AD-781 842/0GI 74-18 4A PC$3.25/MF$2.25 
FISCHER, K. H. 


Conduction Changes in GUNN Devices under the In- 
fluence of 10.6 and 0.6328 micrometer Fluxes. 
AD-772 905/6GI 74-06 9A PC$3.75/MF$2.25 


FISCHER, KONRAD H. 

Reprint: Pulsed PF Life of an L-Band Power 
Transistor. 

AD-775 609/1GI 74-10 9A Reprint 
FISCHER, M. C. 


A General Review of Concepts for Reducing Skin 
Friction, Including Recommendations for Future Stu- 


dies. 
N74-17977/1GI 74-12 20D PC$3.75/MF$2.25 


Operating Characteristics of the Langley Mach 10 High 

Reynolds Number Helium Tunnel. 

N74-25788/2GI 74-19 20D PC$3.75/MF$2.25 
FISCHER, 'M. S. 


Specific Binding of Thyroid ow by Hepatic 
Nuclei Early in Amphibian Developme 
COO-1631-51 74-18 6A PCs .25/MF$2.25 


FISCHER, MICHAEL J. 


Fast On-Line Integer Multiplicatio: 
AD-779 889/SGI 74-16 12a. PC$3.25/MF$2.25 


Pp gta Overlap Argument for On-Line Multipli- 


AD-773 137/SGI 74-06 12A PC$3.75/MF$2.25 


String-Matching and Other Products. 
AD-773 138/3GI 74-06 9B PC$3.25/MF$2.25 


Super-E xponential Complexity of Presburger 
Arithmetic. 
AD-775 004/SGI 7409 12A_ PC$3.75/MF$2.25 





FISCHER, S. 


Spatial Distribution of Charged Particles Beneath the 

Radiation Belts as Measured on Board of the Satellite 

“"Intercosmos-3"". 

KFKI-73-30 74-07 4A PC$3.00/MF$2.25 
FISCHER, SOLOMON 


Reprint: Deformation of Polytetrafluoroethylene from 
78 to 298 K and the Effects of Environmental Crazing. 


AD-772 162/4GI 74-05 111 Reprint 
FISCHER, W. 

Energy Transmission by Means of Cryocables. 

JUL-938-TP 74-02 9C PC$14.75/MF$2.25 
FISCHER, W. F. 


The Design of an Adjustable Breathing Bag Exhaust 
Valve for Closed and Semi-Closed Circuit Scuba. 
AD-780 664/9GI 74-17 6K PC$3.25/MF$2.25 


FISCHER, W. G. 


Comparative Evaluation of Swim Fins, 
AD-780 665/6GI 74-17 6Q PC$4.25/MF$2.25 


An Evaluation of the Rand Flow Indicator as a Warn- 
ing Device in the Constant-Mass-Flow Supply Circuit 
of a Semi-Closed Circuit Scuba. 

AD-780 320/8G1 74-16 6K PC$4.75/MF$2.25 


FISCHER, W. H. 
Testing and Evaluation of Solid Lubricants for Gas 


Bearings. 

N74-28955/4GI 74-22 131 PC$S.75/MF$2.25 
FISCHER, WILLIAM 

Advanced Development Model (Feasibility Type) Tac- 


tical Page Reader. 
AD-777 008/4GI 74-11 9B PC$3.75/MF$2.25 


FISCHER, WOLFGANG K. 
Methods for Acoustic Holography and Acoustic Mea- 


surements. 
AD-775 288/4GI 74-09 14E PC$7.50/MF$2.25 


FISCHHOFF, BARUCH 


‘I Knew It Would Happen’ -- Remembered Probabili- 
ties of Once-Future Things. 
AD-780 971/8GI 74-17 $3 PC$3.75/MF$2.25 


FISCHMAN, D. A. 


Reprint: An Electron Microscopic Study of the Sper- 
— - ee or Virgin ‘Aedes Aegypti' 
Mosq 

AD.274 60 603/5GI 74-08 6C Reprint 


FISCHTHAL, JACOB H. 
Reprint: Additional Digenetic Trematodes of Birds 
from North Borneo (Malaysia). 
AD-772 022/0GI 74-05 6C Reprint 


Reprint: Brachylaimid and Dicrocoeliid Trematodes of 
Birds from North Borneo (Malaysia). 
AD-778 653/6GI 74-14 6C Reprint 


Reprint: Brachylaimid and Dicrocoeliid Trematodes of 
Birds from North Borneo (Malaysia). 
AD-782 798/3GI 74-20 6C Reprint 


Reprint: Brachylaimid and Dicrocoeliid Trematodes of 
Birds from Palawan Island, Philippines. 
AD-772 084/0GI 74-05 6C Reprint 


FISCO, W 


Reprint: Crystal Growth of Trinitrobenzene and 
Trinitrotoluene. 
AD-772 203/6GI 7405 20B Reprint 


FISCUS, C. H. 
Reprint: Stomach Contents of Porpoise, ‘Stenella'spp., 
and Yellowfin Tuna, “Thunnus albacares’, in Mixed- 
Species Aggregations. 
COM-73-50437-04-12/GI 
74-08 6C (Order as COM-5S0437-04) 
FISER, R. H. 
Reprint: Endotoxemia in the Rhesus Monkey: Altera- 
tions in Host Lipid and Carbohydrate Metabolism. 
AD-773 990/7GI 74-08 6E Reprint 
FISER, ROBERT H. JR. 
Reprint: Triglyceride Secretion Rates: Use of Triton 
4 1339 in the Rhesus Monkey. 
AD-775 647/1GI 74-10 6P Reprint 
FISETTE, G. R. 


Modifications to the Executive Computer Program for 
Steady-State Simulation of Wastewater Treatment 


Facilities. 

PB-234 497/6GI 74-21 13B 4 PC$4.25/MF$2.25 
FISH, B. R 

Aerosol Physics of Asbestos Fibers: Interception. 

ORNL-TM-4051 74-24 63 PC$4.00/MF$2.25 


Fluid Dynamics of a Spherical Particle: Tabulation of 

Settling Velocity, Reynolds Number, Drag Coefficient, 

Sees Time, and Acceleration-Distance in Air and 
ater. 

ORNL-TM-4100 74-08 20D PC$10.75/MFS$2.25 


Rapid, Two-Point Method for Estimating the Parame- 
ters of Uni- and Multimodal, LOG-Normal Probability 
Density Functions. 








FISHEL, KENNETH R. 





ORNL-TM-4625 74-24 12A PC$4.00/MF$2.25 
FISH, FRANKLIN H. 


R-2R Resistive Ladder, Digital-to-Analog Converter. 
PATENT-3 728 719 74-26 9E Not available NTIS 


FISH, J. D. 
Utilization of Plasma Exhaust Energy for Fuel Produc- 


tion. 

COO-3028-7 74-20 18A PC$4.25/MF$2.25 
FISH, JAMES F. 

Sounds Produced by the Gray Whale, ‘Eschrichtius 

robustus’, 

COM-74-50189-04-10/GI 

74-16 8A (Order as COM-74-50189-04) 

FISH, R. H. 

Fiber Modified Polyurethane Foam for Ballistic Pro- 

tection. 

PAT-APPL-398885 74-05 19D PC$3.25/MF$2.25 
FISH, R. L. 


Deformation and Failure of Fast Reactor Cladding 
During Simulated Loss-of-Flow Type Transients. 
HEDL-SA-645 74-21 181 PC$4.00/MF$2.25 


Auditory Display for the Blind. 
PATENT-3 800 082 74-15 SE Not available NTIS 


Fission Gas Accumulation in the Pwar-l1 Ceramic 
Fuel Elements. 


FXM-4014 74-13 183 PC$3.00/MF$2.25 
Helium Generation in the Ceramic Fuel Elements. 
FXM-4015 74-13 183 PC$3.00/MF$2.25 


FISH, RICHARD O. 

Mudphobic Boots Evaluation. 

AD-782 967/4GI 74-20 1SE PC$3.25/MF$2.25 
FISHBACH, L. M. 


A Simplified Life-Cycle Cost Comparison of Various 
Engines for Small Helicopter Use. 
N74-19405/1GI 74-13 21E PC$3.75/MF$2.25 


FISHBEIN, SAMUEL 


Arctic Marine Commerce Study. Volume I: Report. 
COM-73-12002/4GI 74-04 133 PC$9.50/MF$2.25 


Arctic Marine Commerce Study. Volume II: Appendix. 
COM-73-12003/2GI 74-04 133 PC$8.75/MF$2.25 


Arctic Marine Commerce Study. Volume III: Execu- 
tive Summary. 
COM-73-12004/0GI 74-04 133 PC$3.75/MF$2.25 


FISHBEIN, W. 
The Correlation Radar for Combat Surveillance. 
AD-779 415/9GI 74-18 171 PC$3.75/MFS$2.25 


FISHBEIN, WILLIAM N. 


Reprint: The Geometric Mobility Sequence in 
Polyacrylamide Gel Electrophoresis of Polymeric 
Proteins: Its Significance for Polymer Geometry and 
Electrophoretic ory. 

AD-771 239/1GI 74-04 7C Reprint 


FISHBURN, BARRY 


Experimental and Theoretical Modeling of Fuel-air 
Detonations: The Distributed Blast Concept, 


AD-785 681/8GI 74-24 19D PC$3.25/MF$2.25 
FISHBURN, J. S. 

Triple 6600 Computer System. 

SLA-73-S851 74-07 9B PC$4.25/MF$2.25 


FISHBURN, PETER C. 


Generalized Utility Independence and Some Implica- 
tions. 


AD-778 324/4GI 74-13 12B PC$3.25/MF$2.25 
Noncompensatory Preferences. 

AD-786 190/9GI 74-24 12B PC$3.75/MF$2.25 
A Note on Semiorders and Choice Functions. 

AD-786 195/8GI 74-24 12B PCS$3.25/MFS$2.25 
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Chemical Mapping of the Ocean Floor-A Rapid 
Analytical System Ra ae with an Operational 


pparatus. 
74-14 6L PC$3.25/MF$2.25 


1SC PC$3.75/MF$2.25 


e Hangars. 
BL PCS3. 7S/MFS2.25 


Computerized Data ; 

PB-226 006/SGI 7405 83 (Order as PB-225 983) 

Reprint: Remarks on the Mutual Solubilities and Su- 

pry A of Hexaborides. 

AD-784 74-22 20L Reprint 
FITZGERALD, THOMAS 


Reprint: The Behavior of Uv-Induced Coagulase-Posi- 
tive and N ive Mutants of Staphylococcus aureus. 
AD-779 11 I 74-15 6M Reprint 


FITZGERALD, TIMOTHY JAMES 


Comparison of Fleet Numerical Weather Central 
Acoustic Prediction System with the Integrated Carrier 
Acoustic Prediction Systems. 

AD-775 021/9GI 7409 4B PC$4.75/MFS$2.25 
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FITZGERALD, WALTER P. JR. 


FITZGERALD, WALTER P. JR. 


Exploratory Reneeeees of Polyu- 
reylene/Acylsemicarbazide Resin 
AD-787 850/7GI 426. IC PC$3.25/MF$2.25 


FITZGERRELL, RB. G. 


Investigation of Effect of Antenna Site and Antenna 
Type on LF Non-Directional Beacon Performance. 
ADT 316/3GI 74-09 17G PCS$4 75/MF$2. 25 


FITZGIBBON, DONALD S. 


Processors of Fishery Products, 1972, 
COM-74-11287/1GI 74-19 SC io 25/MF$2.25 


Wholesale Dealers of Fishery Products, 
COM-74-11288/9GI 74-19 SC Pcs7. 7 30M 82. 25 


FITZGIBBON, THOMAS P. 


The SATIN Systems: A noe ay ae Infrared 
Telescope Acquisition and Tracking Syste! 
AD-770 005/7G1 74-02 I17E PCs. 25/MF$2.25 


FITZGIBBONS, D. A. 


Effect of Geometry and Surface Condensation on the 
Behavior of a Torsion Effusion Cell. 
IS-T-649 74-24 IF PC$14.50/MF$2.25 


FITZHARRIS, E. W 


Argonne 12 Ft Bubble Chamber Track Sensitive Target 
Tests. 
RL-73-141 


FITZMAURICE, M. W. 


Apparatus for Simulating Optical Transmission Links. 
PAT-APPL-482 953 74-24 17B PC$3.25/MF$2.25 


Channel Simulation for Direct Detection Optical Com- 
munication Systems 
N74-16190/2GI 74-10 17B PC$3.75/MF$2.25 


Channel Simulation for Direct-Detection Optical Com- 
munication Systems. 
17B PC$3.25/MF$2.25 


74-18 18D PC$4.00/MF$2.25 


N74-25673/6G1 74-19 


Polarization Compensator for Optical Communications. 
PAT-APPL-463 925 74-18 17B PC$3.25/MF$2.25 


FITZPATRICK, EDWARD L. 


Focal-12 Programs for Computation of Cardiac Output 
Using the Dye Dilution Technic. 
AD-769 488/8G1 74-01 6P PC$3.25/MF$2.25 


FITZPATRICK, G. O. 


Equipment and Techniques for the Utilization of 
Neutron Radiography with Thermionic Fuel Elements. 
GULF-GA-A-12521 74-02 18] PC$4.00/MF$2.25 


Test of a Thermionic Converter with a Graphite Sorp- 


tion Cesium Reservoir. 
GA-9526 74-09 10B PC$5.50/MF$2.25 
FITZPATRICK, VINCENT F. 


Apparatus for Detecting and Measuring Crevice Corro- 


sion. 
PATENT-3 599090 74-06 IF Not available NTIS 


Method and Apparatus for Determining Galvanic Cor- 

rosion by Polarization Techniques. 

PATENT-3 631 338 74-07 11F Not available NTIS 
FITZSIMMONS, D. E. 


Experimental Study of Flow and Pressure in Rod Bun- 
dle Subchannels Containing Blockages. 
BNWL-1771 74-08 18] PCSS 45S/MF$2.25 


Preliminary Results of the Loss-of-Coolant Heat 
Transfer Study for n-Reactor. 
BNWL-B-88 74-12 181 PC$3.00/MF$2.25 


A Social Report, Man and Water. The Relationship 
Between Social Psychological Systems and Water 
Resources Development, 

PB-226 544/SGI 7405 SK PC$11.25/MF$2.25 


FITZSIMMONS, VINCENT G. 


Moisture Resistant Dry Film Lubricants. 
PATENT-3 637 497 74-04 11H Not available NTIS 


FITZSIMMONS, W. D. 


Pre-Irradiation Study of Tree Size, Age, and Growth in 
the Field etiam oa 
AECL-4758 4-24 6F PC$5.75/MF$2.25 


FITZWATER, D. R. 
Drum Models Using an Iterative Solution for Closed 


Queueing Networks. 

PB-231 859/0GI 74-13 9B PC$3.75/MF$2.25 
Verification of Process Structures of Interacting 
Digital Systems. 

PB-231 812/9GI 74-13 9B PC$3.25/MF$2.25 


FIX, GEORGE J. 


Higher-Order Linear Finite Element Methods. 
AD-779 341/7GI 74-18 12A  PC$3.75/MF$2.25 


FIZZETTI, C. 


Influence of the gamma-Phase Cooling Rate on the 
Structure of Uranium Alloys Low in Titanium. 
SLA-74-6010 74-14 11F PC$3.00/MF$2.25 


FLACHSBART, H 
Cooling of Particles in Aerosol BEAMS. 
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FLACK, RONALD D. 
An Experimental and Analytical Investigation of Inter- 


nal Transonic Flow. 
AD-771 047/8GI 74-04 20D PC$7.00/MF$2.25 


Transonic Flow Computation in Annular and Unsym- 
metric Two-Dimensional Nozzles. 
AD-780 721/7GI 74-17 20D PC$4.75/MF$2.25 


FLAGAN, R. C. 
A Stochastic Model of Turbulent Mixing with Chemi- 
cal Reaction: Nitric Oxide Formulation in a Plug-Flow 


Burner. 
N74-26818/6GI 74-20 21B PC$4.25/MF$2.25 
FLAGG, R. D. 
Membrane and Materials Evaluation: Permeabilities, 
Physical and Mechanical Properties of Hemadialysis 


Membranes. 
PB-231 656/0GI 74-13 6L  PC$3.75/MF$2.25 


A Study of Synthetic Polyeptides for Hemodialysis 

Mem s 

PB-224 841/7GI 
FLAGG, ROY 


Membrane and Materials Evaluation; Permeabilities, 
Physical and Mechanical Properties of Hemodialysis 


74-18 7D PC$3.00/MF$2.25 


74-01 6L PC$5.25/MF$2.25 


Membranes - National Institute of Scientific 
ResearchMembrane (2). 
PB-225 068/6GI 74-02 6L PC$3.25/MF$2.25 


FLAGG, ROY E. 


Membraine and Materials Evaluation; Appendix. Ex- 
perimental Procedures for Testing sheet Membranes. 
PB-225 067/8GI 74-02 6L PC$3.75/MF$2.25 


Membrane and Materials Evaluation; Permeabilities, 
Physical and Mechanical Properties of Hemodialysis 
eto - Bemberg Cuprophan PT-150 Membrane 
(4). 

PB-225 070/2GI 74-02 6L PC$3.75/MF$2.25 


Membrane and Materials Evaluation; Permeabilities, 
Physical and Mechanical Properties of Hemodialysis 
Membranes - Cellulose Research Corporation - Cellu- 
lose Acetate Membrane (3). 

PB-225 069/4GI 74-02 6L PC$3.75/MF$2.25 


Membrane and Materials Evaluation; Permeabilities, 
Physical and Mechanical Properties of Hemodialysis 
Membranes - Envirogenics Corporation Cellulose 


Acetate Membrane (5). 
PB-225 071/0GI 74-02 6L PC$3.25/MF$2.25 
FLAGGE, B. 


Electro-Mechanical Sine/Cosine Generator. 
PAT-APPL-340862 74-02 9A PC$3.25/MF$2.25 


Measuring Probe Position Recorder. 
PATENT-3 832 781 74-26 14B Not available NTIS 


FLAHERTY, B. J. 
Wave Propagation and Earth Satellite Radio Emission 
Studi 


tudies. 
N74-22823/0GI 74-18 20N PC$S5.25/MF$2.25 
FLAHERTY, BERNARD J. 


Measurements and Applications of lonospheric Total 
Electron Content. 
AD-772 711/8GI 


FLAHERTY, R. J. 
Aerodynamic Window Performance and Optical Quali- 


ty. 
AD-783 298/3GI 
é Multi-Stream 


nalysis 
AD-783 “297/SG1 
FLAISHER, N. M 


Optimum Selection of Parameter: A Self Propelled Ro- 
tary Tiller (Optimalnyi Vybor Parametrov Samokhod- 
nogo Rotatsionnogo Pochvennogo Rhylitelya), 


74-06 4A PC$S.25/MF$2.25 


74-20 20D PC$4.75/MF$2.25 
Compressible Flow Computerized 


74-20 20D PC$3.75/MF$2.25 


PB-231 402-T/GI 74-12 2C =PC$3.25/MF$2.25 
FLAJSER, STEVEN 

Reprint: The Impact of Alaskan Oil Transport on 

Puget Sound. 

COM-74-10572/7GI 74-10 13B Reprint 
FLAMAND, J. 


Holographic Diffraction Gratings and Their Applica- 
tions. 
N74-22173/0GI 74-17 20F PC$3.25/MF$2.25 


Recent Progress in the Use of Holographic Gratings 
and Several of Their Applications. 
N74-22174/8GI 74-17 20F PC$3.25/MF$2.25 


FLAMING, KARL H. 


A Manual for Health Related Urban Indicators. 
PB-235 584/0GI 74-23 6E PC$4.25/MF$2.25 


A Social Report for Milwaukee: Trends and Indicato: 

PB-228 097/2GI 74-08 13B PC$S.75/MF$2. 25 
FLANAGAN, CZERNA 

A Computer Program to Obtain Hit and Kill Probabili- 

ties for Multicomponent Targets Damaged by Delive- 

ries of One or More Weapons. 





AD-787 058/7GI 
FLANAGAN, PAUL D. 


The NMCSSC Quick-Reacting General War Gaming 
System (QUICK). Analytical -: meee Volume II. Plan 


Generation Subsystem. Change 2 
AD-777 321/1GI 74-12 1SG PC$S.75/MF$2.25 


The NMCSSC Quick-Reacting General War Gaming 
System (QUICK). User's Manual. Volume II. Plan 
Generation Subsystem. Change 4. 

AD-786 335/0GI 74-25 15G PC$9.25/MF$2.25 


NMSCC Strategic War Gaming Support with the Quick 
Reacting General War Gaming System (QUICK). 
Cha * 

AD-782 488/1GI 74-19 1SG PC$7.00/MF$2.25 


QUICK/HIS 6080 Remote Terminal Utilization: Func- 
tional Description. 
AD-778 355/81 


FLANAGAN, ROBERT J. 


Labor Turnover, Racial Unemployment Differentials, 
and the Dual Labor Market Hypothesis. 
PB-232 215/4GI 74-158 SI PC$S.25/MF$2.25 


FLANAGAN, T. 


Effects of Ionizing Radiation on Tantalum Capacitors. 
AD-911 497/6GI 74-14 9A PC$5.25/MF$2.25 


FLANAGAN, TERRY M. 


Transient Radiation Effects. 
AD-778 811/0GI 74-14 20L PC$4.75/MF$2.25 


FLANDERS, ALLEN F. 


Reprint: Visual, IR, and Data Collection Capabilities 
of the GOES Satellite. 
COM-74-10524/8GI 


FLANDERS, J. H. 


The Goal-to-Hal/S Translator Specification. 
N74-21838/9GI 74-17 9B PC$6.25/MF$2.25 


FLANGES, W. G. 


Tunnel Mining and Construction Activities. 
CONF-730476-1 74-17 13B PC$3.00/MF$2.25 


FLANIGAN, D. A. 


Development of Ultrafine Ammonium Perchlorate 
Technol a 
AD-913 513/8GI 74-11 211 PC$9.25/MF$2.25 


Improved Reproducibility of Solid Rocket Propellants. 
AD-781 804/0GI 74-18 211 PC$11.25/MF$2.25 


FLANNELLY, W.G. 


Experimental Verification of System Identification. 
AD-784 190/1GI 74-22. 1C =PC$4.75/MF$2.25 


FLANNERY, J. V. 


Feasibility Test for a V-Slit Star Mapper for Pioneer 
Spacecraft Terminal Navigation. 
N74-17384/0GI 74-11 22A PC$S5.25/MF$2.25 


FLASSAYER, C 


Contribution of the Study of Metal-Silicon Contact: 
Electric Hysteresis Contribution a l'Etude du Contact 
Metalsilicium: L'Hysteresis Electrique. 

N74-29565/0GI 74-24 9A PCS$5.25/MF$2.25 


Switching Phenomena and Memory Effects in n-Type 
Metal Silicon Schottky Diodes. 
N74-17939/1GI 74-12, 9A PC$3.25/MF$2.25 


FLATAU, CARL R. 


Design Outline for Mini-Arms Based on Manipulator 
Technology, 
AD-773 570/7G1 


FLATAU, G. 


A Study of the Corrosion Plug 603 and Socket 610. 
N74-16894/9GI 74-11 9A PC$3.75/MF$2.25 


FLATEN, EINAR 


Underground Ammunition Storage: Model Test to In- 
vestigate the Strength and Effectiveness of a Selfclos- 
ing Concrete Block. Test IV, 
AD-785 184/3GI 


FLATLEY, JAMES P. 


Lightweight Xenon Lamp Igniter. 
PATENT-3 746 920 74-26 13A Not available NTIS 


FLATTO, L. 


Reprint: A Quadrature Formula of Degree Three. 
COM-74-50054/7GI_ 74-09 12A Not available NTIS 


FLAUMENBAUM, B. L. 
New Process for Sterilizing Cans of Apricot Puree-- 


Translation 

AD-776 093/7GI 74-10 6H PCS$3.25/MF$2.25 
FLAX, MICHAEL J. 

Blacks and Whites: An Experiment in Racial Indica- 


tors, 

PB-234 382/0GI 
FLEAGLE, R. G. 

Reprint: Air-Sea Transfer of Momentum, Heat and 

Water Determined from Profile Measurements during 

BOMEX. 

AD-773 563/2GI 


74-26 15SG PC$3.75/MF$2.25 


74-13 1SG PC$3.75/MF$2.25 


74-10 22B Reprint 


74-07 6D PC$3.75/MF$2.25 


74-23 19A PC$6.25 


74-19 SK PC$4.50/MFS4.50 


74-07 4B Reprint 





FLECK, DELBERT C. 


Electrolytic Method for Extracting dl Chromium 
Values from Chromium Oxide Bearing Ore 
PATENT-3 126 327 74-10 LIF Not available NTIS 


FLECK, G 
Plim: A Virtual Pl/1-Machine. 
KFK-1712 74-06 9B PC$7.00/MF$2.25 


FLECK, J. A. JR. 
Status of ARPA-LIl 4-D Propagation Code Develop- 


ment. 
UCID-16524 74-22 20E PC$8.50/MF$2.25 


Theoretical Description of Pulsed Laser-Target In- 
teraction in an Air Environment. 
UCRL-75167 74-11 201 PC$4.00/MF$2.25 


Theoretical Description of the ——- of a Pulsed 
Laser and a Target in an Air Environmen' 
UCRL-S1489 74-14 LIF PCS 4S/MF$2.25 


FLECK, RAYMOND A. 


The Effects of Agricultural Pesticides in the Aquatic 
Environment, Irrigated Croplands, San Joaquin Valley. 
PB-230 397/2GI_ 74-12 6F PC-GPO/MF$2. 25-NTIS 


FLEET, B 
Computer-Controlled Monitoring and Data Reduction 
for Multiple lon-Selective Electrodes in a Flowing 
System. 
AD-778 350/9GI 
FLEETER, SANFORD 


Research on Aeroelastic ene ba Airfoil 
Cascades: Supersonic Inlet Torsional Flu 
AD-787 088/4GI 74-26 20D PCss ‘TSIMFS2. 25 


FLEGAL, C. A. 
Applicability of the Meyers Process for Chemical 
ee of Coal: Initial Survey of Fifteen 
PB-232 083/6G1 74-14 21D PC$7.25/MF$2.25 
FLEISCHAKER, DAVID 


FHA and VA Non-Subsidized neo agmeen seid Pro- 
ams: Toward a Consumer Orienta’ 
-232 288/1GI 74-15 SC Pcs -75/MF$2.25 


FLEISCHAUER, PAUL D. 
Adsorption of Ag(I) on TiO2 Thin Films and Single 


Crystal Surface. 
74-18 7D PC$3.25/MF$2.25 


74-13 7D PC$3.75/MF$2.25 


AD-781 783/6GI 


Kinetics of the Reaction Between a and Ag(I) 
Catalyzed by Silver Nuclei on TiO2 Surface 
AD-779 925/7GI 74-16 7D PC$3. 75/MPS2. 25 


FLEISCHER, A 


Synthesis and Evaluation of exp 11 C-Labeled Organic 
Compounds for Use in Nuclear Medicine. 
CONF-730309-10 74-02 TE PC$3.00/MF$2.25 


FLEISCHER, ALLAN A. 
System ie Producing High Energy Positively Charged 
Particle: 


PATENT- 3794927 74-24 20G Not available NTIS 
FLEISCHER, G. E. 
Attitude Dynamics Simulation Subroutines for Systems 


of Hinge-Connected Rigid Bodies. 
N74-28411/8GI 74-20 22C PC$S.75/MF$2.25 


FLEISCHMAN, G. L. 


User’S Manual for the TRW Gaspipe 2 Program: A 


Vapor-Gas Front Analysis Program for Heat Pipes 
Containing Non-Condensible Gas. 
N74-13663/1GI 74-07 20M PC$S.75/MF$2.25 


FLEISCHMAN, R. W. 
Gallium Nitrate (NSC-15 200): Lack of Ototoxicity in 


Guinea 
PB-232 225/3G1 74-18 6T PC$3.25/MF$2.25 


Neocarzinostatin (NSC-157 365): Toxicity of a Single 
iv Injection in Rhesus er 
PB-226 706/0GI 6T PC$4.25/MF$2.25 


Neocarzinostatin (NSC-157 365): Toxicity of 5 Con- 


secutive Daily iv a s in 
PB-226 707/8GI oe a PC$3.75/MF$2.25 


FLEISCHMAN, ROBERT F. 
Ototoxicity of  Cis-dichlorodiammine Platinum 
(11) NSC-119 875) in Guinea Pigs. Part I: Audiometry. 
Part II: Histopathological Evaluation. 
PB-232 859/9GI 74-17 6T PC$4.25/MF$2.25 
FLEISCHMAN, ROBERT W. 
Cis-Dichlorodiamine Platinum (II) (NSC-119 875): No 
Decrease in Toxicity by Combined Treatment with 
Penicillamine in Rhesus Monkeys. 
PB-225 206/2GI 74-02 6T PC$3.75/MF$2.25 


Cis-dichlorodiammine Platinum (11) (NSC-119 875): 
Ototoxicity in Rhesus Monkeys. 
PB-231 046/4G1 74-12 6T PC$4.75/MF$2.25 


Emulphor (EL-620) Vehicle for CCNU and Methyl 
CCNU Toxicity of iv Infusion in 2 Dogs and 2 Mon- 


keys. 
PB-231 063/9GI 74-12 6T PC$3.25/MF$2.25 


Methyl CCNU (NSC-95 441): Toxicity ia Dogs Infused 
iv with a Single Dose and Observed for a Period of 12 


Months. 
PB-230 998/7GI 74-12 6T PC$3.75/MF$2.25 


Methyl CCNU (NSC-95 441): Toxicity of 1 single iv 

py in Rhesus Monkeys. Vehicle : Emulphor EL- 
- 5%, Ethanol - %, and Saline - 90%. 

PB.2as 307/8GI 74-02 6T PC$4.25/MF$2.25 


Selection and Evaluation of L-Aspartic Acid as a Non- 
toxic Emetic Agent in the Rhesus Monkey. 
AD-778 826/8GI 74-14 60 PC$5.25/MFS2. 25 


FLEISCHMANN, H. H 


Cornell Relativistic Electron Coil Experiment (Rece). 
ss Report, January |, 1973--June 30, 1973. 
COO-2319-3 74-13 18A PC$9.S0/MF$2.25 
Small-Angle Scattering in Stripping Collisions of 
Hydrogen Atoms Having Energies of 1 to 10 Kev in 


Various Gases. 
ORNL-4954 74-20 7D PC$S.45/MF$2.25 
FLEISCHMANN, R. A. 


Drug Metabolism and Foreign Matter Hydroxylase 
(Cytochrome p-450) in Severe Hepatic Damage in Man. 
N74-14827/1GI 74-09 6A PC$3.25/MF$2.25 


FLEISS, JOEL E. 
A Statistics Gathering Package for the JOVIAL Lan- 


guage. 
AD-775 380/9GI 74-09 9B PC$7.00/MF$2.25 
FLEMER, DAVID A. 


The Role of Organic Debris and Associated Micro-Or- 

ganisms in Pelagic Estuarine Food Chains. 

PB-232 949/8GI 74-17 6F PC$S.75/MF$2.25 
FLEMING, ALAN G. 


Casting Technology Relevant to ba Production of 
High Strength Aluminum Sand Cas‘ 


AD-770 501/SGI 74-02 DH PCS3. 75/MF$2.25 
FLEMING, D. L. 

Laser Light Deflector. 

AD-771 431/4GI 74-04 20F PC$3.25/MF$2.25 


FLEMING, D. P. 


Optimization of Self-Acting Herringbone Journal Bear- 
ing for Maximum Stability. 
N74-11302/8GI 74-05 131 PC$3.25/MF$2.25 


FLEMING, DONALD K. 


Regenerative Reactor for NOx Abatement. 
AD-779 455/SGI 74-15 7A PC$7.50/MF$2.25 


FLEMING, E. H. 


Advanced Methods of Oil and Gas Production from 
Fossil Fuels. Subpanel Report VIi Used in Preparing 


the AEC Chairman’S Report to the President. 
WASH-1281-7 74-14 10A PC$9.50/MF$2.25 
FLEMING, GERALD J. 


Ablative p Sows Resin Composition and Method of 


PATENTS ENT-3 644 222 74-03 111 Not available NTIS 


Graphite Composites for Ocean Ordnance. 
AD-770 407/SGI 7402 11D PC$S5.25/MF$2.25 


FLEMING, N. L. 


A Discrimination Task for Restrained Beagles. 
AD-776 217/2GI 74-10 $3 PC$3.25/MF$2.25 


FLEMING, R. B. 


Cryogenic Systems and Superconductive Power. 
AD-775 228/0GI 74-09 133 PC$7.50/MF$2.25 


FLEMING, R. D. 


Durability of Advanced Emission Controls for Heavy 
Duty Diesel and Gasoline Fueled Engines, 
PB-232 441/6GI 74-15 21G PC$S.25/MFS2. 25 


Natural Gas as an Automotive Fuel, An Experimental 

Study. 

PB-225 287/2GI 
FLEMING, ROBERT W. 


How to Plan and Design Intensive pe Conner Care 
Units, Outpatient and Emergency U 
PB-233 099/1GI 74-17 6L PCs. 25/MF$2.25 
FLEMINGER, ABRAHAM 
Reprint: Pattern, Number, Variability, and Taxonomic 
Significance of Integumental Organs (Sensilla and 
— Pores) in the Genus ‘Eucalanus’ (Copepoda, 


). 
COM-73-30437-04-06/G1 
74-08 6C (Order as COM-73-50437-04) 


7402 21D PC$3.75/MF$2.25 


FLEMINGS, M. C 


Investigation of Solidification of High Strength Steel. 
AD-774 827/0GI 74-09 11F PC$4.75/MF$2.25 
Structure and Property Control through Rapid 
Quenching of Liquid Metals. 

AD-775 225/6GI 74-09 11F PC$10.50/MF$2.25 
A Study of the Heat and Fluid Flow in Electrosiag Re- 


AD-782 228/1GI 74-19 11F PC$6.25/MFS$2.25 


FLETCHER, AARON N. 


FLEMINGS, MERTON C. 

Machine Casting of Ferrous Alloys. 

AD-782 247/1GI 74-19 I1F PC$S.75/MF$2.25 
FLEMMING, G. 


Mechanical Properties of Steel During Static and 
Cyclic Loading after a Massive Deformation 
Mechanische Eigenschaften von Stahl bei Statischer 
und Wechselnder Beanspruchung. 


N74-29976/9GI 74-24 lIF PC$6.25/MF$2.25 
FLENTZ, HARRY 
Optical Pumps for Holmium Lasers. 


AD-777 810/3GI 74-13 20E PC$3.75/MF$2.25 

Optical Pumps for Holmium Lasers. 

AD-786 675/9GI 74-25 2E PC$4.75/MF$2.25 
FLEROV, B. K. 

List of the Algae of Novaya Zemlya--Translation. 

AD-784 713/0GI 74-22 6C PC$4.2S/MF$2.25 
FLEROV, G. N 


Experiments on Search for Spontaneously Fissioning 
Nucleides of Superheavy Elements in Nature. I. 
JINR-P6-7588 74-14 20H PC$3.25/MF$2.25 


Experiments on Search for Spontaneously Fissioning 
Nuclides of Superheavy Elements in Nature. li. Search 
for Heavy Analog of Lead in Lead Ores and Minerals. 
JINR-P6-7759 74-20 20H PC$4.00/MF$2.25 


Experiments on Search in Nature for Spontaneously 
Fissioning Nuclides of Superheavy Elements. Ilii. 
Search for Superheavy Elements in Iron--Manganese 
Nodules. 

JINR-P6-7856 74-21 20H PC$4.00/MF$2.25 


Experiments on Superheavy Nuclear Fusion in Reac- 
tions with Ge Ions. 


JINR-P7-7409 74-09 2H PC$3.00/MF$2.25 

Heavy-lon BEAMS Applied in Practice 

JINR-P14-7754 74-18 20G PCS6.00/MFS2. 25 

Spontaneous Fission of Kurchatovium and Nilsborium 

Isotopes. 

ORNL-tr-2711 74-06 20H PC$3.00/MF$2.25 
FLEROV, V. N. 

Reversibility of nee Electrodes in Alkaline Elec- 

s--Translation. 

AD-770 333/861 7402 10C PC$3.25/MF$2.25 

FLESCH, J.P. 


Health Hazard Evaluation/Toxicity Determination. 

Crane Company, St. Louis, Missouri 

PB-229 075/7GI 74-10 63 PC$3.75/MF$2.25 
FLESCH, JEROME P. 

Health Hazard Evaluation/Toxicity Determination. 

FMC Corporation, American Viscose Division, Nitro, 


West Vi 
PB-232 587/6GI 74-16 63 PC$3.75/MFS$2.25 
Health Hazard Evaluation/Toxicity Determination. 


Ford Motor Company, Rouge Plant, Dearborn, 
Michigan. 

PB-229 073/2GI 74-10 63 PC$3.25/MFS$2.25 
Health Hazard Evaluation/Toxicity Determination. 
Midwest Steel Division, National Steel, Portage, Indi- 
ana. 

PB-229 076/SGI 74-10 63 PC$3.25/MF$2.25 


Health Hazard Evaluation/Toxicity Determination. 
Mobil Oil Corporation, Augusta, Kansas. 
PB-229 514/SGI 74-11 63 + PC$3.25/MF$2.25 


Health Hazard Evaluation/Toxicity Determination. 
Owens-Illinois, Inc . Streator, Hlinois. 
PB-229 192/0GI 74-10 ra PCS3. 25/MFS$2.25 


Health Hazard Evaluation/Toxicity Determination Re- 
port 71-10-48, PPG Industries, Inc., Clarksburg, West 
Virginia. 

PB-229 263/9GI 74-10 63 PC$3.25/MF$2.25 


Health Hazard ecm Ste gy Pe Renenieaten. 
Reynolds Metals Company, Bauxite, Arkan 
PB-229 236/SGI 4-11 63 PC$3. 2SIMPS2. 25 


Health Hazard Evaluation/Toxicity og gg 
ee Steel Corp., Steubenville, Ohio 
PB-232 724/SGI 74-16 63 PC$3.25/MF$2.25 


Health Hazard Evaluation/Toxicity Determination. 


Yoder Locker Plant, Grantsville, Maryland. 
PB-229 077/3GI 74-10 63 PC$3.25/MF$2.25 
FLESH, R. DAVID 


Effects of Oxidant Levels on Selected Health Charac- 
teristics of Persons in the Los Angeles Basin. Second 
Annual Report, Volume I. Data Collection. 

74-20 6E PC$4.25/MFS$2.25 


PB-234 337/4GI 
FLESHEL, BERNARD 
CONRAD: A Program to Contour Radar Da 
AD-771 994/1GI 7405 8B PCS4. 2S/MFS2. 25 


FLETCHER, AARON N. 


Nucleation Activity of Organic Cloud-Seeding Agents. 
AD-772 528/6GI 7406 7D PC$3.25/MF$2.25 


PA-335 





FLETCHER, BOBBY P. 


FLETCHER, BOBBY P. 


Outlet Works for Site 16, Papillion Creek and Tributa- 
ries, Nebraska; Hydraulic Model Investigation. 
AD-770 398/6G1 74-02 13B PC$4.25/MF$2.25 


FLETCHER, E. ROYCE 


The Tolerance of Birds to Airblast. 
AD-785 259/3G1 74-23 6C PC$3.75/MF$2.25 


FLETCHER, GORDON E. 
Atomic Absorption Methods of Analysis of Oilfield 
Brines: Barium, Calcium, Copper, Iron, Lead, Lithi- 
um, er grey Manganese, Potassium, Sodium, 
Strontium, and Zinc 
PB-231 05/901 74-12 7D PC$3.25/MF$2.25 
FLETCHER, J.C. 


Heat Flow Calorimeter. 
PATENT-3 813 937 74-20 


FLETCHER, J. G. 


Gator User’S Manual. 
UCID-30064 74-04 9B PC$3.75/MF$2.25 


= of Design in the Octopus Computer Net- 


work. 
UCRL-75220 74-22 9B PC$4.00/MF$2.25 


Proceedings of Cie Meetings No. 124 and No. 125: 
How the Network Works. 
UCID-30072 74-07 9B PC$4.00/MF$2.25 


FLETCHER, J. K. 


Ctd: A Computer Program to Solve the Three Dimen- 
sional Multi-Group Diffusion Equation in X, Y, Z, and 
Triangular Z Geometries. 

TRG-Report-2344 74-08 


FLETCHER, JOHN R. 
Reprint: Blood Coagulation Studies in ‘Plasmodium 
fale im’ Malaria. 
AD-772 024/6GI 
FLETCHER, NICHOLAS H. 


Simulation for the Assessment of Tactical Nuclear 
Weapons (SATAN II). 
AD-774 620/9GI 74-08 ISF PC$11.25/MF$2.25 


Simulation for the Assessment of Tactical Nuclear 
Weapons (Satan II). 
AD-781 263/9GI 74-18 SF PC$S.75/MF$2.25 


Simulation for the Assessment of Tactical Nuclear 
Weapons (SATAN II). General Description. Change |. 
AD-773 915/4GI 74-07 1SF PC$3.25/MF$2.25 


FLETCHER, PETER B. 
Development of Louvered Signs to Reduce Wind 
Load. 
PB-226 884/SGI 
FLETCHER, TAYLOR C. 


Nonmicrophonic Infrared Gas Analyzer. 
PATENT-3 566 106 74-05 4B Not available NTIS 


FLETCHER, WILLIAM H. 


Reprint: Flexure Hinge Grating Suspension. 
AD-782 453/SG1 74-19 14B Reprint 


Reprint: Raman Band Contours. Il. Symmetric Top 
Molecules. 
AD-777 488/8GI 


FLEURY, N. 
Classical Theory of Charged and Spining Tachyons. 


14B_ Not available NTIS 


18K PC$3.25/MF$2.25 


74-05 6E Reprint 


74-06 13B PC$3.75/MF$2.25 


74-12 7D Reprint 


CRN/HE-73-5 74-07 203 PC$3.00/MF$2.25 
FLEWELLEN, C. G. 

Reprint: Sediment Distribution around Moated 

Seamouats in the Rockall Trough. 

AD-782 868/4GI 74-20 8) Reprint 
FLEXMAN, J. E. 


Test of a Model of Visual Spatial Discrimination and 
Its Application to Helicopter Control. 
AD-771 041/1GI 74-04 SJ) PC$4.25/MF$2.25 


FLICK, J. T. 


Ion Acoustic Parametric Decay Instabilities with 
Strong lon Landau Damping. 
AD-773 852/9GI 74-07, 201 PC$3.75/MF$2.25 


FLICK, JAMES T. 


Plasma Modification Associated with Parametric Insta- 
bilities Driven by Intense Electromagnetic Waves. 
AD-780 033/7GI 74-16 201 PC$3.75/MF$2.25 


FLICKER, MICHELE 


Mechanism of Chemical Instability for Periodic 
Precipitation Phenomena 


044/7G1 74-15 7D PC$3.75/MFS2.25 
FLICKINGER, STEPHEN A. 


Reprint: Investigation of Pond Spawning Methods for 
Fathead Minaows. 
COM-74-11086/7GI 


FLICSTEIN, J. 
Growth of Barium Ferrite for Magnetic Optical 


Devices. 
74-25 20B PC$3.75/MF$2.25 


74-16 6C Reprint 


AD-786 666/8G1 


PA-336 


FLIEGEL, FREDERICK C. 


Fidelity of Information Transmission in Local Cam- 
aigns on Water Issues 
'B-234 $43/7GI 

FLIEGEL, H. F. 

Tracking System Analytic Calibration Activities for the 

Mariner MARS 1971 Mission. 

N74-16979/8GI 74-11 

FLIEGEL, MYRON H. 


Temperature Measurements and Internal Waves in 

Seneca Lake, New York. 

AD-769 227/0GI 74-01 8H PC$S.75/MF$2.25 
FLINK, J. M. 

Mechanisms of Deterioration of Nutrients. 

N74-21741/SGI 74-17 6H PC$7. 25/MF$2.25 
FLINK, JAMES M. 

Reprint: Squid Protein Isolate: Effect of Processing 


Conditions on Recovery Yields. 
COM-74-11403/4GI 


FLINN, E. A 


A Study of Principal Sompenest or as Applied 
to Separation of Multiple Plane W 
AD-779 853/1GI 74-16 8K. “Scs3. 75/MF$2.25 


FLINN, EDWARD A. 


Reprint: Fast Frequency-Wavenumber Analysis and 
Fisher Signal Detection in Real-Time Infrasonic Array 
Data Processing. 
AD-775 765/1GI 


FLINN, J. E. 


Evaluation of Ex-Reactor Loading Event on High- 
Fluence Ebr-Il Control-Rod Thimble SE3. 


"74-22 13B PC$S.25/MF$2.25 


22C ~=PC$5.25/MF$2.25 


74-21 6H Reprint 


74-10 173 Reprint 


ANL/EBR-68 74-09 181 PC$S.00/MF$2.25 
FLINN, JAMES E. 
Development of Predictions of Future Pollution 


Problems. 
PB-233 117/1GI 74-17 


FLINN, THOMAS A. 


State Governments and Housing, 

PB-230 027/SGI 74-10 13B PC$3.75/MF$2.25 
FLINT, W. T. 

Reprint: Anomalous Alignment and Dynamic Scatter- 

ing in Liquid Crystals Exhibiting a Positive Dielectric 

Anisotropy. 

AD-772 174/9GI 
FLIPOT, A. J. 

se Austenitic Steel Clads for Fast Reactor Fuel 


CONF-730726- 13 
FLITNER, D. P. 
710 Reactor Thermoelectric Space Power System Con- 


cepts. 
GEMP-554 74-16 18N PC$4.00/MF$2.25 


710 Reactor Thermoelectric Space Power System Con- 
cepts. 
GEMP-S61 


FLOCARD, H 


Spherical Hartree--Fock Calculations with Effective 
Interactions. 
IPNO/TH-73-19 


FLOCK, WARREN L. 


Radar Signature Studies Applicable to Bird-Aircraft 
Collision Avoidance. 
AD-781 787/7G1 74-18 1B PC$4.25/MF$2.25 


Reprint: Radar Observations of Bird Movements along 
the Arctic Coast of Alaska. 
AD-778 218/8GI 

FLOH, B. 


Amine Extraction of Uranium, Molybdenum, and 
Vanadium from Acid Leach Liquors. 


13B PC-GPO/MF$2.25-NTIS 


74-05 7D Reprint 


74-15 183 PC$3.25/MF$2.25 


74-16 18N PC$4.75/MF$2.25 


74-12 20H PC$4.25/MF$2.25 


74-13 6C Reprint 


IEA-292 74-15 18] PC$4.00/MF$2.25 
FLOOD, D. J. 

High-Field Magnetization of DY203. 

N74-23225/7GI 74-18 20L PC$3.25/MF$2.25 


Suitability of the Rare-Earth Compounds DY2TI2p7 
and GD3AL5p56 for Low Temperature (4K-20K) Mag- 
netic Refrigeration Cycle. 

N74-15399/0GI 74-09 20L PC$3.25/MF$2.25 


Technique for Direct Measurement of Magnetic En- 
a. of Solids: Results for Dysprosium Titanium 


1094-33827/901 74-18 20L PC$3.25/MF$2.25 
FLOOD, J. F. 

Protein: The Fabric of Memory. 

LBL-2167 74-07 6A PC$12.00/MF$2.25 
FLOOD, J. R. 


Implementation of Finite Difference Schemes of Solv- 
ing Fluid Dynamic Problems on ILLIAC 4 
AD- 786 747/6G1 74-25 20D PCS3. 25/MF$2.25 





FLOOD, JAMES RICHARD 


A Study of Finite Difference Methods for Solving 
Viscous and Inviscid Flows. 
AD-774 320/6GI 74-08 20D PC$3.75/MF$2.25 


FLOOD, W. S. 
Wide-Band Driven RF System for the Berkeley 88- 
Inch Cyclotron. 
LBL-1294 74-25 20G PC$4.00/MF$2.25 


FLOODGATE, G. D. 


Reprint: A Threnody Concerning the Biodegradation of 
Oil in Natural Waters. 
COM-74-11013-03/GI 


74-16 13B (Order as COM-74-11013) 
FLOR, W. J. 


Cisternograms in the Primate ‘Macaca mulatta 
AD-777 035/7GI 74-11 6E PC$3. OS/MFS2. 25 


FLORA, J. H. 


Preparation of Handbook for Standardization of Non- 


destructive Testing Methods. 
AD-776 052/3GI 74-10 14B PC$3.25/MF$2.25 


FLORA, LAURENCE P. 


Reprint: Origin of the Holding Current in Threshold 
Switching Devices. 
AD-772 287/9GI 


FLOREAN, U. 


Improvement of the Resolving Power of a TV System. 
N74-10457/1GI 74-04 17B PC$3.25/MF$2.25 


Improvement of the Resolving Power of a TV System 
for Pulsed Images. 
N74-17890/6GI 74-12 


FLORENCE, ALEXANDER L. 


Time Differentiating Passive Impulse Gage. 
PATENT-3 765 025 74-16 18C Not available NTIS 


FLORENSKIY, K. P. 


Current Concepts Regarding the Moon. 
N74-19475/4GI 74-13 3B PC$7.50/MF$2.25 


Investigation of the Chemical Composition of the At- 

mosphere of Venus by the Venera-4 Automatic Sta- 

tion. 

N74-20524/6GI 
FLORENSOVA, K. M. 


Virucidal Action of Hydrogen Peroxide Aerosols in 
Decontamination of Air in an Influenza Nidus. 
N73-32006/1GI 74-02 6M PC$3.25/MF$2.25 


FLORES, C. V. 


Geological-Physiographical Evaluation of ERTS 
Images from an Area in Eastern Bolivia and Parts of 
Brazil. 

N74-30832/1GI 


FLORES, L. M. 


Feasibility for Identification of Wheat in Hill County, 
Montana. 
N74-32810/5GI 


FLORESTAN, J. 
Simultaneous Determination by X Fluorescence of 
— Elements in a Mixed Compound of the Garnet 
CEA-CONF-2590 

FLOREY, QUENTIN L. 
Apparatus for 


74-05 9A_ Reprint 


17B_  PC$3.25/MF$2.25 


74-14 3B PC$3.25/MF$2.25 


74-24 8G PC$3.25/MF$2.25 


74-26 2C PC$3.75/MF$2.25 


74-18 7D PC$4.25/MF$2.25 


Large-Scale 


Application of 
Monomolecular Layers to Water 


Surfaces using 
Melted Material. 
PATENT-3 184 789 74-11 13K Not available NTIS 
FLORIAN, J. R. 


Proton Interactions in Heavy Nuclei at 200 Gev. 
RLO-2225-T-27-3 74-06 20H PC$3.00/MFS$2.25 


FLORIN, R. E. 


Reprint: Pyrolysis of Anionic and Thermally Prepared 
Polystyrenes. 
COM-74-51012/4GI 


FLORIN, ROLAND E. 


Reprint: The Effect of Dilute Fluorine on Certain 
Fluoropolymers. 
COM-74-50202/2GI_ 74-10 III 


FLORINE, ROLAND E. 
Reprint: The Effect of Dilute Fluorine on Certain 


74-26 7C Not available NTIS 


Not available NTIS 


Fluoropolymers. 

AD-776 449/1GI 74-11 IIL Reprint 
FLORY, P. J. 

Reprint: Depolarized Light Scattering by Amides and 

Peptides. 

AD-770 671/6GI1 74-03 7D Reprint 

Reprint: Foundations of Rotational Isomeric State 


Theory and General Methods for Generating Configu- 
rational Averages. 
AD-784 693/4GI 74-22 7D Reprint 


Reprint: Kerr Constants of Amides and Peptides. 
AD-771 519/6GI 74-04 7C Reprint 
Reprint: Optical Anisotropy of Polyisobutylene: Strain 
Birefringence. 





AD-782 413/9GI 74-19 7C Reprint 


Reprint: The Elastic Properties of Elastin. 
AD-783 135/7GI 74-20 6A_ Reprint 


Reprint: The Interpretation of Viscosity-Temperature 
Coefficients for Poly(oxyethylene) Chains in a Ther- 
modynamically Good Solvent. 
AD-784 694/2GI 
FLORY, PAUL J. 
Reprint: Molecular Configuration in Bulk Polymers. 
AD-772 256/4GI 74-05 7C Reprint 
Reprint: The Challenge to Macromolecular Science. 
AD-782 412/1GI 74-19 7C Reprint 
FLOTOW, H. E. 
cee Neutron-Quasielastic-Scattering Study of 
aw Diffusion in a Single Crystal of Tantalum. 
COM $0712/0GI 74-21 20L Not available NTIS 
FLOURNOY, JOHN M. 
Kinetic Studies of Vibrationally Excited Hydrogen. 
AD-781 273/8GI 74-18 7D PC$3.25/MF$2.25 


74-22 7D Reprint 


FLOWER, P. S. 
70-Mev Injector Effective Lengths of Drift Tube DC 
Quadrupoles. 
RL-73-60 74-02 20G PC$3.00/MF$2.25 


Possible Hazards Arising from the Use of Cobalt--Iron 
in the 70 Mev Injector. 
RL-73-58 


FLOWERS, EARL S. 


Measurement and Management Aspects of Water Tox- 
icology: The Malibu Watershed a Mixed Residential 
and Wilderness Area. 

PB-233 926/SGI 74-19 13B PC$4.25/MF$2.25 


FLOWERS, EDWIN 
Environmental Research Laboratories Radiation Pro- 
grams - Requirements and Recommendations. 
COM-74-50750/0GI 74-22 4A MF$2.25 
FLOWERS, EDWIN C. 


Reprint: Dew and Frost Deposition on Pyranometers. 
COM-74-10489/4GI 74-10 4B Reprint 


7402 20G PC$3.00/MF$2.25 


FLOYD, D. R. 
Can-Rolling of Beryllium Ingots. 
RFP-2041 74-07 11F PC$4.00/MF$2.25 


Causes of the Yield-Point Phenomenon in Commercial 

Beryllium Products. 

RFP-2061 74-14 11F PC$4.00/MF$2.25 
FLOYD, RONALD FEHR 

A Study of the Incidence and Mortality of Bacterial 

Meningitis in Selected Urban and Rural Areas of Ten- 


nessee, 1963-1971. 
PB-236 610/2GI 74-26 6E PC$4.75/MF$2.25 


FLOYD, THOMAS M. 


Reprint: Evaluation of Group C Meningococcal 
Polysaccharide Vaccine in Marine Recruits, San Diego, 
California. 

AD-769 364/1GI 74-01 6E Reprint 


FLUECK, J. A. 


Reprint: Assessment of Performance in a Link GAT-1 

Flight Simulator at Three Alcohol Dose Levels. 

AD-773 969/1GI 74-08 SJ Reprint 
FLUEGGE, ROBERT A. 


Explosive Techniques for High Altitude Metal 
Releases. 
AD-772 867/8GI 


FLUEH, H. 
Experimental Oscillation and Damping Investigations 
of Cables and Cable Nets Experimentelle Schwin- 
gungs- und Daempfungsuntersuchungen an Seilen und 


Seilnetzen. 

N74-21553/4G1 74-15 20K PC$3.75/MF$2.25 
FLUMR, C. P. 

Electron Microscopy Study of Carbide Precipitation in 

a Vanadium--Titanium Alloy. 

COO-1198-1081 74-24 11F PC$8.50/MF$2.25 
FLUBR, FREDERICK R. 

Optical Communication System. 

PATENT-3 752 992 74-26 17B Not available NTIS 
FLUKE, D. J. 

 meommecy Biophysical Study of Biological Molecules. 


ress Report, February |, 1972--July 31, 1973. 
On -3631-4 74.02 6R PC$3.00/MF$2.25 


Temperature Dependence of the Ultraviolet Radiation 


Sensitivity of Clean, Dry T sub | Bacteriophage: Rela- 
tion to a Host-Repairable Component of Ionizing 


Radiation Direct Action. 
CONF-730655-1 74-04 6R PC$3.00/MF$2.25 


FLUME-GORCZYCA, B. 


Quark Fragmentation Functions in Hadronic and Deep 
Inelastic Single Particle Inclusive Processes. 
DESY-74-10 74-21 20H PC$4.00/MF$2.25 


74-06 7D PC$4.25/MF$2.25 


FLUME, R. 


Invariance of the S-Matrix under Point Transforma- 
tions in Renormalized Perturbation Theory 


DESY-74/15 74-24 203 PCs .00/M F$2.25 
FLURY, H. 

Startup of Diorit II Reactor. 

EIR-242 74-11 18E PC$6.75/MF$2.25 
FLUSS, M. J. 


Neutron Spectral Measurements in Spallation Neutron 
Sources: Characterization of the Blip Neutron Facility. 
CONF-740402-17 74-20 20G PC$4.00/MF$2.25 


Preliminary Neutron Foil Dosimetry Characterization 
of the Blip Neutron Facility. 

BNL-18248 74-07 20G PC$4.00/MF$2.25 
Report of the Working Group on Displacement Models 


and Procedures for Damage Calculations. 
HEDL-TME-73-76 74-14 20L PC$S.45/MF$2.25 


FLYNN, C. M. JR. 


Reprint: Electron Spin Resonance Spectrum and Struc- 
ture of the Pentatungstovanadate(IV) Anion, 
VWS01%-4). 

AD-782 633/2GI 


FLYNN, CHARLES M. JR. 


Reprint: Tungstovanadate Heteropoly Complexes. V 
The 11-Tungstovanadate(V) Anion and the Oxidation 
and Reduction of Tungstovanadates. 

AD-782 458/4GI 74-19 7B Reprint 


FLYNN, DANIEL R. 


Reprint: Machinery Noise: Measurement Standards 
and Test Codes. 
COM-73-S0989/SGI_ 74-04 20A Not available NTIS 


Reprint: On a Simplified Field Measurement of Noise 
Reduction Between Spaces. 
COM-73-S0915/0GI 74-01 20A Not available NTIS 


FLYNN, E. R. 


Los Alamos Q3d Program. 

LA-UR-74-980 74-22 20G PC$4.00/MF$2.25 
FLYNN, E. T. 

Temperature Requirements for the Maintenance of 

Thermal Balance in High Pressure Helium Oxygen En- 


vironments. 
74-23. 6S PC$3.75/MF$2.25 


74-19 7B Reprint 


AD-784 983/9GI 
FLYNN, GEORGE W. 


Reprint: Intermode Vibrational Energy Transfer in 
Laser Excited CH3Cl. 
AD-783 410/4GI 74-20 7D Reprint 


Reprint: Vibration-Vibration Equilibration in Laser 
Excited CH3F and CH3F-X Mixtures. 
AD-783 411/2GI 


FLYNN, GERARD T. 


Star-Satellite Processor using Video Disc. 
AD-778 831/8GI 74-14 17H PC$3.25/MF$2.25 


FLYNN, J. T. 
Status of Control Drive Development in Support of 
Pwar-20. 
TIM-868 74-08 181 PC$3.00/MF$2.25 
FLYNN, JAMES P. 
Classification of Chemical Reactivity Hazards. 
AD-773 049/2GI 74-06 7D PC$6.25/MF$2.25 
FLYNN, JOSEPH H. 
Reprint: Instrumental Limitations Upon the Measure- 
ment of Temperature and Rate of Energy Production 
by Differential Scanning Calorimetry. 
COM-73-50893/9GI 74-01 14B Not available NTIS 
Reprint: Thermodynamic Properties from ~ eaumae 
Scanning Calorimetry by Calorimetric Method 
COM-74-50678/3GI_ 74-21 7D Not available NTIS 
FLYNN, M. E. 
A Discrimination Task for Restrained Beagles. 
AD-776 217/2GI 74-10 $3 PC$3.25/MFS$2.25 
FLYNN, M. J. 
Reprint: Seasonal Cycles of Abundance in Zooplank- 
ton Populations of Yaquina Bay, Oregon. 
COM-74-11402/6GI 74-22 8A Reprint 
Studies in the Organization of Computer Systems. 
cee Report No. 27, October 1, 1972--September 


30, 1973. 
COO-3288-27 74-09 9B PC$3.00/MF$2.25 
FLYNN, MICHAEL J. 


Directly Executed Languages. 
AD-787 $37/0GI 74-26 9B PC$3.25/MFS$2.25 


FLYNN, P. D. 


Reprint: A Simple Transducer for Detecting Projectiles 
in Gun Barrels. 


74-20 7D Reprint 


AD-786 060/4GI 74-24 19D Reprint 
FLYNN, P. L. 

Biohazards Manual. 

LA-5267-M 74-14 63 PC$4.00/MF$2.25 


FOGARTY, J. R. 


FLYNN, PAUL D. 
Reprint: Applications of Strain Gages to Ballistic 
Problem: 


8. 
AD-786 056/2GI 74-24 19D Reprint 


Reprint: Dual-Beam Polariscope and Framing Camera 
for Dynamic Photoelasticity. 
AD-786 055/4GI 74-24 14B Reprint 


yeeouy Activated Spring with Improved Thermal 


Propertie 
PATENT. 3748 108 74-22 11F Not available NTIS 
FLYNN, ROBERT W. 


A Self Consistent Theory of the Formation of Non- 
Thermal Ion Tails in the lon Acoustic Instability. 
74-05 201 PC$3. 7S/MPS2. 2s 


AD-772 090/7GI 
Studies of Large Amplitude Plasma W. 
AD-777 891/3GI 74-13 201 PCS. 75/MF$2.25 


FLYNN, RORY B. 

Commercial Fishery Investigations of Nolin and Rough 

River Reservoirs, Kentucky. 

COM-74-11088/3GI 74-16 6C PC$3.75/MF$2.25 
FLYNN, THOMAS M. 

Reprint: Superconducting Levitation of High Speed 

Vehicles. 

COM-74-50206/3GI 74-09 13F Not available NTIS 
FLYTZANIS, N 


Reprint: Model Calculations of Atom-Surface Scatter- 


ing. 
AD-779 229/4GI 
FOARD, ASHLEY 
Evolution of Federal Legislative Policy in Housing. 
Part 1. Housing Credit. 
PB-230 074/7GI 74-10 13B PC$8.75/MF$2.25 


Evolution of Federal Legislative coy in + grea 
Part 1. rm | Credit, Part 2. Reoreg Se 
PB-231 510/9G 74-13 SK ‘$11 °2S/MFS2. 2s 


Evolution of Federal Legislative Policy in Housing. 
Part 2. Housing Subsidies. 
PB-230 056/4GI 74-10 13B PC$4.75/MF$2.25 


Impact of Judicial and Administrative Decisions on 
Legislative Policy Development and Implementation of 


Housing Programs. 
PB-228 966/8GI 74-09 SK PC$4.25/MF$2.25 


FOCH, CRAIG B. 
The Nuclear-Trained Petty Officer Continuation 


Bonus: First Year's Experience. 
AD-785 225/4G1 74-23 SI PC$4.75/MF$2.25 


The Nuclear-Trained Petty Officer Continuation 
Bonus: First Year's Experience-Executive Summary 
AD-785 226/2GI 74-23 SI PCS$3. 2S/MPS2: 25 


FOCHTMAN, EDWARD G. 


Nondestructive Test of Filter-Coalescer Elements. 
AD-775 887/3GI 74-10 14B PC$4.75/MF$2.25 


FOELIX, RAINER F. 


Reprint: The Subgenus ‘Persicargas’ (Ixodoidea: Ar- 
gasidae: Argas). 16. Fine Structure of Haller's Organ 
and Associated Tarsal Setae of Adult A. (P.) 
‘Arboreus’ Kaiser, Hoogstraal, and Kohls. 

AD-774 361/0GI 74-08 6C Reprint 


FOERSTEL, H 


Acclimatized Wind Track for Measurement of Oxygen 
Isotope Fractionation in Isolated Leaves and in Leaf 


Models 
JUL-949-PC 7406 6F PC$4.25/MFS$2.25 


pa for the Study of Isotope > nna of 
Payege 8 in the Respiration of Mic 
912-PC 7404 18B $3.2 2S/MFS2. 25 


viene E. W. 


Reaction Patterns and Kinetics of the Photocoaversion 
of n-Methyldiphenylamine to n-Methylcarbazole 
COO-3117-4 74-24 TE PC$S.25/MF$2.25 


FOERSTER, H. 


Reprint: Oral and Intraduodenal Glucose and Fructose 
Loading at Various Doses. 
AD-783 $02/8GI 74-21 6P Reprint 


FOERTHMANN, R. 


Chemical Fundamentals of Hydrolysis Process for the 
Production of Spherical Nuclear Fuel Particles. 
JUL-950-RW 74-04 18] PCS$4.00/MFS2.25 


Investigations to Decrease the Release of Solid Fission 
Products from Coated Fuel Particles by the Addition 
of Refractory Oxides to the Fuel Kernel. 

GERHTR-47 74-11 18) PCS$4.25/MFS$2.25 


Studies on the Production of Spherical Fuel Particles 
by a Sol-Gel Process. 


74-15 7D Reprint 


GERHTR-79 "111 183 PCS4.S0/MFS2.25 
FOGAL, G. L. 

Astp Fluid Transfer Measurement Experiment 

N74-25801/3GI 74-19 20D PCS. 75/MFS2.25 
FOGARTY, J. R. 


Hardware Command and Control System Study. 


PA-337 





FOGARTY, J. R. 


AD-776 640/SGI 74-11 9B PC$5.25/MF$2.25 
FOGARTY, WILLIAM G. 


NGC 1068: 3-MM Radio Variability. 
AD-772 716/7GI 74-06 3B PC$3.25/MF$2.25 


FOGEL, A. A. 
A method for Heating and Melting Metals--Translation. 
AD-779 127/0GI 74-15 11F PC$3.25/MF$2.25 


A Study of Surface Tension of Titanium Alloys Using 
a Method of Melting in a Suspended State--Transla- 


‘AD-780 361/2GI 74-16 11F PC$3.25/MF$2.25 


FOGEL, LAWRENCE J. 
Principles of Display and Control Design for Strike 
Remotely Piloted Vehicles (RPVs). 
AD-782 581/3GI 74-19 1C PC$6.25/MF$2.25 
FOGEL, YA. M. 


Infrared Emission of Some Molecular Gases Excited 
by Fast Electrons--Transiation. 


AD-784 383/2GI 74-22, 7D PC$3.75/MF$2.25 
FOGELSON, DAVID J. 

Epoxy  aggeael Development and Fabrication 

Technique 

AD-769 339/3GI 7401 13D PC$3.75/MF$2.25 


FOGELZANG, A. E. 
Concerning the Role of the Reactivity of an Oxidizing 
Group in the Combustion of Explosive Compounds-- 


Transiation. 
AD-771 684/8GI 7405 7D PC$3.25/MF$2.25 
FOGG, RB. G. 


The Effect of Engine Component Noise on V/STOL 

Aircraft Noise Contours. 

N74-20667/3GI 74-15 20A PC$5.25/MF$2.25 

Potentialities of the Nuclear-Powered Turboprop. 

XDC-57-7-59 74-10 18N PC$6. 75/MF$2.25 
FOGGI, C. 


Correlations Between Heavy ogy in Irradiated 
Fuels of Light Water Power Reacto: 


EUR-S071 74-21 ise ‘PC$6.00/MF$2.25 
FOGLER, BETSY 

The Military and Society, 

AD-773 453/6GI 74-07 SK PC$4.75/MF$2.25 
FOGLIA, S. 


Fissure Effects in Comparison on Vessels under Pres- 


sure. 
CEA-CONF-2570 74-20 13D PC$4.00/MF$2.25 
FOHLEN, G.M 


Transparent Fire Resistant Polymeric Structure: 
PAT-APPL-437 556 74-10 L1L PC$3- 75/MFS2. 25 


FOHLMEISTER, JURGEN F. 


Reprint: A Model for Phasic and Tonic Repetitively 
Firing Neuronal Encoders. 
AD-778 273/3GI 


FOIN, C. 


Study and Interpretation of Levels of the exp 175 TA, 
exp 169 LU, and exp 175 LU Nuclei Obtained by on- 
Line Spectrometry. 
FRNC-TH-417 


FOIS, M. 


Use of a Tubular Multiplier in Counting Measurements 
with a Condensed Molecular Jet. 
CEA-CONF-2441 74-14 7D PC$3.00/MF$2.25 


FOK, YU-SI 


A Preliminary Report on Urban Hydrology and Urban 
Water Resources: Oahu, Hawaii. 
PB-233 783/0GI 74-18 8H PC$4.25/MF$2.25 


FOKIN, A. V. 
Method of Obtaining Bis-(Difluoroamino)-Pentene-- 


Translation. 
AD-776 932/6GI 74-11 7C PC$3.25/MF$2.25 
Method of Obtaining Diflureaminoacetic Acid Esters-- 


Translation. 
AD-776 930/0GI 74-11 7C PC$3.25/MF$2.25 


Method of Obtaining Fluoroimino Derivatives of Or- 


ganic Compounds--Translation. 
AD-776 931/8GI 74-11 7C PC$3.25/MF$2.25 


Compo of Obtaining Geminate Bis-(Difluoroamino) 


w5/1or “74-11 7C  PC$3.25/MFS2.25 
og L.R. 
Combined Treatment of Various Experimental Data on 
pool Thermophysical Properties of Substances--Transla- 
AD-770 729/2GI 74.03 7D PC$3.25/MF$2.25 
FOLDS, D. L. 


A Solid Lens Collimator for High Frequency Near- 
Field Measurements. 
AD-787 433/2GI 


74-13. 6P Reprint 


74-10 20H PC$10.75/MF$2.25 


74-26 20A PC$3.25/MF$2.25 


FOLEY, CAROL I. 
D-Region lonization Rates for the 2 to 5 November 
1969 PCA Event as Determined from Satellite Proton 


Flux Measurements, 
AD-781 761/2GI 74-18 4A PC$3.75/MF$2.25 
FOLEY, DONALD L. 


BART-I: Traveler Behavior Studies. Appendix C. Sum- 


mary and Working Papers. BAS-1 Unmet Travel 

Needs Study. 

PB-236 740/7G1 74-26 13B PC$S.25/MF$2.25 
FOLEY, E. M. 


Fabrication of Tungsten--Uranium Dioxide 
Honeycomb Structures. Final Report for Period End- 


ing June 30, 1965. 
K-1648 74-07 183 PC$8.00/MF$2.25 
beng greene gh rm 


Fabrication of 

Honeycomb Structures. Phase I. Summary 

K-1630 74-07 18] Pcaso OMFS? 25 

Fabrication of Tungsten--Uranium Dioxide 

Honeycomb Structures. Phase II. Quarterly Report for 

Period Ending March 15, 1965. 

K-1636 74-07 183 PC$S.75/MF$2.25 
FOLEY, J. E. 


Assay of the Uranium Content of Rover Scrap with 
the Source Interrogation System. 
LA-5692-MS 74-25 183 PC$4.00/MF$2.25 
Nda Measurement of Low-Level U and Pu Waste. 
LA-UR-74-913 74-22 18G PC$4.00/MF$2.25 


Nda of Htgr Fuel Using the Random Driver. 
LA-UR-74-977 74-22 183 PC$4.00/MF$2.25 


FOLEY, J. T. 
Analysis of Transportation Accident Environments: 


The Purpose, Method, and Introduction. 
SLA-74-5374 74-23 18F PC$4.00/MF$2.25 


Quantitative Characterization of the Environment Ex- 
perienced by Cargo in Aircraft Accidents. 

SLA-74-5372 74-24 18F PC$4.00/MF$2.25 
Quantitative Characterization of the Environment Ex- 


rienced by Cargo in Motor Carrier Accidents. 
LA-74-5371 74-24 18F PC$4, 00/M F$2.25 


Quantitative Characterization of the Environment Ex- 
rienced by Cargo in Railroad Accidents. 
LA-74-5373 74-24 18F PC$4.25/MF$2.25 


FOLEY, JAMES D. 
Graphics System Modeling. 
AD-787 859/8GI 74-26 9B PC$7.00/MF$2.25 
FOLEY, JOHN P. JR. 


Description and Results of the Air Force Research and 
Development Program for the Improvement of Main- 
tenance Efficiency. 


AD-771 000/7GI 74-04 SI PC$3.75/MF$2.25 

Task Analysis for Job Performance Aids and Related 

Training. 

AD-771 001/SGI 74-04 SI PC$3.75/MF$2.25 
FOLEY, K. J. 


Forward Neutral Vee Production by Negative Pions at 
24 Gev/C. 
BNL-18188 74-07 20H PC$3.00/MF$2.25 


Higher Statistics Investigation of K/sub S/ exp 0 K 
exp - Decay of the a sub 2- Produced by 23 Gev/C pi 


exp - on Hydrogen 
BNL-19000 74-25 20H PC$4.25/MF$2.25 


FOLEY, MICHAEL L. 


Semipermeable Membranes, Their Use and Method for 

Preparation Wherein the Membranes Are Stretched 

During the Initial Gelation Period. 

PATENT-3 657 115 74-04 7A _ Not available NTIS 
FOLEY, PAUL P. 


Development of a Social Distance Scale 
AD-780 439/6GI 74-16 $3 PC$3.25/MF$2.25 
FOLEY, R. J. 


Influence of Thermomechanical Treatment on the Ten- 
sile rties of a Platinum--25 Wt% Iridium Alloy. 
UCRL-75630 74-17 11F PC$4.00/MF$2.25 


Low-Temperature, Thermal, and Mechanical Proper- 
ties of Polystyrene and Polyethylene Foams. 


UCRL-75279 74-20 111 PC$4.00/MF$2.25 
Low Temperature Thermophysical and Mechanical 
see of High Purity Platinum-25 W/O Iridium 
Alloy. 

UCRL-75278 74-17 11F PC$4.00/MF$2.25 
FOLEY, ROBERT T. 

Research on Electrochemical Energy Conversion 
Systems. 

AD-780 952/8GI 74-17 7D PC$3.75/MF$2.25 
Research on Electrochemical Energy Conversion 
Systems. 

AD-786 685/8GI 74-25 10B PC$3.75/MF$2.25 


FOLINUS, JEFFREY JOSEPH 


The Design of a Data-Base Information System for 
Building Design, 





PB-228 759/7GI 
FOLK, EARL D. 
Height and Weight Errors in Aeromedical Certification 


ata, 

AD-773 452/8GI 74-07 6N PC$3.25/MF$2.25 
FOLK, G. E. 

Reprint: Changes in Triglyceride Composition of White 

and Brown Adipose Tissues during Developing Cold 

Acclimation of the Gold Hamster, ‘Mesocricetus au- 

ratus’. 

AD-781 927/9GI 
FOLK, G. E. JR. 


Reprint: Bradycardia of the Polar Bear. 
AD-773 225/8GI 74.07 6P Reprint 


Reprint: Telemetry in Biometeorological Studies, 
Telemetry in Animal Biometeorology. 
AD-781 941/0GI 74-19 6B Reprint 


FOLK, HUGH 


An Energy, Pollution and Employment Policy Model. 
PB-228 005/SGI 74-08 10B PC$3.25/MF$2.25 


Two Papers on the Efffects of Mandatory Deposits on 
Beverage Containers. Paper 1. Employment Effects of 
the Mandatory Deposit Regulation. Paper 2. Employ- 
ment Effects of a Ban on Nonreturnable Beverage 
Containers in Minnesota. 
PB-227 884/4GI 


FOLK, ROGER M. 
NSC-132313: Preclinical Toxicity of Intravenous Injec- 


tions in s and Monkeys. 
PB-228 999/9GI 74-09 6T PC$7.25/MF$2.25 


FOLKERS, C. L. 
Corrosion-Resistant Coatings for Beryllium Oxide Fuel 


Elements (Pluto). 
UCRL-12469 74-12 11C PC$3.00/MF$2.25 


Corrosion-Resistant Coatings for Beryllium Oxide Fuel 
Elements (Project Pluto). 
UCRL-14143 74-12 11C PC$8.00/MF$2.25 


High Velocity Corrosion Testing of Coated and Un- 
coated Beo. 
UCRL-12300-T(Summ.) 

74-13 183 PC$3.00/MF$2.25 


Technology of Ceramic Coatings on Beo Fuel Ele- 


ments. 
UCRL-12297-T(Summ.) 
74-13 


74-11 13M PC$7.S0/MF$2.25 


74-19 6A _ Reprint 


74-08 13B PC$4.25/MF$2.25 


183 PC$3.00/MF$2.25 
FOLKINS, GLENN O. 


Contact Fuse. 
PATENT-3 769 911 74-14 


FOLKMAN, WILLIAM S. 


Fire Prevention in Butte County, California. Evalua- 
tion of an Experimental Program. 
PB-233 248/4GI 74-17 13L PC$3.75/MF$2.25 


Roadside Fire Prevention Signs. A Restudy of Their 
Effectiveness. 
PB-225 481/1GI 


FOLKROD, J. R. 


Experimentally Determined Shear Properties of Ro- 
tary-Motion Sodium Freeze Seals. 
ANL-CT-73-18 74-10 18E PC$4.00/MF$2.25 


FOLKS, J. J. 
Soil Associations and Land Classification for Irriga- 


tion, Taos County. 
PB-233 119/7GI PC$3.75/MF$2.25 
FOLLAND, N. O. 


Reprint: Theoretical K-Shell Auger Rates, Transition 


19A_ Not available NTIS 


74-02 2F PC$3.25/MFS$2.25 


74-17 8M 


Energies, and Fluorescence Yields for Multiply 
Ionized Neon. 
AD-770 212/9GI 74-02 7D Reprint 
FOLLETT, C. R. 
Effects of Ground-Water Development on the 


Proposed Palmetto Bend Dam and Reservoir in 
Southeast Texas. 
PB-232 683/3GI 


FOLLIN, J. W. IR. 


Stability of the Acoustic Pathlength of the Ocean 
Deduced from the Medium Stability Experiment. 
AD-776 242/0GI 74-10 17A  PC$3.75/MF$2.25 
FOLOMESHKIN, V. N. 
Heavy Leptons. 
IFVE-STF/SEF-72-115 
74-06 20H PC$4.50/MF$2.25 


74-15 8H PC$S5.75/MF$2.25 


FOLOMEYEVA, O. M. 


Beta-Fetoprotein in Systemic Lupus Erythematosus. 
N74-31567/2GI 74-25 6E PC$3.25/MF$2.25 
FOLSOM, T. R. 


Early Surveillance around Coastal Nuclear Installa- 


tions. 
CONF-731117-8 74-24 8H PC$4.00/MF$2.25 


Instrumentation Research for Radiation Measurements 
in the Marine Eavironment. 
AD-776 254/SGI 74-10 18D PC$3.25/MFS$2.25 





Reprint: Contributions from the Alpha Emitter, Poloni- 
um-210, to the Natural Radiation Environment of the 
Marine Organisms. 


AD-770 926/4GI 74-03 8A_ Reprint 
Reprint: Gradient of Caesium in the Ocean. 
AD-781 536/8GI 74-18 83 Reprint 


Reprint: Rapid Accumulation of Plutonium and Poloni- 
um on Giant Brown Algae. 
AD-784 455/8G1 74-22 6F Reprint 


Reprint: Retention of Fall-Out Constituents in Upper 
Layers of the Pacific Ocean as Estimated from Studies 
of a Tuna Population. 

AD-773 061/7GI 74-06 8A _ Reprint 
Reprint: 210Po Radioactivity in Organs of Selected 
Tunas and Other Marine Fish. 
AD-784 454/1GI 

FOLSTER, HARRY G. 


Analysis of Water Characteristics of moe ‘él 
dustries and Their Adaptability to Semi-Arid Regio 
PB-236 280/4GI 74-25 13B PCS. 25/MPS2. 25 


FOLTMAN, FELICIAN F. 
Report of a Conference on Apprenticeship Training 
and Suggestions for a Model Apprenticeship System 


for the 1970's. 
74-12) SI PC$S.25/MF$2.25 


74-22 6F Reprint 


PB-231 091/0GI 


Report of a Conference on Apprenticeship Training 
and Suggestions for a Model ee System 
for the 1970's (With Full Text of Papers). 

PB-236 231/7GI 74-25 SI PC$8.50/MF$2.25 


FOMCHENKOYV, A. I. 


Garage and Motor Vehicle Repair Equipment Manu- 
factured in Socialist Countries--Translation. 
AD-786 786/4GI 74-25 13F PC$7.00/MF$2.25 


FOMENKO, V. 8. 


Research on Materials for the Manufacture of Open- 
Cycle MHD Generator Electrodes, 
IPRS-61609 74-12 10B PC$3.25/MF$2.25 


FOMICHEV, A. G. 
Certain Results in the Use of Large-Scale Directed Ex- 


plosions--Translation. 
AD-773 $17/8GI 74-07 13B PC$3.25/MF$2.25 
FOMICHEYV, V. P. 


Classification of Soils > eed to Physicomechanical 


Characteristics--Translatio 
AD-776 106/7GI 74. 10 8M PC$3.25/MF$2.25 
FOMIN, P. I. 


Dynamic Mass Splitting in Two-Fermion Elec- 
trodynamics with Spontaneously Broken Symmetry. 
ITF-74-33P 74-24 203 PC$4.50/MF$2.25 
FOMINYKH, M. I. 


Information Reduction Technique in gamma--Gamma 


Coincidence Experiments. 
JINR-P6-7355 74-06 18D PC$3.00/MF$2.25 


FOMINYKH, V. I. 


Information Reduction Technique in gamma--Gamma 
Coincidence Experiments. 
JINR-P6-7355 74-06 


FONCANNON, PAULINE R. 


Composition of the Edible Portion of Raw (Fresh or 
Frozen) Crustaceans, Finfish, and Mollusks. I. Protein, 
Fat, Moisture, Ash, Carbohydrate, Energy Value, and 
Cholesterol, 
COM-74-50189-03-05/GI 

74-16 6C (Order as COM-74-50189-03) 


FONG, C. Y. 
Reprint: Band Structure and Charge Density of 2H- 


NbSe2. 
AD-782 995/5GI 74-20 20L Reprint 


Reprint: Electronic Charge Densities for Two Layer 
Semiconductors--Tin Sulfide and Tin Selenide. 

AD-776 474/9GI 74-11 20L Reprint 
Reprint: Pseudopotential Calculations on the Optical 
Properties of Palladium. 

AD-783 128/2GI 74-20 20L Reprint 
Reprint: Pseudopotential for the High-Energy Electron 
States in Solids. 

AD-773 242/3GI 74-07 20L Reprint 
Reprint: Wavelength Modulation Spectra of SbSI and 
Its Electronic Band Structure. 
AD-782 825/4GI 


FONG, ELIZABETH 


A Mechanized Information Services Catalog. 
COM-74-50139/6GI 
74-08 SB PC-GPO/MF$2.25-NTIS 


A Technical Index of Interactive Information Systems. 
COM-74-50279/0GI 74-12 9B MF$2.25 


FONG, P. K. 
Post-Operation Report Laser Telemetry Experiment on 


18C PC$4.00/MF$2.25 


18D PC$3.00/MF$2.25 


74-20 20L Reprint 


74-25 


FONSECA, G. F. 


Heat Transfer 


mx 
AD-783 434/4GI 


Properties of Military Protective 
74-20 6Q PC$3.75/MF$2.25 


FONSTAD, C. G. 


Reprint: Defect Structure and Electronic Donor Levels 
in Stannic Oxide Crystals. 


AD-772 324/0GI 7405 20L Reprint 


FONT, RAMON L. 


Reprint: Chronic Ulcerative 
Herpes Simplex Virus. 

AD-771 246/6GI 74-04 6E Reprint 
Reprint: Congenital Corneal Leukomas. ae 


Histopathologic Findings in 19 Eyes with Central De- 
fect in Descemet’s Membrane. 


Keratitis Caused by 


AD-780 134/3GI 74-16 6E Reprint 
Reprint: Congenital Corneal Leukomas. iM 
Histopathologic Findings in 13 Eyes with Noncentral 


Defect in Descemet’s Membrane. 
AD-780 135/0GI 74-16 6E Reprint 


Reprint: The Nature of the Orange Pigment over a 
Choroidal Melanoma: Histochemical and Electron 
Microscopical Observations. 
AD-780 145/9GI 


FONTAINE, C. T. 


Reprint: A New Fungus Disease of the White Shrimp 
“Penaeus setiferus’. 
COM-74-10141/1GI 74-05 6C Reprint 


Reprint: Host Response in the White Shrimp, ‘Penaeus 
setiferus’, to Infection by the Larval Trypanorhynchid 
Cestode, ‘Prochristianella penaci’. 

COM-74-10502/4GI 74-09 6C Reprint 


Reprint: Observations on the Process of Wound Repair 

in Penaeid Shrimp. 

COM-74-10183/ 
FONTAINE, R. 


Study of the Behavior of Some Metallic Chelates 
Using Gaseous Phase Chromatography 
CEA-R-4439 74-04 7B BCS6.00/MFS2. 25 


FONTALIRAND, C. 


Study of Phase Transformations in Titanium Alloys. li. 
Contribution to the Study of Isothermal Transforma- 
tions in Ti--6% al--6% V--2% SN-Titanium Alloy, after 
Quenching from ( Alpha + beta ). 


74-16 6E Reprint 


74-05 6C Reprint 


CEA-R-4566 74-24 11F PC$6.50/MF$2.25 
FONTANA, ALDO 

Reprint: Dependence on Target Orientation and 
Separation of Rise- and Decay-Times of Stereoscopic 
Depth Sensation. 

AD-772 217/6GI 74-05 6P Reprint 


FONTANA, BERNARD L. 


Alternative Economic Development Policies for Indian 
Communities. Dressing for = Window: Papago Indi- 
ans and Economic Developmen 

COM-74-11492/7GI 74-23 “sc PC$5.25/MF$2.25 


FONTANA, LEONARD 
Project STAR ‘COOKBOOK’ (Serving to Advance 
Rehabilitation). 
PB-235 055/1GI 74-21 SK PC$6.25/MF$2.25 


Project STAR: (Serving to Advance Rehabilitation). 
PB-236 862/9GI 74-26 SK PC$6.25/MF$2.25 


FONTANA, M. G. 


Stress Corrosion Cracking of Titanium Alloys. 
N74-28994/3GI 74-22, 11F PC$4.25/MF$2.25 


Stress Corrosion Cracking of Titanium = Titanium 
Base Alloys in Aqueous and Gaseous Med 
AD-773 245/6GI 74-07 11F PCS 75/MF$2.25 


FONTANA, M. H. 
Effect of Partial Blockages in Simulated Lmfbr Fuel 


Assemblies. 
CONF-740401 -13 74-21 181 PC$4.50/MF$2.25 


Quarterly Progress Report on Reactor Safety Pro- 
grams, Sponsored by the Division of Reactor Safety 
Research, for April-June 1974. Iii. Liquid-Metal- 
Cooled Fast Breeder Reactor Safety. 
ORNL-TM-4655(V oL. III) 


74-25 181 PC$4.00/MF$2.25 


FONTANELLA, J. 


Effect of OH exp - on the Low Frequency Dielectric 
Constant of Vitreous Silica. 


C00-623-197 74-09 7D PC$3.00/MFS$2.25 
Low Frequency Dielectric Constant of Vitreous Ar- 
senic Trisulfide. 

C00-623-196 74-09 7D PC$3.00/MF$2.25 


Low Frequency Dielectric Constants of alpha -Quartz, 
Sapphire, Mgf sub 2 , and Mgo. 
C00-623-1 74-08 20L PC$3.00/MF$2.25 
Some Comments on Manganin Wire Pressure Gauges. 

CO0-623-195 7408 14B PC$3.00/MF$2.25 


FORBES, BRIAN T. 


FONTANELLA, JOHN J. 


Solid Dielectric Capacitance Guage for Measuring 
Fluid Pressure Having Temperature Compensation and 


Guard Electrode. 

PATENT-3 787 764 74-24 14B Not available NTIS 
FONTIUN, ARTHUR 

Aluminum Oxide Kinetic: 

AD-780 560/9GI 74-17 7D PC$3.25/MF$2.25 

Chemi-lonization Reactions of Photo-Excited K 

Atoms. 

AD-787 811/9GI 74-26 7D PC$3.25/MF$2.25 

Kinetics of Al Atom Oxidation. 

AD-776 673/6GI 74-11 7D PC$3.75/MF$2.25 

Measurements of Aluminum Oxide Kinetic 

AD-786 423/4GI 74-25 7B PCS3. 25/MF$2. 25 


FONTINEAU, P. B. 
Diesel Stern Drives for Utility Boats. 


AD-783 647/1GI 74-21 21G PC$4.25/MF$2.25 
FOODY, THOMAS J. 

Night Reflectivity of Colored Pavements. 

PB-236 482/6GI 74-25 13B PC$S.25/MF$2.25 


FOOHEY, SEAN P. 
Ao eg of Mechanized Stock Control in Army 


Support 

AD-771 985/961 7405 1SE PC$7.25/MF$2.25 
Logistics Performance Measures at the Intermediate 
Level. 

AD-771 972/7GI1 7405 1SE PC$7.50/MF$2.25 


FOOSZTALY, K. 


Liquid Crystal Mixture. Hypothetical Phase Diagrams. 
KFKI-74-7 74-18 7D PC$4.00/MF$2.25 


FOOTE, DENNIS 


Health Care and Satellite Radio Communication in Vil- 
lage Alaska. Final Report of the ATS-1 Biomedical 


Satellite E: i t Evaluation. 
PB-235 ‘soiRGt 74-24 6E PC$11.25/MF$2.25 


FOOTE, G. S. 
Alpha Capture to the Giant Dipole Resonance. 
ANU-P-S85 74-14 20H PC$3.00/MF$2.25 
Alpha Capture to the Giant Quadrupole R 
ANU-P-586 74-21 20H PCS4: | OOMFS2. 25 
Exp 56 Fe( Alpha , gamma ) exp 60 Ni Reaction at Ex- 
citation Energies in the Region of the Giant Dipole 
Resonance. 
ANU-P-S81 74-14 20H PC$3.25/MF$2.25 
FOOTE, H. P. 
Dye Studies Through Use of oe in an 
Aerial ical Mechanical Imaging Syste 
BNWL-SA-3204 74-17 8 
FOOTE, MARY L. 


An Annotated Bibliography of Civil Engineering 


Research. 
AD-771 809/1GI 74-05 13B PC$3.75/MF$2.25 


FOOTE, R. Q. 
Petroleum Systems Reliability Analysis. A Program for 
Prevention of Oi) Spills Using an Engineering Ap- 
proach to a Study of Offshore and Onshore Crude Oil 
Petroleum Systems. Volume II. Appendices. 
PB-232 343/4GI_ 74-15 81 PC-GPO/MF$2.25-NTIS 
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Electrical Resistivity Techniques. 
PB-229 811/SGI 74-10 13B PC$4.75/MF$2.25 


Highway Research Report: Fill Stabilization Using 
Non-Biodegradable Waste Products. Phase I. 
PB-228 720/9GI 7409 #13B PC$4.25/MF$2.25 


Structure Backfill Testing. 
PB-228 976/7GI 7409 13B PC$4.25/MF$2.25 


FORSYTH, ROBERT W. 


Systems for Transporting Aircraft on the Ground. 
Phase 1A: Feasibility Study. Phase 1B: Concept Study. 
AD-781 357/9GI 74-18 1C PC$7.50/MF$2.25 


FORSYTHE, DENNIS M. 


An Ecological Study of Gull Populations to Reduce the 

Bird-Aircraft Strike Hazard at Charleston Air Force 

Base. 

AD-776 001/0GI 74-10 1B PC$4.75/MF$2.25 
FORT, DAVID R. 


Lightweight, Hand-Operated Brackish Water Purifier. 
AD-782 119/2GI 74-19 6G PCS$4.75/MF$2.25 


FORTE, M. 


Neutron Spit Precession in Polarized Nuclear Targets. 
EUR-S054 74-22 20H PC$4.00/MF$2.25 


FORTE, N. V. 
Thin-Film Microcircuit Substrate Metallization. Final 
Report. 
BDX-613-760(Rev.) 
FORTH, CHARLES R. 


Robust Estimaton Techniques for Population Parame- 
ters and Regression Coefficients. 
AD-777 865/7GI 74-13 12A PC$4.25/MF$2.25 


74-10 9A PC$S.45/MFS$2.25 


PA-341 











= ‘ 


FORTHMAN, CAROL A. 
The Effects of Prescribed po on Sawgrass, 
*Cladium Jamaicense’ Crantz, in South Florida. 

PB-231 603/2GI 74-13 6F PC$4.75/MF$2.25 

FORTHUN, MELVIN L. 


River, Recommendations for ve ty the od En- 
vironmental Resources, Administrative R 


PB-226 308/5GI 74-05 13B PCSS.7 ‘TSIM FS2. 2s 
FORTIN, R. 

Double Discharge TEA Laser Beams, 

AD-780 840/SGI 74-17 20E PC$3.75/MF$2.25 


Dynamics of the CO2 Atmospheric Pressure Laser 
with Transverse Pulse Excitation. 


N73-32396/6GI 74-02 20E PC$3.75/MF$2.25 
Performance of a Tea CO2 Double-Discharge Grid 
Amplifier. 

Nua 13893/4G1 74-08 20E PC$3.25/MF$2.25 


Reprint: Saturation Properties of TEA-CO2 Amplifiers 

in the Nanosecond Pulse Regime. 

AD-773 703/4GI 74-07 20E Not available NTIS 

Superatmospheric Doubie-Discharge CO2 Laser. 

N73-32397/4G1 74-02 20E PCS$3.25/MF$2.25 
FORTINI, A 

Method of Electroforming a Rocket Chamber. 

PATENT-3 832 290 74-26 21H Not available NTIS 

Rocket Chamber and Method of Making. 

PAT-APPL-436 316 =: 74-20 «21H = PC $3.25/MF$2.25 


FORTNER, R. J. 

Auger Electron Spectroscopy of Bese Surfaces. 
UCID-15632 74-25 11F PC$4.00/MF$2.25 
Excitation States of Projectiles Moving Through 
Solids. 

UCRL-75094 74-08 20L PC$3.00/MF$2.25 
Excitation States of Projectiles Moving Through 
Solids. 

UCRL-75094(Rev.1) 74-14 7D PC$3.00/MF$2.25 


FORTNEY, L. R. 


Neutral Particle Production from pi exp + p Interac- 
tions at 10.5 Gev/C. 
TID-26612 74-24 20H PC$4.00/MF$2.25 


Pion Production in 10.5 Gev/C pi exp +- --Neon Colli- 


sions. 
TID-26609 74-23 20H PC$S.50/MF$2.25 


Resolution Improvement for Flying Spot Digitizer. 

ORO-3065-30 74-22 18D PC$4.00/MF$2.25 
FORTSON, R. MALCOM 

Examination of Mission Categories of General Support 

and Logistics. Volume II. Data Analysis, Examination, 


and Formatting. 
AD-786 215/4GI 1SE PC$6.25/MF$2.25 
FORTUIN, LEONARD 


Reprint: The Wave Equation in a Medium with a 
Time-Dependent Boundary. 
AD-776 678/5GI 


FORTUNE, MICHAEL A. 
Industrial Energy Study of the Industrial Chemicals 


74-24 


74-11 20A Reprint 


Group. 

PB-236 322/4GI 74-26 10A PC$6.25/MF$2.25 
FORTUNE, P. J. 

The Polarizability of Diatomic Helium. 

N74-22803/2GI1 74-18 7D PC$7.00/MF$2.25 


FORTWENGLER, H. PHILIP 


Renal Pathology Associated with Experimental Isoim- 
mune Hemolysis in Primates: Observations a Light, 
Electron, and Immunofluorescence Microsc 

AD-779 i4$/2GI 74-15 6E PC$3. 3S/MPS2. 25 


FORTWENGLER, H. PHILIP JR. 


A Comparative Study of Human and Monkey 
(‘Macaca irus‘) Fibrinogen Degradation Products. 
AD-775 796/6GI 74-10 6A PC$3.25/MF$2.25 


Naturally Occurring Immune-Complex Glomeru- 
lonephritis in Cynomolgus Monkeys (Macaca irus). I. 
Light, ee and Electron Microscopic 


Studie 
AD-770 483/6GI 74-02 2E PC$3.75/MF$2.25 


Permeability Calibration of Cellophane Tubing Under 
Conditions of Simple Dialysis and Ultrafiltration. 
AD-781 $02/0GI 74-18 7D PC$3.25/MF$2.25 


A Study of Weak Subgroups of Blood Group A with 
an Antiglobulin-Latex Test. 


AD-770 486/9GI 74-02 6E PC$3.25/MF$2.25 
Thermal Stability of the Plasma Protein Fraction, 
Plasmanate. 

AD-778 727/8GI 74-14 6L PC$3.25/MF$2.25 


FORUTANPOUR, B. 
Analysis of the Effects of Fort St. Vrain Plant Protec- 
tive Control and Instrumentation on Plant Availability. 
GULF-GA-A-10812 74-12 181 PC$9.50/MF$2.25 











Development of a Rotating Gravity Gradiometer for 
Earth Orbit Applications (Aafe). 
N73-32340/4G 74-02 14B PC$8.75/MF$2.25 


FOSCHI, R. O. 


Stress Analysis and Design of Glulam Rivet Connec- 
tions for Parallel-to-Grain Loading of Wood 
PB-227 080/9GI 74-06 13E PC$3. 75/MF$2. 25 


Stress Analysis and Design of Glulam Rivet Connec- 
tions for Perpendicular-to-Grain Loading of Wood. 
PB-227 079/1GI 74-06 13E PC$3.75/MF$2.25 


FOSDICK, LLOYD 
POLISH, A FORTRAN Program to Edit FORTRAN 


Programs. 

PB-236 340/6G1 
FOSDICK, LLOYD D. 

An Algorithm for Finding the Elementary Circuits of a 


Directed Graph. 
12A PC$4.25/MF$2.25 


74-26 9B PC$3.75/MF$2.25 


PB-233 561/0GI 74-18 


Automated Input/Output Variable Classification as an 
Aid to Validation of FORTRAN Programs. 
PB-235 293/8GI 74-23 9B PC$3.25/MF$2.25 


BRNANL, A FORTRAN Program to Identify Basic 
Blocks in FORTRAN s. 
PB-235 294/6GI 74-24 9B PC$3.75/MF$2.25 


Proceedings of the Conference on the Validation and 
Distribution of Computer Software Held at Boulder, 
Colorado on March 30-31, 1972. 


PB-233 700/4GI 74-18 9B PC$4.75/MF$2.25 

— to the National Science Foundation on Grant 

PB-235 206/0GI 74-23 9B PC$4.25/MF$2.25 
FOSS, J. F. 


The Effect of Exit Conditions on the Development of 
an Axisymmetric Turbulent Free Jet. 
N74-25802/1GI 74-19 20D PC$7.2S/MF$2.25 


Measurements in a Large Angle Oblique Jet Impinge- 


ment 5 
N74-25803/9GI 74-19 20D PC$4.25/MF$2.25 


Research on Free and Impinging Jets for the Develop- 

ment of STOL Aircraft. 

N74-19902/7GI 74-14 1A  PC$3.7S/MF$2.25 

The Use of Digital Techniques to Examine the Inter- 

mittent Region of a Turbulent Jet. 

N74-30625/9GI 74-24 20D 
FOSSEEN, JOHN B. 

Introduction to Data Flow Schemas. 

PB-232 038/0GI 74-14 9B 
FOSSEY, D. J. 


Design Manual for Polystyrene Foam, apie Physi- 
cal, Mechanical, and Chemical Prope 
BDX-613-1033 74-24 it PCSS. 75/MF$2.25 


FOSSUM, A. F. 


Plastic Deformation of Metals at High Strain Rates. 
Part Il. Steady-State Crack fy ene ah in a Plate Sub- 
jected to Combined Bending and T 

AD-769 446/6GI 74-01 uF "PCS3. 75/M F$2.25 


FOSSUM, G. O. 
Preliminary Study to Investigate Feasibility of Desalt- 
ing Groundwater in North Dakota. 
PB-225 976/0GI 74-04 13B PC$6.25/MF$2.25 


FOSSUM, GUILFORD O. 


Water Balance in Sewage Stabilization L: 
PB-233 482/9GI 74-19 13B PCS. 75IMPS2. 25 


FOSSUM, H. J. 


Reprint: Excess Carriers Induced in Indium Antimo- 

nide with a Carbon-Dioxide Laser. 

AD-773 085/6GI 74-06 20L Reprint 

Reprint: Radiative Recombination of Electron-Hole 

Pairs Generated by Two-Photon Absorption in Indium 

Antimonide 

AD-773 086/4GI 

FOSSUM, HANS J. 
Reprint: Two-Photon Excitation Rate in Indium An- 
timonide. 
AD-771 288/8GI 

FOSSUM, J.G. 
Effects of lonizing Radiation on Diffused Resistors. 
SLA-74-5148 74-22 9A PC$4.25/MF$2.25 


Theoretical Study of the Effects of lonizing Radiation 
on Diffused Resistors. 
74-06 9A PC$S5.00/MF82.25 


PC$3.25/MF$2.25 


PC$3.75/MF$2.25 


74-06 20L Reprint 


74-04 20L Reprint 


SLA-73-702 

FOSTER, ALLEN R. 
Internal Structure of Manganese Nodules and Implica- 
tions in Benefication 
PB-226 002/4GI 

FOSTER, B. 
Condenser and Fan Development for Rankine Cycle 
E 


ngines, 
PB-232 502/SGI 74-18 21E PC$7.S0/MF$2.25 


"74-05 81 (Order as PB-225 983) 










FOSTER, 5. G: 


Aeromonas Proteolyrica Bacteria in Aerospace En- 
vironments. 
N74-28560/2GI 


FOSTER, B. R. 
The Effect of Continuous Low Dose-Rate gamma Ir- 
radiation on Cell Population Kinetics of Lymphoid Tis- 
sue. 
N73-31999/8GI 
FOSTER, C. B. 


Decontamination of Obsolete Processing Facilities at 

Hanford. 

ARH-SA-183 
FOSTER, DAVID H. 


New Microbial Indicators of Wastewater Chlorination 
Efficiency. 


PB-234 169/161 74-19 6M PC-GPO/MF$2.25-NTIS 
FOSTER, DONN M. 


Field Evaluation of a Polyester Resin Anchor System 
for Rockbolts. 


74-22 6M = PC$3.25/MF$2.25 


74-02 6R PC$3.25/MF$2.25 


74-24 183 PC$4.75/MF$2.25 


AD-774 788/4GI 74-09 13B PC$3.75/MF$2.25 
FOSTER, F. 

Scientific Case for Epic. 

RL-74-078 74-24 20G PC$5.50/MF$2.25 


FOSTER, G. B. JR.. 
Apollo Experience Report: Data Management for Post- 
flight Engineering Evaluation. 
N74-23396/6GI 74-18 22C PC$3.25/MF$2.25 
FOSTER, G. H. 
The Data Array, a Tool to Interface the User to a 


Large Data Base. 
N74-25726/2GI 


FOSTER, GEORGE 


A Study to Analyze the Factors Leading to Technolo- 


gy Transfer Through Licensing and —- Invest- 
ment and Their Impact on the Firm. Phase 
PB-234 705/2GI 74-22 SC PCS$4. sna F$2.25 


FOSTER, HUGH F. JR. 
Frequency Control Symposium (27th Annual) Held 12- 
14 June 1973. Proceedings, 
AD-771 042/9GI 74-04 9C PC$11.50/MF$2.25 
FOSTER, J. F. 


Chemical and Physical Characterization of Automotive 
Exhaust Particulate Matter in the Atmosphere (Year 


Ending June 30, 1972). 
PB-227 413/2GI 7407 13B PC$4.75/MF$2.25 


Sulfur Markets for Ohio Utilities, 

PB-232 010/9GI 74-14 13B PC$4.75/MF$2.25 
FOSTER, J. P. 

Analysis of sees Samson Creep of Stainless 


Steel in Fast Spectrum Reac’ 
CONF-721115-4 74- He 


FOSTER, JOSEPH W. 


Indifference Wage Incentives for Quality and Quantity. 
AD-784 054/9GI 74-22 SI PC$4.25/MF$2.25 
Utilization of Burn-In Data in Determining Constant 
Failure Rate, 

AD-774 825/4GI 


FOSTER, K. E. 


Application of Remote Sensing to State and Local 
Government (Arsig). 
N74-29733/4G1 


FOSTER, L. E. 


Reprint: Plague Immunization. IV. Clinical Reactions 
and Serologic Response to Inoculations of Haffkine 
and Freeze-Dried Plague Vaccine. 
AD-781 72S5/7GI 


FOSTER, LESLIE A. 


Oceanographic Summary of the Barents Sea South of 

Bear Island in the Summer. 

AD-786 012/SGI 74-24 83 PC$3.25/MF$2.25 
FOSTER, MARK R. 

Microwave Breakdown Calculations That Include the 

Effects of Preionization in Neon and Neon-Argon Mix- 


tures. 
AD-778 081/0GI 


Institutional Framework Affecting the Use of Inland 
Wetlands in Massachusetts. 
PB-228 134/3GI 74-08 


74-19 9B PC$4.25/MF$2.25 


att PC$3.25/MF$2.25 


74-09 14D PC$S.25/MF$2.25 


74-24 8B PC$5.25/MF$2.25 


74-18 6E Reprint 


74-13, 201 + PC$3.75/MF$2.25 


13B PC$4.75/MF$2.25 





FOSTER, P. 


Study of Ferric Acetylacetonate and Other Catalysts in 
the Curing Agent for Adiprene L-315. 
MHSMP-74-5-A 74-17 19A PC$4.00/MF$2.25 


FOSTER, P. A. 


Petn Recrystallization Study. 
MHSMP-74-S-H 74-17 19A PC$4.50/MF$2.25 


Petn Recrystallization Study. Period Covered: July-- 
Sepember 1973. 
MHSMP-73-43-B 


FOSTER, P. B. 
Supera, a a sa and Analysis System for the VT-15 


Graphics Dis 
74-20 20G PC$5.00/MF$2.25 


74-10 7D PC$3.50/MF$2.25 


play. 
ORNL-TM-4562 
FOSTER, PENNY D. 


Graduate Science Education: 
Postdoctorals, Fall 1972. 
PB-234 721/9GI 


FOSTER, R. D. 
Analysis of Maneuverability Effects on Rotor/Wing 


Design Characteristics. 
1C PC$8.50/MF$2.25 


Student Support and 


"74-21 SI PC$7.00/MF$2.25 


AD-776 981/3GI 74-11 


Single Cluster Corrosion Test Summary, August 1965 
to March 1966. 
WANL-TME-1375 


FOSTER, R. F. 
eas Status of the Hanford Environs for April 


HW-76525-4 74-11 8H PC$3.00/MF$2.25 
—— Status of the Hanford Environs for April 


HW-80892-4 74-11 8H PC$3.00/MF$2.25 


Radiological Status of the Hanford Environs for Au- 
gust 1963. 
HW-76525-8 74-11 8H PC$3.00/MF$2.25 


Radiological Status of the Hanford Environs for Au- 
gust 1964. 
HW-80892-8 74-11 8H PC$3.25/MF$2.25 


Radiological Status of the Hanford Environs for 
December 1962. 


HW-74307-12 74-10 8H PC$3.00/MF$2.25 


Radiological Status of the Hanford Environs for 
December 1963. 


HW-76525-12 74-11 8H PC$3.00/MF$2.25 


Radiological Status of the Hanford Environs for 
December 1964. 
HW-80892-12 74-11 8H PC$3.25/MF$2.25 


Radiological Status of the Hanford Environs for 
February 1963. 
HW-76525-2 74-11 8H PC$3.00/MF$2.25 


Radiological Status of the Hanford Environs for 
February 1964. 


HW -80892-2 74-11 8H PC$3.00/MF$2.25 


Radiological Status of the Hanford Environs for Janua- 
ry 1963. 
HW-76525-1 74-11 8H PC$3.00/MF$2.25 


oo Status of the Hanford Environs for July 
1964. 


HW-80892-7 74-11 8H PC$3.25/MF$2.25 
Radiological Status of the Hanford Environs for June 
3 


1963. 
HW-76525-6 74-11 8H PC$3.00/MF$2.25 
Radiological Status of the Hanford Environs for March 
1963. 


HW-76525-3 74-11 8H PC$3.00/MF$2.25 
Radiological Status of the Hanford Environs for March 
1964. 


HW -80892-3 74-11 8H PC$3.00/MF$2.25 
Radiological Status of the Hanford Environs for May 
1963 


HW-76525-5 74-11 8H PC$3.00/MF$2.25 
Radiological Status of the Hanford Environs for 


November 1963. 
HW-76525-11 74-11 8H PC$3.00/MF$2.25 


Radiological Status of the Hanford Environs for 
November 1964. 
8H PC$3.25/MF$2.25 


74-08 21F PC$8.25/MF$2.25 


HW-80892-11 74-11 
Radiological Status of the Hanford Environs for Oc- 


tober 1962. 
HW-74307-10 74-10 8H PC$3.00/MF$2.25 


Radiological Status of the Hanford Environs for Oc- 


tober 1963. 
HW-76525-10 74-11 8H PC$3.00/MF$2.25 


Radiological Status of the Hanford Environs for Oc- 
tober 1964. 
HW -80892-10 74-11 8H PC$3.25/MF$2.25 


Radiological Status of the Hanford Environs for Sep- 


tember 1962. 
HW-74307-9 74-10 8H PC$3.00/MF$2.25 


Radiological Status of the Hanford Environs for Sep- 
tember 1963. 


HW-76525-9 74-11 8H PC$3.00/MF$2.25 
Radiological Status of the Hanford Environs for Sep- 


tember 1964. 
HW-80892-9 74-11 8H PC$3.25/MF$2.25 


ga of Radiological Data for the Month of April 


HW-72691-4 74-11 8H PC$3.00/MF$2.25 
Summary of Radiological Data for the Month of Janua- 


ty 1962. 
HW-72691-1 74-11 8H PC$3.00/MF$2.25 
ea of Radiological Data for the Month of March 


HW-72691-3 74-11 8H PC$3.00/MF$2.25 
Seney of Radiological Data for the Month of May 


HW-72691-5 74-11 8H PC$3.00/MF$2.25 
FOSTER, RALPH E. 


Texas Airport System Plan. ool — Demand 
Model: Data Base and Data Sourc 
AD-772 469/3GI 74-06 iB PC$3.75/MF$2.25 


Texas Airport System Plan - Air Passenger Demand 
Model: Descrip 
74-06 


tion, 
AD-772 465/161 1B PC$4.25/MF$2.25 


Texas Airport System Plan - Air Passenger Demand 
Model: Forecasting County Income Distributions, 
AD-772 467/7GI 74-06 1B PC$3.75/MF$2.25 


Texas Airport System Plan - Air Passenger Demand 
Model: Forecasts and Analysis of Alternatives, 
AD-772 470/1GI 74-06 1B PC$3.75/MF$2.25 


Texas Airport Systems Plan - Air Passenger Demand 
Model: Model Test and Evaluation, 
AD-772 471/9GI 74-06 1B PC$4.25/MF$2.25 


FOSTER, RICHARD A. 


San Diego Manpower Study Project: An Assessment 
A. San — Manpower Programming and its Future 


PB 234 4 557/71 74-21 
FOSTER, S. 


Assignment of Molecular Rydberg Series. 
ORO-3018-120 74-22 7D PC$4.00/MF$2.25 


Molecular Rydberg Term Values. 
ORO-3018-121 74-22. 7D PC$4.00/MF$2.25 


FOSTER, T. F. 


Thermal Protection System GAP Heating Rates of the 
Rockwell International Flat Plate Heat Transfer Model 
(Oh2a/Oh2b). 

N74-21587/2GI 


FOSTER, T. L. 


A Study of Psychrophilic Organisms Isolated from the 
Manufacture and Assembly Areas of Spacecraft to Be 
Used in the Viking Mission. 
N74-19726/0GI 74-14 6M PC$3.75/MF$2.25 
A Study of Psychrophilic Organisms Isolated from the 
Manufacture and Assembly Areas of Spacecraft to Be 
Used in the Viking Mission. 
N74-30477/SGI 74-24 6M PC$3.75/MF$2.25 
FOTHERGILL, J. W. 


Prediction of Long-Term Stress Ranges. Study Report. 
PB-232 607/2GI 74-16 13B PC$8.75/MF$2.25 


Prediction of Long-Term Stress Ranges: 
Manual - Bridge Dynamic Stress Analysis. 
PB-233 491/0GI 74-19 13B PC$7.25/MF$2.25 


Prediction of Long-Term Stress Ranges: User's 
Manual - Bridge Load Generator. 
PB-233 490/2GI 74-19 13B PC$7.00/MF$2.25 


Prediction of Long-Term Stress Ranges User's 
Manual-Stress Histogram Prediction System 
(SYSGEN/HISGEN). 

13B PC$6.25/MF$2.25 


SI PC$S.75/MF$2.25 


74-15 20M PC$13.00/MF$2.25 


User's 


PB-234 223/6GI 
FOTHERGILL, P. A. 


Prediction of Long-Term Stress Ranges. Study Report. 
PB-232 607/2GI 74-16 13B PC$8.75/MF$2.25 


Prediction of Long-Term Stress Ronene: User's 


Manual - Bridge Dynamic Stress Analys' 

PB-233 491/0GI 74-19 13B PCs. 25/MF$2.25 
Prediction of Long-Term Stress Ranges: 

Manual - Bridge Load Generator. 

PB-233 490/2GI 74-19 13B PC$7.00/MF$2.25 
Prediction of Long-Term Stress Ranges User's 
Manual-Stress Histogram Prediction System 


(SYSGEN/HISGEN). 
PB-234 223/6GI 74-21 13B PC$6.25/MF$2.25 
FOTI, STEPHEN 
Solubilities of High Explosives: Removal of High Ex- 
plosive Fillers from Munitions by Chemical Dissolu- 
tion. 
AD-773 078/1GI 74-06 19A PC$3.25/MF$2.25 
FOTOU, E.G 


The Low-G Accelerometer Calibration System Orbital 
Accelerometer Experiment. Volume 1. Experiment 
Description and Methodology. 


74-21 


User's 


FOWKES, R. S. 


AD-772 717/SGI 74-06 22B PC$9.S0/MF$2.25 


The Low-G Accelerometer Calibration System Orbital 
Accelerometer Experiment. Volume II. Experiment 
Analyses and Resu! 

22B PC$10.50/MF$2.25 


AD-772 718/3GI 74-06 


FOUGERE, PAUL F. 
A High — Power Spectral Estimate: The Max- 


od. 
74-15 9D° PC$3.25/MF$2.25 


imum Eo y M 
AD-779 693 iGl 


FOULQUIER, L 
pox “aye | Contamination by Chromium-Si of An- 


uilla A 
EA-R-<4 74-18 6R PC$8.00/MF$2.25 
FOULSTON, SIDNEY L. JR. 
A Look at the Amnesty Question. 
AD-778 892/0GI 74-14 1SC PC$3.75/MF$2.25 
FOUNTAIN, D. M. 
Reprint: Velocities and Elastic Moduli of Volcanic and 
Sedimentary Rocks Recovered on DSDP Leg 25. 
AD-787 387/0GI 74-26 8G Reprint 


FOUNTAIN, DAVID M. 


Reprint: Oceanic Crustal Basement: A Compairson of 

Seismic Properties of D. S. D. P. Basalts and Con- 

solidated Sediments. 

AD-787 386/2GI 
FOUNTAIN, LEWIS S. 

Geographical Analog Soils Survey. Volume II. 

AD-784 283/4GI 74-22 8M PC$4.25/MF$2.25 

‘In situ’ EM Soil Properties Measurement: Instrumen- 

tation, Theory, and Method. Volume III. 

AD-784 284/2GI 74-22 8M PC$6.25/MF$2.25 


FOURCY, A. 


Control of the Quality of Nutrients by Analysis of 
Minerals in Plant Material. 
CEA-CONF-2309 74-09 7D PC$3.00/MF$2.25 


Experimental Investigations, at Laboratory, on the 
Transfer of Mercury in Marine Trophic Chains. 
CEA-CONF-2517 74-16 6F PC$3.00/MF$2.25 


FOURNEY, M. E. 


Gun Tube Bore Strain, 
AD-773 624/2GI 74-07 19F PC$4.75/MF$2.25 


Nondestructive Determination of Surface Flaw 
Geometry by Acoustical Holography, Exploratory 
Development. 
AD-770 108/9GI 
FOURNEY, WILLIAM 


Leakage Through Cracks in LNG Tankage. 
COM-74-11630/2GI 74-26 I1F PC$4.75/MF$2.25 


FOURNEY, WILLIAM L. 
A Dynamic Photoelastic Investigation of Explosive In- 
duced Fracture. 
AD-770 545/2GI 
FOURNIE, J. 


In-Vitro Studies of the Repair of Fractured Mammal 
Bones Exposed to Irradiation. 
CRSSA-BGE-73-2 74-16 6R PC$4.75/MF$2.25 


FOURNIER, D. 


On a Simple Method for Measuring the Moments of 

Neutral Pion Multiplicity Distribution 

N74-17432/7GI 74-11 20H PC$3.25/MF$2.25 
FOURNIER, GERALD 

Oil-on-Water Sensor. 

AD-784 104/2GI 74-22 

Oil Spill Surveillance System Stud 

PB-227 364/7GI 74-07 13B PC-GPO/MFS. 145-NTIS 
FOURQUET, M 

The Stabilization System of the Symphonie Satellite 

and Results of Its Dynamic Simulation das Sta- 

— system des Satelliten Symphonie und Er- 


iner Dynamischen Simulation. 
N75. 338624601 74-02 22B PC$3.25/MF$2.25 


FOURT, LYMAN 
Use Type Tests for Comfort and Effectiveness of 


Firemen's Turnout Coats, 
COM-74-11075/0GI 74-16 6Q PC$5.75/MF$2.25 
FOUSSEER, P. 


Operations on the Sms Satellite. 

N74-22500/4GI 74-17 9F PC$3.25/MFS$2.25 
FOUST, DAVID R. 

A Bibliography of Whiplash and Cervical Kinematic 

Measurement, 

PB-225 203/9GI 
FOWKES, FREDERICK M. 

Radiation Effects of MOS Gate Insulators 

AD-780 186/3GI 74-16 9A PCS3.75/MFS2.25 
FOWKES, RB. 8. 

Theoretical and Experimental Studies on the Packing 

of Solid Particles: A Survey. 

PB-231 101/7GI 74-12 81 PC$3.75/MF$2.25 


74-26 8G Reprint 


7402 14B  PC$3.75/MF$2.25 


74-02 81 PC$7.00/MF$2.25 


17E PC$7.25/MF$2.25 


7402 6E PCS$6.25/MF$2.25 
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FOWKES, VIRGINIA HUNN 


FOWKES, VIRGINIA HUNN 


Health Care and Satellite Radio Communication in Vil- 
lage Alaska. Final Report of the ATS-1 Biomedical 
Satellite Experiment Evaluation. 

PB-235 601/2G1 74-24 6E PC$11.25/MF$2.25 


FOWLER, BROOKS C. 


Magnetic Anomaly Detection Utilizing Component Dif- 
ferencing Techniques. 
AD-770 091/7GI 7402 17F PC$3.75/MF$2.25 


FOWLER, CHARLES A. JR. 


Magneto-Optical Study of Ferromagnetic Domains. 
AD-773 104/5GI 74-06 20L PC$3.25/MF$2.25 


FOWLER, D. D. 
Linseed Oil Retreatments to Control Surface Deteri- 


oration of Concrete Bridge Decks. 
PB-224 835/9GI 7401 13B PC$3.75/MF$2.25 
FOWLER, E. B. 


Exp 238 Pu Incorporated in Fish Living in Water Con- 
taining exp 238 Puo sub 2. 
LA-DC-12899 74-12 6R PC$3.00/MF$2.25 


Studies of the Apparent Solubility of exp 238 Puo sub 
2 Microspheres in an Aquatic Environment and the 


Uptake of Plutonium from a Soil Matrix Containing 
exp 238 Puo sub 2. 


LA-UR-74-588 74-18 6F PC$4.75/MF$2.25 
FOWLER, E. E. 

Potential Applications of Isotopes in Pollution Control. 

BNL-18329 7408 13B PC$3.25/MF$2.25 
FOWLER, E. P. 

Interference Immunity Tests for Nucleonic Instrumen- 

AEEW-R-919 74-21 18D PC$4.50/MF$2.25 
FOWLER, H. A. 

Hanford Test Pile. 

HW-43547 74-10 18E PC$S5.00/MF$2.25 
FOWLER, J.C. 


Seismic Miner Detection and Location System. 
PB-232 887/0GI 74-19 81 PC$S5.25/MF$2.25 


FOWLER, J. S. 


Carrier-Free exp 11 C-Labeled Catecholamines in 
Nuclear Medicine and Biochemical Research. 
BNL-18379 74-09 6E PC$3.25/MF$2.25 


FOWLER, JACK 
Vibration Characteristics of the North Fork Dam 


AD-777 548/9G1 74-12 13B  PC$4.75/MF$2.25 
FOWLER, JAMES L. 


Microflora of Prepared Salads and Specialty Items 
Procured for Use by DOD Installations, 
AD-771 925/SGI 74-05 6M PC$3.75/MF$2.25 
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AD-776 926/8GI 74-11 6M PC$3.7S/MF$2.25 
Reprint: ‘Dirofilaria immitis’: Lack of Correlation 
between Numbers of Microfilaria in Peripheral Blood 
and Mature Heart Worms. 
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FOWLER, JOANNA S. 
Production of Fluorine-18 Labeled 5-Fluorouracil. 
PATENT-3 808 097 74-26 18B Not available NTIS 
FOWLER, K. A. 
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AD-780 231/7GI "74-16 14B PC$13.00/MF$2.25 
FOWLER, M. G. 

Analysis of Aircraft Microwave Measurements of the 

Ocean Surface. 

N74-16325/4GI 74-10 4B PC$7.00/MF$2.25 


Results of the US Contribution to the Joint US/USSR 


Bering Sea Experiment. 

N74-22971/7G 74-18 4B PC$7.00/MF$2.25 
FOWLER, R. G. 

Proton Duoplasmatron Ion Source for the Preinjector 

of the New Injector for Nimrod. 

RL-74-48 74-21 20G PC$4.25/MF$2.25 
FOWLER, R. H. 

Fusion Dynamics of Lossy Reactor Systems. 

ORNL-TM-4617 74-22 18A_ PC$4.75/MF$2.25 
FOWLER, T. K. 


Current Ctr Computer Codes in Use at Uciri, Liver- 


more. 
UCID-15563 74-25 201 PC$4.25/MF$2.25 
Relation of the Mirror Concept to Other Magnetic Ap- 


toe to Fusion Power. 
CID-16564 74-24 18A PC$4.00/MF$2.25 


Two Component Ferf. 
UCID-16466 74-20 18A PC$4.00/MF$2.25 
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seat Report on the Nal Energy Doubler Design 
y. 
CONF-740522-18 74-21 20G PC$4.00/MF$2.25 


FOWLER, W. K. 


Reprint: Double Modulation Atomic Fluorescence 
Flame Spectrometry. 


AD-781 103/7GI 74-17 7D Reprint 
FOWLES, H. M. 

Determination of the EMP Enhancement Factor. 

LA-5257 7402 18C PC$4.00/MF$2.25 
FOWLKES, C. C. 


Corrosion Rates to Be Expected at Zero Blowdown of 
Recirculating Water. 
K-P-4078 74-15 11F PC$3.00/MF$2.25 


FOWLKES, C. W. 
Characterization of a Superconducting Coil Composite. 
COM-74-11374/7GI 74-21 9A PC$4.25/MF$2.25 
FOWLKES, CHARLES W. 


Reprint: Fracture Toughness Tests of a Rigid Polyu- 
rethane Foam. 
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FOX, ANDREW 
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PB-236 184/8GI 74-25 SI PC$6.25/MF$2.25 


FOX, ARTHUR C. 


Protecting Ischemic Myocardium, Minimizing Infarct 
Size, and Enhancing Myocardial Repair: The Role of 
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Damage during Myocardial Infarction. 

PB-231 504/2GI 74-13 6E PC$4.25/MF$2.25 


FOX, AUSTIN S. 


Patterns of Pesticide Use and Reduction in Use as Re- 
lated to Social and Economic Factors. 
PB-230 394/9GI 74-12 13B PC-GPO/MF$2.25 


FOX, B. LAWRENCE 


Spectral Analysis of Ketoximes. 
PATENT-3 756 779 74-09 7C Not available NTIS 


FOX, C.F. 


Correlations Between Fatty Acid Distribution in 
Phospholipids and the Temperature Dependence of 
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COO-2223-14 74-06 6A PC$3.50/MF$2.25 


FOX, C. H. JR. 
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Aerodynamic Characteristics of an Aspect Ratio 0.25 
Sharp-Edge delta Wing at Subsonic, Supersonic, and 
Sees Speeds. 
N74-31414/7GI 74-25 1A PC$3.75/MF$2.25 
FOX, E. L. 
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AD-772 108/7GI 74-05 6P PC$3.75/MF$2.25 
FOX, EDWARD V. 
Advanced Feasibility Investigation for Determining 
Army Helicopter Gas Turbine Engine Maximum Power 
Available. 
AD-786 546/2GI 74-25 21E PC$6.25/MF$2.25 
FOX, EUGENE N. 


Immunization of Humans with Group A. Streptococcal 
M Protein. 
PB-232 766/6GI 


FOX, G. L. 


Pressure Wave Transmission in a Fluid Contained in a 
Plastically Deforming Pipe. 
HEDL-TME-73-61 74-04 181 PC$4.00/MF$2.25 


FOX, G. L. JR. 
Fftf Scale Model Structural Dynamics Tests. 


74-17 6E PC$3.25/MF$2.25 


HEDL-SA-700 74-17 18E PC$4.25/MF$2.25 
Pressure Wave Transmission in a Fluid Contained in a 
Plastically Deforming Pipe. 

HEDL-SA-631 74-18 181 PC$4.25/MF$2.25 


FOX, GORDON D. 


Technological Opportunities for Tropical Forestry 
Development, 
PB-229 813/1GI 74-11 SC PC$3.75/MF$2.25 


FOX, H. L. 
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PB-235 852/1GI 74-23 81 + =PC$5.25/MF$2.25 
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FOX, J. D. 
Characteristics of Mesb: Description for Users. 
BNL-18627 74-14 20G PC$4.25/MF$2.25 
FOX, J. K. 
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74-26 22B PC$4.75/MF$2.25 


ORNL-TM-264 74-08 183 PC$3.25/MF$2.25 
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Reprint: Persistent Pupillary Membranes in a Rhesus 
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FOX, JOHN L. 
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Report of Three Cases. 
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74-14 6C Reprint 


74-20 6E Reprint 


FOX, K. 
Fundamental Bands of S(32)02(16). 
N74-27250/1GI 74-20 7D PC$3.75/MF$2.25 
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N74-22336/3G1 74-17 7D PC$3.25/MF$2.25 


FOX, KENNETH 


Analysis of Vibration-Rotation Spectra of Methane. 
AD-776 061/4GI 74-10 7D PC$4.25/MF$2.25 


FOX, L. K. 


Soot Concentration and Absorption Coefficient in a 
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AD-782 560/7GI 


FOX, L. M. 
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FOX, LYNN C. 
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74-19 21B PC$3.75/MF$2.25 
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AD-776 376/6GI 74-11 SI PC$3.75/MF$2.25 
FOX, M. G. 
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N74-32896/4GI 74-26 14B PC$3.75/MF$2.25 
FOX, M. W. 
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AD-781 928/7GI 74-19 6C Reprint 


FOX, MARTIN D. 


A Feasibility Analysis of the Acoustic Holographic In- 
terferometric Concept for Void Detection in Com- 
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AD-773 728/1GI 74-07 14E PC$3.75/MF$2.25 


FOX, MICHAEL W. 
Reprint: Social Dynamics of Three Captive Wolf 
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AD-781 939/4GI 
FOX, P. J. 


Reprint: Newfoundland Ophiolites and the Geology of 
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AD-776 828/6GI 74-11 8G Reprint 


FOX, PATRICIA 


Flood Frequency Estimation in Northern Sparse Data 

Regions, 

PB-235 262/3GI 74-25 8H PC$3.25/MF$2.25 
FOX, PATRICIA M. 

Methods of Flood Flow Determination in Sparse Data 


74-19 53> Reprint 


Regions, 

PB-235 261/SGI 74-24 8H PC$3.75/MF$2.25 
FOX, R. E. 

Use of a Radioactive Tracer to Study the Nesting 

System of Mastotermes Darwiniensis Froggat. 

AAEC/E-303 74-17 6F PC$4.00/MFS$2.25 


FOX, RICHARD D. 
Electrolytic Dissolver. 
PAT-APPL-459 737 

FOX, RICHARD L. 
Nonlinear Optimization Using the Generalized 
Reduced Gradient Method. 

AD-774 723/1GI 7408 #12B PC$4.25/MFS$2.25 

FOX, RICHARD S. 

Reprint: Pressure Distribution on the Body Surface of 
Swimming Fish. 
AD-787 007/4GI 

FOX, SELWYN P. 

Shear-Plug Shapes and Testing Methods. 


74-24 7A PC$3.25/MF$2.25 


74-25 6P Reprint 


PB-229 255/SGI 74-10 11L PC$3.25/MF$2.25 
FOX, T. 

Avalanche Studies (1972-1973). 

PB-232 303/8GI 74-15 13B PC$7.00/MF$2.25 

North Cascades Highway SR-20. Avalanche Atlas-Sup- 
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PB-236 204/4GI 74-25 13B PC$3.75/MF$2.25 
FOX, T. A. 


Movable-Molybdenum-Reflector Reactivity Experi- 
ments for Control Studies of Compact Space Power 
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N73-32533/4GI 74-02 21F PC$3.75/MFS$2.25 
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FOX, W. J. 
Flight Study of a Vehicle Operational Status and Moni- 
toring System. 
N74-13725/8G1 74-08 1C PC$3.25/MF$2.25 
FOX, W.N. 


Thermal Reactor Temperature Coefficient Studies in 
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AEEW-R-886 74-02 181 PC$3.00/MF$2.25 


FOX, WILLIAM M. 
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FOX, WILLIAM T. 
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AD-786 237/8GI 74-24 8C PC$4.75/MF$2.25 
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FOYN, ERNST 
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FOYT, ARTHUR G. 
a eg Photodiodes Fabricated by Sb+ Ion Im- 


plantatio: 
AD-771 $92/7G1 74-05 9A Reprint 


Reprint: Proton-Guarded GaAs IMPATT Diodes. 
AD-771 891/9GI 74-05 9A_ Reprint 


Reprint: Schottky Barrier In(x)Ga(i-x)As Alloy 
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AD-777 559/6GI 74-12 9A Reprint 


FRAAS, A. P. 
Conceptual Design Study for the Ormak-F/Bx Facility. 
CONF-731114-12 74-08 18A PC$3.00/MF$2.25 


Effects of a Strong Magnetic Field on Boiling of 
Potassium. 


ORNL-TM-4218 74-13 18A  PC$3.75/MF$2.25 
Environmental Impact of Fusion Power. 
CONF-740213-1 74-14 18A PC$3.50/MF$2.25 


Isotope Kilowatt Program Quarterly Progress Report 
for Period Ending March 31, 1973. 
ORNL-TM-4243 74-04 10B PC$3.50/MF$2.25 


Materials Problems in the Design of Magnetically Con- 
fined Plasma Fusion Reactor. 
CONF-731101-32 74-08 18A PC$3.25/MF$2.25 


Mechanical Engineering Design Considerations for a 
Tokamak Scientific Feasibility Experiment and Plasma 
Test Reactor. 

ORNL-TM-4371 7408 18A_ PC$4.75/MF$2.25 


Relations Between the Major Size and Cost Parame- 
ters of Tokamaks. 
ORNL-TM-4080 74-10 18A PC$3.75/MF$2.25 


Safety and Environmental Problems Posed by Opera- 
tion of a Potassium Vapor Topping Cycle 


CONF-731105-4 74-06 10B Pcs3 .00/MF$2.25 

Topping and Bottoming Cycles. 

CONF-740910-1 74-25 18E PC$4.50/MF$2.25 
FRAAS, FOSTER 


Electrostatic Separator Carrier Electrode. 
PATENT-3 012668 74-11 131 Not available NTIS 


Magnetic Separator with a Combination Field. 
PATENT-3 382977 74-08 81 Not available NTIS 


Pretreatment of Minerals for Electrostatic Separation. 
PATENT-3 137648 74-11 81 Not available NTIS 


FRAAS, H. 
Off-Diagonal Generalized Vector Dominance and In- 


elastic E--P Scattering. 
DESY-74/23 74-25 20H PC$4.00/MF$2.25 


Time-Reversal-Invariance-Like Relations for Spin-Ef- 
fects in Elastic and Inelastic Reactions; Vector-Meson 
Photoproduction Versus Compton Scattering from 


Nucleons. 
DESY-74/16 74-25 20H PC$5.50/MF$2.25 


Vector Meson Production by and Compton Scattering 
of Polarized Photons off Polarized Nucleons. 
DESY-73/25 74-04 20H PC$4.25/MF$2.25 
FRADENBURGH, EVAN A. 


Dynamic Model Wind Tunnel Tests of a Variable- 
Diameter, Telescoping-Blade Rotor System (TRAC 


Rotor). 

AD-771 037/9GI 74-04 1C PC$7.25/MF$2.25 
FRADIN, D. 

Microwave Modulation of CO2 Lasers in GaAs Thin 

Film Optical Waveguides. 

AD-776 663/7GI 74-11 20E PC$4.25/MF$2.25 


Microwave Waveguide Modulators for CO2 Lasers. 
AD-787 471/2GI 74-26 20E PC$3.75/MF$2.25 


FRADIN, DAVID W. 


Visible and Infrared Laser-Induced Damage to Trans- 
parent Materials. 


AD-776 804/7GI 74-11 20E PC$6.25/MF$2.25 
FRADKIN, D. B. 

Metal Atom Oxidation Lasers. 

LA-5452 74-15 20E PC$S5.45/MF$2.25 


FRADKIN, V. A. 


Materials from Clinical Study of the amy Activi- 
ty of Tsuverkalov Dysenterin--Translatio 
AD-780 338/0GI 74-16 6E PCs3. 25/MF$2.25 


Study of the Reaction Mechanism of Blood Neutro- 


phils to Antigen--Translation 
AD-779 130/4GI 74-15 6E PC$3.25/MF$2.25 
FRAGALA, ANTHONY R. 


Self-Contained Aircraft Oxygen System. eed na 
Advanced Oxygen Concentrator Stack Deve! 
AD-774 076/4G1 74-08 6K PC$7.25 F$2.25 


FRAGGIOTTI, JOSEPH 


A Facility for the Characterization of Electro-Optical 

Imaging Devices. 

AD-771 754/9GI 
FRAILER, RONALD L. 


Using Eddy Currents to Detect Internal Corrosion in 
Chemical Munitions. 
AD-786 522/3GI 74-25 11F PC$3.25/MF$2.25 


FRAIM, FREMANN 


Audio Transducer Study. 
AD-782 234/9GI 74-19 9E PC$S5.75/MF$2.25 


FRAIM, THOMAS STEWART 


Oceanic Thermal Response to a Time-Dependent Hur- 
ricane Model. 
AD-769 414/4GI 74-01 4B PC$4.25/MF$2.25 


FRAIOLI, ANTHONY J. 


Reprint: Sensation Magnitude of Vibrotactile Stimuli. 
AD-772 897/SGI 74-06 SJ Reprint 


FRAIZE, W.E. 


The Tracked Ram Air Cushion Vehicle (TRACV). A 
System Definition Study. 


74-05 9A PC$6.25/MF$2.25 


PB-230 485/SGI 74-11 13F PC$7.25/MF$2.25 
FRAIZIER, A. 

Toxicity of ~— for the Pink Shrimp Palaemon Ser- 

ratus Pennan 

CEA-CONF.2233 74-06 6T PC$3.25/MF$2.25 
FRAKES, T. E. 


High Chamber Pressure Blast Tube and Nozzle Materi- 
al Evaluation. Volume II. 
AD-780 532/8GI 74-17 21H PC$7.00/MF$2.25 


FRALEY, G. S. 

Thermonuclear Burn Characteristics of Compressed 

Deuterium--Tritium Microspheres. 

LA-5403-MS 74-06 18A PC$4.00/MF$2.25 
FRALEY, J. E. 

Polymeric Materials for Underground Support. 

PB-231 275/9GI 74-12 81 PC$3.25/MF$2.25 
FRAM, DAVID M. 


Investigation of the Dynamic Impact Characteristics of 

Roadside Structures. 

PB-230 468/1GI 74-11 13L = PC$3.75/MF$2.25 
FRAM, J. R. 

K exp + p Interaction at 473 Mev/C and 590 Mevi/C. 

Technical Report No. 74-70. 

ORO-2504-214 74-21 20H PC$9.00/MF$2.25 


A Quantitative Study of the Orientation Bias of Some 
Edge Detector Schemes. 
N74-27183/4GI 


FRAMAN, E. P. 
Automated Firearms Identification System (Afids), 


Phase 1. 

N74-30381/9GI 74-24 19F PC$3.75/MF$2.25 
FRAME, DAVID W. 

Reprint: Biology of Young Winter Flounder 

‘P tes americanus’ (Walbaum); Metabol- 

ism Under Simulated Estuarine Conditions. 

COM-73-11901/8GI 74-01 6C Reprint 
FRAMPTON, P. H. 

Lectures on Dual Resonance Models. Part Five. Spin. 

COO-3533-29 74-14 20H PC$S.75/MF$2.25 

Lectures on Dual Resonance Models. Part Six. Sym- 

metric Group. 

COO-3533-30 74-21 20H PC$6.00/MF$2.25 
FRANASZEK, P. A. 

Reprint: Some Distribution-Free Aspects of Paging Al- 

gorithm Performance. 

AD-776 451/7GI 74-11 9B Reprint 


74-20 9B PC$3.75/MF$2.25 


FRANCIS, E. C. 


FRANCA, J. M. JR. 


Pilot Plant for Purification of Uranium by the Pulsed 
Column Process in Operation at the Institute of 
Atomic Energy. 

IEA-277 74-06 18] PC$9.00/MF$2.25 


Technology of Uranium Purification by Solvent Ex- 
traction. Correction for the Uranium Loss During the 
Washing Stage 


IEA- " 74-25 7D PC$4.00/MF$2.25 
FRANCE, M. 

Training Manual for Tax Auditing Workshop. 

PB-233 063/7GI 74:17 SC PCS6-25/MFS2.25 
FRANCES, A 


Kinetics of the Radiation Induced Decomposition of 
Sodium Nitrate. 
TID-26590 74-21 7E PC$i2.50/MF$2.25 


FRANCESCHETTI, ALFRED P. 


Report of the International Ice Patrol Service in the 
North Atlantic Ocean (Season of 1960), 
AD-777 945/7GI 74-13 83 ~PC$S5.75/MF$2.25 


Report of the International Ice Patrol Service in the 
North Atlantic Ocean (Season of 1961), 
AD-777 950/7GI 74-13 83 PC$S.25/MF$2.25 


Report of the International Ice Patrol Service in the 
North Atlantic Ocean (Season of 1962), 
AD-777 9S51/SGI 74-13 83 + PC$6.25/MF$2.25 


Report of the International Ice Patrol Service in the 
North Atlantic Ocean (Season of 1963), 
AD-777 952/3GI 74-13 83 PC$10.00/MF$2.25 


FRANCESCHETTI, DONALD R. 
Spin-Lattice Relaxation in an Isotropic Elastic Con- 
tinuum with Spherical Lattice Waves and a Cubic 


Crystal Field. 
AD-769 832/7GI 7402 7D PC$4.75/MF$2.25 
FRANCESCHETTI, G. 


Influence of the gamma-Phase Cooling ao on the 
Structure of Uranium Alloys Low in Titaniu’ 
SLA-74-6010 74-14 11F PC$3. OO/MFS2. 25 


FRANCESCHETTI, GIORGIO 
Propagation in Varying Media. 


AD-774 120/0GI 74-08 20N PC$3.75/MF$2.25 

Pulsed Antennas. 

AD-775 091/2GI1 74-09 9E PC$3.75/MF$2.25 
FRANCHL, E. RB. 


Reprint: Effect of Hydrodynamic wemewene on Sound 

Transmission Across a Geostrophic Flo’ 

AD-773 826/3G1 14.07 8] Reprint 
FRANCHIMONT, P. 

Radioimmunoassay: Principles and Techniques. 

IRE-4-1973 74-06 6R PC$3.00/MF$2.25 
FRANCHUK, G. M. 


Charging of Aerosol Particles in a One-Dimensional 
Electro-Gas-Dynamical Flow--Translation. 
AD-785 200/7GI 74-23 7D PC$3.25/MF$2.25 


FRANCIONI, W. M. 

Reconstruction of the Reactor Diorit I. 

EIR-246 74-18 18E PC$9.00/MF$2.25 
FRANCIS, A. E. SR. 


Qualification Test for the Multiple Satellite Dispenser 
0.2 LBF, Rocket Engine Assembly REA 10-16, 
AD-770 196/4GI 7402 21H PC$9.25/MF$2.25 


Qualification Test for the Multiple Satellite Dispenser 
0.2 Ibf Rocket Engine Assembly REA 10-16, 
AD-783 188/6GI 74-20 21H PC$8.75/MF$2.25 
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N74-31004/6GI 74-24 iF PC$4.25/MF$2.25 


Research Study on Materials Processing in Space, 


M566 Experiment. 
N74-26981/2G1 74-20 11F PCS$3.75/MFS$2.25 
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GALATEANU, I. 


GALATEANU, I. 


Production of /Sup 113M/in. Development of Methods 
for the Analytical Control of the Chemical, 
Radiochemical, and Radionuclide Purity. 

IFA-RF-1-1974 74-21 18B PC$4.25/MF$2.25 


GALATI, A. 


Nadyp, a Dynamic Code for Fast Reactors: Descrip- 
tion of the Physico-Mathematical Model. 
RT/FI-(74)8 74-26 18E PC$S.00/MF$2.25 


GALAUP, J. P. 


Metrology of Two-Phase Flow: Different Methods. 
CEA-R-4457 74-04 14B  PC$7.75/MF$2.25 


GALBRAITH, K. P. 
Evaluation of over-All Heat Transfer Coefficients 
Purex E-F6 and E-H4 Concentrators. Preliminary Re- 
RL-SEP-49 74-14 7A PC$3.00/MF$2.25 
GALBRAITH, L. K. 


Atmospheric Speed-of-Sound Measurement Device. 
SLA-73-204 74-02 14B PC$4.00/MF$2.25 


GALBRAITH, RICHARD C. 
On the Independence of Attributes of Mem: 


AD-770 $89/0GI 74-02 53 PC$3 TS/MPS2. 25 
ENKO, YU. A 
The/ Ignition of Aluminum in Carbon Dioxide Gas-- 
Tragsiation. 
AD-781 624/2GI 74-18 7D PC$3.25/MF$2.25 
GALE, C. M. 


Flight Evaluation of Two Segment Approaches for Jet 


Transport Noise Abatement. 
N74-16995/4GI 74-11 1B PC$7.00/MF$2.25 
GALE, CHARLES 


Open Space Element of the Comprehensive P' 
PB-233 930/7GI 74-18 13B PC$3 ‘TsIMPS2. 25 


GALE, DAVID 
A Short Proof of Cass’ Theorem on Capital Overaccu- 


mulation 
AD-779 871/3GI 74-16 SC PC$3.25/MF$2.25 
GALE, HAROLD W. 


Numerical Analysis of Unsteady Compressible Gas 
Dynamics of Varied Area Channels: Applied to Gas 
Dynamic Laser Start. 
AD-783 379/1GI 


GALE, NORD L. 


An Interdisciplinary Investigation of Environmental 
Pollution by Lead and Other Heavy Metals from In- 
dustrial Development in the New Lead Belt of 
Southeastern Missouri. 


74-20 20E PC$5.75/MF$2.25 


PB-227 460/3GI 74-08 13B PC$7.25/MF$2.25 
GALEJS, A. 
Reprint: Representation of Focal Properties of the 


pen saat ew ar sregihee Electrostatic Lens for Com- 
puter Calculatio: 
COM-74-50562/9G1 74-19 14B Not available NTIS 


Reprint: Use of Matrices to Represent Electron Len- 
ses. Matrices for the Two-Tube Electrostatic Lens. 
COM-74-50495/2GI_ 74-16 14B Not available NTIS 


GALENKAMP, H 
Determination of Aluminum in Blood by Activation 


Analysis. 
RCN-208 74-18 7D PC$4.00/MF$2.25 
GALER, W. H. 


Strategic Control Algorithm Development. Volume I. 


Summary. 
PB-236 719/1GI 74-26 17G PC$4.25/MF$2.25 
Strategic Coatrol os Development. Volume III. 


Strategic Algorithm Repo: 
PB-236 236 722/SG1 77426 17G PC$4.75/MF$2.25 
Volume 


Strategic Control Algorithm Development. 


IVA. Computer Program Report. 
PB-236 723/3GI 74-26 17G PC$8.50/MF$2.25 


Strategic Control Algorithm Development. Volume 
IVB. Computer Program Report (Concluded). 
PB-236 724/1GI 74-26 17G PC$8.50/MF$2.25 


Strategic Control Algorithm Development. Volume 


11LA. Technical Report. 
720/9GI 74-26 17G PC$7.50/MF$2.25 


Strategic Control Algorithm Development. Volume 
11B. Technical Report (Conc! 


luded). 
PB-236 721/7G1 74-26 17G PC$7.00/MF$2.25 
GALES, MORRIS E. JR. 


Simultaneous and Automated jan aaa of Total 


bsg go and Total Kjeldahl Nitroge 
PB-232 710/4GI 74-17 7D PCs. 25/MF$2.25 


GALEV, T. 
Mathematical-Statistical Models of Predicting the 


F poten par of A im the Socialist Federated 
K of Yugoslavia--Translation. 
AD-786 904/3GI 74-25 2B PC$3.25/MF$2.25 
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GALEY, MARGARET E. 


The Intergovernmental Oceanographic Commission: Its 
cone to Implement an International Decade of 


Ocean Exploration, 
COM-74-10902/6GI 74-13 83 PC$3.75/MF$2.25 
GALGUT, P. E. 


The Peg System of Production Control Using a Visible 
Record Computer. 
N74-17198/461 


GALIANA, GEORGE 
Relationship Between Diameter and Height for the 
Design of a Swirl oe as a Combined Sewer 


Overflow Regulato: 
13B PC-GPO/MF$2.25-NTIS 


74-11 13H = PC$3.75/MF$2.25 


PB-234 646/8GI 74-20 
GALIANO SEDANO, J. A. 


Determination of exp 230 TH (lonium) in Uranium 
Ores and Wastes from Uranium Reprocessing. Iv. Cal- 
culation of lonium Separation Yield 


JEN-280 74-25 7D PC$4.00/MF$2.25 
GALIL, ZVI 

Functional Schemas with Nested Predicate 

PB-227 077/SGI 74:11 9B. PCS3.75/MFS2.25 


GALIMOV, K. Z. 


Certain Development Trends in the Mechanics of 
Deformable Body in Kazan--Translation 
AD-786 118/0GI 74-24 1C PC$4.25/MF$2.25 


Large Bends of Orthotropic Panels; Rectangular in 

Plan-View--Translation. 

AD-776 729/6GI 74-11 20K PC$3.25/MF$2.25 

Stability of Shells of Revolution _ Axial Compres- 

sion and External Pressure--Translatio 

AD-773 494/0GI 74-07 20K PCS3. 75(MF$2.25 
GALIMOV, N. K. 


Stability of a Three-Layer Conical Shell under the Ac- 
tion of Heating, Axial Compressive Forces, and Inter- 
nal Pressure--Translation. 


AD-773 270/4GI 74-07 20K PC$3.75/MF$2.25 
GALIN, J. 

Macroscopic Aspects of Heavy Ion Reactions. 

LBL-2940 74-24 20H PC$4.25/MF$2.25 
GALINSH, A. K. 

Refined Equations of Motion for Orthotropic Ther- 

moelastic Shells--Translation. 

AD-778 804/SGI 74-14 20K PC$3.75/MF$2.25 


GALISHEV, V. S. 
— in the Theory of Multiple Scattering of Parti- 
cles. 
AEC-tr-7546 
GALITSKI, V. M 


Concerning the Effect of Atomic Collisions on the 
Characterization of Lamb Failure. 
IAE-2256 74-17 7D PC$4.00/MF$2.25 


GALIVETS, D. V. 
Change in the Microgeometry of Sliding-Friction Units 


74-22 20H PC$5.45/MF$2.25 


d Operation in Nitric Acid--Translation. 
AD-772 6S1/6GI 74-06 131 PC$3.25/MF$2.25 
GALKIN, A. E. 


Experience Gained in Preparation of Photomaps by the 

Optical Montage Method--Transiation. 

AD-784 042/4GI 74-22 8B PC$3.25/MF$2.25 
GALKIN, A. V. 

The Interaction of Weeds with a Vertical Working 

Tool (O Vzaimodeistvii Sornyaka s Vertikalnym 

Rabochim Organom 

PB-231 529-T/GI 
GALKINA, N. S. 

Electroence, s of Children with Normal and 

Pathological Conditions--Translation. 

AD-780 833/0GI 74-17 6P PC$3.75/MF$2.25 
GALKOVSKII, M. D. 

Anaphylactic Shock after an Injection of 10% Calcium 

Chloride Solution--Transiation. 

AD-772 007/1GI 74-05 6E PC$3.25/MF$2.25 
GALL, A. L. 

Reprint: Environmental Effects of Atlantic Menhaden 

on Surrounding Waters. 

COM-74-10251/8GI 
GALL, D. 

Measurement of the Reaction gamma D Implies pi exp 

- Pp, and Determination of Cross Sections for the 

Reaction gamma N Implies pi exp - p, at Photon Ener- 

gies Between 0.2 and 2.0 Gev. 

DESY-73/19 74-04 20H PC$5.75/MF$2.25 


GALLACCIO, A 


Corrosive Effects of Methyl Phosphonic Acid (MPA) 
and HF Solutions on Thin-sheet 1010 Steel, 321 Stain- 
less Steel and 200 Nickel. 

AD-785 5$36/4GI 74-23: 11F PC$3.25/MF$2.25 


Stress Corrosion Susceptibility of Aluminum Cartridge 
Cases. 
AD-778 737/7GI 


74-12 2C PC$3.25/MF$2.25 


74-06 6C Reprint 


74-14 19A PC$3.75/MF$2.25 





Vita-Life 400 G Coated Flexible Conduit Exposure w 
Flowing Tap Water, 
AD-786 730/2GI 74-25 


GALLACCIO, ANTHONY 


Proceedings of the 1972 Tri-Service Conference on 
Corrosion Held at Houston, Tex., 5-7 Dec 72, 
AD-771 345/6GI 74-04 11F PC$24.00/MF$24.00 


GALLAGER, ROBERT J. 
A Free Jet Study of the Rotational Relaxation of 
Molecular Nitrogen from 300-1000K. 
AD-783 551/SGI 74-21 7D PC$3.25/MF$2.25 
GALLAGHER, A 
Reprint: Determination of the Vapor Pressure of Ru- 
bidium by Optical Absorption. 
COM-74-50165/1GI 74. 10 7D Not available NTIS 
Reprint: Oscillations in Continuum Molecular Spectra 
of Alkali-Metal-Noble-Gas Molecules. 
COM-74-50036/4GI_ 74-06 7D Not available NTIS 
Reprint: Potentials and Continuum Spectra of Rb- 


Noble Gas Molecules. 
COM-74-50530/6GI 


Reprint: Resonance 


13K PC$3.25/MF$2.25 


74-16 7D Not available NTIS 
Broadening of Hanle-Effect 
Signals in Rubidium. 


COM-74-50726/0GI_ 74-22 7D Not available NTIS 


Reprint: Teratomic Recombination of Excited RbXe. 
COM-74-50531/4GI 74-16 7D Not available NTIS. 


GALLAGHER, A.C 


Reprint: A Photoionization Source of Monoenergetic 
Electrons. 
AD-781 454/4GI 74-18 14B Reprint 


Reprint: A Photoionization Source of Monoenergetic 
Electrons. 
COM-74-50615/S5GI 


GALLAGHER, ALAN 


Reprint: Potentials and Continuum Spectra of Rb- 
Noble Gas Molecules. 
AD-780 470/1GI 74-16 7D Reprint 


Reprint: Teratomic Recombination of Excited RbXe. 
AD-780 468/5G1 74-16 7D Reprint 


GALLAGHER, CHARLES C. 


Design and Construction of Tormac IV, A Toroidal, 
Bi-Cusp Plasma Containment Device 
AD-781 038/SGI 74-17 201 


GALLAGHER, G. J. 


Comparison of a New Model for Internal Ballistics 
with a Conventional Model, 
AD-776 937/SGI 74-11 


GALLAGHER, J. P. 


Influence of Yield Strength on Overload Affected 
Fatigue Crack Growth Behavior in 4340 Steel. 
AD-787 655/0GI 74-26 IF PC$4.25/MF$2.25 


A Spectrum Truncation and Damage Tolerance Study 

Associated with the C-5A Outboard Pylon Aft Truss 

Lugs. 

AD-785 196/7GI 
GALLAGHER, JAMES J. 

Miniature Molecular Frequency Source. 

AD-779 471/2GI 74-15 20E PC$3.75/MF$2.25 

Miniature Molecular Frequency Source. 

AD-914 423/9GI 74-11 20E PC$3.75/MF$2.25 


Tunable Laser Source Techniques Applies to the Ul- 
traviolet Spectra of Nitrogen Oxides. 
COM-74-10693/1GI 74-11 20E PC$3.25/MF$2.25 


GALLAGHER, R. H. 


Finite Element Methods in Flow Problems. 
AD-787 665/9GI 74-26 20D Not available NTIS 


GALLAGHER, ROBERT J. 


Relaxation Rates from Time of Flight Analysis of 
Molecular Beams. 
AD-773 479/1GI 


GALLAGHER, T. F. 


Dynamic Molecular Deflection. 
AD-785 407/8GI 74-23 


GALLAHER, C. E. 
Pulse Arc Welding Copper to C 


74-19 14B Not available NTIS 


* PC$3.25/MF$2.25 


19D PC$4.25/MF$2.25 


74-23. 1C PC$4.25/MF$2.25 


74-07 7D PC$3.75/MF$2.25 
7D PC$3.75/MF$2.25 


opper. 
13H = PC$5.45/MF$2.25 


MLM-2067 74-13 
Pulse Arc Welding Copper to Copper. 
MLM-2067 74-22 13H = PC$6.00/MF$z.25 


GALLAHER, R. B. 


Safety-Related Occurrences in Nuclear Facilities as 
Reported in 1972. 
ORNL-NSIC-109 74-10 181 PC$15.00/MF$15.00 


eee gts oN Secu in Nuclear Facilities as 
1 


Reported 
ORNL-NSIC-109 74-13 181 PC$15.00/MF$2.25 
GALLAHER, WALTER BRYAN 


A Limnological Investigation of the Relationship 
between the Navasota River, Texas, and a Selected 
Floodplain. Je 





AD-783 461/7G1 
GALLARDO, E. R. 


Solar Maps and Activities, August 1974. 
N74-33253/7GI 74-26 3B PCS3. 25/MF$2.25 


GALLAS, GEOFFREY S. 
Court Executive Training Program Design. Documenta- 
tion of First Training Effort: Institute for Court 


Management, 1971, 
PB-232 418/4GI 74-15 SK PC$8.S0/MF$2.25 
GALLENSON, LOUIS 


A Plan for Consolidation and Automation of Military 


Telecommunications on Oahu. 
AD-769 110/8GI 74-01 17B PC$4.25/MF$2.25 


GALLENTINE, WAYNE R. 
— Patient Medical Records System Pilot Pro- 


RD: 780 035/2G1 
GALLETTA, THOMAS A. 
a Plant Thermal Effluents in Southeastern Lake 


COM-74- 11024/8GI 
GALLIGAN, J. M. 
Electron-Dislocation Interactions at Low Tempera- 


tures. 
COO-2305-1 
GALLIGHTON, R. W. 


Balance Type Angle of Attack Indicator. 
PAT-APPL-392 376 74-11 1D PC$3.25/MF$2.25 


GALLILY, ISAIAH 


The Dynamics of Non-spherical Particles. I. Controlled 
Generation of Non-spherical Aerosols and Methods for 
Their Size, Concentration and Electric Charge Mea- 


surement. 
74-20 7D PC$4.75/MF$2.25 


74-20 8H PC$7.00/MF$2.25 


74-16 6E PC$4.75/MF$2.25 


74-15 13B Reprint 


74-15 20L PC$3.00/MF$2.25 


AD-783 437/7GI 
GALLINGTON, R. W. 


Rotary Angle of Attack Indicator. 
PAT-APPL-392 397 74-11 1D PC$3.25/MF$2.25 


GALLIPEAU, R. B. 


Low Scatter Lens Design/Development. 
N74-20322/SGI 74-14 20F PC$5.25/MF$2.25 


GALLO, GIORGIO 

Bilinear Programming: An Exact Algorithm. 

AD-772 109/SGI 7405 12B  PC$3.75/MF$2.25 
GALLOP, J. C. 


A Test of the Material Independence of the AC 
Josephson Effect. 
N74-15439/4GI 74-09 20L PC$3.25/MF$2.25 


GALLOP, MARSHALL A. JR. 


Reprint: Estimation of Tropospheric Refractive Bend- 
ing from Atmospheric Emission Measurements. 
AD-773 983/2G1 74-08 4A_ Reprint 
GALLOWAY, GERALD E. 
Civil Works in the Army. 
AD-783 891/SGI 74-21 SD PC$S.75/MF$2.25 


The Decision Process of the “ Works Function of 
the U.S. Army Corps of Enginee 


AD-783 892/3G1 21 sD PC$8.50/MF$2.25 
GALLOWAY, K. 
Search for Backwards-Produced Exotic Meson 


Resonances in 8.4 Gev/C pi exp + p Interactions. 
COO-2009-76 74-24 20H PC$4.00/MF$2.25 


GALLOWAY, M. C. 


Permo-Carboniferous Depositional ae and 
Radioactivity in Eastern United Sta 
GJO-7405 74-21 c 


GALLOWAY, T. L. 


Computer Programs for Estimating Aircraft Takeoff 
and ing Performance. 
N74-16720/6GI 


GALLOWAY, W. J. 
Highway Noise: A Design Guide for Highway En- 


ers. 
PB B-233 S13/1GI 74-18 13B MF$2.25 
ee Noise: Measurement, Simulation, and Mixed 


Reac 
PB.233 5 $12/3G1 74-18 13B MFS$2.25 
Population Distribution of the United States as a Func- 
tion of Outdoor Noise Level. 
PB-235 022/1GI 74-22 SK PC$4.25/MF$2.25 
GALLUP, E. L. 

Reprint: Sovereignty of the Seas and the Effect Upon 
Naval Strategy. 
COM-74-10584-01/GI 

74-11 SD 


‘Pcs?. 25/MF$2.25 


74-11 1B PC$4.75/MF$2.25 


(Order as COM-74-10584) 
GALPER, A. 
Gamma Astronomy, 


JPRS-60403 74-02 3B PC$3.25/MF$2.25 


GALPERIA, Y. I. 


Plasma Convection in Polar Ionosphere. 
N74-26278/3GI 74-19 4A PC$3.25/MF$2.25 


GALTSOV, S. S. 


Handbook for Entrants to Higher Educational Institu- 
tions of the USSR--Translation. 
AD-784 422/8GI 74-22, SI PC$17.25/MF$2.25 


GALUSHKA, A. P. 


State and Prospects of Radiation Physics of Semicon- 
ductors of A2B6 Compounds--Translation. 
AD-773 265/4GI 74-07 20L PC$3.25/MF$2.25 


GALUSHKO, Y. 5S. 
Changes in the Gas Metabolism, Gas Homeostasis and 
Tissue Respiration in the Rat During Prolonged 


Hypokinesis. 
N74-16824/6GI1 74-11 6S PC$3.25/MF$2.25 
GALUZO, I. G. 


Forum of USSR Parasitologists--Translation. 
AD-775 102/7GI 74-09 6C PC$3.25/MF$2.25 


GALVAS, M. R. 
Fortran Program for Predicting off-Design Per- 
formance of Centrifugal Compressors. 
N74-10024/9GI 74-04 21E PC$4.25/MF$2.25 
GALVIN, AARON 


Measurements of Spectral Characteristics of Swimmer 
Targets and Water Return Clutter. 


AD-782 127/SGI 74-19 171 PC$S.25/MF$2.25 
GALVIN, C. J. 

Reprint: W AVE Runup on Vertical Cylinders. 

AD-770 166/7GI 74-02 8C Reprint 


GALVIN, CYRIL J. JR. 


Reprint: A Gross Longshore Transport Rate Formula. 
AD-770 181/6GI 74-02 8C Reprint 


GALVIN, THOMAS J. 
a for Control of ‘Dirofilaria im- 


AD-774 276/0GI 
GALY, J. 


Dynamic Optimization for Quasilinearization and 
Hierarchy Command pss cep 7 AB D ie Par 
Quasilinearisation et Commande Hie 

N74-30026/0GI 74-24 12A "PCSS 7: 75/MF$2.25 


GALY, JEAN 


Reprint: The Crystal Structure of Nb2Zr6017. 
COM-74-50221/2GI_ 74-10 7D Not available NTIS 


GALYSH, F. T. 
Study of the Physiologic Effects of Circulatory Assist 
Devices and Im tion of the Total Artificial Heart 


and Associated Systems. 
PB-232 213/9GI 74-14 6L PC$5.75/MF$2.25 
GALYULLIN, A. S. 


The Problem of Constructing a System of Differential 
Equations--Translation. 
AD-771 085/8GI 74-04 


GALZY, GEORGES 


For A More Intensive Participation of the Reserve 
Cadres--Translation. 
AD-778 036/4GI 74-13 


GAMACHE, RONALD W. 
Tetra- Versus Tri-Coordinate Structures for Cations of 
Arylphosphonic Difluorides within a Mass Spectrome- 
ter. 
AD-778 161/0GI 74-13 7B PC$3.25/MF$2.25 
GAMBHIR, B. L. 
Qualitative Features of Pauli Break-Up from the Con- 
figuration Space Viewpoint. Technical Report No. 74- 
092. 
ORO-4317-38 74-21 20H PC$4.00/MF$2.25 
GAMBIER, G. 


Determination of the Multiplication Factor of an Htr 
Lattice, in the Critical Assembly Marius III, by a Pctr 
Method. 
CEA-N-1693 
GAMBLE, HAYS B. 
Community Effects of Highways Reflected by Proper- 


ty Values. 
PB-233 157/7GI 74-17 13B 


GAMBLE, JOHN KING JR. 


Law of the Sea: The Emerging Regim: 


¢ of the Oceans, 
COM-74-10846/SGI 74-12 SD PC$10.25/MF$2.25 
GAMBLE, R. A. 


Multicell Fluidized-Bed Boiler Design, Construction 
and Test 
74-25 7A PC$10.50/MF$2.25 


74-08 2E PC$3.75/MF$2.25 


12A  PC$3.25/MF$2.25 


1SC PC$3.25/MF$2.25 


74-24 18E PC$8.25/MF$2.25 


PC$9.50/MF$2.25 


PB-236 I 
GAMBLING, A. 


New Techniques for Producing Gastric Ulcerations in 
the White Rat: The Ulcer of Constraint. 
N74-17844/3GI 74-12 6S PC$3.25/MF$2.25 


GANATRA, R. D. 


GAMBORG, O. L. 


Reprint: Bean Mesophyll Protoplasts: Production, Cul- 
ture and Callus Formation. 


AD-782 605/0GI 74-19 2D Not available NTIS 
Reprint: Regeneration of Cassava Plants from Apical 
Meristems. 

AD-781 056/7GI 74-17 2D Not available NTIS 


Reprint: Regeneration of Pea (‘Pisum sativum L’.) 
Plants from Shoot Apical Meristems. 
AD-784 479/8GI 74-22 6C Not available NTIS 


GAMBRELL, S. C. JR. 


Structural Behavior of the Homewood Bridge. 

PB-235 286/2GI 74-23 13B PC$4.75/MF$2.25 
GAMBUCCI, B. 

Takeoff and Landing Performance and Noise Measure- 

ments of a Deflected Slipstream STOL Airplane with 

Interconnected Propellers and Rotating Cylinder Flaps. 

N74-13720/9GI 7408 1C PC$4.25/MF$2.25 
GAME, COLIN H. 

Reprint: Reaction of Amines with Nickel, Palladium, 

and Platinum Complexes Containing Isocyanide and 

Fluorocarbon Ligands to Yield Monocarbene Com- 


plexes. 

AD-782 636/SGI 74-19 7C Reprint 
GAMERTSFELDER, C 

Safety Seteeh ofa Graphite Rocket Reactor. 

TM -62-9- 74-12 181 PC$3.00/MF$2.25 


oan R.B. 
Fast Neutron Monitoring with Exoelectron Emitting 
Beo Dosimeters. 
ORNL-TM-4624 74-25 18D PC$4.75/MF$2.25 


Interaction of Gases with Lunar Materials. 
N74-26290/8G1 74-19 3B PC$3.25/MF$2.25 


Interaction of Gases with Lunar Materials. 
N74-32578/8G1 74-26 8M PC$4.25/MF$2.25 


Pore Structures Induced by Water Vapor aonint on 
Non-Porous Lunar Fines and Ground Calc 
CONF-730616-2 74-04 7B PCS3.0 00/MF$2.25 
Practical Tsee Dosimetry System Based on Beo 
Ceramic. 

CONF-731008-3 74-04 18D PC$3.00/MF$z.25 


Some Surface Properties of APOLLO 17 Soils. 
CONF-740321-3 74-22 3B PC$4.25/MF$2.25 


Trapping Centers and Activators in Thermalox Beo 
CONF-731008-1 7404 20L PC$3.00/MF$2.25 


GAMMARINO, R 
Injection Laser Terrain Following System (ILTFS). 
AD-774 790/0GI 74-09 17G PC$3.75/MF$2.25 
GAMMEL, G. 


A Novel Method of Cooling Semiconductor Devices 
for Power Electronics Neuartiges Kuehlverfahren fuer 
Bauelemente der Leistungselektronik. 

N74-11739/1GI 7405 9A PC$S5S.25/MF$2.25 


GAMMEL, J. L. 


Analysis of Results of Calculations of Feynman 
Graphs for Nucleon--Nucleon Scattering 
LA-UR-74-765 74-25 20H "PCS4.00/MFS2. 25 


Bethe--Salpeter Equation: Numerical Experience with 
a Hydrogenlike Atom. 
LA-UR-74-766 
GAMMILL, ROBERT C. 
An Examination of Tic-Tac-Toe Like Gam: 


74-22 7D PC$4.25/MF$2.25 


AD-786 656/9GI 74-25 12B PCs3, 25/MFS2. 2s 
A Portable Lexical Analyzer Writing Syste: 
AD-784 960/7GI 74-23 9B PCS3. 2 S/MFS2. 25 


GAMSON, ROBERT M. 
Detection of GB, VX, and Parathion in Water. 


AD-784 079/6GI 74-22 7C PC$3.25/MF$2.25 
GAN, H. 

Porosity in American Coals. 

PB-233 994/3GI 74-19 81 PC$4.25/MF$2.25 
GAN, K. H. 


Reprint: Arbovirus Serological Survey of Indonesians 
Residing within a 50 Km. Radius of Jakarta in 1963. 
AD-777 045/6GI 74-11 6M Reprint 


GANAPATHY IYER, 8. 
Exchange of Metal Ions Against H exp + of a Carbox- 


ylic Acid Exchanger. 
BARC-720 74-12, 7D PC$3.00/MF$2.25 


GANATRA, R 


Mixing Zones Studies of the Waste Water Discharge 
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GANDON, R. ' 

First Results from Measurement of Metallic Pollutants 
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GANEEVA, M. S. 
Axisymmetric Bending of Round Plates and Mildly 
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AEC-tr-7484 74-13 18E PC$4.00/MF$2.25 
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GARATE, J. A. 


Report on the Availability and Cost of Curium-244 
from Reactor Fuel Reprocessing Waste. 
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ge Stowage Module for Future Space Explora- 
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GARBER, P. J. 

Flight Prototype Regenerative Particulate Filter System 

Development. 

N74-22143/3GI1 74-17 13G = PC$S.75/MF$2.25 
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GARDNER, JOHN L. 


Local Employment Multipliers and Regional G-owth, 
COM-74-10562/8GI 74-10 SC PC$3.25/MF$2.25 
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AD-779 231/0GI 74-15 9D Reprint 
GAREEV, F. A. 


Ccba Calculation for the exp 154 SM(D,p) exp 155 SM 
Reaction at E/sub D/ = 12 Mev. 
JINR-E4-7596 74-14 20H PC$3.00/MF$2.25 
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GAREEV, F. A. 


Possibilities in Calculations of Stripping Form Factors. 
JINR-P4-7425 74-06 20H PC$3.75/MF$2.25 


Wave Functions and Particle Transfer Form Factors of 
exp 42 Ca and exp 18 0 


JINR-E4-7959 74-24 20H PC$4.50/MF$2.25 
GARELIS, E. 

Initial Heating Rate of a Droplet in a Spherical 

Microwave Cavity. 

UCID-16164(Rev.1) 74-16 201 PC$4.50/MF$2.25 
GARETZ, B. 


Reprint: Energy Transfer Processes in Monochromati- 
cally Excited lodine. IX. Classical Trajectory and 
Semiclassical Calculations of Vibrationally and Rota- 
tionally Inelastic Cross Sections. 

AD-782 391/7G1 74-19 7D Reprint 


GARFAGNINI, R 
180 exp 0 Magnetic Spectrometer with Helium Filled 


Streamer Chamber. 
LNF-73-56 74-16 18D PC$4.00/MF$2.25 


Elastic pi exp +- Meson Scattering by exp 4 He at 68 


and 154 Mev. 
JINR-P1-7628 74-14 20H PC$3.00/MF$2.25 


Magnetic Spectrometer with Helium Streamer 

9 ag for Measurement of Pion Scattering at 180 

ex) 

SINR. P1- 7566 74-14 20H PC$3.00/MF$2.25 
GARFIELD, G. 

=~ Forming of Scale Shuttle External Tank Dome 

ores. 

N74-29930/6GI 74-24 13H PC$3.75/MF$2.25 
GARFINKEL, S. B. 

Reprint: Needs for Radioactivity Standards and Mea- 


surements in Different Fields. 
COM-74-50767/4GI_ 74-23 18H Not available NTIS 


Reprint: Present Status in the Field of Internal Gas 
Counting. 
COM-74-50790/6GI 74-23 18D Not available NTIS 


Reprint: The National Bureau of Standards 4PiBeta- 
Gamma Coincidence-Counting and Gamma-Ray Inter- 
comparator Automatic Sample Changers 

COM-74-50765/8GI 74-23 18D Not available NTIS 


GARFINKLE, M 
Development and Fabrication of Improved Schottky 


Power Diodes, Phases I and II. 
N74-27687/4GI 74-20 9A PC$4.25/MF$2.25 


Exploratory Study of Elevated-Temperature Tensile 
Properties of Alloys Based on the Intermetallic Com- 


pound Tini. 
N74-15188/7GI 74-09 \L1F PC$3.75/MF$2.25 
GARFORTH, A. M. 
A Computer Programme for the Calculation of 
Equilibrium Composition and Adiabatic Flame Tem- 
ratures of Gaseous Mixtures Undergoing Constant 


essure Combustion. 
N74-10865/SGI 


GARFUNKLE, STUART 


Career Development (Academic Careers and Post-Col- 
lege Emplo: 7 of Young Men). 
PB-236 228/3G 74-25 SI PC$4.25/MF$2.25 


GARGES, LARRY 


Basic Data on the Economy of Brazil, 
COM-73-50182-71/GI 
74-08 SC PC-GPO/MF$2.25-NTIS 


74-04 7D PC$4.75/MF$2.25 


GARI, M 
Meson Exchange Currents in Deuteron Electrodisin- 


—. 
COO-3001-45 74-02 20H PC$3.50/MF$2.25 
GARIBALDI, F. 


Preliminary Design of Magnetic Spectrometer for Par- 
ticles of Momentum Up to | Gev/C. 
ISS-T-73-3 74-13 20G PC$3.00/MF$2.25 


GARIBIAN, G. M. 
Theory of Radiation Generated by Charged Particles 
Passing Through Continuous Periodic Medium. 
N74-22341/3GI 74-17 203 PC$3.75/MF$2.25 
GARIBYAN, G. M. 


Macroscopic Theory of Transition Radiation. 
EFI-27(73) 74-18 20H PC$7.25/MF$2.25 


Production of Radiation by a Charged Particle Moving 
Through a Continuous Periodic Medium 
BNL-tr-547 74-08 20H PC$4.00/MF$2.25 


GARIN, A. M. 
Imidazole Carboxamide in Treatment of Patients with 
Disseminated Melanoblastoma, 
PB-233 615-T/GI 74-18 60 PC$3.25/MF$2.25 
GARINTHER, GEORGES R. 


An Acoustical Evaluation of Several Antitank 
Weapons Being Assessed under the Short Range, Man 
Portable, Antitank Technology Program. 

AD-770 417/4GI 74-02 6S PC$3.75/MF$2.25 


Reprint: Validation of the Single-Impulse Correction 
Factor of the CHABA Impulse-Noise Damage-Risk 
Criterion. 
AD-782 916/1GI 
GARKUNOV, D. N. 
Properties of = Boundary Layer in Selective Trans- 
port--Translatio 
AD-784 148/961 74-22 11H = PC$3.25/MF$2.25 


GARLAND, C. P. 


Bleached Sulphate Pulp from a Representative Sample 
of Marri (‘Eucalyptus calophylla’) from Western Aus- 


tralia, 
PB-228 622/7GI 74-10 11L PC$3.25/MF$2.25 
GARLAND, J.C. 


Comment on ‘Model for the Analysis of the Magne- 
toresistance in Potassium"’ and ‘‘High- and Low-Field 
Limits for the Hall Coefficient of Potassium’’. 

COO-3150-17 74-07 20L PC$3.00/MF$2.25 


GARLAND, J.G. 


The Notch Toghness of Submerged - Arc Weld Metal 
in Micro-Alloyed Structural Steels, 
PB-236 369/SGI 74-25 11F PC$4.25/MF$2.25 


GARLAND, K. C. 


Evaluation of Shuttle Solid Rocket Booster Case 
Materials. Corrosion and Stress Corrosion Susceptibili- 
ty of Several High Temperature Materials. 

N74-20400/9GI 74-14 21H PC$4.75/MF$2.25 


GARLAND, T. M. 
Assessment of U.S. Petroleum Supply with Varying 
Drilling Efforts. 
PB-231 153/8GI 74-12 81 PC-GPO/MF$2.25 


Determining Discounted Cash Flow Rate of Return 
and Payout Time for Onshore Development Wells. A 
Graphical Method 
PB-227 192/2GI 
GARLANGER, J. E. 
Proceedings of a Symposium on Downdrag of Piles 
Held at the Massachusetts Institute of Technology, 


Cambridge, Massachusetts, on March 8 and 9, 1973. 
PB-231 202/3GI 74-12 13B PC$S.25/MF$2.25 


GARLANGER, JOHN E. 

Performance of an Embankment Constructed on 
Varved Clay. 

PB-233 140/3GI 74-17 13B PC$S.75/MF$2.25 


Prediction and Field Evaluation of Downdrag Forces 
on a Single Pile. 
PB-236 787/8G1 74-26 13B PC$5.25/MF$2.25 


GARLICK, P. J. 


Choice of Label and Measurement Technique in 
Tracer Studies of Body Protein Metabolism in Man. 
CONF-740708-22 74-23 6E PC$4.00/MF$2.25 


GARLD, K. L. 


Liquid and Gas Phase Separations II. Pg Report 
No. 2, October 1, 1972--September 30, 197 
RLO-2225-T-11-4 74-10 7D PCs6. $0/MF$2.25 


GARLOCK, JONATHAN E. 
A Structural Analysis of the Knights of Labor: A 


Prolegomenon to the History of the Producing Classes. 
PB-236 436/2GI 74-25 SI PC$11.50/MF$2.25 


GARMIRE, E 
Reprint: Channel Optical Waveguides and Directional 


Couplers in GaAs-Imbedded and Ridged. 

AD-784 542/3GI 74-22, 20F Reprint 
GARNAUD, P. 

Determination of the Multiplication Factor of an Htr 

Lattice, in the Critical Assembly Marius III, by a Pctr 

Method. 

CEA-N-1693 74-24 18E PC$8.25/MF$2.25 


GARNCAREK, R. 


Analysis of the Aerodynamic Characteristics of 
Devices for Increasing Wing Lift. 3: Influence of 
Ground Proximity on the Aerodynamic Characteristics 


of the Flaps. 
N74-27483/8GI 74-20 1A  PC$3.25/MF$2.25 
GARNER, E. L. 


Reprint: Isotopic Abundance Ratios and Concentra- 
tions of Selected Elements in Some Apollo 15 and 
Apollo 16 Samples. 

COM-74-50148/7GI_ 74-08 3B Not available NTIS 


Standard Referecne Materials: Uranium Isotopic Stan- 
dard Reference Materials (Certification of Uranium 
Isotopic Standard Reference Materials). 

COM-74-11358/0GI 74-20 18B PC$6.25/MF$2.25 


GARNER, H. C. 
Low Speed Theoretical and Experimental Aerodynam- 
ic Loading on Highly-Swept Curved-Tipped Wings of 
Two Thicknesses. 
N74-28489/4GI 74-22 1A PC$3.75/MF$2.25 
GARNER, H. D. 
Development and Flight Tests of a Gyro-Less Wing 
Leveler and Directional Autopilot. 
N74-19282/4GI 74-13 17G = PC$4.25/MF$2.25 


74-20 6S Reprint 


74-07 81 PC$3.25/MF$2.25 


Fluid Pressure Amplifier and System. 
PATENT-3 770 021 74-05 13G Not available NTIS 


GARNER, W. R. 
—— The Masking of Tones by Repeated Bursts of 


AD Ti4 779/3G1 
GARNER, WILLIAM 


The Disposal of Cattle Feedlot Wastes by Pyrolysis, 
PB-227 475/1GI 74-07 13B MF$2.25-NTIS 


Oxygenation of Aqueous Bodies Using Liquid Oxygen- 
Loxination, 
PB-232 455/6GI 74-15 13B PC$4.25/MF$2.25 


GARNET, HYMAN 


Evaluation of Numerical Time Integration Methods as 
Applied to Elastic-Plastic Dynamic Problems Involving 
Wave Propagation. 

AD-781 704/2GI 


GARNIER, M. 


Mean Value of Rainfall Height in France, 1951-1970 
Valeur Moyenne des Hauteurs de Precipitations en 
France, Periode 1951-1970. 

N74-32064/9GI 74-25 4B PC$S5.25/MF$2.25 


GARNOV, V. V. 


Certain Results in the Use of Large-Scale Directed Ex- 
plosions--Translation. 
AD-773 517/8GI 74-07 13B PC$3.25/MF$2.25 


GARODZ, LEO J. 


The Measurement of the Boeing 727 Trailing Vortex 
System Using the Tower Fly-By Technique. 
AD-786 569/4GI 74-25 1C PCS). 50/MF$2.25 


The Measurement of the Boeing 747 Trailing Vortex 
System Using the Tower Fly-By Technique. 
AD-782 046/7GI 74-19 1C PC$7.50/MF$2.25 


The Measurement of the DC-7 Trailing Vortex System 
Using the Tower Fly-by Technique. 
AD-771 214/4GI 74-04 1C PC$10.25/MF$2.25 


GAROSCHKIN, E. M. 


The 1973 Smithsonian Standard Earth (3). 
N74-27362/4GI 74-20 8E PC$10.50/MF$2.25 


GARR, K. R. 
Effect of Neutron Irradiation on Types 316, 321, and 


Sandvik 12R72 Stainless Steels. 
AI-AEC-13130 74-25 11F PC$4.00/MF$2.25 


GARRAHAN, R. 


Test of U.S. Divers Non-Magnetic Open-Circuit De- 
mand Regulator and Cylinders to Determine Ad- 
herence to Specification Requirements. 

AD-770 165/9GI 74-02 6K PC$3.75/MF$2.25 


GARRAHAN, RICHARD 


Test of Diver's Non-Return Valve Containing Kepner 
Products Cartridge Insert. 
AD-780 748/0GI 74-17 6K PC$3.25/MF$2.25 


GARREC, J. P. 


Introduction of Activation Analysis into Botany: Anal- 
ysis Using a Fast Neutron Accelerator-Generator. Ap- 
plication to the Detection and Measurement of Pollu- 
tion in Alpine Valleys. Examples of Images Obtained 
Using Recoil Protons. 
FRNC-TH-467 


GARREL, S. 


Measurement of the Impulse Response of a Human 
Operator by the Method of the Pursuit Test. 
CEA-CONF-2305 74-07 SJ PC$3.00/MF$2.25 


Method of Statistical Exploitation of Biomedical Data. 

CEA-CONF-2435 74-15 6E PC$3.00/MF$2.25 
GARRELICK, JOEL M. 

Review of Noise Impact Aspects of Environmental Im- 

pact Statements. 

PB-233 190/8GI 74-20 13B PC$3.25/MF$2.25 
GARREN, A. 

Experimental Superconducting Accelerator Ring 

(Escar). 

LBL-2603 74-21 20G PC$4.00/MF$2.25 

Resonance Crossing in a Proton Synchrotron; Applica- 

tion to Isabelle. 

BNL-18819 
GARREN, J. F. JR.. 


Flight Investigation of Manual and Automatic — 
Decelerating Instrument Approaches and Landing 
N74-28102/3G1 74-20 17G FCS$3. 75/MES2. 25 


GARRETT, HENRY BERRY 


Reprint: ULF Magnetic Fluctuations in the Plasma 
Sheet as Recorded by the Explorer 34 Satellite. 
AD-783 398/1GI 74-20 4A Reprint 
GARRETT, J. D. 
Experimental Fission Barriers for Actinide Nuclei. 
BNL-18128 74-02 20H PC$3.50/MF$2.25 
Experimental Fission Barriers for Actinide Nuclei. 
LA-UR-73-1179 74-04 20H PC$3.75/MFS$2.25 


74-09 SJ Reprint 


74-18 20K PC$3.75/MF$2.25 


74-17 7D PC$8.50/MF$2.25 


74-20 20G PC$4.00/MF$2.25 
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Fission Barriers for Doubly Even Actinide Nuclei from 
oN _ ( Exp 3 He,DF), (P,p'F), and (T, alpha F) Stu- 


LA UR-73-1178 74-02 20H PC$4.00/MF$2.25 
GARRETT, J. H. 

Thermodynamic Analysis of Split-Turbine Concept. 

AD-775 910/3GI 74-10 21E PC$4.25/MF$2.25 


GARRETT, J. W. 


Tri-Level Accident Study. 
PB-233 207/0GI 74-18 13L PC$S.25/MF$2.25 


GARRETT, JOHN W. 


Pilot Armreach and Cockpit Control Locator Machine. 
PATENT-3 693 265 74-06 14B Not available NTIS 


GARRETT, L. B. 


A Computer Program to Calculate eye Viscous 
Stagnation Streamline Flow with Strong 
N74-12991/7GI 7407 20D Tes "aS/MPS2. 25 


GARRETT, L. E. 
Fatigue-Test Acceleration with Flight-by-Flight Load- 
,E and Sana to Simulate Supersonic-Transport 
N74- 12261/SGI 74-06 1C PC$3.75/MF$2.25 
GARRETT, PATRICK H. 


Instrument Landing System Improvement Program: 
Centerline Monitor. 
AD-781 797/6GI 74-18 17G PC$4.25/MF$2.25 


GARRETT, PAUL 


Some Semantic Considerations in Russian-English 
Machine Translation. 
AD-787 671/7GI 74-26 SG PC$S.75/MF$2.25 


GARRETT, R. A. 


Design, Process Development, Manufacture, Test and 
Evaluation of Boron-Aluminum for Space Shuttle 
Components. 


N74-29275/6GI 74-22 22B PC$7.S0/MF$2.25 
GARRETT, R. B. 


X-Ray Induced X-Ray Fluorescence Analysis of 
Suspended Air Particulate Matter. 
LBL-2951 74-25 7D PC$S5.45/MF$2.25 


GARRETT, W 
Photo and Electrical Field Effects in Energetic Materi- 


s. 
AD-785 543/0GI 74-23 7E PC$3.75/MF$2.25 
GARRETT, WAYNE 


Electronic Processes in Explosives Initiation. 
AD-775 378/3GI 7409 19A PC$3.75/MF$2.25 


Photo- aad Electric Field-Effects in Energetic Materi- 


als, 

AD-785 619/8GI 74-24 19A PC$3.25/MF$2.25 
GARRETT, WILLIAM D. 

Artificial Sea Slicks: Their Practical Applications and 


Role in Fundamental Research. 

AD-780 784/SGI 74-17 83 | PC$3.25/MF$2.25 
Chemical Sea Surface Marker. 

PATENT-3 676 359 74-02 7C Not available NTIS 
Determination of the Thickness of Petroleum Films on 
Water. 

AD-786 353/3GI 74-25 14B PC$3.25/MF$2.25 


Sampling and Determining the Concentration of Film- 
Forming Organic Constituents of the Air-Water Inter- 


AD ns 237/9GI 74-23 7D PC$3.25/MF$2.25 
GARRICK, JAMES G. 

Naval Battle Casualty Study. 

AD-771 438/9GI 74-04 6U PC$3.75/MF$2.25 
GARRINGTON, G. 


Radiation Analysis for Non-Nuclear Components of 

the Nerva Development Engine Nrx-A6 Reactor Test. 

RN-TM-365 7408 21F PC$6.00/MF$2.25 
GARRISON, ARTHUR W. 

Current Practice in GC-MS Analysis of Organics in 

Water 

PB-224 947/2GI 74-01 7C PC$4.75/MF$2.25 


GARRISON, GERALD R. 


Studies in the Marginal Ice Zone of the Chukchi Sea: 

Analysis of 1972 Data, 

AD-779 856/4G1 74-16 83 PC$S5.75/MF$2.25 
GARRISON, K. M. 

Evaluation of 75,000 GPD Continuous Ion Exchange 

Sea Water Desulfating Pilot Plant. 

PB-232 697/3GI 74-16 7A PC$7.00/MF$2.25 


GARRISON, MARY M. 


Preparation of Dry gc won Coated Solid-Phase for 

Radioimmunoassay of Anti 

PATENT-3 790 663 74-15 cM Not available NTIS 
GARRISON, R. F. 

Safe--Secure Transportation, Who Is Responsible. 

RLO-SA-74-1 74-21 18F PC$4.00/MF$2.25 


GARRISON, RICHARD L. 


Cyanide Disposal by Ozone Oxidation. 
AD-775 152/2GI 74-09 7A PC$S.25/MF$2.25 


GARRISON, ROBERT L. 


Vibrio Vaccine and Immunization. 
PAT-APPL-434 180 74-11 6M PC$3.25/MF$2.25 


GARRISON, S. H 


TACOS 11.7 Radar Trainability and Separate Missile 
Launcher Submodels. 
AD-774 812/2GI 74-09 15C PC$10.00/MFS$2.25 


GARROCQ, C. A. 


Feasibility Stud - 4 of an Integrated Program for 
Aerospace-Vehicle Design (Ipad) System. Volume 3: 
ees Creative/Evaluation Processes (Phase 1, 


Task 2). 
N74:28510/7G1 74-22 22B =PC$7.00/MF$2.25 


Feasibility Study of an Integrated Program for 
Aerospace-Vehicle Design (Ipad) System. Volume 4: 
Design of the Ipad System. Part 1: Ipad System Design 
Requirements (Phase 1, Task 2). 

N74-28511/SGI 74-22 22B PC$7.50/MF$2.25 


Feasibility Study of an Integrated Program for 
Aerospace-Vehicle Design (Ipad) System. Volume 5: 
Design of the Ipad System. Part 2: System Design. 
Part 3: General Purpose Utilities (Phase 1, Task 2). 

N74-28512/3GI 74-22 22B PC$11.25/MF$2.25 


Feasibility Study of an Integrated Program for 
Aerospace-Vehicle Design (Ipad) System. Volume 6: 
Implementation Schedule, Development Costs, Opera- 
tional Costs, Benefit Assessment, Impact on Company 
Organization, Spin-off Assessment (Phase 2, Tasks 3 


8). 
N74-28813/1G1 74-22 22B 4 PC$6.25/MF$2.25 


Feasibility Study of an Integrated Program for 
Aerospace Vehicle Design (Ipad). Volume 1. Summary. 
N74-28508/1GI 74-22 22B PC$4.75/MF$2.25 


Feasibility Study of an Integrated Program for Aer- 
sopace-Vehicle Design (Ipad) System. by 4 


Characterization of the Ipad System (Phase |, 1). 
N74-28509/9GI 74-22 22B PCS$S. 13MaPs2. 25 
GARRY, S. M. 


Measurement of Absorbed Fractions for Photon 
Sources Distributed Uniformly in Various Organs of a 
Heterogeneous Phantom. 

ORNL-TM-4411 74-11 6R PC$6.00/MF$2.25 


GARRY, THOMAS A. 
HELAST Il. A Field Study of the Effects of Mobili- 
ty/Agility on Target Presentation and Defender Reac- 
tion. Addendum 
AD: 169 607/3GI. 74-01 19C PC$3.25/MF$2.25 
GARRY, VINCENT F. JR. 


Biosynthesis of Cholinesterase in Rabbit Bone Marrow 
Cells in Culture. 
AD-770 438/0GI 74-02 6A PC$3.25/MF$2.25 


The Effects of ete oo gee 
propylacetate (SK F-525-A) on Sickling in 
AD-776 393/1GI 74-11 60 PCS3. 125/MF$2.25 


Some Effects of DBcAMP on Rabbit Bone Marrow 

Cells aS Culture: Cell Clumping and Cholinesterase 

‘AD-780 ‘009/7G1 74-16 6A PC$3.25/MFS$2.25 
GARSCADDEN, A. 

Reprint: Species Composition in the CO2 Discharge 

Laser. 

AD-786 277/4GI 74-24 7D Reprint 
GARSEVANISEHVILI, V. R. 


Quasipotential Approach and Backward pi N Scatter- 
ing at High Energy. 
JINR-E2-7556 74-12 20H PC$3.50/MF$2.25 


GARSIDE, C. 
Effects of Surface-Discharged Deep-Sea Mining Ef- 


fluent, 
PB-226 013/1GI 7405 81 (Order as PB-225 983) 


The Environmental Impact of Deep-Sea Mining. 
COM-74-50489/SGI 
74-16 83 PC-GPO/MF$2.25-NTIS 


Reprint: The Possible Occurrence of Photosynthetic 
Microorganisms in Deep-Sea Sediments of the North 
Atlantic 

PB-231 218/9GI 74-12 8A Not available NTIS 
GARSON, ROBERT C. 

Probability Theory for Highway Bridge Fatique 

Stresses. 

PB-224 913/4GI 74-02 13B PC$8.50/MF$2.25 
GARST, D. M 

Examination of Some Physical and Biological Dif- 


ferences of Cape Kennedy Soil Particles 
SLA-74-234 74-23 6F PC$4.25/MFS$2.25 
GARSTANG, M 


A Multipie-Scale Research Program in Tropical 
Meteorology. 
AD-780 920/S5GI 74-17 4B PC$4.75/MF$2.25 


GARTEN, C. 


Systems Model of Calcium Dynamics in a Pine Litter 
Community. 
SRO-641-12 7402 6F PC$3.25/MF$2.25 


GARTEN, DAVID 


Rock Crab: A Potential New Resource, 
COM-74-10267/4GI 74-06 6H PC$3.25/MF$2.25 


GARTEN, W. DAVID 


Sea Grant Annual Report - 1972. A Report on the Vir- 
ia Institute of Marine Science Sea Grant Program 

‘or January | - December 31, 1972, 

COM-74-10209/6GI 74-05 8A PC$3.75/MF$2.25 


GARTH, JOHN C. 
Reprint: Numerical Solution of the Spencer-Lewis 
Seemien for Kilovolt Electron Transport in Plane 
AD-780 876/9GI 74-17 20L Reprint 
GARTNER, NATHAN 


Optimization of Traffic Signal Settings i in Networks by 
Mixed-Integer Linear Programm 
AD-779 446/4GI 74-15 “Ie PC$S.75/MF$2.25 


GARTNER, STEFAN 


Reprint: Comparison of the Magnetic and Biostrati- 
graphic Time Scales Since the Late Cretaceous. 
AD-782 329/7GI 74-19 8G Reprint 


GARTNER, STEFAN JR. 
Reprint: Sedimentary Serpentinites from the Mid-At- 
lantic Ridge. 
AD-776 686/8G1 74-11 8G Reprint 
GARTNER, W. B. 


Simulator Evaluation of Display Concepts for Pilot 

pari pew | and Control of Space a, Approach 
nie Manual Flight Con 

Nrei3st7r 74-08 5 PCS. 4 7S/MES2. 25 


GARTON, JAMES E. 


Low Energy Mechanical Methods of Reservoir 
Destratification 
PB-235 338/1GI 74-24 13B PC$4.25/MF$2.25 


GARTON, W. P. 


Results of Flow Visualization Studies in the 
NASA/Msfc 14 X 14 Inch Trisonic Wind Tunnel on a 
004 Scale Model (34-0) Space Shuttle Orbiter and In- 
tegrated Vehicle. 

N74-20546/9GI 74-14 22B PC$4.25/MF$2.25 


Results of Wind Tunnel Tests at Mach 5 on the .004 

Scale Model 2A Configuration Space Shuttle to Deter- 

mine Proximity Effects and Orbiter Control Effective- 

od During Orbiter/External Tank Abort Separation 

(Tag). 

N74-20548/SGI 74-14 22B PC$7.50/MF$2.25 
GARTRELL, F. E. 


Full-Scale Desulfurization of Stack Gas by Dry 
Limestone Injection. Volume I. 
PB-228 447/9GI 7409 13B PC$7.50/MF$2.25 


Full-Scale Desulfurization of Stack Gas by Dry 
——— Injection. Volume Il. Appendices A through 
PB-230 384/0GI 74-12 13B PC$9.50/MFS$2.25 
Full-Scale Desulfurization of Stack Gas by Dry 
Limestone Injection. Volume III. Appendices I through 
L. 

PB-230 385/7GI 74-12 13B PC$9.S0/MF$2.25 

GARTSIDE, FOLINE E. 
Medicaid oe in California Under Different Or- 


Ppczs2 787 wht _ 74-16 6E PC$8.75/MF$2.25 
GARVER, ROBERT V. 


Single Diode Single Sideband Modulator. 
PATENT-3 739 301 74-22 17B Not available NTIS 


GARVEY, CHARLES J. 


Selected cage pede for ~ Ege, Combat Arms 
N Service Acc 
464/1GI ona 20 SI PC$10.50/MF$2.25 


GARVEY, L. J. 
Design and Seismic Analysis of Nuclear Piping and 


Valves at Fort St. Vrain. 

GA-A-12883 74-21 181 =PC$4.25/MF$2.25 
GARVEY, T. D. 

Aa Interactive Facility for Scene Analysis Research. 

AD-774 711/6GI 7408 9B PCS$3.75/MF$2.25 
GARVIN, CHARLES D. 


Incentives and Disincentives to Participation im the 
Work Incentive Program. 
PB-231 S8S/1GI 74-13 SI PC$7.00/MF$2.25 


GARVIN, D. 
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Airport Surveillance Radar Techniques for Applica- 
tions in Avoidance of Bird/Aircraft Collisions and Im- 
provement of Flight Safety. 
AD-777 281/7GI 74-12 1B PCS$3.25/MF$2.25 


A Conference on the Biological Aspects of the 
Bird/Aircraft Collision Problem Clemson | University, 
Clemson, South Carolina, 5-7 February 1974. 

AD-783 314/8GI 74-20 6C PC$12.50/MF$2.25 
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GAUTHREAUX, SIDNEY A. JR. 


The Observation of Birds with Weather and Airport 
Surveillance Radars. 
AD-780 597/1G1 74-17 171 + PC$3.75/MF$2.25 


GAUTIER, BERNARD G. 


Reprint: Improvement to Klineberg’s Method for the 
Calculation of Viscous-Inviscid Interactions in Super- 


sonic Flow 
AD-776 681/9G1 74-11 20D Reprint 
GAUTREAUX, GLORIA A. 


Crossdyed Cotton Fabrics. 
PAT-APPL-432 800 74-18 11E PC$3.25/MF$2.25 


Introduction of a Temporary — imto Knitted 
Cotton for Stability During Patte 
fAT-APPL-351 935 74-11 ie PC$3.25/MF$2.2! 


Method of Increasing Covering Power of Knitted Cot- 


ton Fabric. 
PAT-APPL-288 806 74-11 IE PC$3.25/MP$2.25 


Polypropylene Glycols and Substituted Polypropylene 

Glycols are Used in Conjunction with Crosslinking 

Agency to Produce Durable Press Fabrics with Im- 
ved Soil Release Performance. 

ATENT-3 676 052 74-09 13H Not available NTIS 


A Process for Dyeing Crosslinked Cellulosic Fabrics 
with Disperse Dyestuffs. 
PAT-APPL-365 894 74-11 IE PC$3.25/MF$2.25 


Process for Preparing Durable-Press or Wash-Wear 
Fabrics Which Can Be Whitened with Acidic Optical 
Brighteners. 

PATENT-3 795 480 74-18 LIE Not available NTIS 


Process for Preparing Frosted and Multicolored Cotton 
Pile Fabrics. 
PAT-APPL-365 897 74-11 11E PC$3.25/MF$2.25 


Process for Producing Varicolored Fabrics via the 
Selective Dyeing of Cellulosic Fabrics with Different 


Dye Types. . 
PAT-APPL-391 188 74-11 ILE PC$3.25/MF$2.25 


Process for Producing Varicolored Fabrics via the 


pg a Dyeing of Cellulosic Fabrics with Different 
eT 


PATENT.3 775046 74-18 IIE Not available NTIS 


Process for Whitening Durable-Press Cellulosic Fabrics 
with Basic Optical ~~ 

PATENT-3 796 540 74-18 11E Not available NTIS 
The Simultaneous Dyeing and Crosslinking of Cellu- 
losic Fabrics. 

PAT-APPL-395 097 74-19 11E PC$3.75/MF$2.25 


Use of Polymer Additive to Improve the Optical 
— Absorption Characteristics of Durable-Press 
fabrics. 
PATENT-3 702 230 74-09 11E Not available NTIS 
Wrinkle-Resistance Finishes for Cotton Fabric Using 
Citric Acid Derivatives for Soil Release. 
PB-229 020/3GI 74-10 11E Not available NTIS 
GAUZE, G. F. 


The Production of Antitumor Aatibiotic Carminomycia 
by a Culture of Actinomadura carminata sp. nov., 
PB-225 507-T/GI 1404 60 PCSS.25/MFS2. 25 


GAVALAS-MEDICI, RB. J. 


Reprint: Effects of Modulated Very High Frequency 
Fields on Specific Brain Rhythms in Cats. 
AD-778 265/9GI 74-13 6R Reprint 


GAVALER, J. R. 
Reprint: Superconductivity in Nb-Ge Films Above 22 
K 


AD-770 698/9GI 74-03 20L Reprint 
GAVALER, JOHN R. 
High Critical Temperature-High Field Superconduc- 


tors. 
AD-781 135/9GI 74-17 20L =PC$3.25/MF$2.25 
GAVAN, G. RB. 


Roll Over Protective Structure (ROPS) Design, Analy- 
sis, and Test for Caterpillar 830MB and Clark 290M 
Medium Wheeled Tractors. Volume I. 

AD-785 592/7G1 74-24 13C "PC$7.00/MFS$2.25 


Roll Over Protective Structure (ROPS) Design, Analy- 
sis, and Test for Caterpillar 830MB and Clark 290M 
Medium Wheeled Tractors. Volume II. 

AD-785 593/5GI 74-24 13C PC$10.00/MF$2.25 


Roll Over Protective Structure (ROPS) Design, Analy- 
sis and Test for the Military 6000-Lb. Rough Terrain 
Forklift Truck. 

AD-774 303/2GI 74-08 13C PC$9.25/MF$2.25 


GAVASCI, ANNA T. 
Investigation on Deformation in Amphibole and Am- 


s on the C Plateau 
AD-779 779/8GI 74-15 8G PC$3.25/MF$2.25 
GAVER, D. P. 
Statistical Approaches to Managing Manpower Data 
AD-776 538/1GI 74-11 SI PC$3.75/MFS2.25 


GAVEZ, R. EDUARD 
a of Organic Substances to Stimulus. II. Aller- 


a Specific Pathergy--Translation. 
Xb-781 621/8G1 74-18 6M PC$3.25/MF$2.25 
GAVIN, P. J. 


Study of the Physiologic Effects of Circulatory Assist 
Devices and Implanation of the Total Artificial Heart 
and Associated Systems. 


PB-232 213/9GI 74-14 6L PC$5.75/MF$2.25 
GAVIN, T. 3. 

X-22A Fixed-Base Ground Simulator Facility. 

AD-769 942/4GI 74-02 1C PC$3.75/MF$2.25 
GAVINET, J. 


Adaptation of a Conventional Extrusion Press w 
Hydrostatic Operation and Some Examples of Applica- 
tion at High and Low Temperatures. 

CEA-CONF-2379 74-10 131 PC$3.00/MF$2.25 


GAVRILENKO, T. B. 


Photoluminescence and Cathodoluminescence of 
Trivaleat Cerium in Borate Glasses--Translation. 
AD-784 311/3GI 74-22. 7D PC$3.25/MF$2.25 


GAVRILENKOVA, V. YU. 


The Isolation and Study of the Allergen from the 
Plague Microbe--Translation. 
AD-783 453/4G1 74-20 6M PC$3.25/MF$2.25 


The Obtaining of Bacterial Allergens by the Alkaline- 
Extraction Method and the a of Their 
Physico-Chemical Properties--Translatio 

AD-773 521/0GI 74-07 6M PCS3. 25/MF$2.25 


GAVRILIK, A. M. 


Clebsch--Gordan Coefficients for the Direct Product 
(M/sub n/) X (1) of the Group So(N) Representations. 
ITF-73-155-P 74-16 203 PC$4.75/MF$2.25 


Clebsch--Gordan Coefficients of the Groups So(N) and 


UW). 
ITF-73-104-P 74-10 203) + PC$3.50/MF$2.25 
GAVRILIN, A. 


Investigation of Pulsed Currents in Compressed Lead 
Azide in Prebreakdown Fields--Translation. 
AD-779 606/3GI 74-15 20L PC$3.25/MF$2.25 


GAVRILIN, A. L. 
— of Initiators by an Electrical Spark--Transla- 


‘AD.769 983/8GI 
GAVRILINA, G. V. 


The Production of Antitumor Aatibiotic — 
by a Culture of Actinomadura carminata 5) 
PB-225 $07-T/GI 74-04 60 PCS3. 2S/MFS2: 25 


GAVRILOV, F. F. 


Combined Light Source with Cold and Hot Hollow 
Cathodes--Translation. 

AD-772 649/0GI 74-06 14B PC$3.25/MF$2.25 

GAVRILOV, G. G. 

Classification of Devices Utilizing the Principle of 
Magnetic Suspension with Permanent see and 
Direct-Current Electromagnets--Translatio 

AD-783 758/6GI 74-21 131 PCS3. 25/MF$2.25 


ree LV. 


pproximation of the Geometric bong of the Moon 
tule Spherical Harmonics--Translatio 


7402 21B PC$3.25/MF$2.25 


AD-778 633/8GI 74-14 3B PCS3. 25/MF$2.25 
GAVRILOV, K. A. 

Determination of Reaction Thresholds in Bombarding 

exp 208 PB and exp 238 U Nuclei by exp 40 AR and 

exp 52 Cr Ions. 

JINR-P7-7863 74-20 20H PC$4.00/MF$2.25 


GAVRILOV, L. K. 


Electrode Polarization in Fused Silicates and the For- 
mation of Bivalent Silicon. 
N74-15283/6G1 74-09 7D PC$3.25/MF$2.25 


GAVRILOV, L. R 


The Physical Mechanism of Destruction of Biological 
Tissues with the Use of Focused Ultrasound, 
JPRS-62463 74-22 6R PC$3.25/MF$2.25 


GAVRILOV, V. D. 
Evaluation of Radiation Characteristics of Regenerated 
Plutonium Fuel. 
SRARI-P-179 74-02 18] PC$3.00/MF$2.25 


GAVRILOV, V. 1. 


Chronic Infection of a Line of RES Transplantable Pig 
Embryo Kidney Cells by a Variant of the AO/WSN Ia- 
fluenza Virus. Communication 3. Biological Properties 
of Influenza-Virus Variants Isolated in Various Periods 
of Chronic Infection 

PB-233 607-T/GI 74-18 6M PC$3.25/MF$2.25 


Persistent Infection of a Continucus Line of Pig Emb- 
ryo Kidney Cells (RES) with a beg ob of 
AO/WSN Virus. Communication | 

WSN/RES16 Iafluenza Virus Variant ry R ScwSN) 
Cultures Spontaneou sly Recovering after Persistent 
Infectioa, 


PB-228 443-T/GI 74-08 6M PC$3.25/MF$2.25 


Persistent Infection of a Continuous Line of Pig Emb- 
ryo Kidney Cells (RES) with a Variant of Influenza 
AO/WSN Virus. Communication II: Development of 


Methods for Reproduction and Study of the Main 
Parameters of Persis tent Infection, 
PB-233 608-T/GI 74-18 6M PC$3.25/MF$2.25 


GAVRILOV, V. M. 


Sampling and Determination of Tritium in the Lower 

Layer of the Atmosphere. 

ANL-Trans-959 74-25 8H PC$4.00/MF$2.25 
GAVRILOVA, Z. G. 

Calculation of the Secondary Electromagnetic Field 

Excited when Moving the Charged Ring with Current 

in the Coaxial Transitions inside the Round Wave 


Guide. 
JINR-P9-7544 74-13 20G PC$3.00/MF$2.25 


GAVRILYUK, M. I. 


Some Electron Structure Characteristics of W-Re Solid 
Solutions. 
N74-14422/1GI 


GAVRILYUK, S. L. 


One Centner of Grain in 15 Minutes, 

IPRS-62959 74-25 2D PC$3.75/MF$2.25 
GAVRISH, S. A. 

Conditions of Flame Transfer and Formaton of Tem- 

perature Fields in Multiburner Combustion Chambers 

of Jet-type GTU--Translation. 

AD-780 334/9GI 74-16 21B PC$3.25/MF$2.25 
GAVRISHCHENKO, YU. V. 

Mechanism of Lead Azide Photolysis--Translation. 

AD-779 603/0GI 74-15 7E PC$3.25/MF$2.25 


Sensitization of the Photoconductivity and Photo emf 
of Heavy Metal Azides Colored by Organic Dyes-- 
Translation. 

AD-786 636/1GI 


GAVRYUSHOV, A. N. 


A Perforator of Lamellar Tapes for Alkaline Storage 

Battery Electrodes--Translation. 

AD-784 757/7GI 74-23 10C PC$3.25/MF$2.25 
GAWAIN, THEODORE H. 


An Alternative Formulation of the Lifting Line Wing 
Equation and Its Solution. 
AD-771 981/8GI 74-05 1A PC$3.75/MF$2.25 


On the Axiomatic Foundations of Dimensional Analy- 


74-08 20L PC$3.25/MF$2.25 


74-25 7E PC$3.25/MF$2.25 


sis, 

AD-781 383/SGI 74-18 12A PC$3.75/MF$2.25 
GAY, DAVID M. 

On Scolnik's Proposed Polynomial-Time Linear Pro- 


ming Algorithm. 
PB-227 810/9GI 7408 12B PC$3.25/MF$2.25 
GAY, E. C. 
Anil High-Energy Batteries for Electric Vehicles. 
CONF-740215-1 74-15 10C PC$3.00/MF$2.25 


Development of High-Specific-Energy Batteries for 
Electric Vehicles. Progress Report, August 1973-- 
January 1974. 

ANL-8058 74-26 10C PC$4.00/MF$2.25 


Development of High-Specific-Energy Batteries for 
——— Progress Report, February 1973-- 
July 1973. 


ANL-8039 74-16 10C PC$5.45/MF$2.25 
GAY, E. T. 

Examination of Wsmr Fast Burst Reactor Fuel. 

SLA-73-995 74-15 18] PC$S.25/MF$2.25 
GAY, J.C. 


Garnet Films Characterization. 
CEA-CONF-2537 74-17 20L PC$3.00/MF$2.25 


GAY, L. W 


Studies of the Forest Energy Budget. 
PB-231 221/3GI 74-12 2F PC$3.75/MF$2.25 


GAY, ROBERT M. 
Cost and Efficiency in Military Specialty Training, 
AD-786 652/8G1 74-25 SI PC$3.75/MF$2.25 
Estimating the Cost of On-the-Job Training in Military 
Occupations: A Methodology and Pilot Study. 
AD-783 936/8GI 74-21 SI PC$4.75/MFS$2.25 


Manpower Cost Reduction in - aga Maintenance: 
Framework and Recommendation: 
AD-784 444/2GI 74-22 31 PC$4.75/MF$2.25 


GAY, WILLIAM G. 
Crisis Relocation: Distributing Relocated Populations 


and Maintaining Organizational Viability. 
AD-780 114/SG 74-16 15C POSS. 25/MF$2.25 
GAYA, RITA F. 


Intensity Changes of Tropical Storms and Typhoons of 
the Western North Pacific Ocean. 
AD-769 223/9GI 7401 4B PC$7.25/MF$2.25 
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GAYER, GORDON 


The Use of Training Related Expense and Enrichment 
Monies in Public Service Employment. The Vermont 


Experience. 

PBL232 211/3GI 74-14 SI PC$4.75/MF$2.25 
GAYLIN, WILLARD 

The Teaching of Medical Ethics. 

PB-229 481/7GI 74-11 SI PC$7.00/MF$2.25 
GAYLORD, E. #. 

Research to Improve Tunnel Support Systems. 

PB-235 762/2GI 74-23 13B PC$9.25/MF$2.25 
GAYTON, LEWIS ERNEST 


Development of a Commodity Statistical Sampling and 
Grading System. 
AD-783 812/1GI 74-21 6H PC$S.25/MF$2.25 


GAZARD, M. 


Study of Dielectric Layers on Semiconductor Sub- 
strates, Obtained by Addition of Negative Resins 
Etude de Couches Dielectriques sur Semiconducteurs 
Obtenues Par Apport d'Electroresists Rapport Final. 

N73-32124/2GI 7402 20L PC$4.25/MF$2.25 


GAZDA, A 


Possibilities of Radiometric ey =e Elementary 
Sulfur Content in Multicomponent Ore 


INPT-44 74-20 7D PCS. 25/MF$2.25 
GAZENKO, O. 

The Biosatellite: Results of the Experiment. 

N74-30312/4GI 74-24 6S PC$3.25/MF$2.25 


GAZENKO, O.G. 
— Handbook on Space Biology and Medicine. 
ook I, 
IPRS-61236-1 74-10 22A PC$7.50/MF$2.25 


Concise Handbook on Space Biology and Medicine. 
Book II, 


JPRS-61236-2 74-10 22A PC$8.75/MF$2.25 
Salyut Space Station in Orbit. 
N74-18498/7G1 74-12. 22A_ PC$S5.75/MF$2.25 


GAZENKO, O. Z. 
On the Threshold of the Joint Flight. 
N74-15508/6GI 74-09 22A PC$3.25/MF$2.25 
GAZETOVA, A. M. 
Computer Simulation Program of Flat Charged Layer 
Behavior in an External Field by the Finite-Size Parti- 
cle Method and Using the Display for Result 


Representation. 
JINR-P11-7299 74-09 201 PC$3.00/MF$2.25 


GAZIYEV, G. A. 


Two-Dimensional Chromatography of a preeeeeele 
Mixture in a Thin Layer of Ksk Silica Gel. 
N74-26645/3GI 74-20 6A PC$3.25/MF$2.25 


GAZSO, J. 
Electrical Behavior of Thin Layer au--Polyethylene--Al 


Sandwiches. 
KFKI-73-54 74-09 20L PC$3.00/MF$2.25 


GAZZA, GEORGE E. 


Reprint: Properties of Hot-Pressed SiB6. 
AD-771 092/4GI 74-04 11B_ Reprint 


Some New Potential Ceramic-Metal Armor Materials 

Fabricated by Liquid Infiltration. 

AD-769 742/8GI 7401 11B PC$3.25/MF$2.25 
GAZZI, M. 


Visual Range of an Object in the Atmosphere. 
N74-20777/0GI 74-15 SE PSS. 75/MF$2.25 


GEACINTOV, NICHOLAS E. 


Electronic Properties of Nitronaphthalene Solids: Lu- 
minescence and Electrical Conductivity. 
AD-771 867/9GI 7405 7D Pcs. 75/MF$2.25 


GEALY, MARY E. 


NRL Modified Version of CINDA-3G Program 
AD-786 351/7GI 74-25 20M PC$7. $7 25/MFS2. 25 


GEAR, C. W. 


Anaual Report, September 1, 1972--August 31, 1973. 
COO-1469-227 74-02 9B PC$5.00/MF$2.25 


Documentation for Dfasub: A Program for the Solu- 
tion of Simultaneous Implicit Differential and Non- 
linear Equations. 

COO-1469-225 7402 12A_ PCS$4.25/MF$2.25 


Effect of Variable Mesh Size on the Stability of 
Multistep Methods. 
COO-1469-220 7409 12A PC$3.75/MF$2.25 


Software Systems Research. Progress Report, Sep- 
tember 1, 1973--July 15, 1974. 
COO-2383-0011 74-24 9B PC$S.75/MF$2.25 


Some Matrix Results for Stable M-Dimensional Rota- 
tions. 

COO-2383-8 74-21 12A PC$4.00/MF$2.25 
Stability and Convergence of Variable Order Multistep 
Methods. 

COO-1469-221 74-09 12A PC$3.50/MF$2.25 











GEARHEART, ROBERT A. 


A Eutrophication Model of the White River Basin 
above Beaver Reservoir in Northwest Arkansas. 


PB-224 811/0GI 74-01 8H PC$5.25/MF$2.25 
GEARY, N. H. 

Mutual Impedance of Nonplanar-Skew Sinusoidal 
Dipoles. 

N74-29572/6GI 74-24 9E PC$3.25/MF$2.25 
GEBALLE, R. 


Reprint: Absolute H(-) Detachment Cross Sections. 
AD-786 330/1GI 74-25 7D Reprint 
Reprint: Energy Spectra of Collisionally Produced H(-) 


Autodetaching States. 
AD-784 585/2GI 74-22 7D Reprint 


GEBALLE, T. H. 
Reprint: Optical Reflectivity in AlS Compounds. 
AD-778 254/3GI 74-13 20L Reprint 
GEBALLE, T. R. 


An Upper Limit on the Evolution of Carbon Monoxide 
from Comet Kohoutek. 
N74-26297/3GI 


GEBAUER, H. J. 


Electroproduction in a Streamer Chamber: Multiplici- 
ties, Inclusive Cross Sections, and Production of rho 
xp 0 and omega Mesons. 


74-19 3B PC$3.25/MF$2.25 


DESY-74-5 74-18 20H PC$6.25/MF$2.25 
GEBAUHR, W 

Determination of Carbon and Nitrogen in Silicon and 

Germanium. 

EURISOTOP-87 74-09 7D PC$S.75/MF$2.25 
GEBBIE, H. A. 


Reprint: Far-Infrared Spectrum of Ortho-Xylene. 
COM-74-50973/8GI_ 74-25 7D Not available NTIS 


GEBBIE, K. B. 
Reprint: On Spatial Variations in the Intensity of 
Chromospheric H(al ). 
COM-74-50323/6GI 74-12 3B Not available NTIS 


Reprint: Theory of Stellar Atmospheres. 

COM-73-50994/SGI 74-04 3B Not available NTIS 
GEBEL, R. K. H. 

Reprint: The Limitations of Opto-Electronic Image 

Recording Using Night-Sky Illumination Considering 

Optimum Gain and Optimized Components. 

AD-769 777/4GI 7401 14E Reprint 


GEBEL, RADAMES K. H. 


Controllable Edge Sharpening System for Time 
uential Signals. 
PATENT-3 363 74-17 17B Not available NTIS 


GEBEL, RADAMES R. H. 


Reprint: On the Steradian. 
AD-769 798/0GI 7401 12A_ Reprint 


GEBELEIN, RICHARD H. 


An Analysis of the Surcharge Rate at the Defense 
Electronics Supply Center. 
AD-769 194/2GI 74-01 1SE PC$S5.25/MF$2.25 


GEBHARD, T. G. JR. 


An Analytical Interdesciplinary Evaluation of the 
Utilization of the Water Resources [> - Rio Grande 
in New Mexico: Middle Rio Grande R 

PB-229 671/3GI 74-10 13B Pess. 25/MF$2.25 


GEBHARD, THOMAS G. JR. 


An Analytical Interdisciplinary Evaluation of the 
Utilization of the Water Resources of the Rio Grande 
in New Mexico: Lower Rio Grande Region, 

PB-232 068/7G1 74-14 13B PC$S.25/MF$2.25 


An Analytical Interdisciplinary Evaluation of the 
Utilization of the Water Resources of the Rio Grande 
in New Mexico: Socorro Region. 

PB-230 615/7GI 74-11 13B PC$S5.25/MF$2.25 


An Analytical Interdisciplinary Evaluation of the 
Utilization of the Water Resources of the Rio Grande 
in New Mexico: Upper Rio Grande Region. 

PB-226 326/7GI 7405 13B PC$4.75/MF$2.25 


GEBHARDT, FREDERICK G. 


Effects of Particulate Matter on Atmospheric Propaga- 
tion of CO2 Laser Radiation. 
AD-775 221/SGI 74-09 20F PC$4.25/MF$2.25 


Effects of Particulate Matter on Atmospheric Propaga- 
tion of CO2 Laser Radiation 


AD-775 222/3G1 74-09 20F PC$3.75/MF$2.25 
Influence of Dead Zones and Transonic Slewing on 
Thermal Blooming 

AD-769 945/7GI 74-02 2E PC$3.75/MF$2.25 


GEBHARDT, JOHN C. 


Pilot Models for Determination of Civilian Utility of 
DOD Developed Products: Computer-Aided Ship 
Design and Construction: A Case Study. 

AD-777 994/SGI 74-13 133 PC$4.75/MF$2.25 









GEERTGENS, C. M. 


GEBHARDT, JOSEPH J. 
Development of Carbon-Aluminum Composite Materi- 


als. 
AD-770 474/SGI 74-02 11D PC$S.25/MF$2.25 


GEBHART, RALPH P. 
A Research and Demonstration Project for Determin- 
ing Potentials and Procedures for Serving Selective 
Service Rejectees in Rhode Island. 
PB-235 655/8GI 74-23 SI PC$4.25/MF$2.25 


GECSE, A 
Histamine Formation and Histamine Liberation in 
Traumatic Shock and Shock Resistance--Translation. 
AD-786 973/8GI 74-25 6P PC$3.25/MF$2.25 
GEDEONOV, L. L. 


The Level of Sr90 and Csi37 in the Waters of the Bal- 
tic Sea in 1970--Translation. 
AD-777 440/9GI 74-12 83 =PC$3:25/MF$2.25 


Radiochemical Method for the Determination of Urani- 
um, Neptonium, Plutonium, Transplutonium, and Rare 
Earth Elements, in Samples of Aerosols, Radioactive 


Fallout and in Soils. 
NP-20065 74-22 7D PC$4.00/MF$2.25 


Radiochemical Method of Determination of Uranium, 
Neptunium, Plutonium, Transplutonium, and Rare- 
Earth enrol in Samples of Aerosols, Radioactive 


Fallout, and 
AEC-tr-7566 74-24 7D PC$4.00/MF$2.25 


Sampling and Determination of Tritium in the Lower 

Layer of the Atmosphere. 

ANL-Trans-959 74-25 8H PC$4.00/MF$2.25 
GEDNEY, LARRY 

Seismically Active Structural Lineaments in South- 

Central Alaska as Seen on ERTS-1 Imagery. 

E74-10194 74-06 8G PC$3.25/MF$2.25 
GEDNEY, R. 


Airborne Profiling of Ice Thickness Using a Short 
Pulse Radar. 
N74-11204/6GI 


GEDNEY, R. T. 


Application of Slar for Monitoring Great Lakes Total 
Ice Cover. 
N74-10360/7GI 74-04 8L PC$3.25/MF$2.25 


GEDWILL, M. A. 
Coating Superalloys 
PAT-APPL-483 853 74-20 11C PC$3.25/MF$2.25 


Duplex Aluminized Coatings. 
PAT-APPL-436 315 74-12 11C =PC$3.25/MF$2.25 


GEDZELMAN, STANLEY D. 


Reprint: Atmospheric Gravity Waves and the Energy 
of the Jet Stream. 
AD-770 909/0GI 


GEE, GLENDON W. 


Tree Water Stress in Relation to Water Yield in a 
Hardwood Forest. 
PB-236 047/7GI 74-25 13B PC$3.75/MF$2.25 


GEE, HENRY K. 


P, N : P Standards for Hawaiian Streams, 
COM-74-10273/2GI 74.07 13B PC$3.2S/MF$2.25 


GEE, M. J. 


Feasibility of Computer Processing of Technical Infor- 
mation on the Design of Instructional Systems. 


7405 8L PC$3.25/MF$2.25 


74-03 4A_ Reprint 


AD-778 073/7G1 74-13 SB PC$S5.25/MF$2.25 
GEE, S. 

Laser Measurement of Pavement Surface Textures. 

AD-783 627/3GI 74-21 13B PC$4.75/MF$2.25 
GEE, S. W. 


Terminal Guidance System. 
PATENT-3 776 455 74-07 1D _ Not available NTIS 


GEE, SHERMAN 


Proceedings of the Colloquium on Technology 
Transfer Held at the College of Public Affairs, Amer- 
ican University, Washington, D.C. on 5-7 September 


1973, 
AD-782 723/1GI 74-20 SA PC$4.75/MFS$2.25 


GEE, T. B. 

Vhf Command System Study. 

N74-12847/1GI 7407 #17B PC$7.25/MF$2.25 
GEER, J. A. 


In-Place Testing of Multiple Stage Hepa Filter 
Pleaums. 


RFP-2213 74-25 18F PC$4.00/MFS$2.25 
GEER, K. A. 

Mueller--Regge — ee of Pionization in 

Proton--Proton Sc 

COO-3533-28 4-22 20H PC$4.00/MF$2.25 


GEERTGENS, C. M. 


Combine: A Data Base Manipulation Code. 
UCID-30082 74-11 9B PC$3.00/MF$2.25 


Fortran-Callabie Tektronix 4010 Plotting Routines for 
the Modcomp III Computer. 
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GEERTGENS, C. M. 


UCID-30075 74-04 9B PC$3.00/MF$2.25 


Implementing Standard Tape BCD I/O on the Mod- 

comp Computer. 

UCID-30085 74-24 9B PC$4.00/MF$2.25 
GEESEY, ROGER A. 

Reprint: An Innovations Approach to Least-Squares 

Estimation. Part V. Innovations Representations and 

Recursive Estimation in Colored Noise. 

AD-775 276/9GI 74-09 12A_ Reprint 
GEFEN, N. E. 

Dry, Live, Aerosol Anthracic Vaccine--Translation. 

AD-781 964/2GI 74-19 6M PC$3.25/MF$2.25 

Dry Live Aerosol Anthrax Vaccine--Translation. 

AD-779 661/8GI 74-15 6M PC$3.25/MF$2.25 

Study of the Reactogenicity, Safety, and Immunologi- 

cal Effectiveness of the Aerosol Method of Immuniza- 

tion Against Anthrax in Test with Human Subjects-- 

Translation. 

AD-770 878/7G1 
GEFFE, PHILIP R. 

Voltage-to-Current Converter. 

PATENT-3 689 848 74-01 9E Not available NTIS 
GEFYEN, NIMA 

Discontinuous Magnetofluidynamic Flows. 

AD-769 700/6G1 7401 201 PC$4.25/MF$2.25 
GEGENHEIMER, R. 

A Processor Controlled Microwave Spectrometer for 

Trace Detection Ein Microwellenspektrometer MIT 

Prozessrechnersteuerung Zum Spurennachweis. 

N73-32037/6GI 7402 7D PC$4.25/MF$2.25 
GEGG, S. R. 


Cruise Data Report. CHAIN 115 Leg 2, SOUTHLANT 


Expedition. , 
AD-784 421/0GI 74-22 83) ~PC$3.25/MF$2.25 


Preliminary Cruise Report and Index of Geophysical 
Data, Chain 115 Leg 1. 
AD-783 105/0GI 74-20 83 PC$3.25/MF$2.25 
GEGIOU-HADJOUDIS, DINA 


Studies on Systems with Intramolecular Proton 

Transfer Reactions in the Excited State Sulfonyl- 

hydrazones of Salicylaldehyde. 

AD-782 896/5G1 74-20 7E PC$3.25/MF$2.25 
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Job Development Project. 

PB-235 144/3GI 74-21 SI PC$4.25/MF$2.25 
GEHATIA, MATATIARU T. 

Calibration and Modifications of the Magnetic Float 
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AD-783 617/4GI 74-21 14B  PC$3.75/MF$2.25 
GEHLBACH, R. E. 


Thermodynamics of Precipitation Reactions in Titani- 
um-Modified Stainless Steel. 


74-03 6E PC$3.25/MF$2.25 


ORNL-TM-4543 74-24 11F PC$4.25/MF$2.25 
GEHLEN, P.C. 

Atomic Crack Simulation in Fracture Mechanics. 

AD-783 724/8GI 74-21 I1F PC$3.25/MF$2.25 


An Atomic Model of an Environmentally-Affected 
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AD-783 725/SG1 74-21 LIF PC$3.75/MF$2.25 


An Atomistic Approach to Deformation and Fracture 
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AD-783 286/8G1 74-20 20L PC$3.25/MF$2.25 
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Cracks. 
AD-783 704/0GI 74-21 11F PC$3.25/MF$2.25 
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a Volume I. Documentation. 
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(UTRANS). Volume Il. User's Manual. 
PB-226 237/6G1 74-05 13B PC$4.25/MF$2.25 
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and Dev ment Projects. 

JUL-899- 74-02 SB PC$5.00/MF$2.25 


GEBRINGER, C 
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actions. 
FRNC-TH-445 74-15 20H PC$1i.25/MF$2.25 


GEHRKE, RB. C. 


Effect of Induced Fission on Plutonium Assay with a 
Neutron Well Coincidence Counter. 
ANL-8029 74-04 18] PC$4.00/MF$2.25 
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GEHRKE, R. J. 


Analysis of V, Cr, and Ma in Carbon and Low-Alloy 
Steel by X-Ray Fluorescence with a exp 59 Ni Source. 
ANCR-1135 74-13 7D PC$4.00/MF$2.25 


X-Ray: An on-Line Program for Automatic Electron 
Microanalysis of Oxides and Silicates Using a Si(Li) 


Spectroweter. 
ANCR-1133 74-17 7B PC$S.45/MF$2.25 
GEHRS, CARL W. 


Perse, and Ecology of Diaptomus Clavipes and 
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clops Ve 
PB 234 613/8GI_ 74-21 6C PC-GPO/MF$2.25-NTIS 
GEIER, R. 


Reprint: Proteolysis Products of Candida Albicans as a 

Substratum for Growth of Staphylococcus Aureus - A 

Preliminary Report. 

AD-769 174/4GI 74-01 6M _ Not available NTIS 
GEIGER, DAVID L. 


Application of GC Oriented Software to Mass Spec- 
trometric Thermal Analysis - Experiences With The 
Dupont 21-094 Data System, 

AD-770 991/8G1 74-03 7D PC$3.25/MF$2.25 


Rapid Determination of Kinetic Parameters for the 
Thermal Degradation of High Polymers Utilizing a 
Computerized Thermogravimetric Analyzer-Mass 
Spectrometer System, 
AD-770 767/2GI 74-03 7D PC$3.25/MF$2.25 
Threshold Response of a Thermogravimetric Analyzer 
(TGA)-Mass Spectrometric (MS) System to Selected 
Degradation Products of Polymeric Materials, 
ADT 610/3GI 74-04 7D PC$3. 25/MF$2. 25 
GEIGER, EARL G. JR. 
Shale Suitability. 
PB-233 156/9GI 
GEIGER, F. E. 
Reflection and Interference of Electromagnetic Waves 
in Inhomogeneous Media. 
N74-11969/4GI 74-06 20N PC$3.75/MF$2.25 


GEIGER, K. W. 


Reprint: The 10B(alpha,n) 13N, 13N* Cross Section 
for alpha-Energies from 1.0 to 5 MeV. 
AD-774 666/2GI 74-08 20H Not available NTIS 


GEIGER, STEVEN P. 


A User's Guide to the Macro Control Language. 
AD-771 435/SGI 74-04 9B PC$3.75/MF$2.25 


GEIGER, TIMOTHY F. 


Analysis and Design of an Optical-Angle Measuring 
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ice, 
AD-780 726/6GI 74-17 171) =PC$3.75/MF$2.25 
GEIL, PHILLIP H. 


Morphology of Amorphous Polymers. 
AD-776 983/9GI 74-11 IIL = PC$3.75/MF$2.25 


GEILER, D. E. 


Thermostructural Analysis of Three-Dimensional 
Orthogonally Reinforced Carbon-Carbon Materials. 
AD-783 209/0GI 74-20 11D PC$3.75/MF$2.25 


GEILLET, J. J. 


On a Simple Method for Measuring the Moments of 

Neutral Pion Multiplicity Distribution. 

N74-17432/7GI 74-11 20H PC$3.25/MF$2.25 
GEIMER, ROBERT L. 
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74-17 8G PC$6.25/MF$2.25 
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Weathering Characteristics of Particleboard 

AD-770 823/3GI 74-03 11L PC$3.25/MF$2.25 
GEINOPOLOS, ANTHONY 


Effect of Carbon to Nitrogen Ratio on Activated 

Sludge Subsidence and Dewatering Characteristics. 

PB-230 941/7GI 74-11 13B PC$S.75/MF$2.25 
GEIPEL, HENRY J. 


Behavior of Injection Locked IMPATT and Free 
Ruaning TRAPATT Oscillators under Transient loniz- 
ing Radiation. 
AD-774 676/1GI 
GEISLER, C. 
Quality of Life in Kickapoo Valley Communities, 
PB-228 651/6GI 74-09 SK PC$5.25/MF$2.25 
GEISLER, MARTIN J. 
Microwave Field Effect Transistor Development. 
AD-774 462/6GI 74-08 9A PCS$4.25/MF$2.25 
GEISLER, R. L. 


Acoustic Emission System for Solid Propellant Burn 
Rate Measurements. 
PAT-APPL-427 159 


GEISLER, ROBERT L. 


Combustion Tailoring of Solid Propellants by Oxidizer 
Encasement. 
PATENT-3 706 608 


74-08 9E PC$3.75/MF$2.25 
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GEISLER, W 


History of the Development of Rocket Technology and 
Astronautics in Poland Before 1949. 
N74-28347/4GI 74-20 22A PC$3.25/MF$2.25 
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Spreading of Harmful Materials in the Atmosphere and 
Environmental Impact. Part 1. Investigations of the At- 
mospheric Diffusion of off-Gas Plumes. Progress Re- 
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the Contract No. Sc 24-003-Pstd Research Project Sup- 
ported by the Euratom--Cea Association. 
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Countries. 
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Superplastic Deformation of the Zn-Al Eutectoid at 
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Survey of Research on Superplasticity - Worldwide. 
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Design, Irradiation, and Postirradiation Examination of 
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ments of Fr-2 Capsule Test Group 4A. 

EURFNR-1112 74-11 18E PC$14.00/MF$2.25 
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NP-19926 74-11 201 PC$3.00/MF$2.25 
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Vapor Explosion: Heat Transfer and Fragmentation. 
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Reprint: Dissociation of Vibrationally-Rotationally 
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Changes in Sulfhydryl Groups of Honeybee Glyceral- 
dehyde Phosphate Dehydrogenase Associated with 
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AD-785 889/7G1 74-24 19D PC$3.25/MF$2.25 


Reaction Zone during Detonation of Two-Phase Mix- 

tures--Translation. 

AD-783 835/2G1 74-21 21B PC$3.25/MF$2.25 
GELFAND, N. 

Large Aperture Spectrometer Magnet for the Isa and 

the Possible Use of Visual Detectors. 

COO-1112-180 74-04 20G PC$3.00/MF$2.25 
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Reprint: Cutaneous Sensitivity Duri Prolonged 
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Diurnal Kinetic Modeling. 

UCRL-75373 74-22, 4A PC$5.25/MF$2.25 
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KFKI-73-2 74-02 9B PC$4.00/MF$2.25 
GELLE, M. 
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GELLE, X. 
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Study and Analysis of the Part Played by Certain 
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GELLER, E. W. 


A Computer Program for Three-Dimensional Lifting 
Bodies in Subsonic Inviscid Flow. 
AD-782 202/6GI 74-19 20D PC$S.75/MF$2.25 


GELLER, HENRY 
A Modest Proposal to Reform the Federal Communi- 
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AD-786 866/4GI 74-25 SD PC$4.25/MF$2.25 
GELLER, IRVING 


Reprint: Synergy of Ethanol and Putative Neurotrans- 
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AD-778 239/4GI 


GELLER, M. A. 
Energetic Electrons in the Midlatitude Nighttime E Re- 


N74.19026/SGI 74-13 4A PC$3.25/MF$2.25 
GELLER, R. 
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Strongly Anisotropic Plasma in a Magnetic Mirror 

EUR-CEA-FC-699 74-14 201 PC$4.75/MF$2.25 
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Law of Corresponding States with Consideration of 
Multiple Particle Interaction--Translation. 
AD-771 732/SGI 74-05 7D PC$3.25/MF$2.25 
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GELLES, R. 
Variable Field Off-Axis Coherent System (VOAC). 
AD-783 612/5GI 74-21. 20E PC$S5.25/MF$2.25 
GELLES, S. H. 


Characteristics of Commercial Vacuum-Hot-Pressed 
Beryllium. Part II. Summary Report. 
BMI-X-639 74-11 11F PC$S5.5S0/MF$2.25 
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Beryllium. Summary Report. 
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GELTMAN, S. 
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Radiation. 
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Reprint: The Coulomb-Projected Born Approximation: 
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N74-30835/4G1 74-24 8F PC$3.75/MF$2.25 
GEMBARZHEVSKII, G. B. 
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AD-781 437/9GI 74-18 20E PC$3.25/MF$2.25 
GEMBARZHEVSKII, G. V. 


Experimental Investigations of the Light Amplification 
Factor in CO2 + N2 + He(H20) Mixtures during Ex- 
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GEMMELL, D. S. 
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TID-26455 74-06 20L PCS$4.75/MF$2.25 


GEMMELL, ROBERT S. 
Water Quality Evaluation of Regionalized Wastewater 


Systems. 
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GEMPERLE, M. 

Reprint: Seismic Refraction Measurements in 
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GEMPERLEIN, H. 
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und Schmierstoffe. Die Luftversorgungsanlage. 

N74-31749/6GI 74-25 14B PC$4.25/MF$2.25 
GENARALOV, N. A. 


Estimate of the Characteristics of a Gas-Dynamic 


Laser--Translation. 
AD-783 445/0GI 74-20 2E PC$3.25/MFS$2.25 
GENAW, LEROY 


Yaw Axis Stability Augmentation System Flight Test 


Report. 
AD-784 134/9GI 74-22 1C PC$5.25/MF$2.25 


GENAW, LEROY R. 


Military Transport (C-141) Fly-by-Wire Program. 
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AD-786 897/9GI 74-25 1D PC$S.75/MF$2.25 


GENBERG, HANS 
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COM-74-10789/7GI 74-12 13B PC$3.25/MF$2.25 





GENNARO, A. L. 
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COM-74-10790/5GI 74-12 13B PC$3.25/MF$2.25 


A Value Added Test of City Size Economics. 
COM-74-10213/8GI 74-06 SC PC$3.75/MF$2.25 


GENCHEV, V. 
Study of the Form Factors in the K/sub mu 3/ exp 0 


Decays. 
KFKI-73-46 74-07 20H PC$3.50/MF$2.25 
GENENSKY, S. M. 


Advances in Closed Circuit TV Systems for the Par- 
tially Sighted. 

PB-236 865/2GI 74-26 6L PC$4.75/MF$2.25 
An Interactive CCTV System for Educating Partially 
Sighted and Some Other Types of Handicapped Chil- 
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AD-786 861/SGI 74-25 SI PC$3.75/MF$2.25 
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Experimental Investigations of the Light Amplification 
Factor in CO2 + N2 + He(H20) Mixtures during Ex- 
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GENESKY, S. M. 


Advances in Closed Circuit TV Systems for the Par- 
tially Sightd. 
PB-236 051/9GI 74-23 17B PC$4.75/MF$2.25 


GENET, RU. SELL M. 
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AD-787 186/6GI 74-26 17G PC$S.2S/MF$2.25 
Avionics C »st Reduction Through Improved Tests. 
AD-787 188/2GI 74-26 1SE PC$3.25/MF$2.25 


A Description of a Life Cycle Cost Model for Inertial 
Navigation Systems. 
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The Future Role of Man in the Repair of Navigation 
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AD-787 219/5GI 74-26 1SE PC$3.25/MF$2.25 


Gyroscope Performance Prediction Analysis Project 
Status and Review of Previous Efforts. 
AD-787 187/4GI 74-26 17G PC$3.25/MF$2.25 


A Plan for Assessing Changes in the Support Cost and 
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AD-787 189/0GI 74-26 17G PC$3.25/MF$2.25 
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GENIKA, A. A. 


Influence of ‘Parasitic’ Amplitude Modulation in 
Geodetic Phase Radar Rangefinders--Translation. 
AD-781 168/0GI 74-17 8E PC$3.25/MF$2.25 


GENIKE, A. A. 
Progress in High-Precision Linear Geodetic Measure- 


ments--Translation. 
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Lectures from the Lampf Summer School on the 
Theory of Pion--Nucleus Scattering, July 23--26, 1973. 
LA-5443-C 74-11 20H PC$7.60/MF$2.25 


GIBSON, CARL H. 


Digital Techniques in Turbulence Research. 
AD-773 600/2GI 74-07 20D PC$3.75/MF$2.25 


Reprint: Direct Measurements of Turbulence in the 
Pacific Equatorial Undercurrent. 
AD-777 397/1GI 74-12 8C_ Reprint 


Reprint: Measurements of Turbulence and Turbulent 
Mixing in the Pacific Equatorial Undercurrent. 
AD-770 353/1GI 74-02 8C Reprint 


GIBSON, D. T. 
ogg Microbial Degradation of Aromatic Hydrocar- 
s. 
COM-74-11013-05/GI 
74-16 13B (Order as COM-74-11013) 
GIBSON, DAVID T. 
The Microbial Degradation of Aromatic Petroleum 


Products. 

AD-781 709/1GI 74-18 6M PC$4.25/MF$2.25 
GIBSON, FAISON P. 

Soviet Motivations at SALT: Cynicism or Sincerity. 


AD-773 305/8GI 74.07 SD PC$3.25/MFS2.25 
GIBSON, G. 

Calculation of Nuclear Heating Rates in Lmfbr Control 

CONF-73101 5-5 74-13 181 PC$3.00/MFS$2.25 
GIBSON, GEORGE W. 

Electrical Connector. 


PATENT-3 680 036 74-02 9A Not available NTIS 


PA-379 





Underwater ae Core Sampling Device and Method 
of Use Thereo! 
Seer) ea4 438 74-03 131 Not available NTIS 


GIBSON, HARRY L. 


A Study of Critical Factors in Management Informa- 
tion Systems for U. S. Air Force. 
AD-777 301/3GI 74-12 SA PC$3.75/MF$2.25 


GIBSON, J. A. B. 
Latent Image Stability in Kodak RM Film 
AERE-R-7275 74-04 6R PCS3. -50/MF$2.25 
Nuclear Accident Dosimetry. Part I. General Princi- 


s. 
RERE-R-7485 74-11 18D PC$4.00/MF$2.25 


Nuclear Accident Dosimetry. Part Il. Dose Assessment 
Procedure. 
AERE-R-7486 74-11 18D PC$4.50/MF$2.25 


Nuclear Accident Dosimetry. Part Ill. Interpretation 
and Data. 

AERE-R-7487 74-14 18D PC$4.25/MF$2.25 
Nuclear Accident Dosimetry Systems: U.K. Measure- 
ments at the Third I.a.E.a. Intercomparison at Vinca, 
Yugoslavia, May 1973. 

AERE-R-7750 74-25 18D PC$4.25/MF$2.25 


GIBSON, J.C. 


Brayton Heat Exchanger Unit Development Program 
(Alternate Design). 


N74-15656/3GI1 74-09 13A PC$4.75/MF$2.25 
GIBSON, J. D. 

Clean Water: Affluence, Influence, Effluents. A 

Design for Water Quality Management. 

N74-25896/3GI 74-19 13B PC$7.50/MF$2.25 
GIBSON, J. S. 


V/STOL Noise Prediction and Reduction. 


AD-774 794/2G1 74-09 20A PC$10.25/MF$2.25 
GIBSON, JERRY 

Dual Lane Runway Study. 

AD-779 496/9GI 74-15 1E PC$3.25/MF$2.25 
GIBSON, L. H. 


A Real-Time Digital Computer Program for the Simula- 

tion of a Si Rotor Helicopter. 

N74-29542, 74-24 9B PC$6.25/MF$2.25 
GIBSON, N.C. C. 

Reprint: An Improved Gas-Liquid Chromatographic 

Method for the Analysis of Bis(2-Chloroethyl)Sulfide 


Collected from Air by Solvent entrapment. 
AD-786 326/9GI 74-25 7C Not available NTIS 


GIBSON, P. T 


Electrical and Mechanical Evaluation of RUWS 
(Remote Unmanned Work System) Prototype Cables. 
Appendix A - Electrical Data. Volume II. 

AD-777 689/1GI 74-12 9A PC$7.00/MF$2.25 


Electrical and Mechanical Evaluation of RUWS 
(Remote Unmanned Work System) Prototype Cables. 
Volume I. 

AD-777 688/3GI 


GIBSON, PHILIP T. 


Determination of the Effect of Various Parameters on 
Wear and Fatigue of Wire Rope Used in Navy Rigging 


74-12 9A PC$S.75/MF$2.25 


Systems. 

AD-776 993/8GI 74-11 131 PC$S.25/MF$2.25 
GIBSON, R. E. 

Retangular Loads on Inhomogeneous Elastic Soil. 

PB-225 103/1GI 74-01 8M PC$3.25/MF$2.25 
GIBSON, R. H 

Reprint: Tactical Perception of Texture. 

AD-780 323/2GI 74-16 SJ Not available NTIS 


GIBSON, R. J. 
Techniques Development for Whale Migration 


Tracking. 

N74-28557/8GI 74-22 6B PC$4.75/MF$2.25 
GIBSON, RODNEY C. 

On the N Equal Amplitude Sinusoidal Intermodulation 


Problem. . 

AD-770 066/9GI 74-02 17B PC$3.25/MF$2.25 
GIBSON, VICTORIA M. 

Investigation of Surface Films - Chesapeake Bay Ea- 


trance. 
PB-232 968/8GI 74-17 13B PC-GPO-MF$2.25-NTIS 
GIBSON, W. M. 


Small Turbine Engine Noise Reduction. Volume IV. 

Turboprop E Demonstration Tests. 

AD-780 $75/7GI 74-17 21E PC$7.50/MF$2.25 
GIDDENS, JACKSON A. 


Area Handbook for Nepal, Bhutan, and Sikkim, 

AD-769 Si9/0GI 74-01 SC PC-GPO/MF$2.25-NTIS 
GIDDINGS, EDWARD N. 

Unilateral U.S. Force Reduction in Western Europe: 

The Europeanization of Europe. 

AD-773 315/7GI 7407 SD PC$3.75/MF$2.25 


PA-380 


GIDEFELDT, L. 


G-Factor of the 1291.5-Kev State in exp 59 CO. 
USIP-73-11 74-24 20H PC$4.00/MF$2.25 


Gamma--Gamma Directional Correlations in exp 103 


RH. 
USIP-73-8 74-09 20H PC$3.25/MF$2.25 


Levels and Transitions in exp 136 BA. 
USIP-73-7 74-06 20H PC$3.00/MF$2.25 


GIDO, R. 
Thermal Analysis of the Kiwi-B-4D Reactor. Parts I-- 
Vv 


LA-3170-MS 74-02 18K PC$20.50/MF$2.25 
GIEBEL, HOWARD A. 


The Integrated Program for National Security. The 

Case for Compulsory Universal Military Training. The 

Workable Prerequisites for Voluntary Service on a 

Selective Basis. 

AD-775 667/9GI 74-10 15C PC$4.75/MF$2.25 
GIEDT, ROBERT R. 

Development of the MESA Spectroscopy Experiment. 

AD-774 565/6GI 74-08 7D PC$3.75/MF$2.25 
GIEDT, W. H. 

Flow Field Temperature Distribution Determination 

Using Rotational Raman Spectroscopy. 

SLL-73-5294 74-26 20D PC$4.00/MF$2.25 
GIELISSE, PETER J. 

Investigations to Improve the Growth of Quality Ver- 

neuil and Chalcogenide Crystals. 

AD-784 806/2GI 74-23 20B PC$7.25/MF$2.25 
GIERHART, G. D. 

Computer Programs for Air/Ground Propagation and 

Interference Analysis (0.1 to 20 GHz). 

AD-770 335/8GI 74-02 20N PC$7.50/MF$2.25 
GIERLIK, E. 

Investigation of Radiative Proton Capture on exp 110 

Cd in the Energy Range of 2 to 4.5 Mev. 

JINR-P15-7383 74-08 20H PC$3.00/MF$2.25 
GIERTZ, M. 


On the Strong and Weak Limit-Point Classification of 


Second-Order Differential Expressions. 

AD-770 704/SGI 74-03 12A PC$3.75/MF$2.25 
GIERULA, J. 

Angular Distributions in Proton--Nucleus Collisions at 

67 and 200 Gev. 

INP-854 74-15 20H PC$4.00/MF$2.25 


Multiplicity Distributions in Proton--Nucleus Collisions 
at 67 and 200 Gev. 
INP-842 

GIESE, G. L. 


The Effect of Heated Water on the Temperature and 
Evaporation of Hyco Lake, North Carolina, 1966-72. 


74-06 20H PC$3.00/MF$2.25 


PB-234 083/4GI 74-22 8H PC$3.75/MF$2.25 

Evaporation from Lake Michie, North Carolina, 1961- 

71. 

PB-236 265/SGI 74-26 13B PC$3.75/MF$2.25 
GIESE, PETER 


Reprint: Structure of the Earth's Crust in Italy. 
AD-774 354/SGI 74-08 8G Not available NTIS 


GIESECKE, G. LEE 
A Comparison of Computerized Techniques for Recog- 


nizing Spanish Names. 
AD-769 940/8GI 74-02 SK PC$3.75/MF$2.25 


GIESEKING, F. 
Studies on the Star Association Cyg T 1 Untersuchun- 
gen ueber die Sternassoziation Cyg T 1. 
N74-29254/1GI 74-22 3A PC$3.75/MF$2.25 


GIESING, JOSEPH P. 


Potential Flow About Two-Dimensional Airfoils. Part 
I. A Summary of Two-Dimensional Airfoil Methods. 
Part II. Solution of the Flow Field About One or More 
Airfoils of Arbitrary Shape in Uniform or Non-uniform 
Flows by the Douglas Neumann Method, 

AD-773 524/4GI 74-07 20D PC$6.25/MF$2.25 


GIESKE, J. H 
Nondestructive Testing for Mechanical Defects in Atj- 
$G 
SLA-74-69 74-21 11B PC$4.00/MF$2.25 

GIESKES, JORIS M. 

Reprint: Thermodynamical Approaches to Geochemi- 
cal Problems in Seawater. 
AD-774 623/3GI 


GIESSEN, B. C. 
Bulk Strip Production of an Amorphous Cu-Zr Alloy 
by Plasma Arc Spraying. 
AD-785 910/1GI 74-24 13H PCS$3.25/MF$2.25 


Development and Testing of Continuous-Quenching 
and Consolidation Techniques for the Bulk Production 
of Metastable Alloys. 

AD-785 915/0GI 74-24 11F PC$3.25/MF$2.25 


7408 8) Reprint 


Metastable FCC Solid Solutions in Ce--Pu Alloys 
Quenched Rapidly from the Melt. 


LA-UR-74-973 74-25 11F PC$4.00/MF$2.25 
Reprint: Metastable Phases in the Tl-Sn Alloy System. 
AD-786 293/1GI 74-25 11F Reprint 


GIESSNER, WILLIAM R. 


Planning and Wastewater Management of a Combined 
Sewer System in San Francisco. 
PB-234 334/1GI 74-20 13B PC$4.25/MF$2.25 


GIESZL, LOUIS R. 
Computer Program Modularization 


AD-774 735/5GI 74-08 9B PC$3.75/MF$2.25 
GIETZEN, A. J. 

Thermionic Emitter Dimensional Stability Analysis. 

GA-9595 74-09 18N~ PC$6.50/MF$2.25 
GIFFARD, R. P. 


Principles and Methods of Low Frequency Electric 
and Magnetic Measurements Using an RF Biased Point 
Contact Superconducting Device. 

UCSD-34P143-45 74-25 9A PC$11.00/MF$2.25 


GIFFIN, ALVIN H. 
Coast Guard 40° Utility Boat - Current Construction 


Methods, 

AD-786 438/2GI 74-25 133 PC$3.75/MF$2.25 
GIFFORD, CORYDON ROUSE 

An Investigation: U. S. Import Dependence for 

Mineral Resources, ‘Super’ Bulk Carriers, and Deep- 

water Port Development. 

AD-781 860/2GI 74-18 133 PC$5.25/MF$2.25 
GIFFORD, DAVID L. 

Study of the Characteristics of the Holographic 

Stereomodel es Application in Mensuration and 

Mapping. Part 

AD-772 MaseGI 74-05 14E PC$7.50/MF$2.25 
GIFFORD, GEORGE E. 


Methods of Producing Human Interferon. 
PB-224 932/4GI 74-01 6M PC$3.75/MF$2.25 


GIFT, RALPH D. 


Leakage Through Cracks in LNG Tankage. 
COM-74-11630/2GI 74-26 IF PC$4.75/MF$2.25 


GIGLIO, DOMINICK A. 
The Interaction of Finite Size Beams of Light and 
Modulated Sound: Part I, 
AD-775 800/6GI 74-10 20F PC$S.25/MF$2.25 


Nephelometer for Mapping of Backscatter and At- 
tenuation Coefficients of Clouds. 
AD-787 393/8GI1 74-26 4A PC$3.75/MF$2.25 


Preliminary Evaluation of a Proposed Laser-Operated 

Flaw Detection Technique, 

AD-777 524/0GI 74:12 14B PC$3.75/MF$2.25 
GIGLIO, RICHARD J. 

A Methodology for Determining Optimal Longitudinal 

Spacing of Effluent Discharges into a River, 

PB-225 698/0GI 74-05 13B PC$5.75/MF$2.25 
GIGNAC, DONALD A. 

The Performance on the CDC 6400 of a Rheinboldt- 

Mesztenyi Program for Solving Large Sparse Symmet- 

ric Systems of Linear Equations. 

AD-786 696/SGI 74-25 12A PC$3.75/MF$2.25 


SOLVEDG, An Out-of-Core System Solver for Large 
Order Positive Definite Systems of Linear Equations, 
AD-770 618/7GI 74-03 9B PC$3.75/MF$2.25 


GIGUERE, P. T. 
or oad Limits for Interstellar Fulvene and 
COM-74-50742/7GI_ 74-22 3B Not available NTIS 
GIK, L. D. 


Mechanical and Electronic Systems of a Gravimeter-- 
Translation. 
AD-774 384/2GI 74-08 8E PC$3.25/MF$2.25 


The Precision of Measurements Using a Laser 


Gravimeter--Translation. 
AD-778 544/7GI 74-14 8E PC$3.25/MF$2.25 


Problems of Processing Results of Absolute Measure- 
ments of Gravity Acceleration--Translation. 
AD-777 659/4GI 74-12 20K PC$3.25/MF$2.25 


Study of Systematic Errors in Measuring Acceleration 
Due to Force of Gravity Using the Free-Fall Method 


Translation. 
AD-775 137/3GI 74.09 20K PC$3.25/MF$2.25 
GIL DE GIBAJA, JERJES H. 
Computer Test Facility. 
AD-774 798/3GI 
GILBERT, A. 


Reprint: Measurements of gf-Values for Fel Lines. 

AD-781 441/1GI 74-18 7D Reprint 
GILBERT, A. N. 

Improvements Applied to Methods of Preparing Inor- 

ganic Acrogels. 

N74-21775/3G1 


74-09 9B PC$S.25/MF$2.25 


74-17 7D PC$3.25/MF$2.25 
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GILBERT, ARTHUR C. F. 
Reprint: Evaluation of Occupational Choices in the 
Marine Corps. 
AD-773 349/6GI 

GILBERT, C. P. 
Mathematician'S Computer Study of the Reactor 
Moata. Summer School. 

AAEC/S-15 74-15 18E PC$8.25/MF$2.25 

GILBERT, D. R. 


Pattern Recognition Code for Curved Tracks in Cylin- 
drical Spark Chambers. 
BNL-18835 74-20 18D PC$4.25/MF$2.25 


GILBERT, DAVID H. 
Proceedings of the Forum on Storage Effects on 


Equipment, 
AD-772 682/1GI 7406 1SE PC$4.25/MF$2.25 


GILBERT, DONNA GAIL 


Maternal Mortality in Michigan, 1950-1971. 
PB-236 611/0GI 74-26 6E PC$S.25/MF$2.25 


GILBERT, DOUGLAS C. 


Computer Analysis of Electroencephalographic Output. 
AD-769 507/SGI 74-01 6E PC$S5.25/MF$2.25 


GILBERT, DUNHAM H. 


Low-Back Disorders: Psychological, Demographic, and 
Organic Correlates of Response to Treatment. 
PB-234 819/1GI 74-20 6E PC$S. 75/MFS2. 25 


The Relationships of Certain Personality and Demo- 
graphic Variables to Success in Vocational Rehabilita- 


tion, 

PB-235 363/9GI 74-22 SJ} PC$3.75/MF$2.25 
GILBERT, E. J. 

Gasification of Fossil Fuels under Oxidative, Reduc- 

tive, and Pyrolytic Conditions. 

PB-228 668/0GI 7409 7A PC$7.00/MF$2.25 
GILBERT, EVERETT E. 


TNT By-product Isomer Recovery for Cre 
AD-785 624/8GI 74-24 7C PCS. '25/MFS2. 25 


GILBERT, F. 


On Several Problems of Forecasting Scientific and 
Technical Development--Translation. 
AD-787 418/3GI 74-26 SA PC$3.25/MF$2.25 


GILBERT, FREDERICK W. 


Hot Brine Seeding Technique to Increase Flashing Ef- 
ficiencies in Multistage Flash Evaporators. 
PATENT-3 649 470 74-04 7A Not available NTIS 


GILBERT, H 


Engineered Safety Features Air Cleaning Systems for 

Commercial Light-Water-Cooled Nuclear Power Plants 

(A Review of Current Design and Construction Prac- 

tices). 

WASH-1234 74-21 181 PC$S5.45/MF$2.25 
GILBERT, HENRY L. 


Method for Melting Refractory Metals for Casting Pur- 


poses. 
PATENT-2 825 641 74-11 
GILBERT, J. 


Dynamics of the CO2 Atmospheric Pressure Laser 
with Transverse Pulse Excitation. 
N73-32396/6GI 74-02 20E PC$3.75/MF$2.25 


Eos Image Data Processing System Definition Study. 
N74-13086/5GI 74-07 9B PC$5.25/MF$2.25 


An Excitation Circuit for TEA Grid Laser, 
AD-780 839/7GI 74-17 20E PC$3.25/MF$2.25 


Performance of a Tea CO2 Double-Discharge Grid 


Amplifier. 
N74-13893/4GI 74-08 20E PCS$3.25/MF$2.25 


Reprint: Saturation Properties of TEA-CO2 Amplifiers 
in the Nanosecond Pulse Regime. 
AD-773 703/4GI 74-07 2E Not available NTIS 


Superatmospheric Double-Discharge CO2 Laser. 
N73-32397/4G1 74-02 20E PC$3.25/MF$2.25 


GILBERT, J. S. 


Engineering Design Considerations for Laser Con- 
trolled Thermonuclear Reactors. 


74-07 SI Reprint 


13H Not available NTIS 


LA-UR-73-1603 74-10 18A PC$3.00/MF$2.25 
Potential Lasers for Lctr Applicatio 
LA-UR-74-594 74-20 isa "css. 25/MF$2.25 


GILBERT , J. T. 
Reprint: A Simple Transducer for Detecting Projectiles 
in Gun Barrels. 
AD-786 060/4GI 74-24 19D Reprint 
GILBERT, K. 


Development and Test of Storage and Feed System for 
GAU-7/A Gua. 


AD-775 394/0GI 7409 19F PC$4.25/MF$2.25 
GILBERT, K. M. 

Laser Plasma Studies with the Sandia Four-Beam 
System. 

SLA-73-7064 74-22, 201 PC$4.00/MF$2.25 





GILBERT, PAUL A. 


Cyclic Triaxial Compression Tests, Watts Bar Nuclear 
Power Plant Site, Southeast Tennessee. 
= 713/8G1 74-14 8M PC$3.25/MF$2.25 


mene | Properties of Clay Shales. Report 2. 
merida 3 ear Strength and Classification Indexes of 


AD-786 354/6G1 74-25 8G PC$S5.25/MF$2.25 


Evaluation of the O'Neil Shear-O-Meter for Perform- 

ing Constant-Volume Direct Shear Tests. 

AD-778 715/3GI 74-14 8M PC$4.25/MF$2.25 
GILBERT, R. O. 

General Statistical Considerations. 

BNWL-SA-4810 74-12 8H PC$3.00/MF$2.25 

Some Ecological Attributes and Plutonium Contents of 

Perennial Vegetation in Area 13. 

UCLA-12-937 74-09 8H PC$3.00/MF$2.25 

Statistical Analysis of Pu in Soil at Nts: Some Results 

(An Outline). 

BNWL-SA-4815 74-12 18H PC$3.25/MF$2.25 
GILBERT, RICHARD M. 

Involvement of Separate Pathways in the Repair of 

Mutational and Lethal Lesions Induced by a 

Monofunctional Sulfur Mustard. 

AD-787 315/1GI 74-26 6C PC$3.75/MF$2.25 


GILBERT, RICHARD R. 
Chilled Inverter Motor System Test. 


AD-775 443/SGI 74-09 10B PC$4.25/MF$2.25 
GILBERT, T. W. 

Separation of in-113M/SN-113 Pair by Residue Adsorp- 

MLM-2152 74-25 18B PC$5.45/MF$2.25 
GILBERT, W. S. 

Lbi Superconducting Aceon Developments. 

LBL-2418 74-09 20G PC$3.00/MF$2.25 


GILBERT, WILLIAM E. 

Impact Tests of Urethane Foam, 

AD-775 903/8GI 74-10 1C PC$3.75/MF$2.25 
GILBERTSON, MICHAEL EUGENE 

Optimal Printer Configuration with Multiplex General 


Address Reading Device 
AD-769 388/0GI 4-01 17B PC$3.75/MF$2.25 
GILBREATH, W. P. 


Electrical Conductivity Cell and Method for Fabricat- 

ing the Same. 

PAT-APPL-489 009 74-24 14B PC$3.25/MF$2.25 
GILBRIDE, MICHAEL J. 

Chicago Land Mobile Licensee Data Base. 

PB-235 966/9GI 

74-25 17B Mag Tape $217.50;Foreign $272.50 

GILCHRIST, A. R. 


Pressure Distributions and Forces on AGARD Models 

HBi and HB2 at M Equals 7.5. 

N74-32741/2GI 74-26 20D PC$3.75/MF$2.25 
GILCHRIST, CAMPBELL 

gets 8 Apparatus for Plating and Counting Aero- 


bic Bac 
PAT- APPL_4S1 275 74-15 6M PC$3.25/MF$2.25 


GILCHRIST, JAMES E. 

Instrumental Method for Plating and Counting Aerobic 

Bacteria. 

PATENT-3 799 844 74-15 6M Not available NTIS 
GILCHRIST, RALPH W. 

A Systems Analysis of Water Quality Survey he oy 

AD-787 529/7G1 74-26 13B PC$S.25/MF$2.25 
GILDEEV, A. KH. 

Algorithm of Operator Activities in Process of Target 

Classification on Radar Scope, 

IPRS-61303 74-10 171 PC$3.25/MF$2.25 
GILDEN, M 

Microwave Modulation of CO2 Lasers in GaAs Thin 


Film Optical Waveguides. 
AD-776 663/7GI 74-11 20E PC$4.25/MF$2.25 


Microwave Waveguide Modulators for CO2 Lasers. 

AD-787 471/2GI 74-26 2E PC$3.75/MF$2.25 
GILDENBERG, BERNARD D. 

Equations Derived for Computer ycgneming of Heli- 

um Inflations for Large Plastic Balloo: 

AD-780 619/3GI 74-17 1C PCS3: 25/MF$2.25 
GILDER, HELENA 

Biochemical and Physiological Evaluation of Surfac- 

tant in the Etiology of Pulmonary Oxygen Toxicity. 

AD-782 215/8GI 74-19 6A PC$4.25/MF$2.25 
GILE, WILLIAM W. 

Reprint: A Mercury Pendulum Seismometer. 


AD-782 166/3GI 74-19 173 Reprint 
GILEADI, A. E. 

Computerized Fission Product Inventory System. 

CON F-740702-2 74-22, 181 PC$4.00/MF$2.25 


GILL, I. L. 





Comsys: A Computer Code to Determine Fission 
Product Inventories and Related Quantities. 
CONF-740523-2 74-21 181 PC$4.00/MF$2.25 


GILEADI, M. 


Uniform Positioning and Collimation in Routine Ab- 
dominal X-Ray Diagnosis. 
CONF-740702-3 74-23 6R PC$4.00/MF$2.25 


GILES, GARLAND 


Measurement of Steady State and Transient Solid 
Propellant Burning Rates with Microwaves. 
AD-777 283/3GI 74-12. 211 PC$S.75/MF$2.25 


GILES, J.C. 

EMP Simulators for Missiles and Airplanes, 

AD-780 236/6GI 74-16 14B PC$7.00/MF$2.25 
GILES, JOAN P. 


Hepatitis Vaccine. 
PATENT-3 735 004 74-21 6M Not available NTIS 


GILES, K. R. 


Animal Investigation Program 1970 Annual Report. 
NERC-LV-539-16 74-13 8H PC$S5.00/MF$2.25 


GILES, MICHAEL L. 
Remedial Plans for Prevention of Harbor Shoaling Port 


Orford, Oregon: Hydraulic Model Investigation. 
AD-781 483/3GI 74-18 13B PC$7.00/MF$2.25 
GILES, N. H. 


Studies on Mechanisms of Mutation, Recombination 
and Gene Action in Neurospora. Progress Report, Oc- 
tober 1, 1973--September 30, 1974. 

SRO-735-3 74-23 6R PC$4.50/MF$2.25 


GILES, P. M. 


High-Speed Physical Methods for Detecting Trichinel- 
lae in Meat. Annual Report, July 1, 1972--June 30, 
1973. 

LA-5460-PR 74-11 6H PC$4.00/MF$2.25 


GILES, PAUL M. 


Method for Detection of Trichinellae. 
PAT-APPL-456 391 74-23. 6H = PC$3.25/MF$2.25 


Rapid Digestion Process for Determination of Trichin- 
ellae in Meat. 
PAT-APPL-456 995 
GILES, RALPH C. 
Reprint: Scanning 
Microscopy of 
Eperythrozoon ovis. 
AD-773 112/8GI 


GILEV, YU. V. 


Geophysical Equipment and Measurements, 
JPRS-62753 74-23 8N PC$3.25/MF$2.25 


GILEWSKI, KAZIMIERZ 

Shape of a Supersonic Airplane--Translation. 

AD-775 110/0GI 74-09 1A PC$3.25/MF$2.25 
GILFILLAN, EDWARD S. 


The Fate and Behavior of Crude Oil on Marine Life. 
AD-786 584/3GI 74-25 6T PC$4.25/MF$2.25 


GILHOUSEN, DAVID B. 

Cause and Prediction of Beach Erosion. 
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Turbulent Pulsations. 
N74-28767/3GI 


GINGERICH, M. E. 


Information Storage in Photodichroic Crystals. 
AD-785 005/0GI 74-23 20L = PC$3.75/MF$2.25 


GINIBRE, J. 


Hilbert Space Approach to the Quantum Mechanical 
Three Body Problem. 
N74-20174/0GI 


GINIER, R. 


Deformation of Fuel Subassemblies Hexagonal Wrap- 

pers Due to Stainless Steel Swelling. 

AEC-tr-7485 74-13 18E PC$4.00/MF$2.25 
GINN, H. EARL 

Neurobehavioral and Clinical Responses to Hemodialy- 


sis. 
PB-226 857/1GI 

GINOUX, JEAN J. 
Effect of Shock Impingement on Heat Transfer. Part 


Il. Effect of Shear Layer Impingement on Pressure 
pe Heat Transfer Rate Distribution around a 


Cylinder. 
AD- 778 962/1GI 74-14 20D PC$3.75/MF$2.25 


Reprint: Improvement to Klineberg’s Method for the 

Calculation of Viscous-Inviscid Interactions in Super- 

sonic Flow. 

AD-776 681/9GI 74-11 
GINSBERG, A. 8. 

An Experimental Investigation of Priority Dispatching 

in Aircraft Maintenance, Using a Simplified Model. 

AD-787 881/2GI 74-26 1SE PC$3.75/MF$2.25 
GINSBERG, GERALD L. 

FAA Printed Circuit Board Analysis - Comprehensive 

Analysis. 

AD-781 798/4GI 74-18 9E PC$4.75/MF$2.25 

Federal Aviation Administration Printed Circuit Board 

Analysis - Categorization and Data Collection. 

AD-782 045/9GI 74-19 9E PC$S.25/MF$2.25 

Federal Aviation Administration Printed Circuit Board 

Analysis-Cost Vs. Benefit Study. 

AD-781 857/8GI 74-18 9E PC$S5.25/MF$2.25 
GINSBERG, HENRY H. 

Road Binder and Surface Coating from C 

PATENT-3 341 344 74-08 13B Not available NTIS 
GINSBERG, LAWRENCE Hi. 

Reprint: Extremely Low Frequency (ELF) Atmospher- 

ic Noise Level Statistics for Project Sanguine. 

AD-786 969/6G1 74-25 17B Reprint 


74-22 20D = PC$3.25/MF$2.25 


74-14 203 PC$4.75/MF$2.25 


74-06 6E PC$4.25/MF$2.25 


20D Reprint 


‘ 
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GINSBERG, LAWRENCE H. 


Reprint: Propagation Anomalies during Project San- 
guine Experiments. 
AD-786 968/8GI 74-25 17B Reprint 


GINSBURG, ARTHUR P. 


Method and Apparatus for Pattern Ana’ 
PAT-APPL-469 194 74-25 9D me = 75/MF$2.25 


GINSBURG, GEORGE S. 


Infrared Inspection of Electrical Equipment. 
AD-771 100/5GI 74-04 17G PC$6.25/MF$2.25 


GINSBURG, T. YA. 


Numerical Experiments Evaluating the Role of 

Horizontal and Vertical pees in the Spectral 

Forecasting Model--Translation 

AD-782 071/SGI 74-19 4B PC$3.25/MF$2.25 
GINSKY, W. R. 


Ammunition ‘Cook-Off' Sensing and Prevention 


System. 

PAT-APPL-439 669 74-19 19F PC$3.25/MF$2.25 
GINSPARG, a 

Differential Percep 

AD-773 919/6GI 
GINTY, JOHN J. 


Survey of Electromagnetic and Seismic Noise Related 
to Mine Rescue Communications. Volume I. Emergen- 
cy and Operational Mine Communications. 

PB-235 069/2GI 74-23, 81 PC$12.25/MF$2.25 


Survey of Electromagnetic and Seismic Noise Related 
to Mine Rescue Communications. Volume II. Seismic 
Detection and Location of Isolated Miners. 

PB-235 070/0GI 74-23 81 PC$10.00/MF$2.25 


GINZBURG, V. M. 


A Study of the Possibility of Using Photographic 
Materials for the Visualization of Single Pulses of an 
Electromagnetic Field in the Invisible Region of the 


trum--Translation. 
74-22 20F PC$3.25/MF$2.25 


* 14.07 9B PCS3.25/MFS2.25 


AD-784 301/4GI 
GIOLAS, THOMAS G. 


Equivalency of Sentence Intelligibility Lists for Au- 
al Assessment of Naval Personnel and Navy 

Voice Communication Systems. 

AD-775 684/4GI 74-10 17B PC$3.25/MF$2.25 


GIONIS, NICHOLAS G. 
re on in Strategic Command and Control Commu- 


AD- 786 034/9GI 74-24 17B PC$7.00/MF$2.25 

GIORCELLI, M. 

Frontal Solution: A Programming Technique for Gaus- 

sian Elimination Algorithm Applied to Large-Dimen- 

sion Scattered Matrices. 

CISE-N-164 74-10 20H PC$3.75/MF$2.25 
GIORDANO, C. 

Aminoacids in Uremia. 

PB-233 839/0GI 
GIORDANO, CARMELO 

Use of Oxystarch in Uremia. 

PB-224 903/SGI 74-01 6A PC$3.25/MF$2.25 
GIORDANO, S. 


Design of a Coaxial Te sub 011 Cavity for Measure- 
ments of Metallurgical Properties and Superconducting 
RF Breakdown Fields on the Same Sample. 


74-19 6E PC$3.75/MF$2.25 


BNL-18186 74-06 14B PC$3.00/MF$2.25 
Eccentric RF Deflecting Structui 
BNL-18520 74-13 306 PC$3.00/MF$2.25 


Experimental Investigation of a Superconducting 
Niobium X-Band Deflecting Cavity and Suggestions 
for the Design of the Deflectors for a Superconducting 
RF Beam Separator at Nal. 

BNL-18292 74-06 20G PC$4.50/MF$2.25 


GIORDENESKIH, N. 


Production of High Energy Pions in Deuteron--Nucleus 
Collisions According to Impulse Approximation Model. 
JINR-P2-7687 74-16 20H PC$4.00/MF$2.25 


GIORGETTI, F. 


General Catalogue of Italian Earthquakes. 
RT/PROT-(73)12 74-02 8K PC$12.75/MF$2.25 


GIORGETTI, LEO 
Land Utilization and Reclamation in the Mining Indus- 


try, 1930-71. 

PB-233 955/4GI 74-19 81 PC-GPO/MF$2.25-NTIS 
GIORGI, M. 

Thermal Surveys on Garda Lake Using Infrared 


Equipment. 

N73-32298/4GI 74-02 8H PC$4.25/MF$2.25 
GIORGI, T. A. 

A Non-Evaporable Getter for Low Temperature: 

N74-17200/8GI 74-11 11G PC$3. 25/MPS2. 25 


GIORGIONE, D. M. 


Conceptual Design Study of a 200 Million Gallon Per 
a ——, Desalination Plant and Prototype 
odule. 


PA-384 


PB-233 229/4GI 
GIORNI, A 


Study of the exp 6 Li{ Alpha ,D sub 0 ) exp 8 Be 
Reaction Using the Graph Formalism. 
ISN-7307 74-04 20H PC$3.00/MF$2.25 


GIOT, M. 


Investigation of the Hydrodynamic Behaviour of 
Argon Bubbles in Nak in Narrow Channels. 
EUR-5069 74-14 20D PC$4.25/MF$2.25 


GIOVANIELLI, D. V. 


Evidence of Anomalously Reduced Electron Thermal 
Conduction in Laser-Produced Plasmas 
LA-5611-MS 74-26 201 PCS4 .00/M F$2.25 


GIOVANNETTI, S. 


Researches on the Role of Guanidines in Producing 
Uremic Symptoms. 
PB-233 838/2GI 


GIPE, R. L. 
A Substitute Liquid for AFFF (Aqueous Film » Beans 


74-18 7A PC$7.50/MF$2.25 


74-18 6E PC$3.75/MF$2.25 


Foam) Concentrate for Checking Proportione 
AD-776 205/7GI 74-10 13L PC$3. 25/MFS2. 25 
GIPPNER, P. 


Comparison of (D,p) and (N, gamma ) Reactions on 
the Nuclei exp 58 Ni, exp 60 Ni, exp 62 Ni, and exp 
64 Ni. 


2K. 215 74-12 20H = PC$S5.75/MF$2.25 


Excitation of Kx-Rays by Bombardment of Thick 
Solid Targets with 150 Mev Xe Ions. 
JINR-E7-7688 74-16 7D PC$4.00/MF$2.25 


Highly Excited Isomeric States in exp 199 Bi and exp 
201 Bi. 
JIN R-E6-7392 74-08 20H PC$3.00/MF$2.25 


Quasimolecular K X-Ray Excitation by Bombarding 
as, Zr, NB, Mo and RH Targets with NB Ions. 
JIN R-E7-8006 74-25 7D PC$4.00/MF$2.25 


Quasimolecular Kx-Ray Excitation by Bombardment 
of Ge Atoms with Ge Ions. 
JINR-E7-7636 74-16 20H PC$4.00/MF$2.25 


GIPSON, W. M. 


Small Turbine Engine Noise Reduction. Volume III. 
Suppression Design and Prediction Methodolo- 
gy/Materials Tests. 

AD-780 574/0GI 74-17 21E PC$S.75/MF$2.25 


Small Turbine Engine Noise ay a VI, 
Part I. Noise Prediction Program Use: 
AD-780 577/3GI 74-17 21E PCS. SaSMPS2: 25 


Small Turbine Engine Noise Reduction. Volume VI, 
Part II. Duct Design and Attenuation Program User's 


Manual. 
AD-780 534/4GI 74-17 21E PC$4.25/MF$2.25 
GIRANDIN, DONALD 


Research and Development of Flow-Cast Magnesium 


Flares. 

AD-902 122/1GI 74-13, 19A PC$4.25/MF$2.25 
GIRARD, 

Fast Sampling AR 100 System. 

CEA-N-1696 74-24 9B PC$4.25/MF$2.25 


GIRARD, PAUL E. 


Correlated Noise Effects of Structure in Digital Filters. 
AD-783 788/3GI 74-21 9D PC$10.50/MF$2.25 


GIRARDELLO, L. 


Reprint: The Infinite Dimensional Lie Algebra Com- 
mon to Dual Models, Current Algebras, Dynamical 


Groups and Gauge Groups. 
AD-770 265/7GI 74-02 20H Reprint 


GIRARDI, F. 
Computer Assisted gamma Spectrometry at the Ispra 


Joint Research Centre. 
EUR-5045 74-06 7D PC$3.25/MF$2.25 
GIRAUD, B. 


-_ Approximants and Realistic Effective Interac- 


coo. 3001-50 74-11 20H PC$3.00/MF$2.25 
GIRDLER, HARRY F. 

Loads on Box Culverts Under High Embankments. 

PB-235 565/9GI 74-23. 13B = PC$3.75/MF$2.25 
GIRGL, N. L. 

Reprint: Ampicillin Compared with Penicillin and 


po + me Combined in the Treatment of Bac- 
terial Meningitis. 


AD-771 53961 74-05 6E Reprint 
Reprint: Menincococcal Conjunctivitis: Report of a 


Case. 

AD-782 898/1GI 74-20 6M _ Reprint 
GIRIFALCO, L. A. 

Reprint: Localized Wave Functions in the Theory of 


Cohesion. I. General Formalism. 


AD-782 730/6GI 74-20 7D Reprint 


Reprint: Localized Wave Functions in the Theory of 
Cohesion. II]. Model Calculations for the Alkaline 
Earths and Cadmium. 
AD-782 732/2GI 


GIRIFALSO, L. A. 


Reprint: Localized Wave Functions in the Theory of 
Cohesion. II. Model Calculations for the Alkali Metals. 
AD-782 731/4GI 74-20 7D Reprint 


GIRNUS, R. 


Reprint: Low Threshold Coaxial N2 Laser with a 
Resonator. 
AD-784 799/9GI 


GIRODANO, C. 


Oxystarch in Uremia. 
PB-233 837/4GI 


GIROLAMO, ROCCO 


Aerodynamic Characteristics of Sounding Rockets with 
Attached Gerdian Condensers from Mach 2.5 to 8, 
AD-780 5$44/3GI 74-17 19G PC$4.25/MF$2.25 


GIROUX, ARTHUR R. 


The Strategic Importance of Micronesia 
AD-778 912/6GI 74-14 5D PCS3. 75/MF$2.25 


GIROUX, DON 
Protection and Troubleshooting of a Mine Electri- 
cal Cables. 1. Shuttle Car Reel Test U 
PB-235 639/2GI 74-25 81 PCSs. 25/MF$2.25 
GIROUX, E. D. 
Hemp User’S Manual. 
UCRL-S107%(Rev.1) 74-16 20D PC$7.60/MF$2.25 
Parallel Implementation of a Two-Dimensional Model. 
UCRL-74894 74-02 9B PC$3.00/MF$2.25 
GIRSKAN, S. A. 
The Basic Questions of Planning of Irrigation Canals, 
TT-73-58051 74-25 2C PC$3.25/MF$2.25 
GIRTON, R. C. 
Effluent Monitoring Associated with Fluidized-Bed 
Waste Calciner Facility Operations. 
CONF-740406-17 74-22 18G PC$4.00/MF$2.25 
Stack Monitor System at the Idaho Chemical 
Processing Plant. 
ICP-1034 74-13 18D PC$4.00/MF$2.25 


GIRVIN, JUDITH D. 


Toxicity of Cyclotytidine (NSC-145668) In Dogs and 
Monkeys. 
PB-227 463/7GI 


74-20 7D Reprint 


74-23 20E Reprint 


74-19 6A PC$3.75/MF$2.25 


7408 6T PC$9.5S0/MF$2.25 


GISH, W. B. 

Synchronizing Hydroelectric Generators With 
Minicomputers, 

PB-233 642/8GI 74-22 10B PC$5.25/MF$2.25 


GISLASON, JEFFREY C. 


Species Diversity of Benthic Macroinvertebrates in 
Three Michigan Streams. 
PB-231 762/6GI 


GISOLFI, CARL V. 


Effect of Training and Heat-Acclimatization on the 
Mechanisms of Temperature Regulation in Man. 
AD-773 962/6GI 74-08 6S PC$4.75/MF$2.25 


GISPERT BENACH, M. 


Uf sub 4 Production by Electrolytic Reduction. 
JEN-278 74-23 18] PC$S.75/MF$2.25 


GISSER, HENRY 
Reprint: Friction of Poly(n-Alkyl Methacrylates). 
AD-781 702/6GI 74-18 11C Reprint 
GIST, C. S. 
Litter Arthropod Community in a Southern Appalachi- 


an Hardwood Forest: Numbers, Biomass, and Mineral 
Element Content. 


74-13, 6F PC$4.25/MF$2.25 


SRO-641-11 7402 6F PC$4.00/MF$2.25 
Method for Quantifying Pitfall Trapping. 
SRO-641-10 7402 6F PC$3.00/MF$2.25 


GITIN, EUGENE L. 


Reprint: Acute Exertional Rhabdomyolysis. 
AD-776 674/4GI 74-11 6E Reprint 


Reprint: Acute Exertional Rhabdomyolysis: A Syn- 
drome of Increasing Importance to the Military Physi- 
clan. 

AD-774 004/6GI 74-08 6E Reprint 
Reprint: Maximal Oxygen Uptake Based on Lean 
os Mass: A Meaningful Measure of Physical Fit- 
AD-782 796/7GI 74-20 6P Reprint 
Reprint: Serum Enzyme Levels in a Military Popula- 
tion. 


AD-787 249/2GI 
GITLIN, JOSEPH 


Dose Translation Study - 1964. 
PB-232 435/8GI 
74-15 6R Mag Tape $97.50;Foreign $122.50 


X-Ray Exposure Study: 1964. 


74-26 6A Reprint 








PB-232 434/1GI , 
74-18 6R Mag Tape $97.50;Foreign $122.50 


GITLITS, M. V. 
Abstracts of 1974 All-Union Radio Day Scientific 
Meeting, 
IPRS-62686 74-24 17B PC$4.75/MF$2.25 
GITNICK, G. L. 


Cultivation of Hepatitis Virus in Tissue Culture. 
AD-782 733/0GI 74-20 6M PC$3.25/MF$2.25 


Detection of Hepatitis in Blood. 
PB-225 302/9GI 74-02 6M PC$4.75/MF$2.25 


Detection of Hepatitis in Blood. 
PB-235 020/SGI 74-22 6E PC$4.25/MF$2.25 


GITTER, GEORGE 


ances the Quality of Life in the U. S.A 
AD-784 352/7GI 74-22 SK PCS$3 “75/MFS2. 2s 


GIULIANETTI, D 


Takeoff and Landing Performance and Noise Measure- 
ments of a Deflected Slipstream STOL Airplane with 


Interconnected Propellers and Rotating Cylinder Flaps. 
N74-13720/9GI 74-08 1C PC$4.25/MF$2.25 
GIULIANI, 8. 


Code Tafest: Numerical Solution to Transient Heat- 
Conduction Problems Using Finite Elements in Space 


and Time. 
EUR-5S049 74-13 20M PC$4.25/MF$2.25 
GIULIANO, CONCETTO R. 


Laser-Induced Damage in Optical Materials. 

AD-777 146/2GI 74-12 20F PC$S.25/MF$2.25 
GIUNTINI, C. 

Cardiac Function Studies with Radioisotope: 

CONF-740708-60 74-24 6E PCS. O0/MFS2. 25 

Determination of Coronary Blood Flow with exp 84 

RB and Positron Camera. 

CONF-740708-55 74-24 6E PC$4.00/MF$2.25 

Extravascular Lung Water: Its Measurement by Simul- 

taneous Pulmonary and Aortic Sampling and Iterative 


Convolution. 
CONF-740708-15 74-24 6E PC$4.00/MF$2.25 


GIVERNAUD, A. 


Study of the Coherent Anti Pd Implies Anti Nd pi exp 
- Reaction at 5.55 Gev/C. 
CNRS-CBH-73-2 74-06 20H PC$3.25/MF$2.25 


GJAERDMAN, A. 


Investigation into the Effects of Wind and Tempera- 
ture Gradients on a Sound Measuring System Under- 
soekning AV Vind- och Temperatur Gradienters Inver- 
kan PA Ett Ljudmaetsystem. 

N74-13445/3GI 74-07 17A_ PC$3.75/MF$2.25 


GJOVIK, L. R. 


Comparison of Wood Preservatives in Mississippi Post 
Study: 1973 Progress Report. 
AD-773 424/7GI 7407 #11L PC$3.25/MF$2.25 


Comparison of Wood Preservatives in Stake Tests. 
(1973 Progress Report). 
AD-774 786/8G1 74-09 11L PC$4.25/MF$2.25 


GLADDEN, H. J. 


An Adverse Effect of Film Cooling on the Suction 
Surface of a Turbine Vane. 
N74-20593/1GI 74-14 21E PC$3.75/MF$2.25 


Comparison of Cooling Effectiveness of Turbine 
Vanes with and Without Film Cooling. 
N74-26390/6GI 74-19 21E PC$3.25/MF$2.25 


Crossflow Effects on Impingement Cooling of a Tur- 
bine 


Vane. 
N74-19585/0GI 74-13 21E PC$3.25/MF$2.25 
GLADHILL, ROBERT L. 


Reprint: Thermal Response Measurements for 
Semiconductor Device Die Attachment Evaluation. 
COM-74-50394/7GI_ 74-13 9A Not available NTIS 


GLADKI, YA. 
Search for the chi exp 0 -Meson in the Dimuon Decays 


of K/sub L/ exp 0. 
JINR-P1-7157 74-02 20H PC$3.00/MF$2.25 
GLADKOYV, V. 5S. 


Analysis of the Operation of a Bank with Stored Ener- 

gy of 625 KJ in a Physical Model--Translation. 

AD-785 984/6G1 74-24 9E PC$3.25/MF$2.25 
GLADKOVSKHU, I. P 


Electromagnetic Wave Interaction with Plasma of a 
Toroidal Discharge. 


NP-19930 74-11 201 PC$3.00/MF$2.25 
GLADSON, BR. B. 

World Map Plotting Program. 

AD-778 423/4GI 74-14 8B PC$4.75/MFS$2.25 


GLAESEMANN, WILLIAM E. 


A Computer Simulation of a Base Telecommunication 
Center. 


AD-776 783/3GI 74-11 17B PC$7.50/MF$2.25 


GLAESER, W. A. 


Aircraft Propulsion Lubricating Film kaa Boun- 
dary Lubricant Surface Films. Volume 
AD-777 590/1GI 74-12 11H Pcs: 75/MF$2.25 


The Application of Oil Analysis Techniques to the 
Diagnosis of Condition and Prediction of Failure in 
U.S. Army Construction Vehicles. 

AD-770 461/2GI 74-02 7D PC$S5.25/MF$2.25 


GLAGOLEY, V. Vv. 


Cross Sections of Channels and Resonances in Six- 
Prong pi p Interactions at 5 Gev/C. 
JINR-P1-7027 74-06 20H PC$3.00/MF$2.25 


Reaction DP Implies Ppn at 3.3-Gev/C Deuteron Mo- 
mentum. 
JINR-E1-7304 74-07 20H PC$3.00/MF$2.25 


Some Aspects of Semi-Inclusive Reactions in Four- 

Prong pi exp - p Interactions at 5 Gev/C. 

JINR-E1-7923 74-24 20H PC$4.50/MF$2.25 
GLAGOLEVA, G. M. 

Science Support and Management, 

JIPRS-60509 74-02 SB PC$3.25/MF$2.25 
GLAGOLEVA, N. S. 

Apparatus for Controlling Operating Conditions of 

Two-Meter Streamer Chamber. 

JINR-P13-7811 74-21 18D PC$4.50/MF$2.25 

Effect of the High-Voltage Pulse Parameters on the 

Geometrical and Brightness Characteristics of the 

Streamer in a Streamer Chamber. 

JINR-P13-7791 74-21 18D PC$4.25/MF$2.25 
GLAHN, HARRY R. 

Forecasting the Conditional Probability of Frozen 

Precipitation. 

AD-773 365/2GI 74-07 4B PC$3.25/MF$2.25 

Predicting ad Conditional Probability of Frozen 


Precipitatio 
COM.74- 10909/1G1 74-13 4B PC$3.75/MF$2.25 


GLAISTER, D. H. 


Reprint: Bulk Elastic Properties of Excised Lungs and 
the Effect of a Transpulmonary Pressure Gradient. 
AD-777 333/6GI 74-12 6P Not available NTIS 


GLAND, J. L. 


Low Energy Electron Diffraction and Work Function 
Studies of Adsorbed Organic Layers on the (100) and 
(111) Crystal Surfaces of Platinum. 

LBL-1816 74-09 7D PC$14.00/MF$2.25 


GLANDT, DAN A. 


Bridge Rating and Analysis Structural System 
(BRASS). Volume I. System Reference Manual 
PB-231 890/SGI 74-13 13B PC$7.00/MF$2.25 


Bridge Rating and Analysis Structural System 
(BRASS). Volume II. Example Problems. 

PB-231 891/3GI 74-13 13B PC$9.25/MF$2.25 
GLANTZ, J. 


Reprint: Frequency Distribution of Central Masking. 
AD-773 029/4GI 74-06 6P Reprint 


GLANTZ, L. 
D(P,2P)N Cross Sections for T/sub p/ = 10.00 Mev. 
TLU-24-73 74-16 20H PC$4.25/MF$2.25 


Excitation Function for the D(P,2P)N Reaction for 8.5 
Less Than or Equal to T/sub p/ Less Than or Equal to 


11.6 Mev. 
TLU-13-73 74-16 20H PC$4.50/MF$2.25 


Form Factor Dependence of Proton Induced Deuteron 
Breakup at Low Energy. 
TLU-23-73 74-16 20H PC$4.00/MF$2.25 


Measurement of the Differential Cross Section for 
Elastic Proton Deuteron Scattering at 10.00 Mev. 
TLU-14-73 74-16 20H PC$4.00/MF$2.25 


GLANTZ, M. W. 
Methods and Costs for Stabilizing Fine-Sized Mineral 


Wastes. 
PB-233 426/6GI 74-18 81 PC$3.75/MF$2.25 
GLASBY, G. P. 


The Geochemistry of Manganese Nodules from the 
Northwest Indian Ocean 
PB-225 993/SGI 7405 8D (Order as PB-225 983) 


Selected Bibliography of Marine Manganese Nodules: 


Addendum, 
PB-226 014/9GI 7405 81 (Order as PB-225 983) 


GLASER, ALVA ROY 
Environmental Investigation of Pilot Propulsion Test 
Sled. 
AD-785 134/8GI 74-23 14B  PC$7.00/MF$2.25 
GLASER, EDWARD M. 
A Guide for Utilizing Volunteer Technical Assistance 
by a National Alliance of Businessmen (NAB) Metro. 
PB-232 077/8GI 74-14 SA PC$4.25/MF$2.25 
Improving the Quality of Worklife..And in the 
Process, Improving Productivity. 
PB-236 209/3GI 74-25 SI PC$8.75/MF$2.25 


GLASS, MORTON 


A Sourcebook for Mental Health Measures. 
PB-228 676/3GI 74-09 SJ PC$11.25/MF$2.25 


GLASER, F. W. 


Noise Comparison of Two 1.2-Pressure-Ratio Fans 
with 15 and 42 Rotor Blades. 
N73-32609/2GI 7402 21E PC$4.75/MF$2.25 


GLASER, R. F. 
Analysis of Axisymmetrical Vibration of a Partially 
Liquid-Filled Elastic Sphere by the Method of Green’S 


Function. 
N74-12546/9GI 74-06 22D PC$3.75/MF$2.25 
GLASER, T. 


Reprint: The Invasion of ‘Saurida undosquamis’ 
(Richardson) into the Levant Basin - An Example of 
Biological Effect of Interoceanic Canals. 
COM-74-50282-02-07/GI 

74-18 6C (Order as COM-74-50282-02) 


GLASER, Z. R. 


Gamma-Aminobutyric Acid Metabolism in Rats Fol- 
lowing Microwave Exposure, 
AD-769 299/9GI 74-01 6R PC$3.25/MF$2.25 


pcs ZORACH R. 


Bibliography of Reported Biological Phenomena 
(C Effects’) and Clinical Manifestations Attributed to 
Microwave and Radio-Frequency Radiation. Supple- 


ment Number 4. 
AD-770 621/1GI 74-03 6R PC$3.25/MF$2.25 


Bibliography of Reported Biological Phenomena 
(Effects) and Clinical Manifestations Attributed to 
Microwave and Radio-Frequency Radiation. Supple- 


ment Number 5. 
AD-784 007/7GI1 74-22 6R PC$3.75/MF$2.25 
GLASGOW, D. W. 


Reprint: Scattering of Neutrons by Carbon from 7 to 9 


MeV. 

AD-771 362/1GI 
GLASGOW, DALE W. 

Fast Neutron Cross Section Measurement System and 


Results. 
74-06 20H PC$7.25/MF$2.25 


7404 20H Reprint 


AD-772 663/1GI 
GLASGOW, J. 8. 

Waterborne Debris in Marine Pollution Incidents. 

AD-786 568/6GI 74-25 13B PC$11.50/MF$2.25 
GLASHOW, &. L. 

Reprint: Tests of Charge Symmetry and Scaling in 

Neutrino Physics. 

AD-779 218/7GI 74-15 20H Reprint 

Reprint: Tests of the Isospin Structure of the Weak 

Current in Neutrino Physics. 

AD-774 613/4GI 

GLASS, A. J. 

On the Existence of Soliton Solutions. 

UCID-16270 74-02 2F PC$3.00/MF$2.25 
GLASS, ALEXANDER J. 

Laser Induced Damage in Optical Materials: 1973. 

AD-773 879/2GI 

7407 2E PC-GPO/MF$2.25-NTIS 
Laser Induced Damage in Optical Materials: 1973. 
COM-74-50059/6GI 
7407 2E PC-GPO/MF$2.25-NTIS 

GLASS, CARTER M. 


A Primer in Strategic Command and Control Commu- 
nications. 


7408 20H Reprint 


AD-786 034/9GI 74-24 17B PC$7.00/MF$2.25 
GLASS, CHARLES J. 

The Line-Reeving Boat Hook, 

AD-785 192/6GI 74-23 133) =PC$3.25/MFS$2.25 
GLASS, I. L. 


Reprint: Recent Developments in Sonic-Boom Simula- 

tion Using Shock Tubes. 

AD-778 242/8GI 74-13 20A_ Reprint 

Reprint: Strong Planar Shock Waves Generated by Ex- 

plosively Driven Spherical Implosions. 

AD-780 382/8GI1 74-16 14B Reprint 
GLASS, J. 

Advanced Digital Signal Processor Design Study. 

Volume II. Design Concept. 

AD-914 517/8GI 74-11 9B PC$7.25/MF$2.25 
GLASS, L. E. 

Maternal-Embryo Interactions During Mammalian 

Development. Final Progress Report. 

UCSF-34-P-53-X-4 74-25 6R PC$4.00/MF$2.25 


GLASS, MAX E. 
AH-1G Design and Operational Flight Loads Study. 
AD-775 838/6GI 74-10 1A PC$4.7S/MF$2.25 


GLASS, MORTON 


Reprint: A Numerical Simulation of Warm Cumulus 
Clouds. Part I. Parameterized vs Non-Parameterized 
Microphysics. 


AD-773 993/1GI 74-08 4B Reprint 


PA-385 





GLASS, R. E. 


GLASS, R. E 


Noise Measurements at Stockton Airport Obtained 

Du Engineering Evaluation of Two-Segment Ap- 
s in a DC-8-61 Aircraft. 

N74-22323/1GI 74-17 20A PC$3.25/MF$2.25 


Noise Measurements at Stockton Airport Obtained 
During Engineering Evaluation of Two-Segment Ap- 
coaches in a 727-222 Aircraft. 
74-18685/9GI 74-13 1B PC$3.25/MF$2.25 


Noise Measurements Obtained During Engineering 
Soin of Two-Segment Approaches in a 727-200 
N74-15716/SGI 74-10 1B PC$4.25/MF$2.25 
Noise Measurements Taken at Lax During Operational 
Evaluation of Two-Segment Approaches in a 727-200 


Aircraft. 
N74-18686/7GI 74-13 1B PC$3.25/MF$2.25 
GLASS, ROBERT L. 


An Analysis for Trace Metals from Colombia, S.A. 
PB-236 698/7GI 74-26 6E PC$3.75/MF$2.25 


GLASSBRENNER, CHARLES J. 


Reprint: Pressure-Tuned GaAs Diode-Laser Absorp- 
tion Spectroscopy of Xenon Hyperfine Structure. 
AD-777 611/5GI 74-12 7D Reprint 


GLASSER, ALBERT D. 
Platinum Type Electrode for a Solid Electrolyte Fuel 


Cell. 

PATENT-3 433 680 74-07 10B Not available NTIS 
GLASSER, R. G. 

Distribution of Transverse Momentum. Technical Re- 


74-02 20H PC$3.00/MF$2.25 
High Energy Accelerator and Colliding Beam User 
a Progress Report, 1972--1973. Technical Report 
ORO-2504-208 74-02 20H PC$3.50/MF$2.25 

GLASSEY, C. ROGER 


On the Optimality of Huffman Trees 
PB-235 754/9GI 74-24 12B PC$3 -75/MF$2.25 


GLASSFORD, A. P. 


Thermal Performance of Multilayer Insulations. 
N74-22564/0GI 74-17 20M PC$10.50/MF$2.25 


GLASSGOLD, A. E. 


Electron and Ion Densities in Interstellar Clouds. 
N74-30288/6GI 74-24 3B PC$3.75/MF$2.25 


Model Calculations for Diffuse Molecular Clouds. 
N74-22345/4GI 74-17 7D PC$4.25/MF$2.25 


GLASSMAN, A. J. 
Computer ram for Thermodynamic Analysis of 
Open Cycle Multishaft Power System with Multiple 


Reheat and Intercool. 
N74-18727/9GI 74-13 21E PC$4.25/MF$2.25 
GLASSMAN, A. T. 


Laser Disc Computer Simulation. 
UCID-16499 74-21 20E PC$4.25/MF$2.25 


GLASSNER, MARTIN IRA 
Dev Land-Locked States and the Resources of 
the Secbed 


COM-74-11276-05/GI 


74-21. SD (Order as COM-74-11276) 
GLASSON, D. R. 


Pore Structures Induced by Water Vapor Adsorbed on 
Non-Porous Lunar Fines and Ground Calcite. 
CONF-730616-2 74-04 7B PC$3.00/MF$2.25 


GLATER, DAVID 


Legal Issues Raised by Orbis, A Motor Vehicle Speed 
Detection Device Taking Photos of Spe 


eders. 
PB-226 891/0GI 74-06 SD PC$3.75/MF$2.25 
GLATER, DAVID S. 


Review of Safety Related Statutory Authority Ad- 
ministered by the Department of Transportation. 
PB-226 $94/4G1 74-06 SD PC$3.75/MF$2.25 


GLATT, C. RB. 
a Space Shuttle Orbiter Wing Design 


Stud 
N74-22511/1GI 74-17 22B PC$4.75/MF$2.25 
Dialog: An Executive Computer Program for Linking 


pery cere Progr: 
N73-32090/SGI 74-02 9B PC$5.75/MF$2.25 
Image: A Computer Code fe Generating Picture-Like 


Images of Acrospace V 
N74-32326/2GI 74-23 9B PC$4.25/MF$2.25 


Program User'S Manual for Optimizing the Design of a 
Liquid or Gaseous Propellant Rocket Engine with the 
Automated Combustor Design Code Autocom. 


N74-16492/2GI 74-10 21H PC$8.75/MF$2.25 
GLAUBERMAN, A. E. 

Generation of Spin-Excitations by Electron Beam in 

Ferro- and Antiferromagnetic Dielectrics Model with 

Polar-States. 

ITF-73-52-P 74-02 20L PC$3.25/MF$2.25 


PA-386 


GLAUERT, W. 
New Graphic Tablet for Digital Computers. 
HMI-B-136 74-02 9B PC$7.75/MF$2.25 


GLAVIANO, V. V. 
Reprint: The Adrenals as a Site of Action for Car- 
bachol Induced Increases in Plasma Free Fatty Acids 


and Glucose. 
AD-775 758/6GI 74-10 60 Reprint 
GLAWE, G. E. 


Miniature Sheathed Thermocouples for Turbine Blade 


Temperature Measurement. 
N74-23050/9GI 74-18 14B PC$3.25/MF$2.25 


GLAZE, D. J. 


Reprint: Performance, Modeling, and Simulation of 
Some Cesium Beam Clocks. 
COM-74-S0252/7GI_ 74-11 14B Not available NTIS 


Reprint: Recent Progress on the NBS Primary 
Frequency Standard. 
COM-74-50253/SGI_ 74-11 14B Not available NTIS 


Reprint: Time Domain Velocity ——- Modulation 
as a Tool to Evaluate Cesium Beam Tube 
COM-74-50254/3GI 74-11 14B Not available NTIS 


GLAZKO, A. J. 


Photochemical Degradation of Dapsone. 
AD-771 108/8GI 74-04 7E PC$3.25/MF$2.25 


GLAZKOV, V. D. 


Multispectral Scanning System in an Aircraft Experi- 
ment to Research Earth Resources. 
N74-32806/3GI 74-26 14B PC$3.25/MF$2.25 


Optimization of Amplitude Characteristics of oo 
Systems of the Electrical Transmission of Im: 
N74-28671/7GI 74-22 9B PC$3. 25/MFS2. 25 


GLAZKOVA, A. P. 


Concerning the Effect of the Nature of the Combusti- 
ble and the Catalytic Agents on the Combustion of 
Ammonium and Potassium Perchlorate Based Mix- 


tures--Translation. 
AD-769 986/1GI 74-02 21B PC$3.25/MF$2.25 
GLAZKOVA, P. I. 


Comparative Study on Symmetrical ExH Plasma Ac- 
celerator with Magnetic Quadrupole--Translation. 
AD-787 411/8GI 74-26 201 PC$3.25/MF$2.25 


GLAZKOVA, V 


In Search of Allergens--Translation. 
AD-775 204/1GI 74-09 6E PC$3.25/MF$2.25 


GLAZOVSKAYA, M. A. 
Geochemical Fundamentals of the Typology and 


Procedure for Studying, 
TT-71-53154 74-12 8G PC$9.50/MF$2.25 
GLAZUNOVA, E. M. 


Physiological Effect of Carbamates of Dihydropyranol 


Derivatives--Translation. 

AD-781 963/4GI 74-19 60 PC$3.25/MF$2.25 
GLEASEN, BILL C. 

Study of Metastable Alloy Phases by Diffraction 

Techniques Based on High-Resolution Energy Coun- 

ters. 

AD-787 521/4GI 74-26 11F PC$3.25/MF$2.25 
GLEAVES, MILNOR E. 

Pakistan After Ayub: The Need for Re-Evaluation of 


United States Policy. 
AD-774 223/2GI 74-08 SD PC$3.25/MF$2.25 
GLEBOV, V. I. 


Effect of the Medium on the Braking Spectrum of 
High Energy Electrons. (Plan of the Experiment). 
TAE-2213 74-08 20H PC$3.00/MF$2.25 


GLEBOVA, N. V. 
Physiological Effect of Carbamates of Dihydropyranol 


Derivatives--Translation. 
AD-781 963/4GI 74-19 60 PC$3.25/MF$2.25 
GLEDENOV, YU. M. 


Study of the (N, alpha ) Reaction on Deformed Nuclei. 
JINR-P3-7376 74-06 20H PC$3.00/MF$2.25 
GLEEVOI, N. I. 
The Results of Applying a Lysozyme in the Complex 
Therapy of Chronic Highmorites--Translation. 
74-26 6E PC$3.25/MF$2.25 


AD-787 343/3GI 
GLEISER, R. J. 
Diffractive Amplitude ™=s Risi Font Cross Section. 
ORO-3992-141 PC$3.75/MF$2.25 
Massless Particle eta 
ORO-3992-140 74-06 20H PC$3.25/MF$2.25 
GLEISSBERG, W. 
Probability Calculations for Sunspot Cycle 21. 
N74-14460/1GI 74-08 3B PCS3.25/MF$2.25 
GLEITZER, C. 


Dielectric Properties of Some Oxides of Composition 
BA(1-Y)Sr(Y)Feo(3-X) and BA(1-Y)Sr(Y )Fe(1- 
Z)M(Z)O(2.5) (M =Ga or in). 


N74-26220/5GI 
GLEN, JOHN W. 


Cold Regions Science and Engineering Monograph 2, 
Section C2a: The Physics of Ice, 
AD-778 009/1GI 74-13 8L PC$4.75/MF$2.25 


GLENDE, W. L. B. 


Design of a Powered Elevator Control System 
N74-15712/4GI 74-10 1C PCS. 75/MF$2.25 


GLENDENNING, I. 


Ultrasonic under Sodium Viewing for Fast Reactors: 


Principles and Problems. 
R/M/N-705 74-25 18E PC$4.00/MF$2.25 


GLENDENNING, N. K. 
Classical and Quantum Mechanical Descriptions of 


Heavy-lon Interactions. 
LBL-2905 74-23 20H PC$4.75/MF$2.25 
GLENDINNING, I. 


Aircraft Requirements for Low/Medium Density Mar- 


kets. 
N74-19651/0GI 1C PC$7.25/MF$2.25 
GLENDINNING, W. B. 


Conduction Changes in GUNN Devices under the In- 
fluence of 10.6 and 0.6328 micrometer Fluxes. 
AD-772 905/6GI 74-06 9A PC$3.75/MF$2.25 


GLENDINNING, WILLIAM B. 
Reprint: Low Temperature Formation of Silicon 


74-19 20L PC$3.25/MF$2.25 


74-14 


Oxide. 
AD-773 991/SGI 
GLENN, C. G. 


Conductive Elastomeric Extensometer. 
PATENT-3 820 $29 74-20 6L Not available NTIS 


Manual Actuator. 
PATENT-3 788 163 


74-08 7D Reprint 


74-12 SE Not available NTIS 


GLENN, D. 
Economic Evaluation of Total Energy. 
PB-228 893/4GI 74-10 10B PC$12.00/MF$2.25 


Economic Evaluation of Total Energy: Guidelines, 


PB-228 683/9GI 74-10 10B PC$4.25/MF$2.25 
GLENN, H. D. 

Method for Reducing Pressure on First He Machine in 

Line-of-Sight Pipe: 

UCID-15670 74-25 18C PC$4.00/MF$2.25 


GLENN, JAMES F. 


Proceedings of a Workshop on Ureteral Reflux in Chil- 
dren Held November 11-12, 1966, 
AD-787 094/2GI 


GLENN, JEARY ADRIAN 


The Effects of Herbicides in South Vietnam. Part B. 
Working Papers: Beliefs, Attitudes, and Behavior of 
Lowland Vietnamese, 

AD-779 030/6GI 74-15 6F PC$9.25/MF$2.25 


GLENN, LOWELL MARSHALL 


Public Service Empioyment for the Disadvantaged. 
PB-228 717/SGI 74-09 SI PC$8.75/MF$2.25 


74-26 6E MF$2.25 


GLENN, M. L. 
Uranium Hexafluoride Tails Storage Cylinde: 
KY-657 74-21 18G PC$4. OOMFS2: 25 
GLENN, R. D. 
Development of a Las! Whole-Air Sampler for WB- 
S7F Aircraft. 
LA-5491-MS 74-14 4A PC$4.00/MF$2.25 


Study of the Characterization and Control of Air Pollu- 
tants from a Fluidized-Bed Boiler-the SO2 Acceptor 
Process. 


PB-229 242/3GI 74-10 7A PC$8.S0/MF$2.25 
GLENN, T. H. 

Reprint: Hadamard Spectrometer for Ultraviolet-Visi- 

ble Spectrometry. 

AD-784 680/1GI 74-22 14B Reprint 
GLENN, W. H. 

High Power Dye Lasers. 

AD-775 $77/0GI 74-09 20E PC$4.75/MF$2.25 

High Power Dye Lasers. 

AD-786 232/9GI 74-24 2E PC$4.25/MF$2.25 


GLENN, WILLIAM H. 


Development of a Miniaturized Dye Laser. 
20E PC$3.25/MF$2.25 


AD-784 930/0GI 74-23 

Development of a Miniaturized Dye Laser 
AD-787 613/9GI 74-26 20E PC$3.25/MF$2.25 
Research «ee wo of Laser Line Profiles 


(Picosecond Laser Pulses). 

AD-775 5$76/2GI 74-09 2F PC$4.25/MF$2.25 
GLESCERI, LENORE 

Effects of Exhaust from Two-Cycle Outboard Engines. 

PB-233 $67/7GI 74-19 iB PC$9.25/MF$2.25 
GLESER, LEON JAY 


Reprint: Multivariate Statistical Inference under Mar- 
ginal Structure. 


eek 


aed 











5 











AD-785 324/SGI 74-23 12A_ Reprint 
GLEZEN, S. PAUL 
Clinical Evaluation of Respiratory Vaccines in Chil- 


dren and Infants. 
PB-232 620/SGI 74-16 6E PC$3.25/MF$2.25 


GLEZER, V.D. 


A Study of Receptive Fields on Neurons of Cat's 
Visual Cortex as Filters of Spatial Frequency--Transla- 


tion. 
AD-773 895/8GI 74-07 6P PC$3.25/MF$2.25 


GLIBERT, K. M. 
Sandia Laboratories’ eo X-Ray Syste 
SAND-74-0008 14-244 206 PCs. 25/MF$2.25 


GLICKLER, 8S. L. 


Laser Atmospheric Propagation Kinetics. 
AD-782 416/2GI 74-19 7D PC$4.25/MF$2.25 


GLICKMAN, ALBERT S. 
Navy cone Motivation Programs in an All-Volunteer 


Conditio 

AD-786 T24/5GI 74-25 SI PC$3.25/MF$2.25 
Reenlistment Incentives: More is not Better in the 
Fleet Either. 

AD-786 748/4GI 74-25 SI PC$4.25/MF$2.25 


Relationship Between Organizational Beliefs, Affective 
Dispositions and Navy ba me te ml Intention: 
Theoretical and Administrative Implicatio 

AD-786 740/1GI 74-25 “1 PCS4. 7S/MF$2.25 


A Study of Experimental Incentives as an Influence on 


Enlistment Intention. 
AD-775 934/3GI 74-10 SI PC$3.75/MF$2.25 


A Study of Experimental Incentives as an Influence on 
Ealistment Intention: More is Not Better. 
AD-786 676/7GI 74-25 SI PC$4.75/MF$2.25 


GLICKMAN, IRVING 


Tracking of Tooth Contact Patterns in the Natural 
Dentition Using Miniaturized Implantable Telemetry 
Devices. 

AD-769 622/2GI 74-01 6E PC$3.25/MF$2.25 


GLIKSON, A. L. 


Some — of Springless Oscillating Compressors-- 
Trans 
AD-776 549/861 74-11 13G PC$3.25/MF$2.25 


GLINCHUK, M. D. 
On the Theory of Electrodiffusion in Metals and Other 


Solids, 
TT-70-$9072 74-06 11F PC$3.25/MF$2.25 
GLINIEWICZ, A. S. 


Astep User’S Guide and Software Documentation. 
N74-26713/9GI 74-20 9B PC$8.75/MF$2.25 


GLINKA, C. J. 

Spin Wave Renormalization in Euo. 

BNL-18324 74-08 20L PC$3.00/MF$2.25 
GLINSKI, Z. 


Bacteriological Diagnostics of the Bee Foul Brood 
(Diagnostyka Bakteriologiczna Zgnilca Zlosliwego 
TT-73-54073 74-21 6M PC$3.25 


Observations on the Amino Acid Composition of 
Hydrolyzates of Bacillus larvae (White) (Spostrzezenia 
nad Skladem Aminokwasowym Hydrolizatow Bacillus 


larvae (White)), 
TT-73-S4075 74-25 6M PC$3.25 
GLOCKHOFF, CAROLYN 


Reprint: Geotectonic Evolution and Subsidence of 
Bahama Platform: Discussion. 
AD-776 688/4GI 74-11 8G Reprint 


GLOECKER, G. 


A New Component of Cosmic Rays of Unknown 
Origin at a Few Mev Per Nucleon. 
N74-26272/6GI 74-19 3B PC$3.75/MF$2.25 


GLOECKLER, FREDERICK M. JR. 
ggg Translocation Results Using Navigation Satel- 
s, 
AD-785 625/5GI 74-24 17G PC$3.25/MF$2.25 
GLOECKLER, G. 
Differential Energy Spectra of Low Energy (Less 
Than 8.5 Mev Per hace Heavy Cosmic Rays Dur- 
watcineal 74-05 3B PC$3.25/MF$2.25 
Possible Acceleration of Charged Particles Through the 
Reconnection of Magnetic Field Lines in Interplaneta- 
ry Space. 
N74-31318/0GI 74-24 3B PC$3.25/MF$2.25 
Post-Shock Spikes: A New Feature of Proton and 
alpha Enhancements Associated with an Interplanetary 


Shock Wave. 
N74-31317/2GI 74-24 3B PC$3.25/MF$2.25 


GLOECKNER, D. H. 


Gspeak: A Data Management Facility for Speakeasy. 
74-22 9B PC$4.00/MF$2.25 


ANL-8097 








GLOERSEN, P. 
Microwave Maps of the Polar Ice of the Earth. 
N74-10373/0GI 74-04 8F PC$3.75/MF$2.25 


Microwave Signatures of Snow and Fresh Water Ice. 
N74-10381/3GI 74-04 8L PC$3.25/MF$2.25 


Polar Sea Ice Observations by Means of Microwave 
Radiometry 
N74-13090/7GI 74-07 83 PC$3.25/MF$2.25 


Results of the US Contribution to the Joint US/USSR 


Bering Sea Experiment. 
N74-22971/7GI 74-18 4B PC$7.00/MF$2.25 


Satellite Imagery and Weather for the Besex Area, 15 
February - 10 March 1973. 
N74-28072/8GI 74-20 4B PC$4.75/MF$2.25 


GLOGOZOWSKI, M. 
Recent Sediments of the Central California Continental 
Shelf, Pillar Point to Pigeon Point. Part C. Interpreta- 
tion and Summary of Results. 
AD-773 464/3GI 7407 8) = PC$4.75/MF$2.25 
GLOMOZDA, A. A. 
Some Results and Problems of the Technical Recon- 
struction of the Hydrometeorological Service of the 
Belorussian SSR --Translation. 
AD-778 384/8GI 74-14 4B PC$3.25/MF$2.25 
GLORIA, H. R. 
er and Thermally Stable Polymer Composi- 


PAT_APPL-414043 74-06 7C PC$3.25/MF$2.25 
} an ae and Thermally Stable Polymer Composi- 


PATENT- 3803 090 74-15 111 Not available NTIS 
GLOSS, B. B. 


Canard-Wing Lift Interference Related to Maneuvering 
Aircraft at Subsonic Speeds. 

N74-11819/1GI 74-06 1A PC$3.75/MF$2.25 
Effect of Canard Location and Size on Canard-Wing 
Interference and Aerodynamic Center Shift Related to 
Maneuvering Aircraft at Transonic Speeds. 
N74-28474/6GI 74-22 1A PC$S.75/MF$2.25 


Effect of Spanwise Blowing on Leading-Edge Vortex 

Bursting of a Highly Swept Aspect Ratio 1.18 delta 

Wing. 

N74-29367/1GI 74-24 1A PC$3.75/MF$2.25 
GLOSSBRENNER, E. W. 

Long-Duration Life Tests of Slip _—~ Capsule Assem- 

blies for Inertial Guidance Platform 

N74-29117/0GI 74-22 1G * PCS3. 25/MF$2.25 
GLOSTEN, LARRY R. 

FLIP - Floating Instrument Platform, 

AD-785 030/8GI 74-23 133 PC$3.75/MF$2.25 
GLOUDEMANS, J. R. 

Radar: Reactor Thermal and Hydraulic Analysis Dur- 

ing Reactor Flow Coastdown. 

BAW-10069 74-02 181 PC$S5.50/MF$2.25 
GLOUX, J. 


Electron Spin Resonance Study Free Radicals 
Produced by — Irradiation in Plastic Compounds 


Derived from yclo(2-2-1)Heptane 

CEA-R-4493 74-18 7E PC$10.25/MF$2.25 
GLOVER, D. W. 

Measured Chromium Distributions Resulting from 

Cooling Tower Drift. 

BNWL-SA-4919 74-16 13B PC$3.25/MF$2.25 
GLOVER, DONALD J. 

Reprint: Metabolic Disposition of 2,4,6-Trinitrotoluene. 

AD-778 226/1GI 74-13. 13B Reprint 
GLOVER, F. 

Augmented Threaded Index Method for Network Op- 

AD-774 035/0GI 74-08 12B PC$3.25/MF$2.25 


Implementation and Computational Comparisons of 
Primal, Dual and Primal-Dual Computer Codes for 
Minimum Cost Network Flow Problems. 

AD-769 677/6GI 74.01 12B PC33.75/MF$2.25 


New Advances in the Solution of Large-Scale Network 
and Network-Related Problems. 
AD-784 001/0GI 74-22 12B PC$3.25/MF$2.25 


GLOVER, FRED 


Finding Minimum Spanning Trees with a Fixed 
Number of Links at a Node. 
AD-779 141/1GI 74-15 12B PC$3.25/MF$2.25 


A Generalized Recursive Algorithm for a Class of 
Non-stationary Regeneration (Scheduling) Problems-- 
Translation. 


AD-784 493/9GI 74-22 12B Reprint 
A Note on Computational Studies for Solving Trans- 
portation Problems. 

AD-769 625/SGI 74-01 12B PC$3.25/MF$2.25 
A Note on Exchanges in Matroid Bases. 

AD-784 019/2GI 74-22 12B PC$3.25/MF$2.25 


GLUKHOV, V. G. 





Past, Present and Future of Development, Computa- 
tional Efficiency, and Practical Use of Large Scale 
Transportation and Transhipment Computer Codes. 


AD-769 624/8GI 74-01 12B PC$3.25/MF$2.25 
GLOVER, K. 

Structural Aspects of System Identification. 

N74-14252/2GI 74-08 12A PC$S.75/MF$2.25 
GLOVER, K. M. 


pay pn for the Production of exp 242 cm from 


xp 241 AM in a Fast Reactor. 
‘AERE-R-7363 74-06 18B PC$3.00/MF$2.25 


GLOVER, KENNETH M. 
Reprint: Applications of Radar to Meteorological 
Operations and Research. 
-787 245/0GI 74-26 4B Reprint 
GLOVER, PETER 
Effects of Source Structure and Site Response on 
Ground Motion in the Near Field of Earthquakes 
COM-74-11416/6GI 74-21. 8K PC$4.75/MF$2.25 


GLOVER, R. S. 

Reprint: Progress at IMER. 

AD-771 340/7GI 74-04 83 Not available NTIS 
GLOVER, ROBERT E. 

Ro 


tary Still. 
PATENT-2 996 439 74-11 13K Not available NTIS 
GLOVER, ROBERT W. 


A Comparison of Union Construction Workers Who 
Have Achieved Journeyman Status Through Ap- 
prenticeship and Other Means. 

PB-229 937/8GI 74-11 SI PC$8.S0/MF$2.25 


GLOVER, WILLAIM L. 
A Cost Growth Model for Weapon System Develop- 


ment Programs. 

AD-785 438/3GI 74-23 1SE PC$5.75/MF$2.25 
GLOWACKA, L. 

Energy Distributions of alpha Particles Emitted in the 

(N, alpha ) Reactions Induced by 18-Mev Neutrons in 


exp 160 Dy, exp 161 Dy, exp 162 Dy, and exp 164 Dy. 
INR-1468 74-06 20H PC$3.00/MF$2.25 


GLOWACKI, W. J. 
Absorption of CO Laser Radiation by Water Vapor 


near 5 micrometers. 
AD-774 900/5GI 7409 7D PC$4.25/MF$2.25 


Analytical Procedures Used to Obtain and Evaluate 
the Eddy Viscosity and Mixing Length Extracted from 
Incompressible Turbulent Boundary Layer Data, 

AD-784 416/0GI 74-22 20D PSs. 75/MF$2.25 


A Study of the Effect of Pressure Gradient on the 
Eddy Viscosity and Mixing a. es agg: raed 
Equilibrium Turbulent Boundary La 

AD-783 942/6GI 74-21 top PCss. 25/MF$2.25 


GLOWAKY, R. C. 


Reprint: The Use of Physical Methods to Determine 
Polymer Confirmation in Solution. 
AD-771 879/4GI 


GLOYNA, E. F. 


Radioactivity Transport in Water: Final Report. 
Technical Report No. 22. 
ORO-23 74-07 18H PC$6.00/MFS$2.25 


GLOYNA, EARNEST F. 


Instrumentation for Engineering Mi: ment of a 
Multi-Purpose River Basin System rinity River 
Basin, Texas). Real-Time yg Management of 
aM 


74-05 7D Reprint 


ulti- River Basin System 
PB-231 867/3GI 74-13 13B  PC$7.50/MFS$2.25 
GLUCKMAN, MICHAEL J. 


City College Studies of the Coalplex, 
PB 229 101/1GI 74-10 7A PC$3.25/MFS$2.25 


Combined Cycle System Studies, 
PB-228 876/9GI 74-10 10A PC$3.25/MF$2.25 


Production of Low-BTU Gas from Coal in Combina- 

tion with Advanced Power Cycles, 

PB-228 857/9GI 74-10 7A PC$3.75/MF$2.25 
GLUCKSTERN, R. L. 

Extrapolation of mien p Radian 0 SS 3 Soe. 

BNL-19062 20G = PC$4.00/MF$2.25 


Resonance Crossing in a Proton Synchrotron; Applica- 


tion to Isabelle. 
BNL-18819 74-20 20G PC$4.00/MF$2.25 


GLUDE, JOEN B. 
Reprint: Marine Fish Culture in Japan. 
COM-74-50849-16/GI 
74-24 6C (Order as COM-74-50849) 
Reprint: Recent Developments in Shellfish Culture on 
the U.S. Pacific Coast. 
COM-74-50849-11/GI 
74-24 6C (Order as COM-74-50849) 
GLUKHOV, V.G. 
Distribution of Glaze-Rime Deposits in the Lower 300- 
Meter Layer of the Atmosphere--Translation. 


PA-387 


GLUKHOV, V. G. 


AD-785 965/SGI 74-24 9E PC$3.25/MF$2.25 


GLUKHOVSKAYA, G. F. 

One Index of Allergic State (Antihistimine Factor) in 

Bronchial Asthma--Translation 

AD-783 972/3GI 74-22, 6E PC$3.25/MF$2.25 
GLUSHAKOV, A. N. 

Non-Steady-State Temperature Field in a Porous Body 

du Filtration of a Gas--Translation. 

1 734/9GI 74-18 20D PC$3.25/MF$2.25 

GLUSHCHENKO, V.G. 


Reliability of Existing Methods for Calculating the 
Heat Transfer Between the Gas and a Cooled Turbine 


Blade. 
N74-20590/7GI 74-14 21E PC$3.25/MF$2.25 
ag eae hh 
The ‘Alpha and Omega’ of Rocket Engine-Building-- 
Translation. 
AD-781 310/8GI 74-18 21H PC$3.25/MF$2.25 


Future and Past Soviet and American Space Technolo- 


fPa.s-cos24 74-06 22A PC$3.25/MF$2.25 
GLUSHKO, V. P. 
Development of Rocket Construction and Astronautics 


in the USSR 

N74-29294/7GI 74-22 21H = PC$4.25/MF$2.25 
GLUSHKOV, V 

Integrated Family of Computers, 

JPR 2 74-05 9B PC$3.25/MF$2.25 
GLUSHKOV, V. E 

— ho Magnesium Particles in Various Media-- 

ADs 563/0GI 74-21 21B PC$3.25/MF$2.25 


GLUSHKOV, V. M. 


Control in Scientific Systems--Translation. 
AD-771 886/9GI 74-05 9B PC$3.25/MF$2.25 


Digital Computer for Controlling Electronic-Litho- 
Processes in Manufacturing Integral Systems 


Kiev-70")--Translation. 
AD-771 633/SGI 74-05 9B PC$3.25/MF$2.25 
GLYNN, T. E. 


Investigation of Stress Concentration in Reinforced 
Concrete Components. 
AD-785 748/5GI 74-24 13C PC$3.75/MF$2.25 


Significance of Materials Properties in Flexible Pave- 
ment Analysis. 
AD-769 947/3GI 74-02 13B PC$S.75/MF$2.25 


GNADT, P. A. 


Effect of Spe Blockages in Simulated Lmfbr Fuel 
Assem' 
CONF-740401- 13 74-21 181 PC$4.50/MF$2.25 


GNAEDINGER, RICHARD H. 
Pressure Cooking Process to Produce Fish Cakes for 


Animal Use 
PATENT-3 429710 74-07 2E Not available NTIS 


System for Cooking Fish. 
PATENT-3 719 74-02 2E Not available NTIS 


GNANALINGAM, S. 


A Study of Electron Density Profiles in Relation to 
Ionization Sources and Ground-Based Radio Wave Ab- 


sorption Measurements, Part 1. 
N74-17119/0GI 74-11 20N PC$4.75/MF$2.25 
GNESIN, G. G. 


pe on Materials for the Manufacture of Open- 
le aa. Generator Electrodes, 
S-61609 74-12 10B PC$3.25/MF$2.25 


GNETNEV, V. V. 


Method of Analysis of Accelerations and Smoothness 
of Ride of a Motor Vehicle--Translation. 
AD-780 994/0GI 74-17 13F PC$3.25/MF$2.25 


GNIBIDENKO, G. S. 


Tectonics of the Bering Sea Floor--Transla 
AD-773 910/SGI 7407 8G PCs?! TS/MFS2. 25 


GNOFFO, P. A. r 


An Implicit Semianalytic Numerical Method for the 
Solution of Nonequilibrium Chemistry Problems. 
N74-29478/6GI 74-24 7D PC$3.25/MF$2.25 


GO, J.C. D. 


mentation Experiences of Nastran on Cdc Cyber 


Imple 
74 Scope 3.4 Opera System. 
HEDL-SA-563. sas 4-09 9B PC$3.00/MF$2.25 


GOAD, J. H. JR. 
Removal of Spacecraft-Surface Me mot Contami- 


74-17 22A atk 7S/MF$2. 25 
GOAD, W.C. 
A Semuutomated Tec! for the Determination of 
Vitamin C (Ascorbic Acid) in Serum or Plasma Sam- 


ples, 
AD-771 924/8GI 74-05 6A PC$3.25/MF$2.25 


PA-388 


GOAN, JOHN C. 


Method for Improving Graphite Fibers for Plastic 
Reinforcement and Products Thereof. 
PATENT-3 634 220 74-04 IIE Not available NTIS 


GOBELI, GARTH W. 

High Energy Optical Laser. 

PATENT-3 798 569 74-24 20E Not available NTIS 
GOBELTZ, J. 


Wind Tunnel Investigations Aimed at Devising Tests 

of Aircraft Spin. 

N74-27479/6G1 74-20 1A PC$3.75/MF$2.25 
GOBIEN, JURGEN O. 


Simultaneous Detection and Estimation: The Use of 
— Statistics and Reproducing Probability Den- 


AD-770 176/6GI 74-02 9D PC$8.75/MF$2.25 
GOBLE, G. G. 

Field Measurements and Laboratory Testing of Bridge 

Components. 

PB-235 726/7GI 74-25 13B PC$S5.75/MF$2.25 


Predicting the Bearing Capacity of a Pile from Dynam- 
ic Measurements. 
PB-232 556/1GI 74-15 13B PC$3.75/MF$2.25 


GOBLE, R. G. 


Thermal Radiation Analysis System (Trasys). 
N74-32371/8GI 74-25 20M PC$4.25/MF$2.25 


GOBLICK, T. J. 


A Summary of the DABS (Discrete agi Beacon 

System) Transponder Design/Cost Studie: 

AD-776 140/6GI 74-10 17G PCS3. 75/MF$2.25 
GOCHNARG, I. 

Purification of Uranium by Selective Sorption of Ura- 

nyl Chloride on Anion Resin. 

IEA-287 74-12 183 PC$3.50/MF$2.25 
GODA, L. Y. 


X-Ray Induced X-Ray Fluorescence Analysis of 
Suspended Air Particulate Matter. 


LBL-2951 74-25 7D PC$S5.45/MF$2.25 
GODAIL, T. 

Low-Pressure Deflagration Limit of Controllable Solid 

Rocket Propellants. 

N74-23334/7GI 74-18 21B PC$3.25/MF$2.25 


Relation Between the Compositional Variables and the 

Pressure Exponent of Controllable Solid Rocket 

Propellants. 

N74-10712/9GI 74-04 211 PC$3.25/MF$2.25 
GODART, O. 


Reprint: Publications of the Georges Lemaitre Institute 
of Astronomy and Geophysics. 
AD-774 353/7GI 74-08 8G Not available NTIS 


GODBEE, H. W. 


Critical Review of Solid Radioactive Waste Practices 
at Nuclear Power Plants. 
ORNL-4924 74-13 18G PC$S.45/MF$2.25 


Use of Evaporation for the Treatment of Liquids in 
the Nuclear Industry. 


ORNL-4790 74-04 18G PC$S.45/MF$2.25 
GODBEE, HERSCHEL W. 
Method for Storing Radioactive Combustible Waste. 


PATENT-3 764 "382 74-13. 18G Not available NTIS 
GODBOLE, RAMESH V. 
Reprint: On Destabilization of Clouds by Radiative 
Cooling. 
COM-73-50496-06-04/GI 
74-01 4B (Order as COM-73-50496-06) 
GODCHARLES, MARK F. 


Exploratory Clam Survey of Florida Nearshore and 
Estuarine Waters with Commercial Hydraulic Dredging 


Gear. 
COM-74-10210/4G1 74-05 6C PC$4.75/MF$2.25 


Fauna and Flora in Hydraulic Clam Dredge Collections 

from Florida West and Southeast Coasts, 

COM-74-10276/SGI 74-06 8A PC$4.75/MF$2.25 
GODDARD, HAYNES C. 

Pricing for Water Supply: Its Impact on Systems 

Management. 

PB-231 073/8GI 74-12 13B PC$3.75/MF$2.25 
GODDARD, JAMES E. 

Aa Evaluation of Urban Flood Plains. 

PB-227 337/3GI 74-07 13B PC$3.75/MF$2.25 
GODDARD, R. B. 

Differential Loran-C Time Stability Study. 

AD-779 $43/8GI 74-15 17G PC$7.00/MF$2.25 
GODDARD, WILLIAM A. II. 


Theoretical and Experimental (Electron Impact) Stu- 
dies of Low-Lying Rydberg States in O02. 
AD-782 487/3GI 74-19 7D PC$4.25/MF$2.25 


GODET, M. 
Hierarchization Method for the Elements of a System. 
An Attempt at Forecasting Nuclear Energy System 
with Its ‘"Societal’’ Context. 
CEA-R-4541 74-09 18E PC$5.50/MF$2.25 
GODETTE, MCCLURE 
Reprint: Potential Systems for Lead Hazard Elimina- 
tion: Evaluations and Recommendations for Use. 
COM-74-50085/1GI 
74-07 11C PC-GPO/MF$2.25-NTIS 


GODFREY, B. B. 


Numerical Solutions of the Three- an gg Kinetic 
iy’ of the Parametric Decay Insta! 


-787 455/SGI 74-26 201 Poss. Vsmars2 2s 
GODFREY, L. E. 
National Translations Center. 


LA-UR-73-1252 
GODFREY, R. A. 


Surface Wind Characteristics over RVN Coastal 
Waters During December Through March 


(Provisional). 
AD-770 446/3GI1 74-02 4B PC$5.25/MF$2.25 


Surface Wind Characteristics over RVN Coastal 

Waters During October and November (Provisional). 

AD-771 010/6GI 74-04 4B PC$4.25/MF$2.25 
GODFREY, T. G. 

Thermal Conductivity of Oriented Fibrous Carbon In- 

sulation from 300 to 1300 K in Nitrogen and Argon at 

One Atmosphere. 

CONF-731101-33 74-08 11B PC$4.00/MF$2.25 
GODFREY, THOMAS G. 

Sintering of Compacts of UN, (U,Pu) N, and PuN. 

PATENT-3 766 082 74-14 18J Not available NTIS 
GODINHO, M. M. 


Environmental Radioactivity Measurements at the 
Laboratorio de Fisica E Engenharia Nucleares (1966-- 


1970). 
LFEN-158(B) 74-24 8H PC$S.25/MF$2.25 
GODLEWSKI, M. P. 


The Drift Field Model Applied to the Lithium-Contain- 
ing Silicon Solar Cell. 
N74-14787/7GI 74-09 10B PC$3.25/MF$2.25 


Low-High Junction Theory Applied to Solar Cells. 
N74-14789/3GI 74-09 10B PC$3.25/MF$2.25 


GODMAN, RICHARD M. 


Establishing Even-Age Northern Hardwood Regenera- 
tion by the Shelterwood Method - A Preliminary 


Guide. 

PB-226 475/2GI 74-05 2F PC$3.25/MF$2.25 
GODOVANNYI, V. A. 

Sorption Pump--Translation. 

AD-779 203/9GI 74-15 13K PC$3.25/MF$2.25 
GODOVIKOV, N. N. 


New Hydrophobic Sections in the Region of the 

Esterase Center of Cholinesterase 

JIPRS-60550 14-04 6A PCS3. 25/MF$2.25 
GODSE, V. B. 

Geo-Hydrological Conditions at Radioactive Solid 

Waste Management Site, Trombay, with Special 

Reference to Pumping Test Studies. 

BARC-677 74-07 18G PC$3.75/MF$2.25 
GODWIN, LINTON A. 

Arkhoma Regional Population Report. 


74-04 SA PC$3.00/MF$2.25 


PB-224 988/6GI 7401 13B PC$4.25/MF$2.25 

Western Arkansas District Population, 

PB-224 989/4GI 7401 13B PC$4.75/MF$2.25 
GODWIN, R. P. 


Evidence of Anomalously Reduced Electron Thermal 
Conduction in Laser-Produced Plasmas. 
LA-S611-MS 74-26 201 PC$4.00/MF$2.25 


Experiments with Laser-Produced Plasmas: Electrons, 


Ions, and Neutrons. 
LA-UR-73-1394 74-06 201 PC$3.25/MF$2.25 
GODWIN, V. E. 


Reprint: Theory of Shallow Donor Impurity Near-Sur- 
face States in Si and Ge. 
AD-770 697/1GI 


GOEBEL, C. J. 


Quantized Vortices around Wavefront Nodes, 
N74-30628/3GI 74-24 20D PC$3. aha F$2.25 


GOEBEL, D. 


Comparison of Experimentally Determined Central 

Temperature of Bwr Fuel Rods with Values Calculated 

by Means of Saturn-L. 

KFK-EXT-6/73-4 74-24 18E PC$4.75/MF$2.25 
GOEDBLOED, J. J. 

Noise in Impatt-Diode O: 


74-03 20L Reprint 


scillators. 
74-24 9E PC$S.75/MF$2.25 


N74-29566/8GI 
Noise in Impatt-Diode Oscillators. 
N74-29569/2GI 74-24 9E PCS$S.75/MF$2.25 











GOEDDEL, D. 
Analysis of Dual Mode Systems in an Urban Area. 


Volume I: Summary. 
PB-236 425/SGI 74-25 13F PC$3.75/MF$2.25 


Analysis of Dual Mode Systems in an Urban Area. 
Volume II: Study Results. 

PB-236 426/3GI 74-25 13F PC$7.S0/MF$2.25 
Analysis of Dual Mode Systems in an Urban Area. 
Volume III: Description of the Analysis Techniques 
and Data Sources. 

PB-236 427/1GI 74-25 13F PC$9.50/MF$2.25 

GOEDDEL, W. V. 


Advanced, Graphite-Matrix, Dispersion Type Fuel 
Systems. Annual Report, April 1, 1963--March 31, 


1964. 
GA-5016(Pt.2) 74-15 183 PC$6.00/MF$2.25 


Advanced, Graphite-Matrix, Dispersion-Type Fuel 
Systems. First Annual Report, April 1, 1962--March 
31, 1963. 


GA-4022(Pt.2) 74-16 183 PC$4.25/MF$2.25 
GOEDE, P. J. 

Spectroscopic Study of Metal Vapor K inetics. 

AD-783 275/1GI 74-20 19A PC$4.25/MF$2.25 


GOEDE, WALTER F. 
Digital Address Thin Display Tube. 


AD-769 899/6GI 74-02 9E PC$3.75/MF$2.25 

Digital Address Thin Display Tube. 

AD-778 771/6GI 74-14 9E PC$3.25/MF$2.25 
GOEDELL, D. 


Analysis of Dual Mode Systems in an Urban Area. 
Volume IIIA: Appendixes. 
PB-236 428/9GI 74-25 13F PC$6.25/MF$2.25 


GOEHR, L. 


N.S. ‘’Otto Hahn’’: Test Report No. 30. Start-Up and 
First Operating Time of the Reactor of the N.S. ‘’Otto 
Hahn"’ with the 2ND Core. 

GKSS-73-E-21 74-12 18N PC$S5.75/MF$2.25 


GOEHRING, B. 

“On-Line’’-Identification Methods: Evaluation of 

Literature and Review of the Methods. 

KFK-PDV-14 74-13. 9B PC$6.25/MF$2.25 
GOEL, AMRIT L. 

Data Management Systems for Structured Information 

Retrieval. 

AD-776 808/8G1 74-11 SB PC$3.75/MF$2.25 
GOELLER, BRUCE F. 

San Diego Clean Air Project. 

PB-232 510/8GI 74-15 13B PC$S5.75/MF$2.25 
GOEN, RICHARD L. 

Assessment of Total Energy Systems for the Depart- 

ment of Defense - Volume |. 

AD-781 816/4GI 74-18 10A PC$5.25/MF$2.25 


Assessment of Total Energy Systems = the Depart- 
ment of Defense. Volume 2. Appendice 


AD-781 817/2GI 74-18 10A PCS. 25/MF$2.25 

Postattack Contingency Plans for Undamaged Areas. 

AD-783 952/5GI 74-21 1SC PC$3.75/MF$2.25 
GOENCZI, L. 


D(P,2P)N Cross Sections for T/sub p/ = 10.00 Mev. 
TLU-24-73 74-16 20H PC$4.25/MF$2.25 


Excitation Function for the D(P,2P)N Reaction for 8.5 
Less Than or Equal to T/sub p/ Less Than or Equal to 


11.6 Mev. 
TLU-13-73 74-16 20H PC$4.50/MF$2.25 


Fast Method for Nitrogen Determination in Single 


Seeds. 
TLU-22-73 74-16 7D PC$4.00/MF$2.25 
Noncoplanar Proton Correlations from the D(P,2P)N 


Reaction at 10.0 Mev. 
TLU-10-73 74-16 20H PC$4.50/MF$2.25 


Treiman--Yang Test of the Spectator Model in the 
D(P,2P)N Reaction at 10.186 Mev. 
TLU-11-73 74-16 20H PC$4.25/MF$2.25 


GOERING, K. L. 
Studies Relating to Transportation in Washington, 


DC., 
PB-226 829/0GI 74-06 13B PC$8.75/MF$2.25 
GOERLICH, H. 


On the Reliability of Results from the Tower Test for 
Free Flight Tests. 
N74-11827/4GI 74-06 1B PC$3.25/MF$2.25 


GOERTLER, HENRY 


Reprint: Institute for Applied Mathematics and 
Mechanics, Freiburg in Breisgau. 
AD-772 405/7GI 74-05 20D Not available NTIS 


GOERTZ, C. 
Existence and Stability of Strong Potential Double 
Layers. 


COO-2059-35 74-22 4A PC$5.00/MF$2.25 


GOERTZ, C. K. 


The Magnetosphere of Jupiter as Observed with 
PIONEER 10. Parts I, II, and III. 
AD-783 538/2GI 74-21 3B PC$S5.75/MF$2.25 


GOES, W. P. 
Separation of Signals Due to Arterial and Venous 
Bloodflow, in the Doppler System, That Uses Continu- 


ous Ultrasound. 
N74-20778/8GI 74-15 6B PC$3.75/MF$2.25 
GOESELE, K 


The Annoyance of Noise of Different Bandwidths. 
N74-23270/3GI 74-18 SJ PC$3.75/MF$2.25 


GOETHERT, WINFRED H. 

Laser Doppler Velocimeter Detector. 

PATENT-3 753 616 74-09 20D Not available NTIS 
GOETTE, W. E. 


Centaur D-1T Propulsion and Propellant Systems. 
N73-32619/1GI 74-02 21H PC$3.25/MF$2.25 


GOETTEL, B. 
Environmental Impact Computer System. 
AD-787 295/SGI 74-26 9B PCSS. 25/MF$2.25 
GOETTELMAN, R. 
Use of Visible, Near-Infrared, and Thermal Infrared 
Remote Sensing to Study Soil Moisture. 
N74-19982/9GI 74-14 8M PC$3.25/MF$2.25 
GOETTLER, L. A. 
Molding of Oriented Short Fiber Composites. III. Rate 
Effects on Fiber Alignment in Convergent Channels. 
AD-779 907/SGI 74-16 11D PC$4.25/MF$2.25 


GOETTLER, LLOYD A. 


Molding of Oriented Short-Fiber Composites. Il. Flow 
through Convergent Channels, 
AD-776 591/0GI 74-11 11D PC$4.25/MF$2.25 


Molding of Oriented Short-Fiber eon arg IV. 
Characterization of Fiber Orientation Patte 
AD-785 266/8GI 74-23 11D PCS3.7 75/MFS2. 25 


GOETZ, A. F. H. 


Application of ERTS and EREP Images to Geologic 
Investigations of the Basin and Range: Colorado 
Plateau Boundary in Northwestern and North-Central 


Arizona. 
E74-10791 74-26 8G PC$3.25/MF$2.25 
GOETZ, CHARLES J. 


What Is Revenue Sharing, 
PB-233 387/0GI 74-18 SC PC$5.00/MF$5.00 
GOETZINGER, J. W. 


Waste Lubricating Oil Research. An Investigation of 
Several Re-refining Methods. 
PB-231 277/SGI 74-12 11H = PC$3.75/MF$2.25 


Waste Lubricating Oil Research. Some Innovative Ap- 
proaches to Reclaiming Used Crankcase Oil. 


PB-234 685/6GI 74-22 11H PC$3.25/MF$2.25 
GOETZMANN, O. 

Assessment of Compatibility of Oxide Fuel Pins. 

EURFNR-1107 74-12) 18] PC$3.75/MF$2.25 


Change in Mechanical Properties of Cladding Materials 
for Fuel Pins of Nuclear Reactors after Reactions with 
Carbide Fuels. 

KFK-1993 74-26 183 PC$6.50/MF$2.25 


Mechanical Properties of Cladding Materials after An- 
nealing with Carbide Fuels. 
KFK-1942 74-21 183 PC$4.75/MF$2.25 


Uo sub 2 --Puo sub 2 Fuel Pin Bundle Irradiation Dfr- 
350. Evaluation of the Post-Irradiation Examination 
Results. 

KFK-1960 74-25 18E PC$8.25/MF$2.25 


Uo sub 2 Puo sub 2 Fuel Pin Irradiation in Trefoil In- 
sert Dfr-304. Evaluation of the Investigation Results on 
Irradiated Fuel Rods. 

EURFNR-1151 74-23, 18E PC$S.45/MF$2.25 


Uo sub 2 --Puo sub 2 Fuel Pin Trefoil Irradiation Dfr- 
304. Evaluation of the Post-Irradiation Examination 
Results. 

KFK-1864 74-15 18] PC$7.75/MF$2.25 


Uo sub 2 --Puo sub 2 Fuel-Rod-Bundle Irradiation 
MOL-7A. Evaluation of the Investigation Results on 
the Irradiated Fuel Rods. 

KFK-1736 74-06 183 PC$8.75/MF$2.25 
Uo sub 2 --Puo sub 2 Fuel Rod Bundle Irradiation 
MOL-7A Evaluation of the Investigation Results on 
the Irradiated Fuels Rods. 

EURFNR-1113 74-13 18E PC$9.25/MF$2.25 


GOFF, F.G. 
Reformating Forest Survey Tree Detail Data at Ornl 
Including a Documentation of Program Reform. 
EDFB-IBP-74-3 74-25 SB PC$S5.45/MF$2.25 
GOFF, G. B. 
Noncaking Coal Gasified in a Stirred-Bed Producer. 
PB-231 983/8GI 74-14 7A PC$3.25/MF$2.25 


GOLTSEV, V. P. 


GOFF, JEAN REES 


A Research and Demonstration Project for Determin- 

ing Potentials and Procedures for Serving Selective 

Service Rejectees in Rhode Island. 

PB-235 655/8GI 74-23 SI PC$4.25/MF$2.25 
GOFF, R. CRAIG 

The ya Tower Data Collection Program: 

April - July 197 

Ob n.24 11354/1GI 
GOFF, THOMAS N. 


Recovering Copper from Mill Tailings. Selected Stu- 


74-20 4B PC$4.25/MF$2.25 


dies. 
PB-233 417/SGI 74-18 IF PC$3.75/MF$2.25 
GOFFARD, J. W. 


Metallographic Characterization of the Interfaces of 
Uranium: Zircaloy-2 in Coextruded Nuclear Fuel Ele- 
ments. 

HW-64553 74-10 183 PC$3.00/MF$2.25 


GOGEL, DONALD 


Implications of Short-Term Funding of Housing 

Revenue Sharing, 

PB-233 027/2GI 
GOGGINS, WILLIAM B. 

An Airborne Radar Technique for Moving-Target De- 

tection, Location, and Tracking. 

AD-777 214/8GI 74-12) 171 =PC$4.25/MF$2.25 
GOGLIA, G. L. 

An Experimental and Theoretical Study of the Flow 

Phenomena within a Vortex Sink Rate Sensor. 

N74-30631/7GI 74-24 20D PC$7.25/MF$2.25 
GOGOLAK, C. V. 

Comparison of Measured and Calculated Radiation Ex- 

posure from a Boiling Water Reactor Plume. 

HASL-277 74-04 18H PC$4.00/MF$2.25 
GOGUNOV, R. L. 

Models of a Unified System of Electronic Computers, 

IPRS-60906 74-06 9B PC$3.25/MF$2.25 


Unified Computer System of the Socialist Countries, 

JIPRS-61131 74-09 9B PC$3.25/MF$2.25 
GOHEEN, LOLA PEARL COLEMAN 

Optimal Operating Policy for the Machine Repair 

Problem. 

AD-785 844/2GI 74-24 131 PC$7.25/MF$2.25 
GOHER, Y 


Fast Neutron Flux Distribution in the Egyptian-Reac- 
tor Core Cavity, Theoretical and Experimental. 
AREAEE-174 74-22 18E PC$4.25/MF$2.25 


GOHLE, &. 


The Significance of Strength for the Reliability of 
Solder Joints in Electronics. 
N73-33140/7GI 74-02 9A PC$4.25/MF$2.25 


The Significance of Strength for the Reliability of 
Solder Joints in Electronics. 


74-17 SK PC$3.75/MF$2.25 


N74-32686/9GI 74-26 9E PC$4.75/MF$2.25 
GOINGS, ROBERT 

Gas Chromatograph. 

PATENT-3 753 656 74-26 7D Not available NTIS 
GOKE, D. L. 


Reprint: ‘Vibrio parahemolyticus’ Related Gastroen- 
teritis in Djakarta, Indonesia. 
AD-772 026/1GI 


GOKELMAN, JOHN J. 


Industrial Hygiene and Air Pollution Evaluation of 
Pacer Foam Operations 
AD-784 840/1GI 


GOKHSHTEYN, B. Y. 


Phase and Structural Variations in Titanium under 
Transient Loads. 
N74-31357/8GI 74-24 11F PC$3.25/MF$2.25 


GOKIELI, R. 


Multiplicity of Neutral Pions in High Energy Colli- 
sions. 
INR-1462 


GOL’DANSKH, V. I. 


Influence of lonicity Bonds and Acid Properties of 
Hydrogeneous Compounds on pi exp - -Meson Capture 
by Hydrogen. 

SINR. P14-7361 7408 7D PC$3.00/MFS$2.25 


Investigation of Intramolecular Electron Effects in Or- 

ganic Compounds Using the pi exp - -Meson Capture 

by Hydrogen. 

JINR P14-7359 7408 7D PC$3.00/MF$2.25 
GOL’DMAN, L I. 

Theory of Strongly Compressed Matter. 

EFI-14(73) 7406 2L PC$3.00/MF$2.25 
GOL’TSEV, V. P. 

Radiation Damage of Dispersion Compositions. 

SRARI-P-188 74-06 18] PC$3.00/MF$2.25 


7405 6E Reprint 


"74-23 63 PC$3.75/MF$2.25 


74-06 20H PC$3.25/MF$2.25 


PA-389 





GOLAND, A. N. 


GOLAND, A. N. 


Damage Energy Cross Section and Primary Recoil 
Spectra for Ctr-Related Neutron Sources. 
BNL-18792 74-21 18A PC$4.00/MF$2.25 


Minutes of the Ctr Electrical Insulator R. And D. 
Meeting, Brookhaven National Laboratory, April 5-6, 


1973. 

CONF-730480- 74-26 18A PC$4.25/MF$2.25 
GOLANT, V. E. 

Electromagnetic Wave Interaction with Plasma of a 

Toroidal Discharge. 

NP-19930 74-11 201 PC$3.00/MF$2.25 


GOLASKI, STANLEY K. 


A Method of Controlling Shock Induced Damage in 
Aluminum Alloys, 
AD-785 617/2GI 74-24 11F PC$3.25/MF$2.25 


GOLBERG, E. 
os lic-AF: A Practical Nuclear Ramjet Reactor 


Design. 
UCRL-1225%Summ.) 74-12 18N PC$3.00/MF$2.25 
GOLCHERT, N. W. 


Environmental Monitoring at Argonne National 
Laboratory. Annual Report, 1973. 
ANL-8078 74-16 8H PC$5.45/MF$2.25 


GOLD, C. H. 
Search and Dissemination in Data Processing 


N74-23479/0GI 74-18 SB PC$4.25/MF$2.25 
Technology Utilization Data Searches. 
N74-13672/2GI 74-07 SB PC$3.75/MF$2.25 


Technology Utilization in a Non-Urban Region: 
Further Impact and Technique of the Technology Use 
Studies Center. 
N74-31391/7GI 


GOLD, ELI ° 


Epidemiology and Development of Detection Systems 

for Cytomegalovirus as Transmitted by Blood Transfu- 

sion CMV Transmission by Blood Transfusion. 

PB-234 209/SGI 74-19 6E PC$3.75/MF$2.25 
GOLD, K. 

Role of Planktonic Protozoa in the Marine Food Chain. 

Seasonal Changes, Relative Abundance, and Cell Size 

Distribution of Tintinnida. Progress Report, May 1, 

1973--April 30, 1974. 

COO-3390-14 74-21 6C PC$4.50/MF$2.25 
GOLD, LEONARD M. 


Analytical Performance of Steel, Aluminum and Plastic 
for a New Design High Pressure Thin-W alled Cartridge 


74-24 SB PC$4.75/MF$2.25 


roe 
D-787 306/0GI 74-26 19A PC$3.25/MF$2.25 
pete Case - Chamber Interaction during Firing. 
AD-778 188/3G1 74-13. 19A PC$3.75/MF$2.25 
GOLD, M. H. 


EBR Extensions of Graphics Generator to Include 


Symbols. 
AD-786 671/8GI 74-25 8B PC$4.75/MF$2.25 


Graphic Arts Symbol Generating Hardware for a 
Gerber Plotting System. 


AD-787 541/2GI 74-26 8B PC$4.25/MF$2.25 
GOLD, R. 

Clinical Evaluation of Bacterial Polysaccharide Vac- 

cines. 

PB-232 618/9GI 74-16 6E PC$3.75/MF$2.25 
GOLD, R. E. 

An Extended Set of Cosmic-Ray Variational Coeffi- 

cients. 

AD-779 678/2GI 74-15 4A PC$4.75/MF$2.25 


GOLD, ROBERT E. 


Influence of Coronal and Interplanetary opines on 
Low Energy Solar Charged Particle Even 


AD-772 734/0GI 74-06 3B PCS. 25/MF$2.25 
GOLDAEV, L. P. 

RTB-V5M Thermal Drilling Machine--Translation. 

AD-781 966/7GI 74-19 13C PC$3.25/MF$2.25 


GOLDBACK, ARTHUR R. 


QUANTO--A Code to Optimize Weapon Allocations. 
AD-773 801/6GI 7407 15G PC$7.00/MF$2.25 


GOLDBAUM, L. R. 


Reprint: Drug Excretion in the Urine of Military 
Separatees: A Pilot Study. 


AD-780 138/4GI 74-16 6T Reprint 
GOLDBERG, A 

Preliminary Study of Trip Steel. 

UCID-15405 74-25 11F PC$S5.00/MF$2.25 


GOLDBERG, ALFRED L. 
Reprint: Problems in the Use of (ME-3H) Thymidine 
for the Measurement of DNA Synthesis. 
AD-778 286/5GI 74-13 6A Reprint 


PA-390 


GOLDBERG, E. 
Comparison of R.B.E. Values of 15 Mev Neutrons for 
peace to an Experimental Tumor and Some Normal 
UCsr ‘{0-P-2- 210 74-06 6R PC$3.00/MF$2.25 


Design Aspects: Neutronic Design. Part 4 (Section a) 
of the Tory II-C 
UCRL-7036(Pt.4\(Sec.A) 

74-12 18N PC$S.25/MF$2.25 


Effect of Axial Power Distribution on Vehicle Thrust: 
Hand Estimate. Ptn-a No. 287. 

UCID-4674 74-12 18N PC$3.00/MF$2.25 
Neutronic Analysis of Tory Il-a-1 High Power Opera- 
tion. 

UCRL-6887-T(Summ.) 74-12 18N PC$3.00/MF$2.25 


Neutronic Design of Tory II1-C Control Rod System. 
UCRL-6833-T(Summ.) 74-12 181 PC$3.00/MF$2.25 


Tory Il-C Hazards of Operation: Part 10 of the Tory 
II-C Program. 
UCRL-7036(Pt.10) 74-12 18N PC$4.00/MF$2.25 


_—_ II-C Program: Introduction and General Descrip- 


UCRL-7036(Pt.1) 74-14 18N PC$3.00/MF$2.25 
Tory II-C Safety Analysis Report. 

UCRL-7272 74-13, 181 + PC$20.75/MF$2.25 
Tory lic-AF: A Practical Nuclear Ramjet Reactor 
Desi 


ign. 
UCRL-12259 74-12 18N PC$4,00/MF$2.25 
poo lic-AF: An Engine Design for a Nuclear Ramjet 


issile. 
UCRL: 7993 74-12 18N PC$7.25/MF$2.25 
Tory lic Neutronic Analysis. 
UCRL-12257(Summ,) 74-12 18N PC$3.00/MF$2.25 
GOLDBERG, E. D. 


Comparative Marine Geochemistries of Lead-210 and 

Radium-226. 

UCSD-34-P-84-X-8 74-20 8H PC$4.00/MF$2.25 
GOLDBERG, EDWARD D. 


Baseline Studies of Pollutants in cnt Marine Eaviron- 
ment and Research Recommendation 
PB-233 959/6GI 74-19 13B *pcsa: 25/MF$2.25 


GOLDBERG, EDWARD M. 


Long Island University, USAC Project. Privacy, 
Security, Computers and the City: Guidelines for Mu- 
nicipal Information Systems. 

PB-232 456/4GI 74-16 SB PC$7.25/MF$2.25 


GOLDBERG, I. L. 


Analysis of the Vertical Temperature Profile Radiome- 
ter (Vtpr) Radiometric Problem. 
N74-31913/8GI 74-25 14B PC$3.75/MF$2.25 


Control of Contaminants on Sensors. Report 1: Inter- 
directorate Working Group on Earth Observation Sen- 


sors. 

N73-33367/6GI 74-02 22B PC$3.25/MF$2.25 
GOLDBERG, IRA B. 

Computer Control of Electron Spin Resonance Spec- 


troscopy. 

AD-777 117/3GI 74-12 14B PC$3.75/MF$2.25 
GOLDBERG, J. 

Design of a Fault Tolerant Airborne Digital Computer. 


Volume |: Architecture. 
N74-17909/4GI 74-12 9B PC$7.00/MF$2.25 


GOLDBERG, J. M. 


Reprint: The Adrenals as a Site of Action for Car- 
bachol Induced Increases in Plasma Free Fatty Acids 
and Glucose. 

AD-775 758/6GI 


GOLDBERG, JACK 


Proceedings of a Symposium on the High Cost of Soft- 
ware Held at the Naval Postgraduate School, Mon- 
terey, California, on September 17-19, 1973, 

AD-777 121/SGI 74-12 9B PCS$S. oem 


A Program for a Management Support Sys 
AD-771 316/7GI 74-04 SA PCS. s TS/MPS2. 25 
GOLDBERG, JOSHUA N. 


Studies in Gravitational Theory. 
AD-773 179/7GI 74-06 203 PCS$3.25/MF$2.25 


GOLDBERG, LAWRENCE S. 
Tunable Internal-Feedback Liquid Crystal-Dye Laser. 
PATENT-3 771 065 74-26 20E Not available NTIS 
GOLDBERG, LEWIS R. 


Proceedings of Symposium: Toward the Development 
of More Comprehensive Sets of Personality Measures 
Held at American Psychological Association in Mon- 
treal, Canada, August 1973. 
AD-772 131/9GI 74-05 $3 PC$4.75/MFS$2.25 


Stable Augemitinatiens for Bupetects Systems with 
Moving Internal Condition: 
AD-773 387/6GI 1407 12A *PCS4.75/MFS2.25 


74-10 60 Reprint 


GOLDBERG, M. D. 
Neutron and gamma Ray Production Cross Sections 


for Silicon. 
BNL-50379 7402 20H PC$3.00/MF$2.25 
GOLDBERG, M. E. 


Shunt Detection by Means of a gamma Camera and 
Computer. 
CONF-746708-13 


GOLDBERG, M. M. 


Materials for Paint and Varnish Coatings--Translation. 
AD-786 271/7G1_ =»ss- 74-24 «LIC. —- PC$11.50/MF$2.25 


GOLDBERG, MARTIN A. 
Analysis of a Shallow Spherical Shell Containing an 
Asymmetrically Located Ring Stiffened Circular Hole 
Subjected to an Arbitrarily Located Concentrated 
Load. 
AD-783 351/0GI 74-20 20K PC$7.25/MF$2.25 
GOLDBERG, MOSHE 


A Note on Discontinuities in a Nonlinear Hyperbolic 
Equation with Piecewise Smooth Data 
AD-773 825/SGI 14-07 12A PCS3. 25/MF$2.25 


GOLDBERG, R. A. 


Ion Composition and Drift Observations in the 
Nighttime Equatorial Ionosphere. 
N74-17116/6GI1 74-11 4A PC$3.25/MF$2.25 


Nighttime Ion Composition Measurements at the 
Geomagnetic Equator. 
N73-32283/6GI 74-02 4A PC$3.75/MF$2.25 


Rocket Observation of Soft Energetic Particles at the 
Magnetic Equator. 
N74-22966/7GI 74-18 4A PC$3.25/MF$2.25 


Silicon Ions Below 100 Km: A Case for SI02(+). 
N74-32790/9GI 74-26 4A PC$3.25/MF$2.25 


GOLDBERG, R. H. 
Hydrogen and Fluorine in the Surfaces of Lunar Sam- 


ples. 

N74-30291/0GI 
GOLDBERG, R. N. 

Reprint: Microcalorimetry: A Tool for Biochemical 


Analysis 
COM-74-$0203/0GI 74-10 7D Not available NTIS 
A Selected and Annotated Bibliography of Compila- 
tions of Data Relevant to Biochemical Thermodynam- 
ics. 
COM-74-11659/1GI 74-26 7D PC$4.75/MF$2.25 


Testing of the NBS Clinical Microcalorimeter. 
COM-74-10130/4GI 7405 6L PC$3.75/MF$2.25 


GOLDBERG, R. P. 
Formal Requirements for Virtualizable Third Genera- 


tion Architectures 
74-24 9B PC$4.75/MF$2.25 


74-24 6E PC$4.00/MF$2.25 


74-24 3B PC$3.75/MF$2.25 


UCLA-10-P-14-120 
GOLDBERG, RICHARD T. 
Vocational and Social Rehabilitation of Juvenile 


Delinquents. 

PB-235 315/9GI 74-22 SI PC$7.00/MF$2.25 
GOLDBERG, ROBERT P. 

Architectural Principles for Virtual Computer Systems. 

AD-772 809/0GI 74-06 9B PC$7.50/MF$2.25 
GOLDBERG, SAMUEL 

Plating. Standards and Specifications. 

COM-74-S0375/6GI 74-13 11C Not available NTIS 
GOLDBLATT, M 


Stable Isotopes (Icons) Research and Development 

Program at the Los Alamos Scientific Laboratory. 

LA-UR-73-1258 74-04 18B PC$3.00/MF$2.25 
GOLDBLATT, MAXWELL 


Highly Enriched Multiply-Labeled Stable Isotopic 

Compounds as Atmospheric Tracers. 

PATENT-3 788 814 74-23 18B Not available NTIS 
GOLDBLITH, SAMUAL A. 

Reprint: Squid Protein Isolate: Effect of Processing 

Conditions on Recovery Yields. 

COM-74-11403/4GI 74-21 6H Reprint 
GOLDE, MICHAEL E. 


Reprint: Absolute Rate Constant for O + NO Chemilu- 
minescence in the Near Infrared. 


AD-780 500/SGI 74-16 7D Reprint 
GOLDEL, L. 

Thin Layer Chromatography of Corticosteroids. 
Ascending and Methods. 

N74-27590/0GI 74-20 7C PC$3.25/MFS$2.25 
GOLDEMBERG, J. 


Cross Section of the exp 238 U( Gamma ,N) exp 237 
U Reaction Near Threshold 


IEA-297 74-12 20H PC$3.00/MFS2.25 
Nuclear Fission. 
IEA-279 74-02 20H PC$3.00/MF$2.25 











GOLDEN, D. M. 


The Absolute Measurement of Rate Constants for 
Some Key Reactions Involving Free Radicals 


AD-770 689/8GI 74.03 7D PC$4.75/MF$2.25 
GOLDEN, D. P. 

Apparatus and Method for Processing Korotkov 

Sounds. 

PATENT-3 814 083 74-20 6L Not available NTIS 
GOLDEN, E. 8. 


Research and Education in Management of Large- 


Scale Technical Pr $s. 
N74-15671/2GI 74-09 SA PC$7.00/MF$2.25 
GOLDEN, G. H. 


Nuclear Rocket Study Evaluation Report. 


ANL-6774 74-06 21F PC$9.25/MF$2.25 
GOLDEN, J. E. 

Reprint: Calculating Bessel Functions with Pade Ap- 

proximants. 

AD-779 324/3GI 74-18 203 PC$3.25/MF$2.25 
GOLDEN, J. 0. 


Removal of Sulfur from Coal by Treatment with 
Hydrogen. Phase I: The Effect of Operating Variables 
and Raw Material Properties. 

PB-235 849/7GI 74-24 81 PC$S.25/MF$2.25 


GOLDEN, JACK 


Wind Tunnel Tests of Gas Diffusion from a Leak in 
the Shell of a Nuclear Power Reactor and From a 
Nearby Stack, 

COM-73-11882/0GI 


GOLDEN, JOSEPH A. 
Methods for Releasing Metal Vapors in the Upper At- 
mosphere. 
AD-780 555/9GI 
GOLDEN, JOSEPH H. 


Life Cycle of Florida Keys’ Waterspouts. 
COM-74-11477/8GI 74-22 4B PC$6.25/MF$2.25 


— Some Statistical Aspects of Water spout For- 


COM-74-10334/2G1 
GOLDEN, KURT E. 


Approximation Techniques for the Mutual Admittance 
of Slot Antennas on Metallic Cones. 
AD-769 844/2GI 74-02 9E PC$3.75/MF$2.25 


GOLDEN, L. J. 
Study of an Instrument for Sensing Errors in a 


Telescope Wavefront. 
7402 20F PC$S5.75/MF$2.25 


74-01 18H PC$4.25/MF$2.25 


74-17 4A PC$3.75/MF$2.25 


74-08 4B Reprint 


N73-32336/2GI 
Study of an Instrument for Sensing Errors in a 


Telescope Wavefront. 
N74-30895/8GI 14B PC$6.25/MF$2.25 
GOLDEN, MICHAEL E. 


DEFINIT--A New Element Definition Capability for 
NASTRAN: User's Manual, 
AD-782 513/6GI 74-19 9B PC$7.00/MF$2.25 


GOLDEN, PAUL L. 


Closure for Evacuated and/or Pressurized Vessel. 
PATENT-3 045 861 74-09 13E Not available NTIS 


GOLDEN, ROBERT T. 
Effect of a Hypolimnion Discharge on Growth of 
Bluegill (Lcpomis macrochirus) in the Savannah River, 
Georgia. 
PB-236 589/8GI 74-26 13B PC$3.75/MF$2.25 
GOLDEN, ROGER M. 


Modularization and Revision of the Spectrum Analysis 
and Display Computer Program. 
AD-787 020/7GI 74-25 17A_ PC$S.75/MF$2.25 


Revision to the Frequency Tracking and Estimation 
Program (Phase-Locked Loop). 
AD-780 461/0GI mie 


GOLDENBERG, H. MARK 


Reprint: The Oblateness of the Sun. 
AD-778 056/2GI 74-13 3B Reprint 


GOLDENBERG, HENRY R. 
Integrated Circuit Reliability Prediction and Complexi- 
ty Models. 
AD-781 330/6GI 
GOLDENBERG, N 
Plutonium-238 Isotopic Power Sources: A Summary 


Re 
7402 18N PC$13.75/MF$2.25 


74-24 


17B =PC$3.75/MF$2.25 


74-18 9E PC$S.75/MF$2.25 


port. 
MLM-1270 
GOLDENBLAT, I. I. 


Strength of Glass-Fiber Laminates (Chapters |, 7, and 
8)--Translation. 
AD-783 055/7GI 74-20 


GOLDER, J. A. 


Criteria for the Design of Nuclear Installations to 
Facilitate the Application of Safeguards. 
COS-16 74-11 183 PC$3.00/MF$2.25 


11D = PC$S.25/MF$2.25 


GOLDER, J. V. 
Organization and Exploitation of RPW Survey Results. 
AD-783 339/SGI 74-20 15D PC$3.25/MF$2.25 


GOLDFARB, B. YA. 


Conversion of Liquid Hydrocarbons--Translation. 
AD-780 995/7GI 74-17 7A PC$3.25/MF$2.25 


GOLDFARB, JACK 


Low-Back Disorders: Psychological, Demographic, and 
Organic Correlates of Response to Treatment. 
PB-234 819/1GI 74-20 6E PC$S.75/MF$2.25 


GOLDFARB, MICHAEL A. 
A Simple Respiratory Guide for Respiratory Therapy 


in the Trauma Patient. 
74-08 6E PC$3.25/MF$2.25 


AD-774 288/SGI 

Two Prognostic Indices for the Trauma Patient, 

AD-785 673/SGI 74-24 6E PC$3.25/MF$2.25 
GOLDFARB, W 

Feasibility Study of an Integrated Program for 

Aerospace Vehicle Design (Ipad). Volume 4: Ipad 


System Design. 
N74-28518/0GI 74-22 22B PC$10.00/MF$2.25 
GOLDFINGER, A. D. 


Distortion Effects in Phase-Coded Radars with Digital 
Signal Processing. 
AD-787 513/1GI 


GOLDHABER, M. 


Bremsstrahlung Radiation in High Energy Particle Col- 
lisions in the Visible Region. 
BNL-18283 74-06 20H PC$3.00/MF$2.25 


Evidence for Two- delta (1236) Component of Deu- 
teron Ground State. 
TID-264 74-09 20H PC$3.00/MF$2.25 


Trends in Nuclear Physics: What Can We Learn from 
High Energy Interactions. 
BNL-18366 74-09 20H PC$3.00/MF$2.25 


GOLDHAGEN, P. E. 


Measurement of the Angular Distribution of N + p Im- 
plies D + gamma as a Test of Time-Reversal Invari- 
ance. Technical Report No. 6 

COO-3072-19 74-22 20H PC$10. 75/MF$2.25 


GOLDHAMER, HERBERT 


Soviet Military Management at the Troop Level. 
AD-784 938/3GI 74-23, SI PC$4.75/MF$2.25 


GOLDIE, HARRY 


Microwave High Power Phase Shifter. 
PAT-APPL-358 791 74-14 9E PC$3.25/MF$2.25 


GOLDIN, A 


Semiannual Progress Report, January 1--June 30, 1973. 
COO-3019-8 74-21 18E PC$5.50/MF$2.25 


GOLDIN, G. A. 


Non-Relativistic Current Algebra in the n/V Limit. 
COO-3071-43 74-14 203 PC$6.00/MF$2.25 


GOLDIN, GEORGE J. 


Dependency and its Implications for Rehabilitation. 
PB-235 140/1GI 74-21 SK PC$S.75/MF$2.25 


GOLDIN, R. B. 


Detection of Rickettsial and Ornithosis Antigens in In- 
direct Hemagglutination--Translation 
AD-777 758/4G1 74-12 6M PC$3.25/MF$2.25 


Selective Concentration of Bacteria and Rickettsia 
with the Aid of Polycondensation Immunosorbents-- 


Translation. 
74-12 6M PC$3.25/MF$2.25 


74-26 171 PC$4.25/MF$2.25 


AD-777 759/2GI 
GOLDING, T. A. 

Materials Behavior in a Plutonia-238/Iridium/Graphite 

se Heat Source Mockup Test Configuration. 

MDC G 74-20 18N PC$5.45/MF$2.25 

macnn Evaluation of Fuel Elements from the 

Snap 10 Flight System 3 Reactor. 

NAA-SR-12031 74-12 183 PC$4.00/MF$2.25 
GOLDISH, J. 

Systems Study of Conventional Combustion Sources in 


the Iron and Steel Industry. 
PB-226 294/7GI 74-05 13B PC$7.25/MF$2.25 


Systems Study of Conventional Combustion Sources in 

the Primary Aluminum Industry. 

PB-226 291/3GI 74-05 13B PC$3.75/MF$2.25 
GOLDISH, JOSETTE C. 

Development of a Methodology to Allocate Liquid 


Fossil Fuel Consumption by County. 
PB-232 209/7GI 74-15 13B 


GOLDMAN, A. J. 


Reprint: Seem | uaa Theorems for Op- 
timal Facility Placem 
COM-74-50210/5GI “74-10 12B Not available NTIS 


Reprint: Minimax Location of a Facility in a Network. 
COM-74-50214/7GI_ 74-10 12B Not available NTIS 


PC$S.75/MF$2.25 


GOLDMAN, S. R. 
’ 


GOLDMAN, ARUTHUR 8S. 


The Influence of Model Codes and their Associations 

on Acceptance of Innovative Technology at the Local 

Level, Arthur S. Goldman. 

PB-230 001/0GI 74-11 13M PC$4.25/MF$2.25 
GOLDMAN, D. 


An Advanced Air Traffic Management Concept Based 
on Extensions of the — Third Generation ATC 


System: Summary Repo: 
AD-785 023/3GI 76-23 17G = PC$7.50/MF$2.25 


An Advanced Air Traffic Management Concept Based 
on Extensions of the Upgraded Third Generation ATC 
am. System B: Air Traffic Activity Projections for 
1 


AD-785 308/8GI 74-23 17G_ =PC$4.75/MF$2.25 


An Advanced Air Traffic Management Concept Based 
on Extensions of the Upgraded Third a ATC 
System. System B: Airport Capacity Analysi 

AD-785 334/4GI 74-23 17G PCS4: 25/MFS2. 25 
An Advanced Air Traffic Management Concept Based 
on Extensions of the Upgraded Third Generation ATC 
nag System B: General Requirements Specifica- 


AD-785 264/3G1 74-23, 17G = PC$7.00/MF$2.25 


GOLDMAN, D. T. 


Reprint: Solid Wastes--A Technological Assessment. 
COM-74-50218/8GI 74-10 13B Not available NTIS 


GOLDMAN, DONALD 


Aircraft Sound Description System (ASDS) Applica- 
tion Procedures. Volume I. Overview 
AD-786 612/2GI 74-25 20A ‘PCS3. 25/MF$2.25 


Aircraft Sound Description System (ASDS) Applica- 


tion — Volume Il. Manual Application 
Procedure: 
AD-786 613/0GI 74-25 20A PC$4.25/MF$2.25 


Aircraft Sound Description System (ASDS) Applica- 
tion Procedures. Volume III. Data Tables, 
AD-786 614/8GI 74-25 2A PC$5.75/MF$2.25 


Aircraft Sound Description System (ASDS) Applica- 
tion Procedures. Volume IV. Computer Application 


Procedures, 
AD-786 615/SGI 74-25 2A MF$2.25 


GOLDMAN, G. C. 


High Powered Arc Electrodes. 
PATENT-3 777 200 74-07 9E Not available NTIS 


GOLDMAN, L. L. 


Problem on the State of the Bronchopulmonary 

System in Patients with Chronic Allergic 

Rhinosinusopathy--Translation. 

AD-775 124/1GI 74-09 6E PC$3.25/MF$2.25 
GOLDMAN, J.B. 


Differential Cross Sections for K exp + p Elastic Scat- 
tering from 0.865 to 2.125 Gev/C-Data Listing. Techni- 
cal Report No. 74-023. 


ORO-2504-211 74-11 20H PC$3.50/MF$2.25 
GOLDMAN, L. J. 
Cold-Air Annular-Cascade Investigation of 


Aerodynamic Performance of Cooled Turbine Vanes. 
1: Facility Description and Base (Solid) Vane Per- 
formance. 

N74-18650/3GI 


GOLDMAN, M. V. 
Stimulated Diffusion Scattering in lonospheric Modifi- 
cation. 
COO-2081-18 
GOLDMAN, M. YA. 
Aircraft Air Intake Regulator--Translation. 
AD-772 021/2GI 7405 21E PC$3.25/MF$2.25 


GOLDMAN, NEIL L. 


Fully Plastic Crack Problems: The Center-Cracked 
Strip under Plane Strain. 
AD-778 866/4GI 74-14 20L PC$3.75S/MF$2.25 


GOLDMAN, R. G. 
Highly Noise Suppressed Bypass 6 Engine for STOL 


Application. 
N73-33741/2GI 7402 2E PC$3.25/MF$2.25 
GOLDMAN, RALPH F. 


Environment, Clothing and Personal Equipment, and 


Military Operations, 
AD-785 626/3GI 74-24 6S PC$3.25/MF$2.25 
GOLDMAN, ROBERT 


Federal Modeling Survey, 
PB-234 121/2GI 
74-21 
GOLDMAN, &. R. 
Coupled Barium Cloud-lonosphere Systems: 2. Con- 
ductivity Ratio Effects. 
AD-775 S91/1GI 74-10 4A PC$3.25/MFS$2.25 


Image Effects in Barium Cloud-lonospheric Interac- 
tions. 
AD-769 474/8GI 4A PC$3.75/MF$2.25 


74-13 21E PC$3.75/MF$2.25 


74-25 4A PC$4.75/MF$2.25 


SA Mag Tape $97.50;Foreign $122.50 


74-01 


PA-391 





GOLDMAN, V. V. 


GOLDMAN, V. V. 
Reprint: An Interatomic Potential for Ne2 Derived 


from Solid State Data. 
AD-774 521/9GI 74-08 7D Not available NTIS 
GOLDMAN, Y. 


Low-Inertia Regenerators. 
N74-33381/6GI 74-26 


GOLDMANN, K. 


Potassium Corrosion in a Refractory Metal-Stainless 
Steel System Up to 1600 exp 0 F. 
UNC-S121 74-25 IF PC$13.50/MF$2.25 


GOLDMINTZ, DANIEL 


Reprint: New Methods Under Investigation for the 
Utilization of Fish Solubles, A Fishery By-Product, as 
a Means of Pollution Abatement. 

COM-74-10047/0GI 74-04 6H Reprint 


GOLDSBERRY, R. E. 
— and Thermally Stable Polymer Composi- 


PAT-APPL-414043 74-06 7C PC$3.25/MF$2.25 
Ultraviolet and Thermally Stable Polymer Composi- 


tions. 
PATENT-3 803 090 74-15 
GOLDSBORO, JEROME A. 


Experimental Respiratory Infection with ‘Pasteurella 
multocida’ and ‘Bordetella bronchiseptica’ in Rabbits. 
AD-784 139/8GI 74-22, 6E PC$3.25/MF$2.25 


GOLDSBOROUGH, J. 


Isotope Separation by Laser Radiation Pressure 
Deflection of an Atomic Beam. 
UCRL-75545(Rev.1) 74-24 18B PC$4.00/MF$2.25 


GOLDSCHEN, DONALD Y. 


Inference from Accelerated Life Tests Using Eyring 
Type Re-Parameterizations. 
AD-778 641/1GI 74-14 


GOLDSCHMIDT, VICTOR W. 


Turbulent Diffusion in Liquid Jets. 
PB-234 171/7GI 74-23 20D PC-GPO/MF$2.25-NTIS 


Turbulent Diffusion in Liquid Jets. Part I. 
PB-234 170/9GI 74-23 20D PC-GPO/MF$2.25-NTIS 


GOLDSCHNEIDER, I. 
Clinical Evaluation of Bacterial Polysaccharide Vac- 


cines. 

PB-232 618/9GI 
GOLDSHLAK, LEON 

Organizational Structures for Constant Resolution 


Earth Data Bases. 
AD-773 964/2GI 74-08 8E PC$7.00/MF$2.25 
GOLDSHMID, JHUDA 


Feasibility of Flux Force/Condensation Scrubbing for 
Fine Particle Collection. 
PB-227 307/6GI 


GOLDSMITH, C. E. 


Rapid Growth of Metallic Fibers by Partitioning Sulfur 

in a Copper-Iron-Sulfide Mineral. 

PB-231 280/9GI 74-12 11F PC$3.25/MF$2.25 
GOLDSMITH, CARL E. 


Recovery of Copper from Chalcopyrite Ore Concen- 


trates. 

PAT-APPL-477 229 11F PC$3.25/MF$2.25 
GOLDSMITH, J. 

Prevention/Rehabilitation Programs and the Black 


Community, 
74-17 SK PC$3.75/MF$2.25 


13A PC$3.25/MF$2.25 


111 Not available NTIS 


12A PC$3.25/MF$2.25 


74-16 6E PC$3.75/MF$2.25 


74-07 7A PC$6.25/MF$2.25 


74-20 


PB-232 961/3GI 

GOLDSMITH, J. S. 
Hydrogen-Methane Fuel Control Systems for Turbojet 
Engi 


ngines. 
N74-16493/0GI 
GOLDSMITH, JEFF C. 


Youth and the Public Secto: 
PB-236 141/8GI 74-24 SK PC$7.50/MF$2.25 


GOLDSMITH, R. L. 
Color Removal from Kraft Mill Effluents by Ultrafil- 


tration, 
PB-231 257/7GI_ 74-12 7A PC-GPO/MF$2.25-NTIS 
GOLDSMITH, R. S. 


Value of Maintaining Parathyroid Hormone Suppres- 
sive Calcemia in Prevention of Bone Diseases and Ab- 
jes in Sen. Homeostasis in Patients on 


Long-Term Hemodi 
PB-229 812/3GI eT 6E PC$3.75/MF$2.25 


GOLDSPINK, DAVID F. 


Reprint: Problems in the Use of (ME-3H) Thymidine 
for the Measurement of DNA Synthesis. 
AD-778 286/SGI 74-13 6A Reprint 


GOLDSTEIN, A. J. 


Reprint: Response of the Primary Auditory Neuron to 
Human Speech. 
AD-770 763/1GI 


74-10 21E PC$6.25/MF$2.25 


74-03 6P Reprint 


GOLDSTEIN, A. W. 


Supersonic Fan Blading. 
PATENT-3 820 918 74-20 21E Not available NTIS 


GOLDSTEIN, ABE 
High-Range Resolution Radar Real-Time Display Ap- 
tus. 
PATENT-3 735 411 74-26 171 Not available NTIS 


GOLDSTEIN, BERNARD 
IlI-V Surface Studies. 


AD-784 206/SGI 74-22 7D PC$3.75/MF$2.25 

Ill-V Surface Studies. 

AD-784 342/8GI 74-22 7D PC$3.25/MF$2.25 
GOLDSTEIN, D 


A Method for Incorporating Time-Preference Judge- 

ments in _—— Systems Studies. 

AD-773 787/7 74-07 1SE PC$4.75/MF$2.25 
GOLDSTEIN, G. R. 


Determination of Reaction Amplitudes from Experi- 
mental Observables. 


RLO-2041-96 74-08 203 PC$3.00/MF$2.25 
Spin Correlation Measurements in Pseudoscalar Meson 
Photoproduction. 

RLO-2041-93 74-09 20H PC$4.75/MF$2.25 


GOLDSTEIN, GENE B. 
Detection of Weak Signals with Unknown Coherence 


Time. 
AD-777 129/8GI 74-12 9D PC$4.25/MF$2.25 
GOLDSTEIN, H 


Effects of Highly Anisotropic Scattering ae seen 
etic Neutron Transport at Deep Penetratio 
RNL-TM-4408 74-08 20H PCS$4. DS/MFS2. 25 


GOLDSTEIN, H. E. 


Silica Reusable Surface Insulation. 
PAT-APPL-427775 74-08 11D PC$3.25/MF$2.25 


GOLDSTEIN, HAROLD M. 


Improving the Utilization of Health Manpower. 
PB-236 324/0GI 74-25 SI PCS4. 25/MF$2.25 


GOLDSTEIN, HAROLD T. 


From the Old to the New 1972 Standard Industrial 
Classifications for Establishments, 
COM-74-70069/1GI 74-17 SC PC-GPO 


GOLDSTEIN, HARVEY M. 


Parole Decision-Making: Supplemental Report Four. 
Do Experience Tables Matter, 
PB-236 568/2GI 74-26 SK PC$3.75/MF$2.25 


GOLDSTEIN, IRA 


Elementary Geometry Theorem Proving 
AD-773 568/1GI 74-07 12A "PCS3. 75/MF$2.25 


Pretty-Printing Converting List to Linear Structure, 
AD-773 927/9GI 74-07 9B PC$3.75/MF$2.25 


Trainee Performance Measurement Development 
Using Multivariate Measure Selection Techniques. 
AD-787 594/1GI 74-26 SI PC$4. 25/MF$2. 25 


GOLDSTEIN, J. M. 


Reprint: Location Theory: A Selective Bibliography. 
AD-784 544/9GI 74-22, 1SE_ Reprint 


GOLDSTEIN, LEONARD I. 
Reprint: Hepatic Injury Associated with Penicillin 
Therapy. 
AD-786 165/1GI 
GOLDSTEIN, M. E. 
Advanced Methods for the Solution of Differential 


Sesetiene. 

N74-10569/3GI 74-04 12A PC$10.00/MF$2.25 
Sound Radiation from a High Speed Axial Flow Fan 
Due to the Inlet Turbulence Quadrupole Interaction. 
N74-25534/0GI 74-19 20A PC$3.75/MF$2.25 

GOLDSTEIN, M. L 


The Fokker-Planck Coefficient for Pitch-Angle Scatter- 
me of Cosmic Rays. 
4-13534/4G1 74-07 4A  PC$3.75/MF$2.25 


Mirroring within the Fokker-Planck Formulation of 
Cosmic Ray Pitch Angle Scattering in Homogeneous 


74-24 6E Reprint 


Magnetic Turbulence. 

N74-23356/0GI 74-18 3B PC$3.75/MFS$2.25 
On the Theory of Amplitude Alfven Waves. 
N74-22825/SGI 74-18 4A PC$3.25/MF$2.25 


GOLDSTEIN, NEIL 
Dose Translation Study - 1964. 
PB-232 435/8GI 
74-15 6R Mag Tape $97.50;Foreign $122.50 
FAST: File Analysis and Selection Technique. Com- 
uter Program. 
B-232 272/SGI 
74-15 9B Mag Tape $175.00;Foreign $219.00 
General Tabulation System (GT)-Computer Program, 
IBM 360 Assembly Language. 
PB-232 114/9GI 
74-14 9B Mag Tape $175.00; Foreign $219.00 





X-Ray Exposure Study: 1964. 
PB-232 434/1GI 
74-15 6R Mag Tape $97.50;Foreign $122.50 


GOLDSTEIN, PAUL 


ARPANET Management Study. 
AD-777 747/7G1 74-12 9B PC$9.25/MF$2.25 


GOLDSTEIN, R. A. 


Documentation of Prosper: A Model of Atmosphere- 
Soil-Plant Water Flow. 
EDFB-IBP-73-9 74-13. 6C PC$S.45/MF$2.25 


Serendipity: A Watershed Level Simulation Model of 


Tree Biomass Dynamics. 
CONF-730704-1 7402 6F PC$3.25/MF$2.25 
GOLDSTEIN, R. M. 


Method and Apparatus for a Single Channel Digital 
Communications System. 
PATENT-3 766 315 74-04 


GOLDSTEIN, S. 
Programs for the Elastoplastic Calculation of Struc- 


tures. 
74-18 181 PC$4.50/MF$2.25 


17B_ Not available NTIS 


CEA-CONF-2572 


Use of Computers for Plastic Analysis of Shells: 
Description of Plastic Behaviour and Limit Analysis 
Metheds. 

CEA-CONF-2576 


GOLDSTEIN, SHELDON 
Reprint: Ergodic Properties of an Infinite System of 
Particles Moving Independently in a Periodic Field. 
AD-784 656/1GI 74-22 7D Reprint 
Reprint: Ergodic Properties of Simple Model System 
with Collisions. 
AD-772 336/4GI 

GOLDSTEIN, WILLIAM 


Investigation of Land Use of Northern Megalopolis 


Using ERTS-1 Imagery. 
E74-10786 74-26 8B PC$4.25/MF$2.25 


GOLDSTONE, SEYMOUR 


Changes in Labor Force Participation, Employment 
and In-Migration in Sub-National Economies. 
COM-74-10723/6GI 74-11 SI PC$10.00/MF$2.25 


GOLDWASSER, ROBERT A. 
An Epidemiologic and Immunologic Study of Bouton- 


neuse Fever in Israel. 
AD-784 363/4GI 74-22 6E PC$3.75/MF$2.25 


GOLDWASSER, SAMUEL R. 
Effect of Pressure on Ignition of Hypergolic Liquid 
Propellants. 
AD-772 756/3GI 74-06 21B PC$3.25/MF$2.25 


Ignition of Hypergolic Liquid Propellants at Low Pres- 


sure. 
AD-778 964/7GI 74-14 211 PC$3.75/MF$2.25 


Reprint: Time-Temperature Simulation in Low-Pres- 

sure Ignition of Hypergolic Liquids. 

AD-779 239/3GI 74-15 21B Reprint 
GOLDWIN, JONATHAN J. 


A Computer Based Production Planning and Inventory 
Control System. 
AD-787 489/4GI 


GOLDZIEHER, J. W. 


A Proposal to Study the Adrenal Cortex in Maintaining 

the Androgenic-Anabolic Status in Humans Under 

Normal and Stressful Experimental Conditions. 

AD-784 842/7GI 74-23: 6A PC$3.25/MF$2.25 
GOLENETSKII, S. V. 

Cosmic Radiation Burst Observed by the ‘Kosmos-46l' 

Artificial Earth Satellite, 

IPRS-62167 74-17 3B PC$3.25/MF$2.25 

Determination of Efficiency and Directional Response 

of Cosmic gamma-Radiation Detectors. 

LA-tr-74-5 74-16 18D PC$4.25/MF$2.25 
GOLENETSKIY, S. V. 

Flash-Up of Cosmic gamma Radiation from Observa- 

tions Aboard Aes Cosmos 461. 

N74-29236/8GI 74-22 3B PC$3.25/MF$2.25 
GOLENKOV, A. N. 

fa aca of Calibrating Infrasonic Hydrophones--Trans- 


AD-770 520/SGI 7402 14B  PC$3.25/MF$2.25 
GOLFARB, M. A. 


Pattern Recognition Analysis of Shock Trauma Data 
and Its Application to Army Problems, 
AD-784 129/9GI 14-22 6E PCS3. 25/MF$2.25 


GOLICHEFfF, I. 


Determination of Lithium Gradients under the Surface 
of Glasses by Detection of the Prompt ons ® Photons 
from the exp 7 Li(P, gamma ) exp 8 Be Reac' 

CEA-CONF-2604 74-22 7D PCS4. SSIES? 25 


Microanalysis Studies Through the Direct Observation 
of Nuclear Reactions. Application to Measurements of 
the Surface Concentration Gradients of Light Elements 
in Solids. 


74-18 13D PC$4.75/MF$2.25 


74-05 12A_ Reprint 


74-26 13H PC$6.25/MF$2.25 





CEA-R-4568 
GOLIK, G. A. 


Biological Activity of N-Monalkylamides of Alkyl 
Methylphos, cred ee 
AD-784 165/3G 74-22 "6A PC$3.25/MF$2.25 


GOLIKOV, S. N. 
Pathological Physiology of Extremal States in Ex- 


ogenic Intoxications. 
N74-22715/8G1 74-18 6T PC$3.75/MF$2.25 


Search for Cholinolytic Agents with Selective Action 
on the Central Nervous System--Translation. 
AD-784 164/6GI 74-22 60 PC$3.25/MF$2.25 


GOLIKOV, V. V. 


Possible Method for Extraction ae yeas 
Neutrons from the Reactor and Their Sto: 
JINR-P3-7729 74-20 18E PCsai 0O/MFS2. 25 


GOLINSKI, M 
Use of Trilaurylammonium Nitrate in the Processing of 


74-18 7D PC$12.25/MF$2.25 


Irradiated Neptunium Targets. 
CEA-N-1635 74-08 18] PC$3.00/MF$2.25 
GOLIS, M. J. 


Investigation of Techniques to Nondestructively Test 
Reinforced Plastic Composite Pipe. 
AD-774 294/3GI 74-08 13K PC$5.75/MF$2.25 


Investigation of Techniques to Nondestructively Test 

Reinforced Plastic Composite 

AD-777 014/2GI 74-11 
GOLITSYN, G. 8. 


Estimates of the Intensity of Turbulence in the At- 

mospheres of MARS and Venus. 

N74-19435/8GI 74-13. 3B PC$3.25/MF$2.25 
GOLL, ROBERT M. 


Reprint: Radiolaria in Surface Sediments of the South 


Atlantic 
AD-779 243/SG1 
GOLLADAY, R. L. 


Low-Speed Wind-Tunnel Investigation of the 

Aerodynamic and Acoustic Performance of a Translat- 

ing Grid Choked Flow Inlet. 

N74-16495/SGI 74-10 21E PC$3.75/MF$2.25 
GOLLAND, D. I. 

Reprint: The Effects of Crystallite Orientation and 

Size on the Strength of Polycrystals. 

AD-786 177/6GI 74-24 
GOLLWITZER, D 


Bremsstrahlung in the Infra-Red of a Dense Plasma 
Focus. 
JUL-972-PP 74-08 201 PC$4.25/MF$2.25 


GOLLWITZER-MEIER, K. 


The Relationship Between Gas Exchange and Volume 
Per Minute in the Heart for Baths at Various Tempera- 


tures. 
N74-11881/1GI 74-06 6P PC$3.25/MF$2.25 
GOLOBIC, ROBERT A. 


An Experimental Investigation of the Flow in an In- 
terstage Connecting Duct for Use on a High ~<iuaal 
Gasdynamic Laser. I. Gas Chromatograph Studie 

AD-786 463/0GI 74-25 20E PC$3 "75/MPS2. 25 


Reprint: Structure of Strong Shock Waves in Xenon. I: 

Electron Temperature Measurements. 

AD-773 259/7GI 74-07 201 Reprint 
GOLOD, P. 1. 


Horospheric Transformations and Harmonic Analysis 

on One-Sheeted H yperboloid. I. 

ITF-74-8P 74-24 12A PC$4.25/MF$2.25 
GOLOLOBOVA, L. V. 


An Investigation of the Stability of the Operation of 
Radial Burners with Porous Refractory Heads--Trans- 


lation. 
AD-776 890/6GI 21B  PC$3.25/MF$2.25 


GOLOMB, D. 
Reprint: Atomic Oxygen Profiles in the Lower Ther- 


mosphere. 
AD-770 401/8GI 74-02 4A_ Reprint 


Reprint: The ALADDIN (Atmospheric Layering and 
Density Distributions of Ions and Neutrals). Experi- 
ment. Part I. Dynamics. 
AD-781 879/2GI 


GOLOMB, H. M. 


Reprint: Correlation of the Fluorescent Banding Pat- 
tern and Ultrastructure of a Human Chromosome. 
AD-780 136/8GI 74-16 6C Reprint 


Reprint: Electron Microscopy of Human Interphase 
Nuclei. Determination of Total Dry Mass and DNA- 


Pipe. 
13K PC$4.75/MF$2.25 


74-15 8A Reprint 


11F Reprint 


74-11 


74-18 4A_ Reprint 


Packing Ratio. 
AD-786 163/6GI 74-24 6C Reprint 
Reprint: Human Chromatin from Interphase to 


Metaphase - A Scanning Electron Microscopic Study. 
AD-780 142/6GI 74-16 6C Reprint 


GOLOMB, HARVEY M. 


Reprint: Constancy of a 200 A Fiber in Human Chro- 
matin and Chromosomes. 
AD-786 162/8GI 74-24 6C Reprint 


GOLOMB, SOLOMON W. 
Reprint: A New Arithmetic Function of Combinatorial 


Significance. 

AD-782 639/9GI 74-19 12A_ Reprint 
Reprint: On Representing an Integer as the Harmonic 
Mean of Integers. 

AD-781 086/4GI 74-17 12A_ Reprint 
Reprint: The Largest Graceful Subgraph of the 


Complete Graph. 
AD-784 $71/2GI 


GOLOSKOKOYV, S. V. 


Analysis of the High-Energy Behavior of the Total 

Cross Section and the Slope Parameter of Pp Scatter- 

ing Diffraction Peak in the Quasi ntial Approach. 

JINR-P2-7220 74-06 20H PC$3.25/MF$2.25 

Analysis of the pi pi Scattering delta sub 00 Uncertain- 

ty by the Dispersion Relation Method. 

JINR-E2-7221 74-07 20H PC$3.00/MF$2.25 

Quasipotential Approach and Backward pi N Scatter- 

ing at High Energy. 

JINR-E2-7556 
GOLOSOV, A. 8. 

Determination of Heat Flux from Paneer Mea- 

surements at a Single Point--Translatioi 

AD-776 558/9GI 74-11 20M PCS3. 25/MF$2.25 
GOLOVA, O. P. 

Condensation of 2,3-Dialdehyde-6-0-Trityl-Cellulose 

and 2,3-Dialdehydecellulose with p-Tolylhydrazine 

(Reaktsiya Kondensatsii 2,3-Dialdegid-6-0-Tritiltsellyu- 


lozy i 2.3- ae $s p-Tolilgidrazinom), 
TT-71-51005 4-26 7C PC$3.25/MF$2.25 


Investigation of Sorption ae of Cellulose in the 
Process of Its Thermal Decomposition (Issledovanie 
Sorbtsionnykh Svoistv Tsellyulozy v Protsesse ee Ter- 


micheskogo Raspada), 
TT-71-51001 74-26 7D PC$3.25/MF$2.25 


Modifications of Hydrated Cellulose Materials with 
Diglycidyl Ether for Increasing Resistance to Oxida- 
tion with Atmospheric Oxygen in Alkaline Medium 
(Modifikatsiya Gidrattsellyuloznykh Materialov D iglit- 
sidnym Efirom kak Metod Povysheniya ikh 
Ustoichivosti k Okisleniyu Kislorodom Vozdukha v 
Shchelochnoi Srede), 

TT-71-51006 74-08 7C PC$3.25/MF$2.25 


Oxidation of 6-O-Tritylcellulose with Sodium Periodate 
(Okislenie 6-O-Tritiltsellyulozy Periodatom Natriya), 
TT-71-51007 74-08 7C PC$3.25/MF$2.25 


GOLOVAN, V. A. 


Analog Digital Computer for Calculating Dose Fields-- 
Translation. 
AD-781 591/3GI 


GOLOVANOV, L. 


Excitation of the Proton to Low Mass States at 180 
and 270 Gev. 
COO-2232A-5 


GOLOVANOV, YA. 
Space ‘Levkoi'--Translation. 
AD-776 944/1GI 74-11 
GOLOVCHENKO, V. V. 


Electroslag Casting of Forged Ingots 
N74-17197/6GI 74-11 iF " PC$3.75/MF$2.25 


GOLOVCSENKO, IGOR V. 


A Computer Light-Pen Input Technique for Data Entry 
from Instructor Consoles. 
AD-779 074/4GI 74-15 9B PC$3.25/MF$2.25 


GOLOVICHEY, V. I. 


Calculation of the Ignition and Combustion of a 
Hydrogen Jet in Air at Finite Chemical-Reaction Rates. 
N74-32374/2GI 74-25 21B PC$3.25/MF$2.25 


GOLOVI, A. I. 


Gas Turbine Floating Power Station ‘Northern Lights’- 
-Translation. 
AD-771 787/9GI 


GOLOVIN, B. M. 


Contribution of the Deuteron D-State in the Pd Implies 
Ppa Reaction at T/sub p/ = 600 Mev. 
JINR-P2-7293 7406 20H PC$3.00/MFS$2.25 


GOLOVI, D. I. 


Histological Classifications of Breast Cancer, 
PB-228 $67-T/GI 74-09 6E PC$3.25/MF$2.25 


GOLOVI, G. F. 
Pog Treatment of Welds in Stainless Steel--Transla- 


AD: 775 096/1GI 

GOLOVIN, JONATHAN 
A Survey of the Inventory Control-Detailed Scheduling 
Problem. 


74-22 12A_ Reprint 


74-12 20H PC$3.50/MF$2.25 


74-18 6R PC$3.25/MF$2.25 


74-24 20H PC$4.00/MF$2.25 


22A PC$3.25/MF$2.25 


74-05 10B PC$3.25/MF$2.25 


74-09 13H PC$3.25/MF$2.25 


AD-771 294/6GI 
GOLOVIN, JONATHAN J. 


A Hierarchical Framework for Hospital Planning and 
Control Systems. 
AD-787 080/1GI 


GOLOVI, V. A. 


Drag Strain Gauge for Measuring Forms of Vibrations 

of Models with Flutter--Translation. 

AD-781 314/0GI 74-18 14B PC$3.2S5/MF$2.25 
GOLOVIZNIN, YU. V. 


Streptomycin Aerosol for Calves with Lung Disease-- 
Translation. 


74-04 SA PC$4.25/MF$2.25 


74-26 6L PC$3.75/MF$2.25 


AD-773 286/0GI 74-07 2E PC$3.25/MF$2.25 
GOLOVKIN, L. 

Spaceship Dockings and Problems of Weightlessness, 

JPRS-61771 74-13 6S PC$3.25/MF$2.25 


GOLOVKIN, S. V. 


Search for Heavy Quasistable Leptons. 
IFVE-SEF-72-116 74-06 20H PC$3.50/MF$2.25 


GOLOVKO, M. F. 


Calculation of Configurational Integral “a the System 
of Particles with Electrostatic Interactio 


ITF-73-118-P 74-10 203 PCS3. 75/MF$2.25 
Free Energy and Screening Potentials of Mixed Ion- 
Water System. 

ITF-73-170P 74-25 7D PC$5.00/MF$2.25 


GOLOVKOV, N. A. 


Decay of exp 209 RN. Excited States of exp 209 at. 
JINR-P6-7583 74-13 20H PC$3.00/MF$2.25 


Multiwire Proportional Chamber for alpha-Spectro- 


graph. 
JINR-P13-7755 74-15 18D PC$4.00/MF$2.25 
GOLOVNIN, L. S. 


Study of Influence of the Effective Fuel Density and 
the Core Sintered Pellet Density on the Dimensional 
Stability of the Fast Reactor Uo sub 2 Fuel Elements. 

SRARI-P-166 74-02 18] PC$3.00/MF$2.25 


GOLTSMAN, B. M. 
Thermoelectric Semiconductor Materials Based on 


Bi2Te3--Translation. 
AD-783 734/7GI 20L = PC$9.50/MF$2.25 
GOLTSMAN, G. N. 


Submillimeter Spectroscopy of Semiconductors--Trans- 


lation 

AD-776 116/6GI 
GOLUB, G. 

Fourier--Toeplitz Methods for 


Problems. 
SU-326-P-30-27 74-02 
GOLUBA, R. W. 


Resuspension of Plutonium: A Progress Report. 
UCRL-75484 74-16 8H PC$S5.25/MF$2.25 


GOLUBEV, A. N. 
Optical Quantum Generators in Geodetic Measure- 


ments--Transiation. 
AD-787 281/5GI 74-26 8E PC$7.00/MF$2.25 
GOLUBEV-NOVOSHILOV, YU. 8. 


as to Radar Systems Engineering--Transla- 


AD: 771 077/SG1 PC$10.50/MF$2.25 
GOLUBEYV, S. A. 


A Non-Self-Sustained Stationary Gas Discharge in N2- 
CO2 Mixtures at an Atm ic Pressure and loniza- 
tion by an Electron Beam--Translation. 

AD-781 438/7GI 74-18 20E PC$3.25/MF$2.25 


Nonself-Sustained Stationary Gas Discharge in N2- 
CO2 Mixtures Ionized by an Electron Beam at At- 


mospheric Pressure--Translation 
AD-781 632/SGI 74-18 201 PC$3.25/MFS$2.25 


GOLUBEV, S. L. 
Study of the Energy and Angular Dependence of the 
Spin-Flip Probability at Inelastic Scattering of Protons 


on exp 24 MG. 
20H PC$4.00/MF$2.25 


74-21 


74-10 20L PC$3.75/MF$2.25 


Separable Elliptic 
12A_ PC$4.00/MF$2.25 


74-04 171 


JINR-P15-7682 
GOLUBEYV, V. 8. 


Feasibility of MHD Conversion of Pulsed Ther- 
monuclear Reactor Energy--Translation 
AD-770 443/0GI 74-02 201 PC$3.25/MFS2.25 


Highly Efficient Supersonic Nonequilibrium MHD 

Generator, 

JIPRS-61637 74-12 201 PC$3.25/MF$2.25 
GOLUBKIN, V.N. 


All-Union Radio Day Scientific Meeting, Annotations 

and Topics of Reports, 

JPRS-62609 74-22 9B PC$S.25/MF$2.25 
GOLUEKE, CLARENCE G. 

Anaerobic - Aerobic Ponds for Beet Sugar Waste 

Treatment, 

PB-227 343/1GI 74-06 13B 


74-16 


PC-GPO/MF$2.25-NTIS 


PA-393 





GOLUTVIN, I. A. 


GOLUTVIN, L. A. 

Collective Heavy lon Accelerator of New Acceleration 
Method De ent (Jinr). 

JINR-P9-7: 74-15 20G PC$5.25/MF$2.25 

me for Data S and Apparatus Check-Up 

in Experiments with High Energy K exp 0 -Mesons. 

TINR-P10-7460 7409 18D PC$3.50/MF$2.25 
GOLYANIN, L. 

Study of Steering Efforts on a Cross Country Vehicle 

with Controlled Air Pressure--Translation. 

AD-784 755/1GI 74-23 13F PC$3.25/MF$2.25 
GOLYCH, P. M. 


Express Program for Processing Spectra (Epos) for 
Doublet Fitting. 


JINR-P10-7367 74-11 18D PC$3.00/MF$2.25 
GOMBA, F. J. 

Properties of Modified Nitinol Alloys. 

AD-781 469/2GI 74-18 LIF PC$3.75/MF$2.25 


GOMBERG, WILLIAM 


The Workplace Reaches Out: A Study of Organiza- 
tional Impropriation: Volume | 
PB-236 | I 74-25 SI PC$9.25/MF$2.25 


The Workplace Reaches Out: A Study of Organiza- 

tional Impropriation. Volume 2. Bibliography and Ap- 

pendices. 

PB-236 187/1GI 74-25 SI PC$7.50/MF$2.25 
GOMELAURI, V. I. 


Intensification of Convective Heat Exchange under the 
Effect of Artificial Roughness--Translation 
AD-782 087/1GI 74-19 20M PC$3.75/MF$2.25 


GOMER, R. 
Reprint: The Field Emission Total Energy Distribution 
in the Presence of Adsorbates. 
COM-74-50499/4GI 74-15 7D Not available NTIS 


GOMES, JOHN M. 


Electrochemical Preparation of Metal Sulfides. 
PATENT-3 375 180 74-08 7B Not available NTIS 


Sees, Preparation of Zirconium and Hafaium 
Diborides Using a Molten, Cryolite-Base Electrolyte. 
PATENT-3 769 185 74-02 7B Not available NTIS 


Method for Separating Molybdenum from Tungsten by 
Electrolysis from a Fused Electrolyte Bath. 
PATENT-3 075 900 74-09 11F Not available NTIS 


Method for Separation of a Metal-Containing Halide 
Phase From a Gangue-Containing Silicate Phase to Ob- 
tain the Metal. 


PATENT-3 373 097 74-08 11F Not available NTIS 
Method for the Electrolytic Preparation of Tungsten 
arbide 


Cc b 
PATENT-3 589 987 74-07 11B Not available NTIS 


Recovery of Niobium and Tantalum. 
PATENT-3 725 221 74-04 11F Not available NTIS 


GOMES, L. 
On the Prediction of Extreme Wind Speeds from the 


Parent Distribution. 
PB-234 777/1GI 74-22 4B PC$3.75/MF$2.25 
GOMEZ, H.R. 


Determination of the Transport of Material in a Rotat- 
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bility, Modifiability, and Reusability: A Case Study 
and Analysis, 

AD-787 307/8GI 74-26 9B PC$5.25/MF$2.25 
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tion Changes in the Baltimore Region, 1970 to 1! 
PB-237 022/9GI 74-26 13B PCS$3. $S/MFS2. 25 
GOODMAN, D. W. 
Reprint: A Photoelectron Spectroscopic Study of 
Polyphospines. The Question of p m ‘d pi Bonding. 
AD-783 164/7GI 4-20 7C Reprint 
Reprint: Detection of Rotational Isomerism in Diphos- 
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Reprint: The Photoelectron Spectrum of Phosphorus 
Pentafluoride. 
AD-781 426/2GI 74-18 7D Reprint 
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PB-227 919/8GI 74-08 13B PC$3.25/MF$2.25 


GOODMAN, MAURICE Y. 


An Application Study in Water Distribution Control. 
PB-227 336/SGI 74-07 13B PC$3.75/MF$2.25 


GOODMAN, P. 
Feasibility Study for Rocket Ozone Measurements in 
the 50 to 80 Km Region Using a Chemiluminescent 
Technique. 
N74-10355/7GI 74-04 4A PC$3.25/MF$2.25 
GOODMAN, R. 


Stores Stock Microcomputer System: The Mes-8 8-Bit 

Processor Controller. 

UCID-16341 
GOODMAN, R. K. 


Experiments on the Bombardment of Metallic Surfaces 
with 15-Kev Deuterons. 
UCID-16408 74-15 11F PC$6.00/MF$2.25 


GOODMAN, R. M. 


Reprint: Low-Energy-Electron-Diffraction Intensities 
from Ag(001). I. Experiment. 
AD-778 406/9GI 74-14 7D Reprint 


Techniques Development for Whale Migration 

Tracking. 

N74-28557/8GI 
GOODMAN, RICHARD M. 


Research on Electrochemical Energy Conversion 
Systems. 
AD-780 952/8G1 


GOODMAN, &. A. 


Age-Related Changes in Cell-Mediated Immune 
Responsiveness. 
TID-26446 7404 6R PC$9.75/MF$2.25 


GOODMAN, S. R. 


Grain Boundary Segregation of Impurities in Metals 
and Intergranular Brittle Fracture 
AD-781 301/7GI 74-18 11F PC$3.75/MF$2.25 


GOODMAN, THEODORE BR. 


Reprint: A Criterion for Assessing Wind-Tuane! Wall 
Interference at Mach 1. 
AD-776 180/2GI 


GOODRICH, J. K. 


Data Processing of Radionuclide Cerebral Angiograms 
in the Differential Di of Intracranial Disease 
CONF-740708-35 74-24 6E PCS4.00/MFS2.25 


GOODRICH, W. D. 
Effects of Selected Trajectory Parameters on Weight 


7402 9B PC$3.00/MF$2.25 


74-22 6B PC$4.75/MF$2.25 


74-17 7D PC$3.75/MF$2.25 


74-10 20D Reprint 


Trends in the Shuttle Thermal Protection System. 

N74-17645/4GI 74-11 22B PC$3.75/MF$2.25 
GOODRUM, JIMMY D. 

Shrouded Impeller Test 


AD-784 133/1GI 
GOODRUM, JOHN W. 

Method for Growing Crystals. 

PAT-APPL-369 035 74-14 20B PC$3.25/MF$2.25 
GOODSON, D. W. 

Reprint: Electron Avalanches in Oxygen: Detachment 


from the Diatomic Ion 02(-). 
AD-782 174/7G1 74-19 7D Reprint 


Reprint: Electron Avalanches in Oxygen: Theory. 
AD-773 346/2GI 74-07 7D Reprint 


Program. 
74-22 21E PC$4.75/MF$2.25 


PA-395 





GOODSON, DONALD W. 


GOODSON, DONALD W. 

A Time Resolved Drift Tube Study of Electron 

Avalanches in Oxygen. 

AD-778 834/2GI 74-14 7D PC$S.75/MF$2.25 
GOODSON, LOUIS H. 

Air Pollution Monitoring System 

PATENT-3 715 298 74-20 148 Not available NTIS 

GOODSPEED, R. C. 


Saxton Plutonium Project. Quarterly Progress Report 
for the Period Ending June 30, 1973. 
WCAP-3385-36 74-02 18] PC$4.00/MF$2.25 


GOODSTADT, BARRY E. 
Navy Career Motivation Programs in an All-Volunteer 
Condition. 
AD-786 724/SGI 74-25 SI PC$3.25/MF$2.25 
Reenlistment Incentives: More is not Better in the 


Fleet Either. 
AD-786 748/4GI 74-25 SI PC$4.25/MF$2.25 


Relationship Between Organizational Beliefs, Affective 
Dispositions and Navy Lye eal Intention: 
Theoretical and Administrative Implicatio 


AD-786 740/1GI 74-25 SI PCS. 75/MF$2. 25 
A Study of Experimental Incentives as an Influence on 
Enlistment Intention. 

AD-775 934/3GI 74-10 SI PC$3.75/MF$2.25 


A Study of Experimental Incentives as an Influence on 
Enlistment Intention: More is Not Better 
AD-786 676/7GI 74-25 SI PC$4.75/MF$2.25 


GOODSTEIN, L. P. 


Operator’S Diagnosis Task under Abnormal Operating 
Conditions in Industrial Process Plant. 
RISO-M-1729 74-25 SE PC$4.00/MF$2.25 


GOODWIN, AUREL 
Proceedings ‘of the Symposium on Talc held at 


Washington, D.C. on 8 May 1973. 

PB-234 671/6GI 74-20 63 PC$5.25/MF$2.25 
GOODWIN, B.C. 

Evaluation of Bus Transit Strategies, 

PB-225 423/3G1 7402 13B PC$4.25/MF$2.25 
GOODWIN, C. 


Criteria for the Design of Nuclear Installations to 
pao aa the Application of Safeguards. 
Ccos-1 74-11 183 PCS3 .00/MF$2.25 


caine: C. A. 


Growth of Fe/sub Y/Mn/sub ae ag 1+X/ Single 


Crystals by Chemical Vapor Trans; 
COO-3344-27 74-22 "Pcs: 00/MF$2.25 


GOODWIN, C. LYNN 


Subtidal Geoducks of Puget Sound, Lb - 
COM-74-10076/9GI 74-04 6C 


GOODWIN, G. C. 
An Amplitude Constrained Minimum Variance Con- 
troller. 


[MFS2. 25 


ee 74-15 12A PC$3.25/MF$2.25 
2 Approximate Bayesian One-Step-Ahead Regulator. 
N74-30093/501 74-15 12A PC$3.25/MF$2.25 


A Bayesian Approach to Experiment Design with Ap- 
plications to Linear Multivariable Dynamic Systems. 

N74-21227/SGI 74-15 12A PC$3.25/MF$2.25 
Design and Characterization of Optimal Test Signals 
for Linear Single Input-Single Output Parameter Esti- 


mation. 
N74-21223/4GI 74-15 12A PC$3.25/MF$2.25 
Optimal Test Signal Design for Linear Siso System In- 


dentification. 
N74-21199/6GI 74-15 9D PC$3.25/MF$2.25 


GOODWIN, G. M. 


Creep Properties of a Type 308 Stainless Steel Pres- 
sure Vessel Weld with Controlled Residual Elements. 
CONF-730916-3 74-02 11F PC$4.00/MF$2.25 


Creep Properties of a Type 308 Stainless Steel Pres- 
sure Vessel Weld with Controlled Residual Elements. 
ORNL-TM-4131 74-04 11F PC$4.00/MF$2.25 
Properties of Thick Type 308 States Steel Welds 
with Controlled Residual Elemen' 

ORNL-TM-4206 74-22 HF PC$4.00/MF$2.25 

GOODWIN, JAMES T. 


The Effect of Ultra Low Volume Aerial Dispersal of 
Naled on an Aquatic Habitat Robins AFB, G ‘ 


AD-787 653/5G 74-26 6F PC$3.25/M 
GOODWIN, K. 

A Nessarstanion! Report for the Mt. Hopkins Observa- 

tory: 1968-1971. 

N74-21237/4G1 74-15 4B PC$4.25/MF$2.25 


Sao/NASA Joint Investigation of Astronomical View- 

at Mouat Hopkins Observatory: 1969-1971. 

N74-21432/1GI 74-15 3A PC$S5.75/MF$2.25 
GOODWIN, LYNN 


Reprint: Effects of Salinity and Temperature on Emb- 
ryos of the Geoduck Clam (‘Panope generosa’ Gould). 


PA-396 


COM-74-10070/2GI 
GOODWIN, MICHAEL R. 
a Aircraft Corporation - A Series of Case Stu- 


AD-782 315/6G1 74-19 SC PC$3.75/MF$2.25 
GOODWIN, R. D. 


Reprint: Dielectric Constant and Polarizability of Satu- 
rated and Compressed Fluid Methane. 
COM-74-50215/4GI_ 74-10 7D Not available NTIS 


The Thermophysical Properties of Methane, from 90 to 
$00 K at Pressures to 700 Bar. 
COM-73-11978/6GI 74-02 7D PC$8.75/MF$2.25 


GOODWIN, RICHARD JAMES 
A Design for a Distributed-Control Multiple-Processor 


Computer System. 
AD-772 883/SGI 74-06 9B PC$3.75/MF$2.25 
GOODWIN, ROBERT F. 


Reprint: Washington Sea Grant's Contributions to In- 


74-04 6C Reprint 


dustry. 

COM-74-10136/1GI 74-05 13) Reprint 
Washington Sea Grant: The First Five Years. An 
Evaluation of Selected Projects, 


COM-74-11560/1GI 
GOODWIN, WILLIAM L. 


Light Beam Translator. 
PAT-APPL-446 068 


GOODYEAR, C. P. 


Sources of Potential Biological Damage from Once- 


Through Cooling Systems of Nuclear Power Plants. 
ORNL-TM-4180 74-26 6F PC$S.50/MF$2.25 
GOODYER, M. J. 


Ss ition Pressure Probe. 
PATENT-3 832 903 74-26 20D Not available NTIS 


GOODYKOONTZ, J. 


Aerodynamic and Acoustic Performance of Ejectors 
for Engine-under-the-Wing Concepts 
N74-29385/3GI 74-24 208. ” PC$3.75/MF$2.25 


Forward Velocity Effects on Jet Noise with Dominant 

Internal Noise Source. 

N73-32968/2GI 74-02 21E PC$3.25/MF$2.25 

Nozzle Geometry and Forward med ree on 

Noise for Ctol Engine-over-the-Wing Conc 

N73-33742/0GI 74-02 21E PCS3.9: PS/MPFS2. 25 
GOODYKOONTZ, J. H. 


Acoustic Characteristics of Externally Blown Flap 
Systems with Mixer Nozzles. 


74-25 6C PC$4.75/MF$2.25 


74-22, 20F PC$3.25/MF$2.25 


N74-16715/6GI 74-11 21E PC$3.75/MF$2.25 
Effect of Configuration Variation on Externally Blown 
Flap Noise. 

N74-14761/2GI 74-09 1A  PC$3.75/MF$2.25 


GOODZEIT, C. L. 


Stress Analysis of Expansion Piston (Prototype I) for 
Nal 30K Liter Hydrogen Bubble Chamber. 
BNL-18177 74-02 18D PC$3.75/MF$2.25 


GOOGE, J. M. 


Methods to Calculate True Temperature Profile Using 
Data from a Thermocouple with High-Temperature 
Shuating Errors. 

TID-25632 74-13 14B_ PC$3.50/MF$2.25 


GOOLSBY, WILLIAM 


Critical Analysis and Proposals for Reform of the 
Major Tax Sources of State and Local Governments, 
PB-231 541/4GI 74-13 SA PC$6.25/MF$2.25 


GOOSEY, BENJAMIN F. 


Method of Fabricating Boron Suboxide Articles. 
PATENT-3 816 586 74-26 11B Not available NTIS 


GOOTZAIT, E. 


Mean and Fluctuating Flow Measurements in Axisym- 
metric Supersonic Boundary Layer — Subjected to 
Distributed Adverse Pressure Gradie 

N74-29650/0GI 74-24 20D *PCS3. 25/MF$2.25 


GOPAL, K. S. 
Spectrographic Determination of Trace Impurities in 
M sium Metal. 
BARC-669 74-06 11F PC$3.00/MF$2.25 
GOPALAKRISHNAN, S. S. 


Analysis of Complex Nai(Tl) gamma Spectra from 
Mixtures of Nuclides. 
BARC-686 74-07 18H PC$5.50/MF$2.25 


Measurements of Short-Lived Radon Daughters in the 
Arabian Sea and Indian Ocean Region During Monex- 


1973. 

BARC-732 74-20 8H PC$4.00/MF$2.25 
GOPINATHAN, K. G. 

Dispersion Hardened Titanium Alloys by Powder 


Metallurgy. 
N74-31983/1GI 74-25 11F PC$3.75/MF$2.25 


GOPYCH, P. M. 
Express Processing of gamma -Spectra on the Basis of 
Mini Computers. 
JINR-P10-7614 74-14 18D PC$3.00/MF$2.25 


—- ss Program for Processing Epos Spectra. Fitting 
ited and Weakly Overlapping Peaks. 
HINE-P107366 74-08 9B PC$3.00/MF$2.25 


Express Program for Processing Spectra Epos. Analy- 
sis of the Spectral Region with Complex Background 
and Correction of the Apparatus Disturbances in the 
Individual Channels. 

JINR-P10-7365 74-11 18D PC$3.00/MF$2.25 


Express Program for Processing Spectra (Epos). Deter- 
mination of the Dependence of the Resolving Capacity 
of the Detector on the Energy. 

JINR-P10-7364 74-11 18D PC$3.00/MF$2.25 


GORA, T. 
Photo and Electrical Field Effects in Energetic Materi- 


als. 

AD-785 543/0GI 74-23, 7E PC$3.75/MF$2.25 
GORA, THADDEUS 

Photo- and Electric Field-Effects in Energetic Materi- 


als, 

AD-785 619/8GI 74-24 19A PC$3.25/MF$2.25 

X-ray Photoelectron Spectroscopy of Explosive Solids, 

AD-785 678/4GI 74-24 7E PC$3.25/MF$2.25 
GORAN, B. 


Data Acquisition System from Uncorrelated Experi- 
mental Inputs. 
IFA-NE-16-1974 


GORBACHEV, L. P. 


Rotational Motion of an Electroconductive Fluid 
between Finite-Size Disks in Crossed Electric and 
Magnetic Fields--Translation. 

AD-782 002/0GI 74-19 201 PC$3.25/MF$2.25 


GORBACHEV, O. M. 


Influence of Rausedil and Iprazide on ays Bioelectric 
Activity of the Rabbit Brain--Translatio 
AD-776 573/8GI 74-11 60 PCS3. 25/MF$2.25 


GORBACHEV, V. V. 
Lead Telluride Alloyed with Indium and Lanthanum - 


Translation. 
74-25 20L PC$3.25/MF$2.25 


74-20 9B PC$4.00/MF$2.25 


AD-786 794/8GI 
GORBAN, A. I. 


Clinical Examination of the Eye by Means of Instru- 
ments, 
PB-226 838-T/Gi 


GORBATENKO, S. A. 


Calculation and Analysis of Aircraft Motion. 
N74-14751/3GI 74-09 1B PC$10.25/MF$2.25 


GORBATKINS, YU. A. 
Adhesion of Epoxy Resins to Basalt Fibers--Transla- 


74-06 6E PC$9.25/MF$2.25 


‘AD-775 109/2GI 74-09 ILE PC$3.25/MF$2.25 
GORBENKO, I. G. 

Air Conditioning Unit--Translation. 

AD-771 686/3GI 74-05 13A PC$3.25/MF$2.25 
GORBULEV, G. I. 

Gas Discharging Tube with lodides of Metals--Transla- 


tion. 

AD-776 096/0GI 74-10 13A PC$3.25/MF$2.25 
GORBUNOV, M. S. 

Study of the Stress in the Soil under the Powered and 

Non-Powered Traction Devices of Agricultural Trac- 

tors (Issledovania Napryazhenii v Pochve Vedushchimi 

Organami Selskokhozyaistvennykh Traktorov), 

PB-232 384-T/GI 74-18 2C PC$3.25/MF$2.25 
GORBUNOV, N. S. 


Structure and Characteristics of Steel Chromium 

Plated in a Vacuum--Translation. 

AD-785 707/1GI 74-24 11C PC$3.25/MF$2.25 
GORBUNOV, V. V. 


The Burning of Ammine Perchlorates and Nitrates of 
Copper (Il) Nickel (II) and Cobalt (III)--Translation. 
AD-779 805/1GI 74-16 21B PC$3.25/MF$2.25 


Combustion of Mixtures of High-Calorific Metal Pow- 


ders and Water--Translation 
AD-771 789/SGI 7405 7D PCS3. 25/MF$2.25 


Combustion of Mixtures of rg Sulfates with Mag- 

nesiom or Aluminum--Translatio: 

AD-785 988/7GI 74-24 2B PCS$3.25/MF$2.25 

The Combustion of the Salts of Tetraamine Copper 

(I1)--Translation. 

AD-779 649/3GI 
GORBUNOV, YU. V. 

On Food Allergy--Transiation. 

AD-784 649/6GI 74-22 6E PC$3.25/MF$2.25 
GORBUNOVA, T. N. 


Instant, Precooked Food Concentrates--Transiation. 
AD-770 718/SGI 74-03 6H PC$3.25/MFS$2.25 


74-15 21B PC$3.25/MF$2.25 
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GORCZYCA, B. 
Quark Model Predictions for Electroproduction of exp 
3 / sub 2+ Isobars. 
DESY-73/32 74-04 20H PC$3.00/MF$2.25 


Remark on the Precocity of Scaling in Deep Inelastic 
Electron Proton Scattering. 
DESY-73/28 74-04 20H PC$3.00/MF$2.25 


GORDANIER, D. E. 
Spectrographic Impurity Determination after Partition 


Chromatography of Uranium. 

KY-653 74-17 7D PC$4.00/MF$2.25 
GORDEEV, A. G. 

Methods of Measuring Velocity and Photographing 


Models in Ballistics Tests--Translation. 
AD-783 575/4GI 74-21 14B  PC$3.25/MF$2.25 


GORDEEV, R. G. 


Numerical Solution of the Equations of Tide Dynamics 

in the World Ocean--Translation. 

AD-770 845/6GI 74-03 8C PC$3.25/MF$2.25 
GORDEN, R. JR. 

Reprint: Effects of Low Concentrations of 02 and CO 

on the lon-Clustering Reactions in the Lower Iono- 


sphere of Mars 
COM-74-50899/SGI 74-25 7E Not available NTIS 


Reprint: Formation of Association Ions in the 
Photoionization of Alkyl Halides. 
COM-74-50877/1GI 74-24 7E Not available NTIS 


Reprint: lon-Clustering of the Cations in the High 
Energy Irradiation of Nitrous Oxide. 
COM-74-50898/7GI_ 74-25 7E Not available NTIS 
Reprint: On the Ionization Efficiencies of C4H8 
Isomers at 123.6 am. 

COM-74-51023/IGI 74-26 7E Not available NTIS 


Reprint: Photoionization of N20 at 73.6-74.4 and 58.4 
am. Evidence for Collision-Induced Dissociation at 
Thermal Kinetic Energies. 

COM-74-50876/3GI 74-24 7E Not available NTIS 


Reprint: Photoionization of Simple Hydrocarbons at 
je al and 58.4 nm. Comparison with Penning 


Toniza 
COM.74-50890/4GI 74-24 TE Not available NTIS 
GORDEVSKIH, V. D. 


Bogolyubov’S R-Operation for Local Interactions. 
ITF-73-110-E 74-15 20H PC$3.00/MF$2.25 


GORDIENKO, B. A. 


Computer Solution of Problems of Impact Buckling of 
Elastic Systems Using the Method of Finite Dif- 
ferences--Translation. 

AD-777 424/3GI 74-12 20K PC$3.25/MF$2.25 


GORDIENKO, E. G. 


Superplasticity of Steel KH18N10T--Translation. 
AD-784 175/2GI 74-22 11F PC$3.25/MF$2.25 


GORDIETS, B. F. 


Coupling of the Upper and Lower Atmosphere by In- 

frared Radiation and the Possibility of Forecasting 

Pressure Variations at Sea Level during Geomagnetic 

Disturbances, 

IPRS-61096 74-07 4A  PC$3.25/MF$2.25 
GORDIYENKO, V.N. 

Scientific Meeting on All-Union Radio Day, Abstracts 

of Reports, 

IPRS-62704 74-24 17B PC$4.75/MF$2.25 
GORDON, ALAN 


Apparatus and Method for Determining the Profile of 
an Underwater Target. 
PATENT-3 774 159 74-26 20A Not available NTIS 


Underwater Multiple Scattering of Light for System 
Designers. Part I. An Exponential Multiple-Scattering 
Mode. Part II. Evaluation of the Exponential Multiple- 


Scattering Model. 

AD-771 357/1GI 74-04 20F PC$S.25/MF$2.25 
GORDON, ALAN R. 

Minimi Water Sewer System Costs Using 

TOPAZ ‘hechataue tar for the Optimal Placement of Ac- 

tivities in Zones), 

PB-233 690/7GI 74-18 13B PC$7.00/MF$2.25 


GORDON, ARNOLD L. 


Wind Drift Surface Currents and Spread of Contami- 

nants in Shelf Waters. 

AD-786 610/6G1 74-25 13B PC$4.25/MF$2.25 
GORDON, ARTHUR 

Gastrointestinal Use of Sorbents in the Treatment of 

Uremia. 


PB-226 856/3GI 74-06 6E PC$3.75/MF$2.25 
Seuss Regenerative Peritoneal Dialysis 
ystem. 

PB-231 644/6GI 74-13 6L PC$3.25/MF$2.25 


GORDON, BARTON J. 
Reprint: Injection Locking of Punched-Through-Injec- 
tion Transit-Time Oscillators. 
AD-778 210/5GI 74-13 9A Reprint 


GORDON, C. G. 
Highway Noise: A Design Guide for Highway En- 
gineers. 
PB-233 513/1GI 74-18 13B MFS$2.25 
GORDON, D 
Contanaiis World Wide UV Monitoring Programme 
AD-773 027/8GI 74-06 4A PC$3 SIMFS2: 25 


Pp Interactions at 303 Gev/C; Tests of Scaling in Sin- 
gle Particle pi exp -+ and Proton Distributions. 
NAL-73/20-EXP 74-18 20H PC$4.00/MF$2.25 


GORDON, DALE V. 
Manufacturing Methods and Technology Measure for 
Plastic Housings for C-2328-B-GRA-39 and C-2329-B- 
GRA-39 Radio. 
AD-784 687/6GI 74-22 17B_ PC$3.75/MF$2.25 


GORDON, DONALD T. 


Damage from Wind and Other Causes in Mixed White 
Fir-Red Fir Stands Adjacent to Clearcutting. 
PB-225 406/8GI 74-02 2F PC$3.75/MF$2.25 


GORDON, E. M. 
we Scaling in the Number of Negative Secon- 


RLO- "2041-99 74-11 20H PC$3.00/MF$2.25 
GORDON, EDWARD E. 


A Comprehensive Stroke Rehabilitation Project in 
Selected General Hospitals. 

PB-235 180/7GI 74-21 6E PC$5.75/MF$2.25 

GORDON, ERIC C. 

Reprint: Detection and Estimation of Isopropyl 
Methylphosphonofluoridate and O-Ethyl S- 
Diisopropylaminoethylmethylphosphonothioate in Sea- 
water in Parts-per-Trillion Level. 

AD-786 052/1GI 74-24 6A Reprint 


GORDON, F. 
Reprint: Reactions of Low-valent Metal Complexes 
with Fluorocarbons. Part XXVIII. Nickelocene and 


Tricarbonyl(pi-allylic)cobalt Complexes with 
Bis(trifluoromethyl)diazomethane. 


AD-781 549/1GI 74-18 7C Reprint 
GORDON, F. B. 

Reprint: Chlamydial Isolates from Reiter's Syndrome. 

AD-771 870/3GI 74-05 2E Reprint 


GORDON, FRANCIS B. 


Reprint: Fluorescent Antibody Responses to Chiamydi- 
al Infection in Patients with Lymphogranuloma 
Venereum and Urethritis. 

AD-782 607/6GI 74-19 6E Reprint 


Reprint: Parabarosis and Experimental Infections. |. 
Effect of Varying O2 Tensions on Influenza Virus In- 
fection in Mice. 2. Body Temperatures of Small 
Animals; Methods of Observation and Control. 3. 
Susceptibility of Mice to Influenza Virus as Modified 
by Chilling and by Hyperbaric Helium Atmosphere. 4. 
Effect of 02 Tensions on Chlamydial Infection in Mice 
and Cell Cultures. 

AD-781 392/6GI 74-18 6S Reprint 


Reprint: Susceptibility of Chlambydia to Antibacterial 
Drugs: Tests in Cell Cultures. 


AD-787 823/4G1 74-26 60 Reprint 
GORDON, G. E. 
Research in Nuclear Chemistry. Annual Progress Re- 
MNC-4028-12 74-12 20H PC$7.50/MF$2.25 


GORDON, HERMAN 
Determination of Soluble Styphnate and Nitrate in 
Waste Water from Lean Styphnate Primer Plants. 
AD-781 513/7GI 74-18 7C PC$3.25/MF$2.25 


Determination of Sulfur, — and Silicon in 
Sebacate-Base Semi-Fluid Lubricant 
AD-785 $37/2GI 74-23 11H *pcss: 25/MF$2.25 


Spectrophotometric Determination of a in Waste 
Water from Lead Styphnate Primer Plan’ 
AD-769 606/S5GI 74-01 7C PCS}: 25/MF$2.25 


Spectrophotometric Determination of Trace Amounts 
of Silicon, Iron, and Aluminum in Nitrocellulose-Base 


Propellants. 

AD-787 305/2GI 74-26 7B PC$3.25/MF$2.25 
GORDON, HOWARD R. 

Reprint: Comment on ‘Method for the Determination 

of the Index of Refraction of Particles Suspended in 

the Ocean’. 

AD-785 558/8GI 74-23 83 Reprint 


Reprint: Simple Calculation of the Diffuse Reflectance 
of the Ocean. 
AD-785 555/4GI 74-23 20F Reprint 


Reprint: Spectral Variations in the Volume Scattering 
Function at Large Angles in Natural Waters. 
AD-785 557/0GI 74-23 20F Reprint 


Repriat: Two Component Mie Scattering Models of 


Sargasso Sea Particies. 
AD-772 321/6GI 7405 20F Reprint 


GORDON, R. 


GORDON, J. S. 


Study of the Characterization and Control of Air Pollu- 
tants from a Fluidized-Bed Boiler-the SO2 Acceptor 


Process. 
PB-229 242/3GI 74-10 7A PC$8.50/MF$2.25 
GORDON, JACQUELINE I. 


Airborne Measurements of Optical Atmospheric Pro- 
perties in Southern Illinois, 
AD-774 597/9GI 7408 4A PC$7.50/MF$2.25 


GORDON, JESSE E. 


Putting Social Science Knowledge to Use in the Man- 
power System: An Overview Report. 
PB-227 360/SGI 7407 SI PC$4.25/MF$2.25 


GORDON, JOHN A. 


Chemistry of Organomercurials in Agu Systems, 
PB-226 889/4GI 74-06 7C PC-GPO/MF$2.25-NTIS 


GORDON, JOHN L. 


System for Calibration of a Differential Pressure 
Transducer. 
PATENT-3 508 431 74-06 14B Not available NTIS 


GORDON, JOHN 8. 
ng of Coal Fired Fluidized-Bed Boilers. 


Volume I 
PB-234 344/061 74-20 13A PC$5.75/MF$2.25 
GORDON, L. I. 


Reprint: A Comparison at Sea of Manual and Au- 
or aaa Analyses of Phosphate, Nitrate, and Sil- 


AD 778 127/1GI 74-13 83] Reprint 
Reprint: Compilation of Reprints. 
AD-778 126/3GI 74-13 83 Reprint 


GORDON, L. WAYNE 
Production Engineering Measure for an Integrated 
Power Switch (IPS). 
AD-783 439/3GI 74-20 9E PC$4.25/MF$2.25 


Production Engineering Measure for an Integrated 

Power Switch (IPS). 

AD-784 317/0GI 74-22 9E PC$3.75/MF$2.25 
GORDON, LOUIS I. 

Chemical Data from Oregon Waters 1972, 

AD-775 250/4GI 74-09 83 PC$S.75/MF$2.25 

Reprint: A Sample Changer for Automated Seawater 

Nutrient Analysis Systems. 

AD-778 130/SGI 74-13 83] Reprint 

Reprint: Carbon Dioxide Partial Pressures in North 

Pacific Surface Waters. 2. General Late Summer Dis- 


tribution. 

AD-778 131/3GI 74-13 83 Reprint 

Reprint: The Expendable Bathyoxymeter. 

AD-773 $62/4GI 7407 83 Reprint 
GORDON, M. 


Midas, Prototype Multivariate Interactive Pao a 
ysis System, Phase 1. Volume 2: Diagnostic S 
N74-32649/7GI 74-26 9B PC$4. 25/MFS2 .25 


Midas, Prototype Multivariate Interactive Digital Anal- 


ysis System, Phase 1. Volume 3: Wiring Diagrams. 
N74-32650/SGI 74-26 9B PC$4.75/MF$2.25 
GORDON, M. K. 


Brief Instructions for Using the Sandia Numerical 
Mathematical Subroutine Library on the Dec Pdp-10. 
SLA-74-0331 74-25 9B PC$8.00/MF$2.25 


Solving Ordinary Differential Equations with Ode, 


Step, and Intrp. 
SLA-73-1060 74-11 12A PC$3.50/MF$2.25 
Using de/Step, Intrp to Solve Ordinary Differential 
Equations. 
SAND-74-0058 74-25 9B PC$S.00/MF$2.25 
GORDON, M. P. 

y and Photochemistry of Ribonucleic 
Acids. Progress Report, August 1973--March 1974. 
rat eet 18 7422 6R PC$4.00/MFS$2.25 
Repair of RN 
RLO-2225-T- 1S: 19 74-22 6R PC$4.00/MF$2.25 


GORDON, NORMAN R. 
Method of Making a Molded Piezoelectirc Transducer 


Assembly. 

PATENT-3 775 816 74-22 9A Not available NTIS 
GORDON, PAUL 

The Mobility of Coincidence and Near Coincidence 

Grain Boundaries. 

AD-782 908/8GI 74-20 11F PC$3.25/MF$2.25 
GORDON, PAUL F. 

Analytic Study of Extraction Forces in the MI6 


Weapon. 

AD-779 523/0GI 74-15 19F PC$3.75/MFS$2.25 
GORDON, RB. 

jw ay pe gs of ‘Aedes F Seem: 

Cc ) Larvae Parasitized by * 

seni’ (Nematoda: Mermithidae). 

AD-775 269/4GI 7429 6C Not available NTIS 
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GORDON, k. 


Reprint: Potentialities of Mermithid Nematodes for the 
aac of Blackflies (Diptera: Simuliidae)--A 


AD-770 803/SGI 74-03 6F Not available NTIS 


GORDON, R. B. 
Reprint: Hydrostatic Pressure and the Mechanical Pro- 
perties of NaCl Polycrystals. 
AD-772 200/2GI 74-05 20L Reprint 


GORDON, R. J. 


Description of H sub 2 and D sub 2 Scattering of 
Other Molecules by Central Field Potentials. 
CALT-767-P-4-119 7402 7D PC$3.00/MF$2.25 


GORDON, R. S. 


Impurity Effects on the Creep of Polycrystalline Mag- 
nesium and Aluminum Oxides at Elevated Tempera- 
tures. Technical Progress Report, December 19, 1972-- 
December 18, 1973. 


COO-1591-24 74-11 20L PC$3.00/MF$2.25 
GORDON, ROBERT B. 

Final Report, 

AD-778 330/1GI 74-13 8G PC$3.25/MF$2.25 


GORDON, ROBERT C. 
Range Vegetation Type Mapping and Above-Ground 
Green Biomass Estimations Using Multispectral 
Imagery. 
E74-10493 74-14 8B PC$3.25/MF$2.25 
GORDON, ROBERT D. 
Aquatic Plant Control Program. Technical Report 6. 
Biological Control of Water Hyacinth with Insect Ene- 
mies. 
AD-775 408/8GI 74-09 6F PC$6.25/MF$2.25 
GORDON, RONALD C. 


Batch Disinfection of Treated Wastewater with 
Chlorine at Less than | deg. C. 
PB-228 092/3GI 74-08 13B MF$2.25-NTIS 


GORDON, SHERALD H. 
he Strength Paper Comprising Starch Carbamoylethyl 


thers. 
PATENT-3 542 644 74-17 LIL Not available NTIS 


GORDON, SUE 

Amine Metabolism in Uremia. 

PB-235 255/7GI 74-23 6A PC$4.25/MF$2.25 
GORDON, V. M. 

A Study of Visual Thinking, 

IPRS-62012 74-15 SJ} | PC$3.25/MF$2.25 


GORDON, W. A. 
Quantitation and Detection of Vanadium in Biologic 


and Pollution Materials. 
N74-14863/6G1 74-09 7D PC$3.75/MF$2.25 
GORDON, WILLIAM B. 


Evaluating the Helmholtz Integral. Part I. Basic 


Theory. 

AD-785 013/4GI 74-23 20N PC$3.25/MF$2.25 
GORDON, WILLIAM E. 

lono: ric Heating Analysis. 

AD-781 178/9GI 74-18 4A PC$S.25/MF$2.25 
GORDON, WILLIAM R. 

Reprint: On Projections in the Symmetric Power 


Space. 2 

AD-773 142/SGI 74-06 12A Reprint 
GORDY, D. J. 

Fabrication and Testing of Negative-Limited Sealed 

Nickel-Cadmium Cells. 

N74-29412/SGI 74-24 10C PC$3.25/MF$2.25 


GORDY, HERBERT R. 
Reprint: The Long-Haul Fishery of North Carolina. 
COM-73-50645-12-06/GI 
74-06 6C (Order as COM-73-50645-12) 
GORDY, WALTER 
—! Electron Spin Resonance and Bond Structure 


pa 74-15 7D Reprint 


Reprint: Millimeter and Submillimeter Wave Spectrum 
of (18)02. 


AD-776 718/9GI 74-11 7D Reprint 
Studies of Radiation Products in Matter. 
AD-773 588/9GI 74-07 7E PC$3.25/MF$2.25 


Transmutation of High-Level Radioactive Waste with a 
Controlled Thermonuclear Reactor. 
BNWL.-1772 74-07 18G PC$7.60/MF$2.25 


Transmutation of Massive Loadings of exp 137 CS in 
the Blanket of a Controlled Thermonuclear Reactor. 
BNWL-SA-4773 74-06 18A PC$3.00/MF$2.25 


GORE, seem A. 
ee ontal Display S 
AD-781 RI7IGI 74-18 “ue PCSS.25/MPS2.25 
Rejeqmanic Multicolor Moving Map Display (System 


Definition). 
AD-772 155/8GI 74-05 9E PC$S.75/MF$2.25 
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GOREE, WILLIAM S. 
Superconducting Devices and Materials. Issue no. 74-1, 


January-March 1974. 
COM-74-10757-01/GI 74-22 20L = PC-Subscription 
GORELICK, D 


Arterial Pulse Wave Pressure Transducer. 
PATENT-3 811 429 74-20 6L Not available NTIS 


GORELKIN, LEO 


1973 USAMRIID Planning Session with Consultants of 
the USAMRIID Panel on Special Infectious Disease 
Problems, 18-19 October 1973. 

AD-772 974/2GI 74-06 6E PC$5.75/MF$2.25 


Reprint: Pancreatic Involvement by Venezuelan 
Equine Encephalomyelitis Virus in the Hamster. 
AD-781 363/7GI 74-18 6M _ Reprint 


Reprint: Venezuelan Equine Encephalomyelitis in an 
Adult Animal Host: An Electron Microscopic Study. 
AD-772 578/1GI 74-06 6M Reprint 


GORELOV, V. 1. 
The Operation of Marine Gas Turbine Installations-- 


Translation. 

AD-781 453/6GI 74-18 21E PC$4.25/MF$2.25 
GOREN, SIMON L. 

Removal of Oil From Aqueous Wastes by Flotation. 

PB-234 023/0GI 74-20 7A PC$3.25/MF$2.25 
GORENBERG, N. B. 


Analysis of Maneuverability Effects on Rotor/Wing 

Design Characteristics. 

AD-779 448/0GI 74-15 1C PC$8.50/MF$2.25 
GORESKOV, G. K. 

Stepwise Mechanisms in Catalytic Oxidation Reac- 

tions--Translation. 

AD-784 846/8GI 
GOREVA,L.V 


Dispersion of Combustion Products of a Mechanical 
eee of Aluminum and Cadmium Powders--Transla- 


AD. -779 126/2G1 74-15 21B PC$3.25/MF$2.25 
GORFIEN, HAROLD 


Dehydrated Soups for USAF Aircraft. 
AD-780 813/2GI 74-17 6H PC$3.75/MF$2.25 


GORIN, EVERETT 
Hydrocracking of Polynuclear Hydrocarbons. 
PATENT-3 355 376 §=674-08 7A Not available NTIS 


Preparation of Carbon Dioxide Acceptors by the Melt 


Process. 
PATENT-3 516 808 74-08 7A Not available NTIS 


Process for Making Liquid Fuels from Coal. 
PATENT-3 $23 886 74-07 21D Not available NTIS 


Regeneration of Spent Zinc Halide Catalyst Using 
agama High Pressure Hydrogen Solvent Extrac- 


PATENT-3 629 159 74-08 7A Not available NTIS 


Regeneration of Zinc Chloride Catalyst. 
PATENT-3 594 329 74-06 7A Not available NTIS 


Regeneration of Zinc Halide Catalyst Used 


Hydrocracking of Polynuclear Hydrocarbons. 
PATENT-3 371 049 74-08 7A Not available NTIS 


Regeneration of Zinc Halide Catalyst Used in the 

Hydrocracking of Polynuclear Hydrocarbons. 

PATENT-3 625 861 74-07 7A Not available NTIS 
GORIN, GEORGE 

Evaluation of Water Quality by Means of Enzymes 

and of ‘Thruflo’ Analyzers. 

PB-236 799/3GI 74-26 7D PC$3.25/MF$2.25 
GORIN, I. 1. 

Device for Detecting a Doppler Signal against 

Background of Interference--Translation 

AD-781 189/6GI 74-18 17G PC$3.25/MF$2.25 


Narrow Band Signal Spectrum Servomechanism-- 


Translation. 
AD-781 163/1GI 74-17 9E PC$3.25/MF$2.25 


GORIN, P. A. J. 
Reprint: Preparation of glycosides of 2-deoxy-2- 
methylamino-D-mannose, 2-deoxy-2-methylamino-D- 
glucose, and 2-deoxy-2-methylamino-D-galactose: Ob- 
servations on N-methylation of amides. 
AD-769 163/7GI 74-01 7C Not available NTIS 
Reprint: 13C Magnetic Resonance Spectroscopic 
Evidence for Formation of Borate Complexes of 
Polyhydroxy Compounds. 
AD-769 149/6GI 74-01 7C Not available NTIS 
GORIN, PHILIP A. J. 


Reprint: The Position of Phosphate Groups in the 

Phosphonomannan of ‘Hansenula capsulata’, as Deter- 

mined by Carbon-13 Magnetic Resonance Spectrosco- 

py. 

AD-769 150/4GI 74-01 7C Not available NTIS 
GORIN, R. E. 

FAIL. 


74-23 7D PC$3.75/MF$2.25 


AD-778 310/3GI 
GORIN, YU. P. 


Absorption Cross Sections for Pions, Kaons, Protons, 
and Antiprotons on Complex Nuclei in the 6 to 60 


Gev/C Momentum Range. 
IFVE-SEF-73-22 74-10 20H PC$3.25/MF$2.25 


GORINGE, M. J. 


Proceedings of the International Conference on High 
Voltage Electron Microscopy (3rd) Held at Oxford 
(England) in August 1973, 

AD-784 230/SGI 74-22 20F Not available NTIS 


GORIZONTOV, P. D. 


The Effect of Factors Related to the Conquest of 
Space. 
N74-26594/3GI 74-20 6S PC$3.75/MF$2.25 


The Pathogenic Action of Quantum Generators 


74-13 9B PC$4.25/MF$2.25 


(Lasers). 

N74-17214/9GI 74-11 6R PC$3.25/MF$2.25 
The Pathogenic Effect of Electrical Current. 
N74-16821/2GI 74-11 6S PC$3.75/MF$2.25 


Pathological Physiology of Extremal States in Ex- 


ogenic Intoxications. 

N74-22715/8GI 74-18 6T PC$3.75/MF$2.25 

Resistance and Disease. Problems of General Patholo- 

By. 

N74-16820/4GI 74-11 6E PC$3.75/MF$2.25 
GORJI, K. M. 

Flame Characterization Probes. 

PB-232 287/3GI 74-15 14B PC$7.00/MF$2.25 
GORKA, 


Is Infectivity Related to the Integrity of the Virus of 

Murine Mammary Tumor. 

CEA-CONF-2287 74-06 6M PC$3.00/MF$2.25 
GORKA, C. 


Effects of High gamma Irradiation Doses on the Mam- 
mary Murine Tumor Virus. 
CEA-CONF-2286 74-06 6R PC$3.00/MF$2.25 


GORKER, G. E. 
Fast Reactor Thrust Control Systems Applicable to a 
Nuclear Powered Space Craft. 
TM-63-2-1 74-10 181 PC$22.00/MF$2.25 
GORKOGO, A. M. 
Internal Combustion Engines. Issue 11--Translation. 
AD-771 176/SGI 74-04 21G PC$7.25/MF$2.25 
GORLATOYV, A. S. 


Calculations for Vacuum Systems of Sublimation 
Equipment--Translation. 
AD-781 830/SGI 74-18 13K PC$3.25/MF$2.25 


GORMAN, D. J. 


Experimental Studies on Flow Induced Vibration to 
Support Steam Generator Design. Part I. Vibration of a 
Heated Cylinder in Two-Phase Axial Flow. 

AECL-4514 74-06 13A PC$3.00/MF$2.25 
Maximum-Likelihood Fit to Points Originating from 
Different Poisson Distributions. 

BIPM-72-6 74-06 18D PC$3.00/MF$2.25 


Vibration Frequencies and Modal Shapes for Multi- 
Span BEAMS with Uniformly Spaced Supports. 
CONF-740330-1 74-18 13K PC$4.00/MF$2.25 


GORMAN, DENNIS M. 
Equilibrium Characteristics of a Distributed Peripheral 


Jet. 

AD-772 665/6GI 74-06 1C PC$4.25/MF$2.25 
GORMAN, F. J. JR. 

Reprint: lonospheric Effects During the 2partial Solar 

Eclipse of 10 July 1972. 

AD-775 604/2GI 
GORMAN, FRANCIS J. JR. 

lonospheric Effects During the Partial Solar Eclipse of 

10 July 1972, 

AD-785 683/4GI 
GORMAN, GEORGE W. 

Gas Analyzer Apparatus. 

PATENT-3 756 069 74-05 7D Not available NTIS 
GORMAN, J. M. 

Project Bold Venture: Lake Tanganyika Sound At- 

tenuation Experiment. 

AD-780 844/7GI 74-17 83 PC$3.25/MF$2.25 
GORMAN, JAMES E. 

Complex Amplitude Multifrequency Scanner, Opera- 

tion and Circuitry. 

AD-775 751/1GI 
GORMAN, JOHN 

Donor-Recipient Identification System Relating to 

Blood Transfusion. 

PB-234 345/7GI 74-21 6E PC$4.25/MF$2.25 
GORMAN, P. G. 


Emissions Control in the Grain and Feed Industry. 
Volume I. Engineering and Cost Study, 


74-10 4A _ Reprint 


74-24 4A PC$3.25/MF$2.25 


74-10 4A PC$S.75/MFS$2.25 








PB-229 996/4GI 74-10 13B PC$13.25/MF$2.25 
Feasibility of Emission Standards Based on Particle 


Size. 
PB-236 160/8GI 74-25 13B PC$7.50/MF$2.25 
Fine Particulate Emission Inventory and Control Sur- 


vey. 
PB-234 156/8GI 74-19 13B PC$8.50/MF$2.25 
GORMAN, WILLIAM D. 


Feasibility of Finish Cattle = in the Four Cor- 
ners Economic Development R 
COM-74-11459/6GI 74-22 “oR. ” PC$3.75/MF$2.25 


GORMLEY , WILLIAM T. 


Rapid Determination of Kinetic Parameters for the 
Thermal Degradation of High Polymers Utilizing a 
Computerized Thermogravimetric Analyzer-Mass 


Spectrometer System, 
AD-770 767/2GI1 7403 7D PC$3.25/MF$2.25 
GOROBETS, YU. I. 
Cylindrical Domains in Ferromagnetic Films. 
ITF-74-65P 74-24 20C PC$4.00/MF$2.25 


Cylindrical Magnetic Domains in Thick Ferromagnetic 


Films. 
ITF-74-66P 74-25 20C PC$4.00/MF$2.25 


Dynamics of Magnetic Cylindrical Domains. 
ITF-74-67P 74-24 20L PC$4.00/MF$2.25 
GOROCE, A 


The Engineering, peg nl and Dynamical 
Aspects of Precipitation Managemen 
PB-227 783/8GI 74-08 4B “css. 25/MF$2.25 


GORODETSKIH, A. E. 


Structure of Diamond Films Obtained from the Gase- 
ous Phase under Low Pressures, 
TPRS-61606 74-12 20B PC$3.25/MF$2.25 


GORODETSKII, A. F. 
a Based on Thermoelectrical Phenomena--Trans- 


AD-783 821/2G1 74-21 20L + PC$3.25/MF$2.25 
GORODETSKIH, E. M. 


The Development of a Combination Power Installation 
and Electric Drive System for a City Bus 
(Beskontaktnye Sistemy Upravieniya Elektropodvizh- 
- rsa Sostavom i Poluprovodnikove Preobrazovateli 
a), 
AD-786 813/6GI 74-25 13F PC$3.25/MF$2.25 
GORODETSKIY, A. K 


Radiation Temperatures of the Earth'S Mantle in the 
Superhigh Frequency and Infrared Regions Based on 
Data from an Experiment on the Artificial Earth Satel- 


lite Cosmos-384. 
N74-22045/0GI 74-17 8L PC$3.25/MF$2.25 


Study of Cloudiness Parameters a) on Measure- 
ments from the Kosmos-384 Satelli 
N74-22282/9GI 74-17 4B " PC$3.25/MF$2.25 


GORODKOV, S. 8. 
Instructions on Using the Heterogeneous Reactor Cal- 


uamher. 
IAE-2294 74-12 18K PC$3.00/MF$2.25 


New Method for the Calculation of Heterogeneous 
Reactors. 
IAE-2250 74-11 18K PC$3.00/MF$2.25 


Two-Group Calculation of the Heterogeneous Reactor 
by the Quasi-Albedo Method. 
IAE-2295 74-11 18K PC$3.00/MF$2.25 


GOROGINSKI, 8. M. 
Individual Means of Protection During Operation in 


**Hot"’ Laboratories. 
RFP-Trans-139 74-06 6R PC$3.00/MF$2.25 
GOROKHOV, YR. A. 


Reprint: Pribory i Tekhnika Eksperimenta. Number 4, 


1973--Translation. 
AD-778 386/3GI 74-14 20E PC$3.25/MF$2.25 
GORONKIN, HERBERT 


Microwave Field Effect Transistor Development. 
AD-775 382/SGI 7409 9A PCS$4.75/MF$2.25 


GOROVE, ARPAD 
Kinetic Studies of Ice Crystal Growth. Volume 


PB-229 790/1GI 74-10 4B PCS$S TS /MFS2. 25 
Kinetic Studies of Ice Crystal Growth. Volume II 
PB-227 808/3GI 74.08 4B PC$4.75/MFS$2.25 
GOROWITZ, 


Investigation of Configuration Effects on Entry Heat- 
ing Distributions at Mach No. Equal 8.0 (OH41). 
N74-10801/0GI 7404 22C PC$7.00/MF$2.25 


Investigation of Configuration Effects on Entry Heat- 
pe Distributions at Mach No. Equals 8.0 (Ob4ia). 
N74-10804/4GI 74-04 22C PC$4.25/MF$2.25 


GORRELL, WILSON S. 
og Improvement of M13Al Filter Elements: Air- 
flow Studies. 


AD-777 $52/1GI 74-12 6Q PC$3.75/MF$2.25 


Product Improvement of MI3Al Filter Elements - 


Metal by oe 
AD-784 604/1GI 74-22 6Q PC$3.25/MF$2.25 
GORSE, ROBERT A. 


Photochemistry of the Gaseous Hydrogen Peroxide- 
Carbon Monoxide System: Rate —- Hydrox- 
1 Radical Reactions by Competitive Kine 
'B-228 327/3G1 74-10 7E Poss 25/MFS2: 25 


GORSHKOV, G. 8. 
Vector Diagram of the Chemical Compositions of 


Tektites and Earth Lavas. 
74-17 8G PC$3.25/MF$2.25 


N74-22031/0GI 
GORSHKOV, N 

Unified Computer System--Translation. 

AD-784 278/4GI 74-22 9B PC$3.25/MF$2.25 
GORSKH, F. K. 


Effect of Ultrasonic Vibrations on the Ordering of 
Solid Solutions (Vpliv Ulbrazvuku na Kinetiky 
Uporyadkuvannya Tverdikh Rozeuiniv), 


TT-70-59082 74-08 L1F PC$3.25/MF$2.25 
GORSKH, Y. M. 

A Digital Field Regulator for Synchronous Generators. 

N74-12009/8GI 74-06 10B PC$3.25/MF$2.25 
GORSUCH, J. D. 

Application of Esca to the Analysis of Uranium 

Systems. 

DP-MS-73-44 74-25 7D PC$4.00/MF$2.25 
GORTEL, Z. 


A Method of Catalytic Removal of Organic and Car- 
bon Monoxide from Gases. 
N74-25652/0GI 74-19 7A PC$3.25/MF$2.25 


GORTON, C. A. 


Analytical and Experimental Study of Mean Flow and 
Turbulence Characteristics inside the Passages of an 
Axial Flow Inducer. 


N74-29645/0GI 74-24 20D PC$7.00/MFS$2.25 
GORTON, C. W. 

Analysis and Evaluation of Radome Materials and 

Configurations for Advanced RF Seekers. 

AD-774 310/7GI 74-08 171 PC$S5.25/MF$2.25 
GORTON, J. A. 


Process Engineering Design for Manufacture of 
Guanidine Nitrate. 
AD-772 074/1GI 


GORTOWSKI, R. C. 


Feasibility Model of a High Reliability Five-Year Tape 
Transport, Volume 1. 
N74-17161/2GI 74-11 14C PC$3.75/MF$2.25 


Feasibility Model of a High Reliability Five-Year Tape 
Transport, Volume 2. 
N74-14895/8GI 74-09 14C PC$4.75/MF$2.25 


Feasibility Model of a High Reliability Five-Year Tape 
Transport. Volume 3: Appendices. 
N74-17162/0GI 74-11 14C PC$S.25/MF$2.25 


GORWARA, ASHOK E. 


Diode Beacon Techaiq 
AD-783 619/0GI noa-21 17G_ PC$S.75/MF$2.25 


GORYACHEYV, I. V. 


Measurement of the Differential - gy Dose Albedo 
for iron, Soil, and Water--Translatio: 
AD-783 978/0GI 74-22 18H PSs. 25/MF$2.25 


GORYACHKIN, L. A. 


Concerning the Crossed Allergic Reactions Caused by 
Conjugates of with Protein, and Their 
Ss Inhibition—-Translation. 

AD-784 701/SGI 74-22 6P PC$3.25/MF$2.25 


GORYACHKINA, L. A. 


Atopic Dermatitises and Atopic Diseases--Translation. 
AD-783 980/6GI 74-22 6E PC$3.25/MF$2.25 


Inhibition of Immunity Reactions by the Immu- 


roe op ie 
AD-784 706/4GI 74-22 60 PC$3.25/MF$2.25 


GORYANCHEINA, L. A. 
Experimental Use of Aatibiotic-lmmunodepressants-- 


Translation. 
AD-783 92S/1GI 74-21 60 PC$3.25/MF$2.25 


GORYUNOV, N. N. 
——— of Transistors during Continuous Operation 


Ss Translation. 
AD-773 B80N001 74-07 9A _ PC$S.75/MFS$2.25 


GORYUNOVA, N.N. 


Semiconductor Diodes and Transistors Handbook, 
Second Edition--Translation 


74-05 7A PC$9.25/MF$2.25 


AD-786 811/0GI 74-25 9A PC$12.00/MF$2.25 
GORZON, R. RB. 

Apparatus for Low-Frequency Magnetotherapy 

“Polyus-1’, 

JPRS-62800 74-23 6L PC$3.2S/MF$2.25 


GOSSMANN, A. F. 


GORZYNSKI, C. S. JR. 
Explosives and Pyrotechnic Propellants for Use in 


Long Term Deep Space Missions. 
N74-13664/9GI 74-07 19A PC$3.75/MF$2.25 
GOSHAW, A. T. 


Neutral Particle Production from pi exp + p Interac- 
tions at 10.5 Gev/C. 


TID-26612 74-24 20H PC$4.00/MF$2.25 

- Production in 10.5 Gev/C pi exp +- --Neon Colli- 
s. 

TID-26609 74-23 20H PC$S5.50/MF$2.25 


GOSHEN, CHARLES E. 
to Establish a Feasible Plan for Energency 


Mw Care, in the Metropolitan Nashville-Middle 
Tennessee R % 
PB-230 959/9GI 74-11 6E PC$3.25/MF$2.25 


GOSIER, DENNIS E. 

Minority Groups in North Vie 

AD-787 388/8GI 74-26 5K "PC -GPO/MFS2. 25-NTIS 
GOSMAN, A. D. 


Laminar Pipe Flow Downstream of a 15 Deg Bend. 
N74-12060/1GI 74-06 20D PC$3.75/MF$2.25 


Prediction of the Influence of Turbulent Fluctuations 
on Flow and Heat Transfer in Furnaces. 
N74-12073/4GI 74-06 20M PC$3.25/MF$2.25 


Sabre Code for Prediction of Coolant Flows and Tem- 
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Operation of High Dose Rate Electron Accelerator. 
JAERI-M-5388 74-18 20G MF$2.25 


GOTOH, K. 


Stress States of a Finite Plate Containing a Hole. 
N73-33882/4GI 74-02 20K PC$3.25/MF$2.25 
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Review of Technology for the Control of Emissions 

from Fossil Fueled Electric Power Stations 

PB-227 823/2GI 7409 13B PCS. "715/MFS$2. 25 
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X-Ray Fluorescence Spectrometer for Airborne Par- 

ticulate Monitoring. 

PB-225 038/9GI 7401 7D PC$4.25/MF$2.25 
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The Secretary Problem with Interview Cost, 
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Radiation Susceptibility of High Power (>200 mW) 
Spontaneous Infrared Emitters. 
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mation Center (Reactor and Weapons Radiation Shield- 
ing). 
ORNL-RSIC-S(Vol.4) 74-22 18F PC$13.60/MF$2.25 
GUT, M. 
Basic Studies of Steroid Hormone Metabolism. Com- 
_— Progress Report, May 2, 1971--January 31, 
1974. 
COO-3026-6 
GUTAY, L. J. 


Observation of Increasing Charged Multiplicity as a 
Function of Transverse Momentum in 28.5 Gev/C Pp 


Interactions. 
COO-1428-369 74-16 20H PC$4.00/MF$2.25 


Rapid Multiplicity Rise as Function of Momentum 
Transfer in Multicomponent Models. 
COO-1428-331 74-06 20H PC$3.00/MF$2.25 


Rho exp 0 Production Density Matrix Elements, Phase 
Coherence and Smoothness of the Ball Amplitudes. 
COO-1428-330 74-06 20H PC$3.00/MF$2.25 


GUTBROD, F 


Field Theoretic Model for the Pion Form Factor I: 
Formalism. 
DESY-74/27 


GUTBROD, H 


Fission and Complete Fusion Measurements in exp 40 
AR Bombardments of exp 58 Ni and exp 109 Ag. 
LA-UR-73-1180 74-02 20H PC$3.00/MF$2.25 


GUTBROD, H. H. 


Fission and Complete Fusion pene in exp 40 
AR Bombardments of exp 58 Ni and exp 109 Ag. 
CONF-730823-11 7402 20H PC$3.00/MF$2.25 


GUTCHECK, R. A. 


Studies of E-Beam Pumped Molecular Lasers. 
AD-787 079/3GI 74-26 7D PC$4.25/MF$2.25 


GUTELIUS, PAUL PAYNE 


Management Education: An Experimental Course. 
AD-775 012/8GI 74-09 SI PC$4.25/MF$2.25 


GUTFREUD, KURT 


Pressure-Sensitive Adhesive Tape Comprising Gluten 

Hydrolysate Derivatives. 

PATENT-3 607 370 74-17 
GUTFREUND, KURT 


Gluten Hydrolysate Derivatives and Compositions 

Comprising the Same. 

PATENT-3 522 197 
GUTHEIM, G. C. 

San Francisco Vessel Traffic System Test of the Traf- 

fic Analysis and Display Subsystem. 

AD-787 389/6GI 74-26 133 PC$10.00/MF$2.25 


GUTHRIE, G. S. 

Ferro-Cement Construction Panels. 

AD-781 644/0GI 74-18 13M PC$3.75/MF$2.25 
GUTHRIE, GARY LEE 


On Record and Inter-Record Times for a Sequence of 
Random Variables Defined on a Markov Chain. 
AD-771 451/2GI 74-04 12A PC$4.25/MF$2.25 


GUTHRIE, J. E. 


Occurrence, Radioactivity, and Diversity of Winnipeg 
River Benthic Organisms in the Vicinity of Whiteshell 
Nuclear Research Establishment. 


74-25 1A PC$3.75/MF$2.25 


74-15 6A PC$4.00/MF$2.25 


74-25 20H PC$S.25/MF$2.25 


11A_ Not available NTIS 


74-18 7C Not available NTIS 


AECL-4421 7402 6F PCS$7.50/MF$2.25 
GUTHRIE, J. W. 

Formation and Properties of Rare-Earth and Transition 

Metal Hydrides. 

SLA-73-5923 74-15 20L PC$3.00/MF$2.25 


Ion Microprobe Techniques Used in the Identification 
of Agcl as a Surface Contaminant on Hybrid Microcir- 


cuit Capacitors. 
SLA-73-1014 74-10 9A PC$3.25/MF$2.25 


Properties of Hydride Forming Metals and of Mul- 
tilayer Hydrogen Permeation Barriers. 
SLA-73-7017 74-13 7B PC$3.00/MF$2.25 


GUTHRIE, JAMES F. 


Reprint: The Long-Haul Fishery of North Carolina. 
COM-73-50645-12-06/GI 
74-06 6C 


GUTHRIE, L. E 
Determination of Feasibility of Applying Computer 
Analysis of Titanium Alloy Microstructures to Quality 


Control. 
74-02 11F PC$S.25/MFS$2.25 


(Order as COM-73-50645-12) 


AD-770 301/0GI 
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GUTHRIE, M. P. 


GUTHRIE, M. P. 
oe te Research and Development. A Selected Read- 


ORNL: ‘zIS- 73-65 74-07 10A PC$14.00/MF$2.25 
—— Research and Development. A Selected Read- 


ORNL EIS-73-65(Rev.1) 
74-09 10B PC$7.60/MF$2.25 


Nsf--Rann Energy Abstracts. A Monthly Abstract 
Journal of Energy Research. 
ORNL-EIS-73-52(V ol.1No.7) 

74-02 10B PC$3.75/MF$2.25 


Nsf--Rann Energy Abstracts. A Monthly Abstract 
Journal of Energy Research. 
ORNL-EIS-73-52(V ol.1 (No.8) 

7402 10B PC$3.25/MF$2.25 


Nsf-Rann Energy Abstracts. A Monthly Abstract Jour- 
nal of Energy Research. 
ORNL-EIS-73-52(Vol. 1XNo. 9) 

7402 10B PC$3.25/MF$2.25 


Nsf-Rann Energy Abstracts. A Monthly Abstract Jour- 
nal of Energy Research. 
ORNL-EIS-73-52(Vol.1(No.10) 

74-06 10A PC$3.25/MF$2.25 


Nsf-Rann Energy Abstracts. A Monthly Abstract Jour- 
nal of Energy Research. 
ORNL-EIS-73-52(Vol.1No.11) 

74-10 10A PC$3.25/MF$2.25 


Nsf-Rano Energy Abstracts. A Monthly Abstract Jour- 

nal of Energy Research. 

ORNL-EIS-73-52(V ol.1(No.12) 
74-13 


Nsf--Rann Energy Abstracts. 

Journal of Energy Research. 

ORNL-EIS-74-52(Vol.2KNo.1) 
74-14 10A PC$4.00/MF$2.25 


Nsf-Rano Energy Abstracts. A Monthly Abstract Jour- 
nal of Energy Research. 
ORNL-EIS-74-52(V ol.2(No.2) 

74-23 10A_ PC$5.25/MF$2.25 
Nsf-Rann Energy Abstracts. A Monthly Abstract Jour- 
nal of Energy Research. 
ORNL-EIS-74-52(V ol.2XNo.3) 

74-24 10A PC$5.25/MF$2.25 


Nsf-Rann Energy Abstracts. A Monthly Abstract Jour- 
nal of Energy Research. 
ORNL-EIS-74-52(V ol.2(No.4) 

74-21 10A PC$5.25/MF$2.25 


Nsf-Rana Energy Abstracts. A Monthly Abstract Jour- 

nal of Energy Research. 

ORNL-EIS-74-52(V ol. 2\No. $) 
74-25 


10A PC$7.00/MF$2.25 
A Monthly Abstract 


10A PC$S5.50/MF$2.25 
GUTHRIE, R. K. 


Thermal Loading Effects on Bacterial Populations of a 
Nonpolluted Flowing Stream. 


DP-MS-72-59 74-02 6F PC$3.00/MF$2.25 
GUTIERREZ, B. 
Labeling of Gram-Negative Bacterial Strains with 
Radioiodine-131. 
CNEA-344 74-02 6M PC$3.00/MF$2.25 


GUTIERREZ, C. P. 


Gas Deposition of Pyrolytic Graphite and Niobium 
Carbide Protective Coatings on Graphite Fuel Ele- 
ments of Kiwi-a Prime and Kiwi-A3. 

LAMS-2646 74-02 21F PC$4.25/MF$2.25 


GUTIERREZ, O. A. 


Assessment of Jets as Acoustic Shields by Comparison 
of Single- and Multitube Suppressor Nozzle Data. 
N73-33179/SGI 74-02 21E PC$3.25/MF$2.25 


Noise Tests of a High- a bes Nozzle with 
Various V-Gutter Target Thrust Rev 
N74-10037/1GI 74-04 21E PCS3: 25/MF$2.25 


Results from Cascade Thrust Reverser Noise and Sup- 
pression Experiments. 
N74- 17504361 74-11 


GUTKOWICZ-KRUSIN, D. 
Reprint: Optical Simulation Experiment for X-Ray 
Hi 


y. 
AD-777 515/8GI 
GUTLER, KEITH 


Torsion Bar for Raising and Lowering a Target. 
PATENT-3 733 073 74-26 15G Not available NTIS 


GUTMAN, ROBERT A. 
Reprint: Renal Manifestations of Leprosy: Glomeru- 
lonephritis, a Complication of Erythema Nodosum 
Leprosum. 
AD-771 897/6GI 
GUTMAN, RONALD J. 
Behavior of Injection Locked IMPATT and Free 
Running TRAPATT Oscillators under Transient loniz- 


ing Radiation. 
AD-774 676/1G1 74-08 9E PC$3.75/MFS$2.25 


21E PC$3.75/MF$2.25 


74-12 20F Reprint 


7405 6M Reprint 
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GUTMARK, E. 
On the Two-Dimensional Turbulent Jet. 
AD-780 124/4GI 74-16 20D PC$4.25/MF$2.25 


GUTOWSKI, P. RB. 


Reprint: Teleseismic Array Evidence for Inhomogenci- 
ties in the Lower Mantle and the Origin of the 
Hawaiian Islands. 
AD-770 289/7GI 


GUTOWSKY, H. S. 


Chemical Aspects of Nuclear Magnetic Resonance. 
AD-775 002/9GI 74-09 7D PC$3.75/MF$2.25 


Time Dependent Magnetic Perturbations. 
AD-786 735/1GI 74-25 7D PC$3.75/MF$2.25 


GUTS, Z. A. 


Interaction of Interstitial Impurities with Iron Sub- 
group Metals in as-Cast Molybdenum-Based Dilute 
Solid Solutions. 
N74-15189/SGI 


GUTSCH, W. A. 
A Catalogue of Galaxies Having Radial Velocities: 


Volume 15: Part 7. 
N74-26303/9GI 74-19 3B PC$3.25/MF$2.25 
GUTSHABASH, S. D. 


Diffusion of Radiation in a Medium Limited by a Glas- 
sy Surface. 
N74-20319/1GI 74-14 20F PC$3.25/MF$2.25 


Light Regime of a Two-Layer Atmosphere-Sea Medi- 


um. 
N74-19980/3GI 
GUTSHALL, P. L. 
Study of Air Pollutant Detectors. 
N74-17157/0G1 74-11 7D PC$3.75/MF$2.25 
GUTSHALL, PAUL L. 


Interfacial Interaction of Water and Silicate Minerals. 
PB-233 791/3GI 74-21 8H PC$4.25/MF$2.25 


GUTSHALL, R. L. 

Star Scanner. 

PATENT-3 827 807 74-24 20F Not available NTIS 
GUTSTEIN, SIDNEY 

Studies on the Hydrolysis and ee of Folic 

Acid Polyglutamates in Tropical Spru 

AD-782 782/7G1 74-20 ie Pcs3. 75/MF$2.25 
GUTTENTAG, JOHN M. 

Direct Federal Loans as a Substitute for Interest Rate 

Subsidies. 

PB-229 109/4G1 74-09 SC PC$3.75/MF$2.25 
GUTTERIDGE, WINSTON E. 


Investigation of the Reasons for the Susceptibility of 
Schizogony as a Target for Chemotherapeutic Attack 
in Malaria Parasites. 
AD-773 040/1GI 


GUTTERMAN, J. U. 


Human Immune Response to Rauscher Leukemia 

Virus. 

CONF-730653-1 
GUTTMAN, CHARLES 


Monte Carlo Studies of Self-Interacting Polymer 

Chains with Excluded. Volume II: Shape of a Chain. 

COM-74-50295/6GI 74-12 7D Not available NTIS 
GUTTMAN, CHARLES M. 


Reprint: Monte Carlo Studies of Self-Interacting 

Polymer Chains with Excluded. Volume I. Squared 

Radii of Gyration and Mean-Square End-to-End 

Distances and Their Moments. 

COM-74-50313/7GI_ 74-12 7D Not available NTIS 
GUTTMAN, IRWIN 

All-Bias Designs for Spline Functions. Part I. 

AD-780 644/1GI 74-17 12A  PC$3.75/MF$2.25 

All Bias Designs for Spline Functions, Part Il. 

AD-780 645/8GI 74-17 12A  PC$3.25/MF$2.25 

Two Simultaneous Measurement Procedures: A Baye- 

sian Approach. 

AD-779 342/SGI 
GUTTMANN, H. E. 


Effects of Flicker on Performance as a Function of 


Task- 
74-24 53 PC$4.50/MF$2.25 


74-02 8K Not available NTIS 


74-09 11F PC$3.25/MF$2.25 


74-14 4B PC$3.25/MF$2.25 


74-06 60 PC$3.25/MF$2.25 


74-06 6E PC$3.25/MF$2.25 


74-15 12A PC$3.25/MF$2.25 


Loading. 
SC-TM-72-0617 
GUTZLER, DAVID E. 


On the Utilization of Pulse Ultrasonic Nebulization for 
Analyzing Small Volumes of Solution by Flame Emis- 
sion and Atomic Fluorescence Spectrometry. 

AD-786 312/9GI 74-25 7D PC$3.25/MF$2.25 


GUY, ALBERT G. 
Ternary Diffusion. 
AD-770 076/8GI 

GUY, ARTHUR W. 
Electromagnetic Power Deposition in Man Exposed to 
High-Frequency Fields and the Associated Thermal 
and Physiologic Consequences. 


74-02 11F PC$4.75/MF$2.25 





AD-776 821/1GI 
GUY, FRANCINE 
ay of Consumer Health Training and Educa- 


2 Programs. 
PB-225 282/3GI 
GUY, J.G. Vv. 


Study of the Variation of the Neon Concentration Dur- 
ing an Experiment with a Track Sensitive Target. 
RL-74-35 74-16 18D PC$4.00/MF$2.25 


GUY, LOUIS L. JR. 


A Guide for State Certification of Wastewater Facili- 
ties Personnel, 
PB-232 005/9GI 


GUY, MAX 
Dynamic Behaviour of Coastal Sedimentation in the 


Lions Gulf. 
E74-10576 


GUY, RB. W. 


Vibrational Relaxation in Expanding N2 and Air. 
N74-31762/9GI 74-25 7D PC$3.25/MF$2.25 


GUYADER, J.C. 


Management of Natural Resources through Automatic 
Cartographic Inventory. 
E74-10377 


GUYADER, M 


Use of Charged Silicone Rubber for the Coating of 
Onboard Channel Multipliers Utilisation d'UN 
Elastomere Silicone Charge pour |'Enrobage de Mul- 
tiplicateurs Tubulaires d’Electrons Embarques. 

N73-33379/1GI 74-02 11C PC$3.25/MF$2.25 


GUYER, RAYMOND H. 


Article Removal Device for Glovebox. 
PATENT-3 776 284 74-24 131 Not available NTIS 


GUYMON, R. H. 


Msre Operator Training and Operating Techniques. 

ORNL-TM-3041 74-02 181 PC$9.00/MF$2.25 
GUYOT, C. 

Conduct of a Study on Maintenance: 


Obtained at the Cea. 
CEA-CONF-2264 


Ease of Maintenance. 
CEA-CONF-2510 74-18 9C PC$4.75/MF$2.25 


Reliability in Operation: Example of Electronic Mea- 
surement Materials at the Cea. 
CEA-CONF-2509 74-18 


GUZA, ROBERT T. 
Reprint: Excitation of Edge Waves by Waves Incident 


on a Beach. 
AD-781 535/0GI 


GUZDAR, ADI R. 
Feasibility of Hydraulic Transport and Treatment of 


Ground Household Refuse Through Sewers, 
PB-229 256/3GI 74-10 13B PC$7.25/MF$2.25 


Laboratory Evaluation of the Emulsifying Charac- 
teristics of Pumps. 
AD-779 629/5G1 


GUZEEVA, A. V. 
Methycycline and Its Chemotherapeutic Properties-- 


Translation. 
AD-776 757/7GI 


GUZKK, Z. 
Fast Digital Coder Connected with 


Dataway for Hodoscope Systems. 
JINR-P 13-7492 74-09 18D PC$3.00/MF$2.25 


GUZMAN, J. A. 
Test-Time Determination by End-Wall Pressure Mea- 


surement in an Arc-Driven Shock Tube. 
SLA-74-246 74-22 14B PC$4.00/MF$2.25 


GUZZI, G. 
Computer Assisted gamma Spectrometry at the Ispra 


Joint Research Centre. 
EUR-5045 74-06 7D PC$3.25/MF$2.25 


Gretel: A Computer Program for gamma Ray Spec- 
trometry with Ge(Li) Detectors. 
EUR-SHi7 74-21 


GUZZO, A. Vv. 


Photo-Initiated Processes in Vision. Technical Progress 
Report, July 1, 1973--June 30, 1974. 
COO-1627-28 74-18 6P PC$4.00/MF$2.25 


GVOZDEV, A. A. 


Movement of the Surface Layer under the Effect of an 
Elastic Wave Excited by a Bore-Hole Explosion-- 
Translation. 

AD-778 793/0GI 74-14 8G PC$3.25/MF$2.25 


GWALTNEY, JACK M. JR. 


Clinical Evaluation of Influenza 
Mycoplasma pneumoniae Vaccines. 
PB-232 619/7GI 74-15 6E PC$3.75/MF$2.25 


74-11 6R PC$4.25/MF$2.25 


74-02 SI PC$S.75/MF$2.25 


74-13, 13B) PC$3.75/MF$2.25 


74-20 8C PC$3.75/MF$2.25 


74-11 8B PC$4.75/MF$2.25 


Some Results 


74-06 9C PC$3.00/MF$2.25 


9C PC$4.25/MF$2.25 


74-18 8C Reprint 


74-15 13K PC$S.25/MF$2.25 


74-11 60 PC$3.25/MF$2.25 


the Camac 


7D PC$7.00/MF$2.25 
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GWALTNEY, R. C. 


Comparison of Theoretical and Experimental Stresses 
on Spherical Shells Having Single Radial and Nonradi- 
al Nozzle Attachments. 

ORNL-TM-4478 74-25 181 PC$4.00/MF$2.25 


GWARTNEY, JAMES 


The Economic Status of Urban Mexican-Americans. 
COM-74-11651/8GI 74-26 SC PC$3.25/MF$2.25 


The Economic Status of Urban Minorities. 
COM-74-11646/8GI 74-26 SC PC$3.75/MF$2.25 


GWATNEY, HAROLD L. 
Does the National Guard Serve Two Masters--Federal 


and State. 
AD-773 129/2GI 74-06 SI PC$4.25/MF$2.25 
GWIn, H. S. 


The George C. Marshall Space Flight Center High 
Reynolds Number Wind Tunnel Technical Handbook. 
N74-19890/4GI 74-14 14B  PC$3.75/MF$2.25 


GWINN, CLAUDE M. 


A Synchronizing Circuit for PAM Decommutation, 

AD-775 747/9GI 74-10 9F PC$3.25/MF$2.25 
GWINN, R. L. 

Evaluation of the Rex Oxygen Analyzer-Controller for 

Underwater Breathing Apparatus, 

AD-778 809/4GI 74-14 6K PC$3.75/MF$2.25 
GWYN, C. W. 

Design Requirements for Radiation Hardened 

Semiconductor Devices. 

SLA-74-5243 74-21 9A PC$4.00/MF$2.25 

Large Signal S-Parameters: Modeling and Radiation 

Effects in Microwave Power Transistors. 

SLA-73-5416 7402 9A PC$3.00/MF$2.25 


GWYNN, TONYA 


Level of Abstraction of Disagreements as a Determi- 
nant of Cross-Cultural Interpersonal Perception. 
PB-235 524/6GI 74-28 SJ PC$S.75/MF$2.25 


GYARMATI, E. 
Contribution to Fluidized Bed Coating of Nuclear Fuel 


Particles. 
ORNL-tr-2719 74-06 18] PC$6.50/MF$2.25 


Determination of Uranium Concentration Profiles in 
the Pyrocarbon of Coated Nucear Fuel Particles. 
GERHTR-S1 74-13 18E PC$4.00/MF$2.25 


Investigation of Flow Mechanisms in Conical Models 
of Fluidized Beds and the Transfer of the Results to 
High-Temperature-Coating Beds. A Study on Fluidized 
Bed Coating of Nuclear Fuel Kernels. 

JUL-1030-RW 74-17 183 PC$8.50/MF$2.25 


Model Investigations of Conical Fluidized Beds for the 
Coating of Nuclear Fuel Particles. 
GERHTR-70 74-11 183 PC$3.25/MF$2.25 


Pyrocarbon, an Important Material for High Tempera- 
ture Gas Cooled Reactors. 
JUL-1052-RW 74-24 11B PC$4.50/MF$2.25 
Stationary and Dynamic Deposition of Silicon Carbide 
on Coated Fuel Particles. 
ORNL -tr-2733 74-09 18] PC$S.00/MF$2.25 


Structure of Propene-Pyrocarbon Coating Layers on 
Coated Nuclear Fuel Particles and Their Modification 
by Annealing. 

GERHTR-45 74-11 183 PC$3.50/MF$2.25 
Study on the Fluidized Bed Coating of Nuclear Fuel 
Kernels. 

JUL-946-RW 74-04 18] PC$7.50/MF$2.25 


GYEKENYESI, J. P. 


Three-Dimensional Elastic Stress and Displacement 
Analysis of Finite Geometry Solids Containing Cracks. 
N74-14584/8GI 74-08 20K PC$3.75/MF$2.25 


GYENES, G 


Burn-1, a Computer Code for Critical Heat Flux Cal- 
culations in Tubes and Rod Buadies. 
KFKI-74-32 74-24 18E PC$4.00/MF$2.25 


GYENES, L 


Development and Calibration of the Cristal Transport 
Planning Model, 
PB-226 689/8GI 74-05 13F PC$S5.25/MF$2.25 


GYFTAKI, E. 


Absorption and Blood Disappearance Rate of Folic 
Acid in Patients Receiving Barbiturates in Excess in 
Combination with Alcohol. 

CONF-740708-16 74-23 60 PC$4.00/MF$2.25 


GYGI, E. 

Image Intensifier Camera for Streamer Chamber 
pm al 

CERN-74-4 74-15 18D PC$4.00/MF$2.25 
GYLFE, J.D. 


Snap Reactor Programs Progress Report, August--Oc- 
tober 1968. 
AI-AEC-12750 74-25 18N PC$11.00/MF$2.25 


GYSEL, ULRICH H. 


Design Tables for RF Matching Networks. 
AD-772 691/2GI 74-06 9E PC$3.75/MF$2.25 


GYULASSY, M 


Integrated System for Production of Neutronics and 
Photonics Calculational Constants. Volume 11. Experi- 
mental Data, Indexes, and Techniques of Obtaining a 
Selected Set of Neutron Resonance Parameters. 

UCRL-SO040Q(Vol.11) 74-14 20H PC$25.75/MF$2.25 


HAACK, K. 


Nuclear Heat Dose Rate Separation by Calculation and 
Measurement 


RISO-119 74-02 18D PC$9.S0/MF$2.25 
HAACKE, G. 


Research on Cadmium ——— Selective Optical 
Films for Solar Energy Applicatio 
PB-231 236/1GI 74-12 108 PC$3.75/MF$2.25 


Research on Cadmium re Selective Optical 
Films for Solar Energy Applicatio 
PB-232 883/9GI 74-16 108 PC$3.75/MF$2.25 


Research on Cadmium Stannate Selective Optical 


Films for Solar Energy Applications. 
PB-236 208/5GI 74-26 10B PC$3.75/MF$2.25 
HAAG, G. 


About the Graphitization of Polycrystalline Carbons 
under Irradiation with Fast Neutrons. 
JUL-959-RW 74-06 18] PC$8.50/MF$2.25 


HAAK, E. 


Studies on Plant Accumulation of Fission Products 
under Swedish Conditions. Xiv. Uptake of exp 137 CS 
by Wheat and Timothy from Six Different Soils as In- 
fluenced by Rate of K-Fertilization and by Type and 
Rate of n-Fertilization in Pot Experiments. 

FOA-4-4557-A-3 74-09 6R PCS4 .00/M F$2.25 


Studies on Plant Accumulation of Fission Products 
under Swedish Conditions. Xv. Uptake of exp 137 CS 
by Wheat as Influenced by Type and Rate of n-Fer- 
tilization under Field Conditions. 


FOA-4-4559-A-3 74-09 6R PC$3.50/MF$2.25 
HAAN, C. T. 
Proceedings. Planning and Design for one Runoff 
and Sediment Management. 10-11 April | 
PB-225 274/0GI 7401 13B PCss. snarse. 25 
HAANGE, R. 


co gaa to Fluidized Bed Coating of Nuclear Fuel 
Particles. 
ORNL-tr-2719 74-06 18] PC$6.50/MF$2.25 


Study on the Fluidized Bed Coating of Nuclear Fuel 
Kernels. 


JUL-946-RW 74-04 183 PC$7.50/MF$2.25 
HAAPAKOSKI, P. 


Correlations Between Nucleons and delta ‘S. 
HU-TFT-73-22 74-09 20H PC$3.00/MF$2.25 


Effect of the delta (1236) in the Two Nucleon Problem 


and in Neutron Matter. 
HU-TFT-73-28 74-17 20H PC$S5.75/MF$2.25 


Nucleon--Nucleon Potential That Includes the Effect 


of the delta (1236). 
CONF-730642-13 74-09 20H PC$3.00/MF$2.25 
HAARMAN, R. A. 


eee Foil Development for Inductive Energy Cir- 


LA-UR-73-1610 74-10 18A PC$3.00/MF$2.25 
HAAS, B. 


A Processor Controlled Microwave Spectrometer for 
Trace Detection Ein Microwellen: trometer MIT 
Prozessrechnersteuerung Zum Spurennachweis. 

N73-32037/6GI1 74-02 7D PC$4.25/MF$2.25 


HAAS, CAROL K. 


Reprint: Concerning the Reactivity of the Sila- 

cyclopropane Ring: Comparison with Ring-Opening 

Reactions of 1,1-Dimethyl-1- seme a 

AD-772 252/3GI 7D Reprint 
HAAS, CHARLES D. 


The Attitudes of Professional Federal Employees 
Toward Unions; A Study of Scientists and Engi 


AD-787 702/0GI 74-26 53 PC$7.00/MFS2.25 
HAAS, G. 

Plasma--Wall Interaction with Insulato: 

IPP-9/12 74-04. 18A- PCS3.00/MF$2.25 


HAAS, GEORGE A. 
Analysis of Physical Parameters in Electron-Beam-Ir- 
radiated Semiconductor Diodes. 


AD-785 082/9GI 74-23 9A PC$3.75/MF$2.25 
pan a Surface Studies of Vacuum-lntegrated-Cir- 
uit Components. 
4AD-775 $88/7GI 74-10 9E PC$3.25/MF$2.25 
HAAS, J. E. 


Turbine for Ordnance Turbojet Engine. 2: Cold-Air 
Performance with Opened Stator. 
N74-27278/2GI 74-20 21E PC$3.25/MF$2.25 


HAASE, JUTTA 


HAAS, JOHN L. JR. 


PHAS20, A Program for Simultaneous Multiple 
pe of a Mathematical Model to Thermochemi- 
Cc ata. 


AD-780 301/8GI 74-16 7D PC$6.25/MF$2.25 
HAAS, K. A. 

Otto-Pebble Bed Reactor for a 1000 Mwe Helium Tur- 

bine Plant. 

JUL-1070-RG 74-24 18E PC$6.75/MF$2.25 

Otto-Pebble Bed Reactor in Thorium Fuel Cycle. 

JUL-1059-RG 74-24 18E PC$6.00/MF$2.25 
HAAS, K. W 

Magnetic Phase Transitions in Superconducting 

Vanadium. 

IS-T-585 7404 2L PC$S.50/MF$2.25 
HAAS, L. 


Application of Remote Sensing to Study Nearshore 
Circulation. 
N74-10356/5GI 


HAAS, LARRY A. 
Decomposition of Carbonyl Sulfide (COS) in Electric 


74-04 8C PC$4.75/MF$2.25 


Charge. 
PATENT-3 783 116 74-08 7A Not available NTIS 


Ferrothermic Extraction of Copper. 
PATENT-3 622 304 74-07 IF Not available NTIS 


HAAS, M. 


Reduction of Atmospheric Pollution by the Application 
of pat aeons |-Bed Combustion and Regeneration of Sul- 
on 


er 
Pbaiz? 058/ 14-06 7A PC$4.25/MF$2.25 


Reduction of eiiuiaas Pollution by the Application 
of Fluidized-Bed Combustion and Regeneration of Sul- 
fur-Containing Additives. Annual Report, July 1971-- 
June 1972. 

ANL/ES-CEN-1005 74-06 7A PC$S.45/MF$2.25 


HAAS, P. A. 


Improved Size Uniformity of Sol-Gel Spheres by Im- 

—* Vibration on the Sol in Dispersion Nozzles. 

ORNL-TM-4094 74-06 18) PC$4.75/MF$2.25 
HAAS, PAUL A. 


Loading a Cation Exchange Resin with Urany! Ions. 
PATENT-3 800 023 74-24 7A Not available NTIS 


Quantitative Recovery of Krypton from Gas Mixtures 

Mainly Comprising Carbon Dioxide. 

PATENT-3 742 720 74-06 7A Not available NTIS 
HAAS, R. H. 


Monitoring the Vernal Advancement and Retrograda- 
tion (Green Wave Effect) of Natural Vegetation. 


E74-10113 7404 8F PC$4.75/MF$2.25 
HAAS, ROY W. 

On Generating Inverse Gaussian Variates. 

AD-782 676/1GI 74-20 12A PC$3.25/MF$2.25 
HAAS, T. W. 

Reprint: Quantitative Auger Analysis Using Integration 

Techniques. 

AD-772 906/4GI 74-06 7D Reprint 


Reprint: Quantitative Comparison of Ti and TiO Sur- 
faces using Auger Electron and Soft X-ray Appearance 
Potential Spectroscopies. 

AD-786 247/7G1 74-24 11F Reprint 


Reprint: Study of Grain Boundary Fracture Surfaces in 

Doped Tungsten-Rhenium Alloys. 

AD-786 246/9GI 74-24 11F Reprint 

Reprint: The Effect of Modulation Amplitude on Elec- 

tron-Excited Auger Data from Titanium. 

AD-786 266/7GI 74-24 7D Reprint 
HAASE, D. 

Reprint: Ortho-Para Conversion Rate in Solid 

Hydrogen under Pressure. 

AD-776 880/7G1 74-11 20B Reprint 
HAASE, EDWARD F. 

A Study to Explore the Use of Orbital Remote Sensing 

to Determine Native Arid Plant Distribution. 

E74-10111 7404 8F PC$3.75/MFS$2.25 
HAASE, H. 

Interruption of Smooth Ruoning Alternating Current 

Asynchronous Machines Caused by Electromagnetic 

Induction ueber die Stoerung der Laufruhe von Dreb- 

a syachronmaschinen Infoige Elektromagnetischer 


achungen. 
N74-29567/6GI 74-24 9C PC$4.25/MF$2.25 
HAASE, J. 
Sense and Nonsense About Bed Rest as a Therapeutic 
Measure. 
N74-22719/0GI 74-18 6E PC$3.25/MFS$2.25 
HAASE, JUTTA 


Reprint: Yellow Fever Vaccine. Production and Con- 
trol. I. Report. Plaque Titration of the 17-D Virus. 
AD-769 183/SGI 74-01 6M Not available NTIS 
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HAASE, KIRT H. 
Templates for Switch Setting in Computer Control. 
PAT-APPL-413 730 74-18 9B PC$3.25/MFS$2.25 
HAASE, KURT H. 


Reprint: Rapid Design Procedures for the Brune and 
Bott-Duffin Circuits. 


AD-784 $96/9G1 74-22 9E Reprint 
HAASE, O. 
Reprint: og Growth of Trinitrobenzene and 
Trinitrotolue| 
AD-772 203/6G1 74-05 20B Reprint 


HAASZ, ANTHONY A. 


Electron Impact Excitation of N2, O02 and O and 
Upper Atmospheric Diagnostics with Electron Beam 


Fluorescence Prob: 
AD-784 897/1GI 74-23 7D PC$7.00/MF$2.25 


HABEGGER, L. J. 
Dispersion Simulation her yar for Assessing the 
Air Pollution Impacts of Ground Transportation 
Systems. 
ANL/ES-29 74-22 13B PC$8.25/MF$2.25 


Dispersion Simulation Techniques for Assessing the 
Air Pollution Impacts of Ground Transportation 
Systems. 

PB-235 561/8GI 74-25 13B PC$S.25/MF$2.25 


HABEKOVIC, M. 


Repairs on the Power Tunnel Fork on the Rama 
Hydroelectric Power Plant (Sanacija Dovodni Tunel- 
Vodostan HE - ‘Rama’), 

TT-72-56037 74-01 13B PC$3.25/MF$2.25 


HABENSCHUSS, A 
Densities, Partial Molal Volumes, and Expansibilities 
of Some Aqueous Rare Earth Chloride Solutions from 
5 exp 0 to 80 exp 0 C. 
IS-T-4600 74-04 7D PC$18.00/MF$2.25 


Survey of Some Properties of Aqueous Rare Earth 

Salt Solutions. I. Volume, Thermal Expansion, Raman 
ctra, and X-Ray Diffraction 

1S-M-20 14-24 7D PC$4.00/MF$2.25 


HABER, EDGAR 


Mycardial Infarction Research Unit: Comprehensive 
Clinical and Lab Research 


PB-231 190/0GI 74-12 6E PC$7.50/MF$2.25 
HABER, IRVING 

= of Reflected Particles in Ion Acoustic 

Shocks. 

AD-769 235/3GI 74-01 201 PC$4.25/MF$2.25 
HABER, S. 


Improper Integrals, Simple Integrals, and Numerical 


'OM-74-50604/9GI 74-19 12A Not available NTIS 


An Integral Related to Numerical Integration. 
COM-74-50053/9GI_ 74-09 12A Not available NTIS 


Reprint: A Quadrature Formula of Degree Three. 
COM-74-50054/7GI 74-09 12A Not available NTIS 


HABER, SEYMOUR 


Reprint: Numerical Evaluation of Multiple eo. 
COM-74-50249/3GI_ 74-11 12A Not available NTIS 


HABER, SHELDON E. 
An Assessment of the Marine Corps Combat Arms En- 


listment Bonus. 
oe 271/9GI 74-10 SI PC$3. eee: 25 


poe ag Policy and the Reenlistment Ra‘ 
TINNDGI 74-25 SI PC$41 25/MF$2.25 


possess Structure in the Military and Civilian 


Sectors of the Economy, 
AD-787 806/9GI 74-26 SI PC$3.75/MF$2.25 


An Optimal Inventory Model for the Intermediate 
Echelon when Resupply is Possible but Uncertain. 
AD-781 799/2GI 74-18 1SE PC$3.25/MF$2.25 


HABERCOM, GUY E. 


Air Traffic Control Simulation Models. A Bibliography 
with Abstracts. 
COM-74-10919/0GI_ 74-13. 17G PC$20.00/MF$20.00 


Motor Vehicle Tires: Skid ae Wear Resistance; Non- 
Destructive Tests; Safety Evaluation. A Bibliography 
with Abstracts 

COM-74-11372/1GI_ 74-20 13F PC$20.00/MF$20.00 


HABERCOM, GUY E. JR. 
Noise - A a ae y with Abstracts. 
'S/PS-74/098 74- 1E PC$20.00/MF$20.00 
pony + wet nrg Buildings, Bridges, Dams, 


and Related Structures. A Bibliography with Abstracts. 
COM-74-11141/0G1 7. 74-17 13M PC$20.00/MF$20.00 


Industrialized Housing. A Bibliography with Prony 
COM-74-10982/8GI 74-14 13M PC$20.00/MF$20. 


Supertankers and Superports. A Bibliography with Ab- 
stracts. 

NTIS/PS-74/088 74-26 133 PC$20.00/MFS20.00 
Tunnel Construction - A Bibliography with Abstracts. 
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NTIS/PS-74/096 74-26 13B PC$20.00/MF$20.00 
Water Rights and Water Law - A Bibliography with 


Abstracts. 
NTIS/PS-74/099 74-26 13B PC$20.00/MF$20.00 


HABERFELD, STEVEN 
Project Newgate and Other Prison College Education 
Programs. 
PB-231 322/9GI 74-12 SI PC$4.25/MF$2.25 


HABERFIELD, A. B. 


The Tensile Properties of a Fully Aged Rimming Steel 
at High Strain Rates, 
PB-226 974/4GI 74-06 L1F PC$3.25/MF$2.25 


HABERLAND, G. L. 

Reprint: Kallikrein, Kinin and Cell Proliferation. 

AD-775 061/SGI 74-09 6P Not available NTIS 
HABERMANN, A. N. 

Critical Comments on the Programming Language 

PASCAL, 

PB-224 777/3GI 74-01 9B PC$3.25/MF$2.25 
HABERMANN, HERMANN 

Taper of Wood Poles. 

AD-777 824/4GI 74-13, IIL = PC$3.25/MF$2.25 
HABERMANN, K. H. 


Qualitative Determination of Organometallic Sub- 
stances in Solid Propellants by Thin Layer Chromatog- 
raphy--Translation. 


AD-773 068/2GI 74-06 7C PC$3.25/MF$2.25 
HABRAKEN, L. 

a of Research Activities on in-situ Com- 

AD-773 044/3GI 74-06 11D PC$3.25/MF$2.25 
HABS, D. 


Systematic Experiments on Neutron Deficient Nuclei 
in the Region 50 Less Than or Equal to (N,Z) Less 


Than or Equal to 82. 
KFK-1768 74-15 20H PC$8.50/MF$2.25 


HABU, M. 


Standards of Spectral Radiance and Irradiance for the 
Wavelength Region of 0.25 to 2.5 Micrometers. 
N74-30116/9GI 74-24 20F PC$4.75/MF$2.25 


HACHMEISTER, L. E. 


Reprint: An Experimental Study of the Resonant Insta- 
bility of an Internal Wave of Mode 3 Over a Range of 
Driving Frequencies. 
AD-787 381/3GI 
HACHMEISTER, LON E. 


Observations of Resonant Internal Wave Interactions 

over a Range of Driving Frequencies. 

AD-774 116/8GI 74-08 8C PC$4.25/MF$2.25 
HACK, A. 


Selection of Respirator Test Panels Representative of 
U.S. Adult Facial Sizes. 


74-26 8C Reprint 


LA-5488 74-16 SE PC$4.00/MF$2.25 
HACK, MICHAEL 

Decision Problems for Petri Nets and Vector Addition 

Systems, 

PB-231 916/8GI 74-14 9B PC$4.75/MF$2.25 


Extended State-Machine Allocatable Nets (ESMA), an 

Extension of Free Choice Petri Net Results. 

PB-232 910/0GI 74-17 9B PC$3.75/MF$2.25 
HACK, MICHEL 


A Petri Net Version of Rabin’s Undecidability Proof 
for Vector Addition Systems, 


PB-231 881/4GI 74-14 9B PC$3.25/MF$2.25 
HACK, R.C. 

Radiation Protection Group (Operations) Progress Re- 

port for 1972. 

RL-73-35 74-04 6R PC$3.25/MF$2.25 


HACKATHORN, RICHARD D. 


Computer Utilization in Local Governments: A Critical 
Review and Synthesis of Research (Second Draft). 
PB-227 266/4GI 74-06 SD PC$7.00/MF$2.25 


HACKE, JOHN R. 
The Significance of US Paper Industry Exports to Eu- 


rope. 
AD-778 911/8GI 
HACKEL, L. A. 


Reprint: High-Resolution Spectroscopy of I2 Using 
Laser-Molecular-Beam Techniques. 


74-14 SC PC$3.25/MF$2.25 


AD-769 359/1GI 74-01 7D Reprint 
Reprint: Jet Stream cw Dye Laser for High-Resolution 
Spectroscopy. 

AD-770 758/1GI 74-03 20E Reprint 


HACKER, M. P. 
Reprint: Low-Pressure Gas Breakdown with CO2 
Laser Radiation. 


AD-772 413/1GI 74-05 7D Reprint 


HACKER, P. T. 


Bibliography on Aircraft Fire Hazards and Safety. 
Volume |: Hazards. Part 1: Key Numbers | to 817. 
N74-27491/1GI 74-20 13L PC$8.50 


Bibliography on Aircraft Fire Hazards and Safety. 
Volume 2: Safety. Part 1: Key Numbers | to 524. 
N74-27492/9GI 74-20 13L PC$10.25 


An Evaluation of the Relative Fire Hazards of Jet a 
and Jet B for Sennen hear 
N74-10709/SGI 


HACKER, P. W. 


Reprint: Vertical Microstructure Measurements in the 
Central North Pacific. 
AD-772 231/7GI 


HACKETT, C. E. 


Laser Doppler Velocimetry in Chemical Laser Studies. 
SAND-74-5006 74-22 20E PC$4.00/MF$2.25 


Reprint: Acoustic Amplifier for Detection of At- 
mospheric Pollutants. 
AD-773 981/6GI 74-08 7D Reprint 


Reprint: Improved Temporal Stability of Polymethine 
Laser Dyes in Aqueous Solutions. 
AD-773 978/2GI 


HACKETT, D. W. 


Cast Composite Electrodes for Arc Melting a Urani- 
um--Niobium--Zirconium Alloy. 
Y-1931 74-18 11F PC$4.00/MF$2.25 


HACKETT, P. L. 
Effects of Inhaled Uranium Mine Air Contaminants in 
Beagle Dogs. 
BNWL-SA-5042 
HACKMAN, D. J. 


Design of a Combination Bubbler-Guidance System to 
Be Installed in Whitefish Bay, Michigan. 
AD-773 345/4GI 74-07 17G PC$S.25/MF$2.25 


HACKMAN, DONALD J. 


Pumping Systems for Transferring High-Viscosity Oils. 
AD-784 876/5GI 74-23 133. PC$4.75/MF$2.25 


HACKMAN, J. RICHARD 
Group Tasks, Group Interaction Process, and Group 
Performance Effectiveness: A Review and Proposed 


Integration. 
AD-785 287/4GI 74-23 SJ PC$4.75/MF$2.25 


The Job Diagnostic Survey: An Instrument for the 
Diagnosis of Jobs and the Evaluation of Job Redesign 


21D = PC$3.75/MF$2.25 


74-05 83 Reprint 


74-08 7C Reprint 


74-24 6R PC$4.25/MF$2.25 


Projects. 

AD-779 828/3GI 74-16 SI PC$4.75/MF$2.25 
A New Strategy for Job Enrichment. 

AD-779 827/SGI 74-16 SI PC$3.75/MF$2.25 


HACKMAN, R. B. 


A Study of the Effect of Flight Density and 
Background Noise on V/STOL Acceptability. 
N74-14765/3GI 74.09 1C PC$4.75/MF$2.25 


HACKNEY, JACK D. 


Physiological Effects of Air Pollutants in Humans Sub- 
jected to Secondary Stress, 
PB-236 151/7GI 74-26 6P PC$7.00/MF$2.25 


Smoking and Chronic Airways Obstruction (The In- 

dividual and Combined Effects of Smoking and Other 

Atmospheric Pollutants in Chronic Airways Obstruc- 

tion). 

PB-225 569/3GI 74-04 6E PC$4.25/MF$2.25 
HACKNEY, K. R 

BL Lac (VRO 42.22.01): Simultaneous Radio and Opti- 


cal Observations, 
AD-773 841/2GI 74-07 3B PC$3.25/MF$2.25 
HACKNEY, M. R. 


Comparison of Thermionic Reactor Concepts for 50 to 

100 Kwe. 

GA-9509 74-10 18N PC$9.25/MF$2.25 
HACKNEY, R. L. 

BL Lac (VRO 42.22.01): Simultaneous Radio and Opti- 

cal Observations, 

AD-773 841/2GI 
HACSKAYLO, MICHAEL 

Laser Aiming Light. 

AD-776 386/SGI 74-11 19F PC$3.25/MF$2.25 
HADA, DENNIS 


Reprint: N-Manifolds Carrying Bounded but no 
Dirichlet Finite Harmonic Functions. 
AD-786 324/4GI 74-25 112A Reprint 


HADDAD, ABRAHAM 


Tracking of Tooth Contact Patterns in the Natural 
Dentition Using Miniaturized Implantable Telemetry 
Devices. 


74-07 3B PCS$3.25/MF$2.25 


AD-769 622/2GI 7401 6E PC$3.25/MF$2.25 
HADDAD, E. K. 

Study of Stability of Large Maneuvers of Airplanes. 

N74-29382/0GI 74-24 1B PCS$4.75/MF$2.25 











HADDAD, G. I. 
Microwave Solid-State Device and Circuit Studies. 
AD-774 456/8G1 74-08 9A PC$5.25/MF$2.25 
Microwave Solid State Device and Circuit Studies. 
AD-778 946/4GI 74-14 9A PC$4.75/MF$2.25 
Microwave Solid-State Device and Circuit Studies. 
AD-783 900/4GI 74-21 9A PC$4.75/MF$2.25 


Reprint: Comparison of the Hot Electron-Diffusion 
Rates for GaAs and InP. 

AD-773 170/6GI 74-06 20L Reprint 
Reprint: Effect of Recombination Time on Efficiency 
and Frequency of Operation in GaAs TRAPATT 


Devices. 
AD-773 171/4GI 74-06 9A_ Reprint 


HADDAD, GEORGE I. 


Noise in Microwave Semiconductor Oscillators and 
Amplifiers. Part I. Noise Properties of Transferred- 
Electron Devices. 


AD-783 436/9GI 74-20 9E PC$7.25/MF$2.25 
HADDAD, Yon gag A. 

Flash Lam 

PATENT: if 560 787 74-05 13A Not available NTIS 

HADDICK, C. M. 


Task 66 Test Report, Evaluation of Irig-a 21 Channel 
Constant Bandwith FM pono eggag for Shuttle 
Development Flight Instrumentatio 

N74-26668/SGI 74-20 178 PC$6.25/MF$2.25 


HADDON, ROBERT C. 
Reprint: MINDO/3 Study of (CH)5(+) and (CH)S(-). 
AD-781 430/4GI 74-18 7C Reprint 


Reprint: MINDO/3 Study of the Electronic States of 
Methylene. 
AD-781 421/3GI 74-18 7C Reprint 


Reprint: MINDO/3 Study of the Multiplicity of 

Cyclopentadienta Cations. 

AD-781 420/5GI 
HADEISHI, TETSUO 

Isotope-Shift Zeeman Effect Spectrometer. 

PATENT-3 811778 74-26 7D Not available NTIS 
HADERMANN, ALBERT F. 

Method of Making Reverse Osmosis Membranes for 


Desalination of Water. 
PATENT-3 662046 74-04 7A Not available NTIS 


HADFIELD, HARRY J. 


Rotary Timer. 
PATENT-3 712 421 74-20 14B Not available NTIS 


HADFIELD, REX G. 
Infrared Emissivities and Upper-Tropospheric Cloud 


Motions. 
COM-73-11890/3GI 74-01 4B PC$4.25/MF$2.25 
HADJIIVANOV, L. K. 


Lorentz-Invariant Expansion of the Scattering Am- 
plitude for Particles of Any Spin. 
JINR-E2-7461 74-09 20H PC$4.00/MF$2.25 


HADJIMICHAEL, E 


Effects of Mesonic Currents on oe Photodisintegra- 
tion of the Deuteron at Low Energ 
COO-3001-44 74-02 20H “css .00/MF$2.25 


HADJIMICHALIS, K. S. 


A Study of Sphere Drag in the Transition from Con- 

tinuum to Free Molecular Flow. 

N74-18660/2GI 74-13 20D PC$S.75/MF$2.25 
HADJOUDIS, EUGENE 

Studies on Systems with Intramolecular Proton 

Transfer Reactions in the Excited State Sulfonyi- 


hydrazones of Salicylaldehyde. 
AD-782 896/5GI 74-20 7E PC$3.25/MF$2.25 


HADJSASSI, B. 


Characteristics of Ta6v Alloy Microstructure after 

Thermomechanical Treatment in the alpha Plus beta 

Phase. Effects on Mechanical Characteristics in Elon- 

ong Caracteristiques Microstructurales de |'Alliage 

'a6v, en Fonction des Traitements Thermomecaniques 

en alpha et beta Incidences sur les Caracteristiques 
Mecaniques en Traction. 


74-18 7C Reprint 


N74-32968/1GI 74-26 11F PC$3.75/MF$2.25 
HADLEY, G. R. 

Vortex-Stabilized Plasma Arcs as High-Power Radia- 

tion Sources. 

SLA-73-581 74-04 201 PC$4.00/MF$2.25 
HADLEY, H. 


Flat Plate Collectors with CdS Solar Cells and First In- 

dications of Feasibility for Their Large Scale Use. 

PB-227 958/6GI 74-10 10B PC$3.25/MF$2.25 
HADLEY, H.C. JR.. 


High Field CDS Detector for Infrared Radiation. 
PATENT-3 790 795 74-12 17E Not available NTIS 


HADLEY, HENRY C. 


Grid Simplification on CdS/Cu2S Solar Cells. 
PB-236 252/3GI 74-26 10B PC$3.25/MF$2.25 





HADLEY, J. W. 
Tory Il-a: A Nuclear Ramjet Test Reactor. 
UCRL-5484 74-12 18N eels ae 
Tory Il-a Reactor Tests. Final Repo 
UCRL-7249 74-12 isn "PCSI3. $0/MF$2.25 

HADLEY, STEVEN 
Effects of Gaseous Contaminants on Gas Dynamic 


Laser Performance, 
AD-779 759/0GI 74-15 20E PC$3.25/MF$2.25 


HADLEY, TEE R. Ill. 
Energy Spectra for Frequency-Shift-Keyed Signals 
Transmitted by Synchronously Resonated, Very Low 


Frequency Antennas. 
AD-777 268/4GI 74-12 17B PC$4.75/MF$2.25 


HAEFFNER, ROBERT ALLAN 


A Digital Technique for Automatic Correction of 
Television Image Distortion. 
AD-773 775/2GI 14-07 17B PC$5S.25/MF$2.25 


HAEFNER, K. B. 
Fluidic Emergency Roll Control System. 
N74-10048/8GI 74-04 1B PC$4.75/MF$2.25 
HAEFNER, PAUL A. JR. 


Reprint: Observations on Distribution and Abundance 
of Red Crabs in Norfolk Canyon and Adjacent Con- 
tinental Slope. 
COM-74-50189-01-06/GI 

74-09 6C (Order as COM-74-50189-01) 


Rock Crab: A Potential New Resource, 
COM-74-10267/4GI 74-06 6H PC$3.25/MF$2.25 


HAEGI, M. 

Cleo--Tokamak Experiment. 

CLM-R-122 74-20 18A PC$4.00/MF$2.25 
HAEHN, J. 


State and Tendencies of Chemical note Against 

ye Radiation. A Literature Survey 

SZS-160 74-24 6R 3853 75/MF$2.25 
HAEHNER, C. L. 

Peen Plating 

PATENT- by 754976 74-02 13H Not available NTIS 
HAEMEEN-ANTTILA, K. A. 

A Theoretical Photometric Function of Saturn'S Rings. 

N74-28319/3GI 74-20 3B PC$3.25/MF$2.25 
HAENGGI, W. T. 

Mineral Exploration Potential of ERTS-1 Data. 

E74-10608 74-19 8G PC$4.75/MF$2.25 
HAERING, R. R. 

pense Analysis of Ultrasonic Fields by Light Dif- 


frac’ 
AD-774 '$31/8GI 74-08 20F Not available NTIS 


Reprint: Light Diffraction Studies of CdS Phonon 
Masers. 
AD-770 104/8GI 74-02 20E Not available NTIS 


Reprint: Ultrasonic Wave Propagation in CdS Phonon 


Maser Structures. 
AD-770 103/0GI 74-02 20E Not available NTIS 


HAERTEL, V 
Study on the Catalytic Activity of Thin Nickel Layers 
Up to the Region of Atomic Dispersion Untersuchung 
der Katalytischen Aktivitaet Dueaner poets 


Bis in den Bereich Atomarer Dispersio: 
N74-29973/6GI 74-24 7D PCSS. 25/MF$2.25 


HAERTLING, GENE H. 

Ferroelectric Electrooptic Devices. 

PATENT-3 744 875 74-06 20F Not available NTIS 
HAEUSE, 


Effects, and Their Significance of New Approach 
Methods on Cockpit Design Auswirkungen Neuer An- 
flugverfahren Auf die 0 aerate und 
Moeglichkeiten Ihrer Beruecksicht 

N73-31966/7GI 74-02 iD PCS3. 25/MF$2.25 


Effects of New Approach Procedures on Cockpit 
Design and Chances for Realization. 
N74-25565/4GI 74-19 1C PCS3. 25/MF$2.25 


HAEUSLEIN, G. K. 


Aec/Recon Project at Orni. 
ORNL-4913 7 


HAEUSSLER, CHARLES L. 


Comprehensive Plan and Background Studies for the 
Town and Village of Bolivar, New York. 


9B PCS$S.45/MF$2.25 


PB-224 704/7GI 7401 13B PC$S.25/MF$2.25 
HAFEN, E. S. 

One Pion Production in Anti Pp Interactions at 2.85 

Gevi/C. 

IS-T-617 7409 20H PC$6.00/MF$2.25 
HAFF, P. K. 

Fission: Theory and Beyond (A Study of Collective 

Dynamics). 

RLO-1388-668 74-14 20H PC$3.00/MF$2.25 









HAGEDORN, D. J. 





HAFFNER, RICHARD W. 
Air Force Chemical Propulsion Research Needs. 
AD-770 036/2GI 7402 21H PC$3.25/MF$2.25 

HAFLINGER, D. E. 


Application of Holographic Methods to m9 Measure- 
ment of Flames and Particulate. Volume 
PB-235 674/9GI 74-24 21B PCs. 25/MF$2.25 


HAFNER, E. 

Surface Studies for Quartz Resonators. 

AD-785 $13/3GI 74-23 9A PC$3.75/MF$2.25 
HAFNER, HAROLD C. 


Development of Infrared Glass for Reconnaissance 
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the A sis of Peach Bottom D13-05 Fuel Element 
Activity files. 

GULF-GA-A-12492 74-04 18] PC$S.75/MF$2.25 


HAIRE, R. G. 
Studies on the Chemical and Colloidal Nature of 


Pu(Iv) Polymer. 
CONF-730927-2 74-06 7B PC$3.00/MF$2.25 
HAIRER, E. 


The Method of Lie Series for Differential Equations 
and Its Extensions. 


74-14 6L PC$3.25/MF$2.25 


AD-773 658/0GI 74-07 12A PC$6.25/MF$2.25 
HAIRION, J. P. 

Irradiation of a Broken Fuel Pin in a Sodium Loop. 

CEA-CONF-2425 74-09 183 PC$3.25/MF$2.25 

Irradiation of a Broken Pin in a Sodium Circuit. 

AEC-tr-7491 74-13 181 PC$4.00/MF$2.25 


HAIRSTON, E. L. 


Console-Oriented Information Storage and Retrieval 
System for the Nuclear Safety Information Center. 
CTC-37(Rev.1) 74-02 181 PC$S5.45/MF$2.25 


HAIS, ALAN B. 


Activated Sludge Treatment Systems with Oxygen, 
PB-231 379/9GI 74-12 13B PC-GPO/MF$2.25-NTIS 


Alum Addition of Activated Sludge with Tertiary 
Solids Removal. 
PB-225 028/0GI 74-01 13B PC-GPO/MF$2.25-NTIS 


HAISLER, W. E. 


Large Deflection Elastic-Plastic Dynamic Response of 
Stiffened Shells of Revolution. 
SLA-73-7049 74-18 20K PC$6.25/MF$2.25 


Large Deflection Elastic--Plastic Dynamic Response of 
Stiffened Shells of Revolution. Final Report. 


SLA-73-128 7402 20K PCSS. 45/MF$2.25 
Nonlinear Continua. 
SLA-74-S215 74-18 9B PC$4.75/MF$2.25 


HAISLER, WALTER E. 


A Comparison of Current Work-Hardening Models 
Used in the Analysis of Plastic Deformations, 
AD-776 667/8GI 74-11 WF PC$4.75/MF$2.25 


HAITH, DOUGLAS A. 


Studies in the Analysis of Metropolitan Water 
Resource Systems. Volume VII: Conflict and Choice: 


Multiobjective Water-Resources Planning. 
PB-225 830/9GI 74-04 13B PC$4.75/MFS$2.25 
HAJDUK, Z. 


Device for Particle-Track Measurements on Bubble 
Chamber Films. 
INP-843 74-13 18D PC$4.25/MF$2.25 


HAJEB-HOSSEINIEH, HASSAN 


Reprint: lonospheric Disturbances: Evidence for the 
Contraction of the Plasmasphere during Severe 
Geomagnetic Storms. 
AD-778 129/7GI 


HAJEK, B. F. 


Experimental Design for the Preliminary Study of 
Geochemical Processes. 


74-13 4A Reprint 


BNWL-CC-573 74-13 8H PC$3.00/MF$2.25 

Ground Disposal of Reactor Coolant Effluent. 

BNWL-CC-1352 7402 18G PC$3.00/MFS$2.25 

Leeming of Picloram and Nitrate in Two Alabama 

PB-236 856/1GI 74-26 13B PC$3.25/MF$2.25 
HAJELA, D. P. 


The Computation of 15 Deg and 10 Deg Equal Area 
Block Terrestrial Free Air Gravity Anomalies. 


N74-17108/3GI 74-11 8E PC$3.75/MF$2.25 
BAJIC, E. 3. 

Net Technical Assessment - Methodologies for Pro- 

gram Planning within the Department of Defense. 

AD-777 091/0GI 74-12 SA PC$7.S0/MF$2.25 


HAJJ, I. N. 
A Three-Terminal Piecewise-Linear Modelling Ap- 
proach to DC Analysis of Transistor Circuits. 
N74-27714/6GI 74-20 9E PC$3.75/MF$2.25 
HAJJAR, NICOLA P. 


Reprint: Biochemical and Physiological Studies of Cer- 
tain Ticks (Ixodoidea). Fatty Acid Composition of 
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HAJJAR, NICOLA P. 


Lipids and Free Fatty Acid Fractions of Hemolymph 

and Gut and Molting Fluids of Nymphal and Female 

‘Hyalomma (H.) Dromedarii’' Koch and ‘H. (H.) 

anatolicum excavatum' Koch (Ixodidae). 

AD-781 431/2GI 74-18 6A _ Reprint 

Reprint: Biochemical and Physiological Studies of Cer- 

tain Ticks (Ixodoidea). Relationships between Weight 

and Molting of Argas and Hyalomma Nymphs. 

AD-782 738/9GI 74-20 6C Reprint 
HAKE, CARL A VON 

United States Earthquakes - 1967, 

COM-74-10777/2GI 74-11 8K PC$4.75/MF$2.25 
HAKE, R. D. 


Lidar Measurements of Stratospheric Aerosols over 
Menlo Park, California, October 1972 - March 1974. 
N74-28888/7GI 74-22 4A PC$4.75/MF$2.25 


Lidar Measurements of the Variability of Stratospheric 
Particulates. 
N74-29951/2GI 


HAKIM, E. B. 


Failure Analysis of AUTODIN Microelectronics. 
AD-774 796/7G1 74-09 9E PC$3.25/MF$2.25 


Reprint: Who Wants Reliable Plastic Semiconductors. 
AD-775 $43/2GI 74-09 9A Reprint 


HAKIM, EDWARD B. 


Reprint: Environmental Factors Governing Field Relia- 
bility of Plastic Transistors and Integrated Circuits. 
AD-775 $23/4G1 74-09 9A Reprint 


HAKIMIL, S. L. 


Reprint: On the Existence of Graphs with Prescribed 
Degrees and Connectivity. 
AD-777 335/1GI 74-12 12A_ Reprint 


HAKKILA, E. A. 
soy Spectrographic Determination of Iridium in Lih 
or Lid 


LA-5564 74-22 7D PC$4.00/MF$2.25 
HAKONSON, T. E. 


Distribution of Environmental Plutonium in the Trinity 
Site Ecosystem after 27 Years. 
LA-UR-73-1291 74-06 6F PC$3.00/MF$2.25 


Distribution of Plutonium in Liquid Waste Disposal 
Areas at Los Alamos. 
LA-UR-73-1309 74-06 18G PC$3.00/MF$2.25 


HALAMA, H, J. 
200-Gev Isa with Room Temperature Magnets. 


74-24 4A PC$4.25/MF$2.25 


BNL-18635 74-13 20G PC$4.00/MF$2.25 
Eccentric RF Deflecting Structure. 
BNL-18520 74-13 20G PC$3.00/MF$2.25 


Experimental Investigation of a Superconducting 
Niobium X-Band Deflecting Cavity and Suggestions 
for the Design of the Deflectors for a Superconducting 
RF Beam Separator at cr 

BNL-18292 20G + PC$4.50/MF$2.25 


Measurements of dee. Isotherms and Pumping 
Speed of Helium on Molecular Sieve in 10 exp -11 to 
10 exp -7 Torr Range at 4.2 K. 

BNL-18092 74-02 20G PC$3.00/MF$2.25 


Some Remarks on Cold Bore Vacuum Systems. 
BNL-19033 74-24 20G PC$4.00/MF$2.25 


HALANOVA, T. F. 


Effect of Fibrinogen, Fragments of Its Molecule, and 
Calcium Ions on Fibrin Polymerization--Translation. 


AD-770 295/4G1 7402 6A PC$3.25/MF$2.25 
HALASA, N. A. 

Hyperfine Interactions in Ferrites and Orthoferrites at 

High Pressure. 

COO-1198-1031 74-11 20L + PC$7.25/MF$2.25 
HALBERG, F 

Circadian Variation in Presumably Healthy Young Sol- 

diers, 

PB-228 427/1GI 74-10 6P PC$4.25/MF$2.25 


HALBERSTAN, I. 


A Study of Three Finite Difference Schemes and Their 
Role in Asynoptic Meteorological Data Assimilation. 
N74-31647/2GI 74-25 4B PC$3.75/MF$2.25 


HALBERT, E. C. 
Effective Three-Body Forces in Truncated Shell-Model 


Calculations. 
CONF-730923-2 


HALBLEIB, J. A. SR. 

Electron Transport in the Presence of Uniform Mag- 
netic Field. 

SLA-74-5153 74-21 20H PC$4.00/MF$2.25 
Electron Transport in the Presence of Uniform Mag- 
netic Fields. 

SAND-74-5193 74-25 20H PC$4.25/MF$2.25 
EZTRANS: A User-Oriented Version of the Etran-18B 
Electron-Photon Monte Carlo Technique. 

SLA-73-834 74-08 7D PC$3.00/MF$2.25 


74-15 20H PC$3.00/MF$2.25 


PA-430 


One Dimensional Model of Coupled Electron-Photon 


Transport. 
SLA-74-5154 74-21 20H PC$4.00/MF$2.25 


Tiger: A One-Dimensional, Multilayer Electron/Photon 
Monte Carlo Transport Code 


SLA-73-1026 74-16 18F PC$4.50/MF$2.25 
HALBRITTER, G. 

Energy and the Environment in Baden--Wuerttemberg. 

KFK-1966-UF 74-21 13B PC$12.25/MF$2.25 


HALBRITTER, J. 


Changes of the Surface Impedance of Superconducting 
Niobium Due to Oxygen Inclusions. 
KFK-EXT-3/74-5 74-24 20L PC$4.00/MF$2.25 


Report on High-Frequency Superconductivity. 

KFK-EXT-3/72-11 74-16 20L PC$7.75/MF$2.25 
HALBROOK, NOAH J. 

2-Aminoethanol Salt of Dehydroabietic Acid. 

PATENT-3 737 453 74-09 7C Not available NTIS 

Hot-Melt Adhesive Composition Containing Glycerol 


Ester of Fumaric-Modified Rosin. 
PATENT-3 787 342 74-19 11A Not available NTIS 


Mastic Adhesive Composition Containing Zinc Salt of 
Formaldehyde-Modified Rosin. 
PATENT-3 681 268 74-09 111A Not available NTIS 


HALBWACHS, M. 


Zener Relaxation Associated with Vacancy Supersatu- 
rations under a Fast Particle Flux. 


CEA-CONF-2488 74-16 11F PC$3.00/MF$2.25 
HALD, O. 

Fourier--Toeplitz Methods for Separable Elliptic 

Problems. 

SU-326-P-30-27 74-02 12A PC$4.00/MF$2.25 


HALDEMAN, CHARLES W. 
Initial Results with a Plasma Injection Wake Simula- 


tor, 

AD-783 907/9GI 74-21 20D PC$4.25/MF$2.25 
Magnus Measurements with the Magnetic Balance 
System. 

AD-782 753/8GI 74-20 14B PC$4.25/MF$2.25 


HALDEMAN, PAUL M. 


Buoy Motion Measurement System. 
AD-780 108/7GI 74-16 8C PC$3.75/MF$2.25 


HALDEMANN, P. 


Investigation of the Long Term Frequency Stability of 

Stable Laser Structures. 

AD-783 711/SGI 74-21 20E PC$3.25/MF$2.25 
HALE, E. B. 


Reprint: Model Correction for the Formation of 

Amorphous Silicon by Ion Implantation. 

AD-773 151/6GI 74-06 20L Reprint 
HALE, EDWARD 


Reprint: Electron Spin Resonance in Argon-lon-Im- 

planted Silicon. 

AD-773 003/9GI 
HALE, EDWARD B. 

Donor Impurity Surface States in Semiconductors. 

AD-776 012/7GI 74-10 20L PC$3.25/MF$2.25 
HALE, G. M. 

Models Based on Multichannel R-Matrix Theory for 


Evaluating Light Element Reactions. 
LA-UR-74-738 74-22 20H = PC$S5.25/MF$2.25 


HALE, GEORGE M. 


High Sensitivity Laser Absorption Spectroscopy of 
Laboratory Aqueous Solutions and of Natural Missouri 
Waters. A Feasibility Study. 

PB-225 431/6GI 74-03 14B PC$4.75/MF$2.25 


HALE, HENRY B. 
Operational Aspects of Variations in Alertness, 
AD-786 123/0GI 74-24 6S PC$3.75/MF$2.25 
Reprint: Fatigue in FB-111 Crewmembers. 
AD-786 975/3GI 74-25 6S Reprint 
Reprint: Physiologic Cost of Prolonged Double-Crew 
Flights in C-5 Aircraft. 


74-06 20L Reprint 


AD-769 366/6GI 74-01 6S Reprint 
HALE, J.C. 

Criteria for Seal Coating Bituminous Surfaces. 

PB-233 757/4GI 74-18 13C PC$4.25/MF$2.25 
HALE, JACK K. 


Reprint: Behavior Near Constant Solutions of Func- 
tional Differential Equations. 
AD-779 322/7G1 74-15 12A Reprint 


Reprint: Coincidence Degree and Periodic Solutions of 
Neutral Equations. 


AD-785 798/0GI 74-24 12A = Reprint 
Research on Nonlinear Dynamical Syste 
AD-779 490/2GI 74-15 112A PCS3. -75/MFS$2.25 
HALE, L. C. 


Reprint: Relations among Low lonosphere Parameters 
and A3 Radio Wave Absorption. 


AD-785 797/2GI 
HALE, LEORNARD A. 


Retestpeeets Effects of Oil Slick Mechanical Control 
vices. 
AD-777 926/7GI 74-13 13B PC$4.75/MF$2.25 


HALE, LESLIE C. 


Further Study of 30-80 KM. Ionization Parameters 
Using Parachute Borne Probes. 
AD-770 544/5SGI 74-02 4A PC$3.25/MF$2.25 


HALE, MALCOLM B. 
Reprint: Using Enzymes to Make Fish Protein Concen- 


trates. 
COM-74-50189-02-03/GI 
74-11 6H (Order as COM-74-50189-02) 


74-24 4A Reprint 


HALE, R. W. 


Development and Test of a Technique to Create 
Liquid Suspensions of Sub-Micron Metallic Particles. 
AD-786 233/7GI 74-24 7A PC$3.75/MF$2.25 


HALE, ROBERT R. 
Qualification Program for IKW RSI Radiation Source, 


Infrared, for the AN/VSS-3 Searchlight. 
AD-782 708/2GI 74-20 13A PC$4.75/MF$2.25 


HALE, RONALD ARTHUR 


Management by Objectives in Today's Navy. 

AD-782 319/8GI 74-19 SA PC$S.25/MF$2.25 
HALE, W. H. 

Solid Forms for Savannah River Plant Radioactive 

Waste. 

DP-MS-73-58 74-18 18G PC$6.25/MF$2.25 
HALES, A. L. 

Reprint: The Crust of the Gulf of Mexico: A Discus- 

sion. 

AD-777 647/9GI 
HALES, DONALD C. 


Nutrient Sources and Transport in the Upper and Cen- 
tral Regions of the Big Sioux River. 
PB-225 140/3GI 74-01 13B PC$4.75/MF$2.25 


HALES, J. M. 
Advances in the Theory and Modelling of Pollutant- 


Gas Washout. 
BNWL-SA-4684 74-14 7A PC$3.00/MF$2.25 


Application of Ideal Reactors to Studies in Atmospher- 
ic Chemistry. 

BNWL-1773 74-06 4A PC$4.00/MF$2.25 
Atmospheric Rain Washout of Elemental Gaseous 
Iodine. 

BNWL-SA-4837 74-21 8H PC$5.50/MF$2.25 
Experimental in-Cloud Scavenging Studies at Battelle- 
Northwest. 

BNWL-SA-S5031 74-24 4B PC$4.00/MF$2.25 


Natural Precipitation Washout of Sulfur Compounds 
from Plumes. 
PB-232 445/7GI 74-16 13B PC$7.25/MF$2.25 


HALES, JEREMY M. 


Precipitation Scavenging of Organic Contaminants. 
AD-779 SS1/1GI 74-15 4B PC$S.25/MF$2.25 


HALES, R. 
Diffusion of Manganese in Type 316 Austenitic Stain- 


less Steel. 
RD/B/N-2756 


HALEY, C. T. 


Clock Setter. 
PAT-APPL-504 225 74-26 14B PC$3.25/MF$2.25 


HALEY, GARY C. 


Operation Homecoming. Volume I, Part I. Systems 
Manual. 
AD-783 195/1GI 74-20 15D PC$8.75/MF$2.25 


Operation Homecoming. Volume I, Part 2. Systems 
Manual. 
AD-783 194/4GI 74-20 SI PCS$8.S0/MF$2.25 


Operation Homecoming. Volume II. Users Manual. 
AD- 783 196/9GI 74-20 SI PC$8.50/MF$2.25 


Operation Homecoming. Volume III. Summary. 
AD-783 197/7GI 74-20 SI PC$4.25/MF$2.25 


HALFORD, DONALD 


Reprint: Comparing Frequencies. 
COM-74-50730/2GI_ 74-22 14B_ Not available NTIS 


Reprint: Evaluation and Operation of Atomic Beam 
Tube ropes Standards Using Time Domain 
Velocity Selection Modulation. 

COM-74-50248/SGI 74-10 14B Not available NTIS 


Reprint: Infrared-Microwave Frequency Synthesis 
Design: Some Relevant Conceptual Noise Aspects. 
COM-74-S0258/4GI 74-11 14B Not available NTIS 


Reprint: Spectral Density Analysis: Frequency Domain 
Specification and Measurement of Signal Stability. 
COM-74-50321/0GI_ 74-12 14B Not available NTIS 
Reprint: Time Domain Velocity Selection Modulation 
as a Tool to Evaluate Cesium Beam Tubes. 


74-12 8G Reprint 


74-16 20L PC$4.00/MF$2.25 
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COM-74-50254/3GI 74-11 14B Not available NTIS 


HALFORD, J. M. 
Torque Telemeter, 
PB-234 299/6GI 
HALGREN, THOMAS A. 
Reprint: Localized Orbitals in Large Boron Hydrides. 
B16H20 and Related Molecules. 
AD-782 722/3GI 74-20 7D Reprint 
HALIJAK, CHARLES A. 


Iterative Simulation of a Compensated Inertial Plant. 
AD-787 280/7GI 74-26 9E PC$3.25/MF$2.25 


HALIKOF, D. H. 


The Temperature Coefficient of Unperturbed 
Macromolecular Dimensions of Polydecylacrylate 
(Temperaturnyi Koefficient Nevozmushchennyh Raz- 
merov Makromolekul Polidecilakrilata), 

TT-73-58046 74-10 111 PC$3.25/MF$2.25 


HALITSKY, JAMES 


Wind Tunnel Tests of Gas Diffusion from a Leak in 
the Shell of a Nuclear Power Reactor and From a 
Nearby Stack, 

COM-73-11882/0GI 74-01 18H PC$4.25/MF$2.25 


HALL, A. 


Experiences of the Hot Reprocessing Campaign of Ir- 
radiated Mtr Fuel Elements with an Amine Flowsheet 
at the Eurex Plant Saluggia, Italy. 


74-20 9F PC$3.25/MF$2.25 


RT/CHI-(73)10 74-15 ‘es PC$7.50/MF$2.25 
HALL, A. R. 

The Burning of Oil in Wrecked Tankers: Large Scale 

Burning Test. 

AD-771 950/3GI 7405 21B PC$3.75/MF$2.25 


Ignition and Combustion in situ of Oil from Wrecked 
Oil Tankers: Small Scale Burning Tests Carried Out at 


the RPE. 

AD-784 988/8GI 74-23 21B PC$3.75/MF$2.25 
Pool Burning: A Review. 

AD-781 347/0GI 74-18 21B PC$4.75/MF$2.25 


The Significance of Emission from Excited Formal- 
dehyde in Premixed Flames of Some Hydrocarbons 


and Perchloric Acid. 
AD-786 443/2GI 74-25 21B PC$3.25/MF$2.25 
HALL, A. W. 


Continuous Monitoring of Coal by a Neutron Moisture 
Meter. 
PB-225 276/SGI 74-04 81 PC$3.25/MF$2.25 


Evaluating Plastic Scintillators for Detecting Pompt 
Gamma Rays in Continuous Analysis of Bulk Materi- 
als. 

PB-233 748/3GI 74-18 18D PC$3.25/MF$2.25 


Nuclear Meter for Monitoring the Sulfur Content of 
Coal Streams. 


PB-228 678/9GI 74-09 81 PC$3.25/MF$2.25 
HALL, ALICE S. 
Reprint: Reduction of Mercury in Sablefish 


(Anoplopoma fimbria’) and the Use of the Treated 
Flesh in Smoked Products. 
COM-74-50189-05-03/GI 
74-19 6H (Order as COM-74-50189-05) 
HALL, ANN BOWMAN 


Annotated Bibliography of Anadromous Fishes of 
North Carolina Through 1972, 
COM-74-10005/8GI 74-04 6C PC$4.75/MF$2.25 


HALL, BRUCE A. 
Modular Digital Missile Guidance System Study. 


AD-784 969/8G1 74-23 19E PC$10.00/MF$2.25 
HALL, C. 

Secondary Flow Velocities in a Rod Bundle of Trian- 

gular Array. 

AE-RL-1326 74-16 183 PCS$S.25/MF$2.25 
HALL, C. A. 


Lightweight Thermally Efficient Composite Feedlines, 
Preliminary Design and Evaluation 
N74-27369/9GI 74-20 21H PC$S.25/MF$2.25 


Vacuum Jacketed Composite Propulsion Feedlines for 
Cryogenic Launch and Space Vehicles, Volume |. 
N74-18505/9GI 74-12 11D PCS$S.75/MF$2.25 


Vacuum Jacketed Composite Propulsion Feedlines for 
poe eg Lauach and Space Vehicles. Volume 2: Ap- 
Reiss 18506/7G1 74-12 11D PCS$S.75/MF$2.25 
HALL, C. B. 
Clinical Evaluation of Respiratory Virus and Bacterial 


Polysaccharide Vaccines, 
PB-233 654/3GI 74-19 6E PC$4.25/MF$2.25 


HALL, C. C. 
Description of Facility Radiation and Contamination 
Alarm Systems Installed in the Intermediate and High 
Level Waste Evaporator Building (Bidg. 2531). 

ORNL-TM-4317 7408 18D PC$3.00/MF$2.25 











Description of the Facility Radiation and Contamina- 

tion Alarm System Installed in the High Radiation 

Level Examination Laboratory, Bldg. 3525. 

ORNL-TM-1251(Rev.) 74-06 18D PC$3.25/MF$2.25 
HALL, C. J. 

Ventilation Studies and Escape Plans for Underground 


Hardrock Mines. 
PB-232 304/6GI 74-15 81 PC$8.50/MF$2.25 
HALL, C. WILLIAM 
Artificial Heart Consisting of a Biventricular Pump 
with Control Mechanisms for Total Replacement of 


Human Heart. 
PATENT-3 755 825 74-03 6L Not available NTIS 
HALL, CHARLENE 


Soil Moisture Estimation raven ll of Nimbus-3 
HRIR-D (.7-1.3 micrometer) Observation 
COM-74-10161/9GI 74-05 8M “PCs. 25/MF$2.25 


HALL, CHARLES C. 


CNO Pilot Program for Reduced Bridge Manning, 
Manpower/Equipment Integration, and Procedural 


Development, 
AD-777 725/3GI 74-12 SE PC$4.75/MF$2.25 
HALL, D. F. 


Electrostatic Propulsion Beam Divergence Effects on 
Spacecraft Surfaces, Volume 3. 
N74-17510/0GI 74-11 21C PC$6.25/MF$2.25 


Solar Electric Propulsion/Instrument/Subsystems In- 

teraction Study. 

N74- 17508/4G1 74-11 21C PC$6.25/MF$2.25 
HALL, D. J. 


Development of New Pattern-Recognition Methods. 
AD-772 614/4GI 74-06 9B PC$7.50/MF$2.25 


Objective Methods for Determining Cloud Motions 


from Satellite Data. 
AD-779 331/8GI 74-15 4B PC$3.75/MF$2.25 
HALL, DAVID J. 


Feasibility Study for Design of a Biocybernetic Com- 


munication System. 
AD-784 955/7GI 74-23 SH PC$4.25/MF$2.25 
HALL, DAVID M. 


Conservation of Water and Reduction of Pollution by 

Use of Solvent Systems for Coloring Textile Materials: 

An Economic Outlook. 

PB-229 848/7GI 74-11 7A PC$3.25/MF$2.25 
HALL, DAVID PARKIN 


Simulation Study of the Roll Control Loop of an 
Operational Surface to Air Missile. 
AD-772 786/0GI 7406 16D PC$5.75/MF$2.25 


HALL, DONALD J. 
Roller Compacted Concrete Studies at Lost Creek 


Dam. 

AD-780 858/7GI 74-17 13C PC$4.25/MF$2.25 
HALL, F. F. JR. 

pen a “4 the July 1972 Workshop in Atmospheric 


com-73- 11938/0G1 74-02 4A PC$3.75/MF$2.25 


Reprint: A Comparison of the Low-Level Radiosonde 
and the Acoustic Echo Sounder for Monitoring At- 
mospheric Stability. 
COM-74-10493/6GI 
HALL, GERALD E. 


Rate of Mass Transfer of Gas to Aqueous Electrolyte 
Solutions. Part 3. Dynamics of a = Air Bubble 
Rising Freely in Aqueous Electrolyte Solutions. 

74-19 7D PC3$3.75/MF$2.25 


74-10 4B Reprint 


PB-233 536/2GI 
HALL, H. J. 
Potential Pollutants in Fossil Fuels. 
PB-225 039/7GI 7401 13B PC$8.75/MF$2.25 


HALL, H. TRACY 
Reprint: Superconductivity of LaOs2. 
I 


AD-779 189/0G 74-15 20L Reprint 
BALL, IL. J. 

Non-Parametric Prediction Intervals. 

SLA-73-844 74-04 12A_ PC$3.S0/MF$2.25 
BALL, J. 


River and Harbor Aid to Navigation System 
(RIHANS), Phase 1-R, System Definition. Volume |. 
System and Equipment Description. 

AD-771 858/8GI 7405 17G PC$7.00/MF$2.25 


River and Harbor Aid to Navigation System 
(RIHANS), Phase 1-R, System Definition. Volume 2. 
System Analysis. 

AD-771 859/6GI 7405 17G PC$7.00/MF$2.25 


River and Harbor Aid to Navigation System 
(RIHANS), Phase 1-R, System Definition. Volume 3. 


Appendices. 
AD-771 860/4GI 7405 17G PC$S5.25/MF$2.25 


SECANT VECAS Flight Test and Evaluation Equip- 
ment. 
AD-787 032/2GI 74-26 17G PC$S.75/MFS$2.25 





HALL, LAWRENCE H. 





HALL, J. B. JR. 
Domestic Wash Water Reclamation for Reuse as Com- 
mode Water Supply Using Filtration: Reverse-Osmosis 
Separation Tec 
N74-19607/2GI 74-13 6K PC$3.75/MF$2.25 
HALL, J. F. 
Effect of Post-Irradiation Annealing and Re-Irradiation 
bo hg Fracture Properties of A302b Pressure Vessel 
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HARMON, E. F. 

Method of Making a Photosensitive Solder Maskant. 

PAT-APPL-427 289 74-18 13H PC$3.25/MF$2.25 
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Analysis of Diamorpha Systems on Granite Outcrops. 
ORO-2412-46 74-02 6F PC$7. 7S/MPS2. 25 


HAY, J. E. 


Sensitivity of Some Ammonium Nitrate-Based Explo- 
sive Compositions. 
PB-231 296/SGI 


HAY, J. EDMUND 


Continuous Explosive Fragmentation Techniques. 
AD-775 262/9GI 74-09 19A PC$4.25/MF$2.25 


HAY, J. S. 


Estimation of Wind Speed and Air Temperature for 


the Design of Bridges, 
PB-235 595/6G1 74-23, 13M = PC$3.75/MF$2.25 


Wind Forces on Bridges, Drag and Lift Coefficients. 


74-12 81 PC$3.25/MF$2.25 


N74-32367/6GI 74-25 13B PC$3.75/MF$2.25 

Wind Forces on Bridges - Drag and Lift Coefficients, 

PB-231 S00/0GI 74-12 13B PC$3.75/MF$2.25 
HAY, RB. E. 


Time-To-Corrosion of Reinforcing Steel in Concrete 
Slabs. Volume 2. Electrical Potential Date. 
PB-226 053/7GI 74-04 13C PC$S5.75/MF$2.25 
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pensation of Pressure Transducers. 

N74-27185/9GI 74-20 20M PC$6.25/MF$2.25 
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HAYDEN, JAMES L. 


Filament Support Structure for Large Electron Guns. 
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HAYNES, CHARLES D. 
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Optimization of the Kratky Se seg X-Ray Scat- 
tering Collimation System Paramet 
ORNL-TM-4278 74-02 208 *Pcs7. 75/MF$2.25 
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Theoretical Particle Physics. Progress Report, 
December 1, 1972--November 30, 1973. 
COO-2009-57a 74-26 20H PC$4.00/MF$2.25 
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HETHERINGTON, E. L. R. 


Production of Ytterbium-169 Radiography Sources in a 
High Flux Reactor. 
AAEC/E-306 74-21 18B PC$4.25/MF$2.25 


Spect: A Fortran Program for the Analysis of 
Technetium-99M and Other gamma Spectra in a 
Radioisotope Quality Control Environment. 

AAEC/E-319 74-25 7D PC$4.25/MF$2.25 


HETHERINGTON, N. 


Two Urethane Elastomers as Substitutes for Adiprene 
L-100 Cured with Moca. 
UCRL-75591 


HETHERINGTON, N. W. 


Rheology of Filled Systems. 
UCID-15425 74-25 11) 


HETRICK, W. L. 


Software Reliability Study. 
AD-787 784/8GI 74-26 9B PCS$S.25/MFS$2.25 


HETTINGER, H. 


Coolant Void Experiments in Eco in 19 Rod U and U-- 
Pu Fuel Clusters. 


EUR-S044 74-16 18E PC$3.50/MFS$2.25 


Temperature Coefficient Measurements in Eco with 
Pu-Containing One and Three Rod Fuel Elements. 
EUR-S081 74-16 18E PC$6.00/MFS2.25 


HEUBERGER, A 


Effects of the Absorption Location of gamma Quanta 
on the Energy Dissipation in Diffused Semiconductor 
Detectors with Internal Reinforcement Einfluss des 
Absorptionsortes von gamma-Quanten Auf die Ener- 
gieaufloesung Diffundierter Halbleiterdetektoren MIT 
Innerer Verstaerkung 
N74-30208/4GI 


HEUBUSCH, HENRY PH. 


Propellant Improvement Program. Volume I. Part 2. 
Modified HDA Studies. 
AD-773 332/2GI 74-07 211 


Propellant Improvement 
UDMH/Silicone Oil Studies. 
AD-772 816/SGI 74-06 211 


HEUER, A. H. 
Reprint: Dislocation Dissociation in Stoichiometric 
MgAlRO4 Spinel Observed by Weak-Beam Electron 
Microscopy. 
AD-784 $92/8GI 74-22 20B_ Reprint 


Reprint: Electron Microscopic Study of Phase Trans- 
formations in Pure and Partially-Stabilized ZrO2. 
AD-781 607/7GI 74-18 11B Reprint 


Reprint: On a Martensitic Phase Transformation in Zir- 
conia (ZrO2)--I1. Crystallographic Aspects. 

AD-781 605/1GI 74-18 11B Reprint 
Reprint: On the Space Group of MgAI204 Spinel. 
AD-770 348/1GI 7402 20B Reprint 
Reprint: Plastic Deformation in Fine-Grain Ceramics. 
COM-74-50723/7GI_ 74-21 11B Not available NTIS 
Reprint: Precipitation in Non-Stoichiometric Magnesi- 
um Aluminate Spinel. 
AD-781 608/S5GI 


74-23 113 PC$4.00/MF$2.25 


PC$4.75/MFS$2.25 


74-24 9A PCS$S.75/MF$2.25 


PCS5.25/MF$2.25 


Program. Volume 4. 


PC$3.75/MF$2.25 


74-18 1B Reprint 
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HEUER, A. H. 


Reprint: Precipitation Strengthening in Non- 

Stoichiometric Mg-Al Spinel. 

AD-781 606/9GI 74-18 LIB Reprint 
HEUER, D. E. 

Pneumomechanical Critical Speed Control for Gas Tur- 

bine Engine Shafts. 

AD-772 823/1GI 74-06 21E PC$4.75/MF$2.25 


HEUKELEKIAN, 
Rotating Biological Disk Wastewater Treatment 


Process. Pilot Plant Evaluation, 
PB-232 133/9GI 74-15 13B PC$7.50/MF$2.25 
HEUNEMANN, D 


Study of a Fission-Like Environment in Reactions with 

Very Heavy Ions. 

LBL-1966 74-02 20H PC$3.25/MF$2.25 
HEUSCH, B 

Study of the exp 12 C(H,p) exp 14 N Reaction 

Mechanism for Incident Energies of Between 3 and 11 


Mev. 

FRNC-TH-406 74-15 20H PC$9.25/MF$2.25 
HEUSENER, G. 

Analysis of Hypothetical Accidents for Sar-300. 

EURFNR-1126 74-13 181 PC$9.25/MF$2.25 

Analysis of Hypothetical Accidents for Sar-300. 

KFK-1834 74-08 181 PC$9.25/MF$2.25 
HEUSER, J. 

Finite Element Method for Thermal Analysis 

N74-10564/4GI 74-04 20M PCs? asarsz. 25 
HEUSER, R. E. 

Analyses of Flight Model Spacecraft Performance Dur- 

ing Thermal-V acuum Tests. 

N73-33851/9GI 74-02 22B PC$3.25/MF$2.25 


HEUSINKVELD, M. 
Controlled Blasting Calculational Studies. Progress Re- 


port. 
UCID-16551 74-25 19A PC$4.75/MF$2.25 
Technical Director's Summary Report. 
AD-779 $32/1GI 74-15 19D PC$5.25/MF$2.25 
HEUSSE, P. 


Measurement of Differential Cross Sections of Pion 
and Kaon Production on Aluminum and Beryllium Tar- 
gets at 24 Gev/C Mesures des Sections Efficaces Dif- 
ferentielles de Production des Mesons pi et K sur 
Cible d’ Aluminium et de Beryllium a 24 Gev/C. 

N74-17428/SGI 74-11 20H PC$3.25/MF$2.25 


HEWES, C. R. 


Tunable Filters Using Charge Transfer Devices. 
AD-782 818/9GI 74-20 9E PC$3.75/MF$2.25 


HEWES, C. ROBERT 
Reprint: Nuclear Spin Relaxation Study of the Elec- 
tronic Structure of Lead Telluride. 
AD-774 992/2G1 74-09 20L Reprint 
HEWES, D. E. . 
An Exploratory Simulation Study of a Head-Up Dis- 
play for General Aviation Lightplanes. 
N74-11837/3GI 74-06 1C PC$4.25/MF$2.25 
Exploratory Tests of a Simple AERO-Mechanical Ride 
Comfort System for Lightly Loaded Aircraft. 
N74-20657/4GI 74-15 1A PC$3.25/MF$2.25 
HEWES, JACK E. 


Development of a System for Exposing a Thermally 


Stressed Liquid Rocket Nozzle to Nuclear Radiation. 

AD-774 618/3GI 74-08 21H PC$3.75/MF$2.25 

Evaluation of the Minuteman III Toxic Vapor Detec- 

tor. 

AD-774 060/8GI 7408 7D PC$3.25/MF$2.25 
HEWES, MARIE T. 


on Research Methodologies for Studies of 
oar ‘ood, Man, and Environment, 
PB 143/4GI 74-26 2D PCS$4.25/MF$2.25 


HEWETT, JOHN E. 


Reprint: Events Which Are Almost Independent. 
AD-771 566/7GI > 74-04 12A_ Reprint 


HEWETT, MARLE DAVID 


$ Second-Order E, Method for Constrained 


‘rajectory Optim 
AD-780 945/2GI 74-17 16B PC$7.25/MF$2.25 
HEWETTE, D. M. ll 


Effects of Neutron Irradiation on Loose and Bonded 
Inert Particles Coated with Pyrolytic Carbon and Sil- 
icon Carbide 


ORNL-TM-4551 74-26 18) PC$S5.45/MF$2.25 
HEWITSON, VICTORIA 

European Scientific Notes. Volume 27, Number 9, 

AD-771 187/2G1 74-04 SB PC$3.75/MF$2.25 
European Scientific Notes. Volume 27, Number 11, 
AD-773 735/6G1 74-07 SB PC$3.75/MF$2.25 
European Scientific Notes. Volume 27, Number 12, 
AD-774 864/3GI 74-09 SB PC$3.7S/MFS$2.25 


PA-470 


European Scientific Notes. Volume 28, Number 1, 
AD-777 709/7GI 74-12 SB PC$3. tose 25 


European Scientific Notes. Volume 28, Numbe 
AD-779 270/8GI 74-15 SB PC$3. nS/MFS2: 25 


HEWITSON, VICTORIA 8S. 


European Scientific Notes. Volume 27, Number 8, 
AD-769 650/3GI 74-01 SB PC$3.75/MF$2.25 


European Scientific Notes. Volume 27, Number 10, 
AD-771 218/SGI 74-04 SB PC$3.75/MF$2.25 


European Scientific Notes. Volume 28, Number 2, 
AD-778 011/7GI 74-13. SB PC$3.75/MF$2.25 


European Scientific Notes, Volume 28, Number 3, 
AD-779 271/6GI 74-15 SB PC$3.75/MF$2.25 


European Scientific Notes. Volume 28, Number 5. 
AD-780 224/2GI 74-16 SB PC$3.75/MF$2.25 


European Scientific Notes. Volume 28, Number 7, 
AD-783 028/4GI 74-20 SB PC$3.75/MF$2.25 


European Scientific Notes. Volume 28, Number 8, 
AD-785 726/1GI 74-24 SB PC$3.75/MF$2.25 


European Scientific Notes. Volume 28, Number 9, 
AD-787 357/3GI 74-26 SB PC$3.75/MF$2.25 


HEWITT, CHARLES H. 
Development of Louvered Signs to Reduce Wind 
Load 


PB-226 884/SGI 74-06 13B PC$3.75/MF$2.25 
HEWITT, F.G. 
Wide Angle Laser Beam Stee 


ring. 
AD-786 848/2GI 74-25 20F PC$4.75/MF$2.25 
HEWITT, HOLLIS J. 


boy ar of UHF RF Transistors to High Power 


UHF S 
AD-780 $36/9GI 74-17 9A PC$4.25/MF$2.25 


HEWITT, JOHN P. 


Unrecorded Pollution and Dynamics of Biochemical 

Oxygen Demand. 

PB-231 306/2GI 74-12 13B PC$4.75/MF$2.25 
HEWITT, R. G. L. 

Reprint: Design Criteria for Finite-Difference Models 

for Eddy Diffusion with Winds that Gurantee Stability, 

Mass Conservation, and Nonnegative Masses. 

COM-73-50496-06-08/GI 

7401 4B (Order as COM-73-50496-06) 


HEXT, JAN 

An Expression Input Routine for LISP, 

AD-785 048/0GI 74-23 9B PC$3.25/MF$2.25 
HEY, A. J. G. 


Current Quarks, Constituent Quarks, and Symmetries 


of Resonance Decays. 
COO-1764-197 74-13 20H PC$4.00/MF$2.25 
HEYD, ROBERT L. 


VHF Tactical Channel Characterization. 
AD-786 663/SGI 74-25 17B PC$8.50/MF$2.25 


HEYDEMANN, P. L. M. 
Reprint: Bulk Modulus and Density of Polyethylene to 


30 Kbar. 
COM-74-50676/7GI 74-21 7D Not available NTIS 


HEYDEN, F. J. 
Solar Maps and Activities, August 1974. 
N74-33253/7GI 74-26 3B PC$3.25/MF$2.25 
HEYDER, E. 


Mineral and Electrolyte Responses Following Severe 
Decompression Stress, 
AD-769 517/4GI 74-01 6S PC$3.25/MF$2.25 


HEYDER, ELLY 
Biochemical Responses of Men to Simulated Air Dives 
of 100 Feet. 
AD-787 066/0GI 74-26 6S PC$3.25/MFS$2.25 


Excretion of Minerals and Nitrogen Metabolites Fol- 
lowing Exposure to Increased Air Pressure (2 or 7 


ATA). 

AD-780 093/1GI 74-16 6S PC$3.25/MF$2.25 
HEYDORN, K. 

Arsenic in Standard Reference Material 1571 (Orchard 


Leaves). 
RISO-M-1633 74-07 7D PC$3.00/MF$2.25 


Simultaneous Determination of Arsenic, Manganese, 
and ene in Human Serum by Neutron Activation 
A b 

R -271 74-11 7D PC$3.75/MF$2.25 


HEYDT, G. 


First Results Obtained During Program X 4 of the 
VLF Atmospherics Analyser Network. 
N74-11413/3GI 74-05 4A PC$4.75/MF$2.25 


Monthly Reviews of the VLF Atmospherics Activity 
Automatically Recorded During 1971 in Berlin-Waid- 
mannslust by Means of the —— 
Analyzer and an Additional Recording Set. 

N74-12329/0GI 74-06 4A PC$3.25/MF$2.25 


Results of Statistical Evaluations of Photographic 
Records of VLF Atmospherics Parameters Supple- 
mented by Monthly Averaged Values of Azimuthal De- 
pendent Atmospherics Rates. 

N74-11412/SGI 74-05 4A PC$3.75/MF$2.25 


Vif Atmospherics Observations During Large Area 
Cyclone Occurrence Beobachtungen von VLF-At- 
mospherics Beim Auftreten Grossracumiger Wirbel- 


stuerme. 

N74-32070/6GI 74-25 4B PC$3.25/MF$2.25 
HEYER, B. A. 

Machine Casting of Ferrous Alloys. 

AD-782 253/9GI 74-19 IF PC$4.25/MF$2.25 


HEYER, FERNANDO 


Development of Cost Estimating Relationships for 
FLEETSATCOM. Volume I. 
AD-775 628/1GI 74-10 17B PC$7.00/MF$2.25 


HEYERDAHL, EUGENE G. 


Fishery Resources of Lake for the Woods, Minnesota, 
COM-74-11564/3GI 74-24 6C PC$S5.75/MF$2.25 


HEYKE, H. J. 


Impulse Transfer in Multiwave Optical Waveguide 
Fibers Impulsuebertragung in Vielwelligen Lichtleit- 
fasern. 
N74-31153/1GI 
HEYL, P. 


Summary of Design and Analysis of the Snap-50/Spur 


74-24 20F PC$4.75/MF$2.25 


Reactor Coolant Pump. 

PWAC-467 74-13 18N PC$8.00/MF$2.25 
HEYLEN, P. R. 

Preliminary Technical and Economical Evaluation. 

BLG-478 74-06 18) PC$4.50/MF$2.25 
HEYLIGERS, J. 

Design for Maintainability. An Intricate Simplicity. 

N74-16736/2GI 74-11 1C PC$3.75/MF$2.25 
HEYM, A 


Double Discharge High Power Tea CO sub 2 Laser. 
LRP-60/73 74-02 2E PC$3.50/MF$2.25 


Laser Scattering Measurements on a Rotating Mag- 

netic Field Pinch. 

LRP-65-73 
HEYM, K. 


A Contribution to the Theory of Optimal Control 
System Structures, Properties and Syntheses in the 
Frequency Region Ein Beitrag Zur Theorie des Struk- 
turoptimalen Regelungssystems, Eigenschaften und 
Synthese im Frequenzbereich. 

N74-31037/6GI 74-24 12A PC$4.75/MF$2.25 


HEYMAN, IRWIN A. 


Cis-Dichlorodiamine Platinum (II) (NSC-119 875): No 
Decrease in Toxicity by Combined Treatment with 
Penicillamine in Rhesus Monkeys. 


74-07 201 PC$3.00/MF$2.25 


PB-225 206/2GI 7402 ‘T PC$3.75/MF$2.25 
HEYMAN, J. S. 
Ultrasonic Signal Enhancement by Resonator 
Techniques. 
N74-12381/1GI 74-06 2A PC$3.25/MFS$2.25 
HEYMANN, D. 


Studies of the Cross Sections of exp 3 H, exp 3 He, 
exp 4 He, and exp 14 C in the Bombardment of Car- 
bon and Oxygen with High-Energy Protons. 


ORO-3815-3 74-10 20H PC$14.00/MF$2.25 
HEYMONT, IRVING 

Deployment Readiness. Volume I. Main Report and 

ow E. 

AD-769 645/3GI 74-01 1SG PC$4.25/MF$2.25 

Deployment Readiness. Volume II. Appendixes A, B, 

C, and D. 

AD-769 646/1GI 7401 15G PC$7.00/MF$2.25 
HEYNEMAN, DONALD 


The Biological Control of Schistosomiasis: A Program 
to Develop Use of Trematode Interactions in the Snail 
Host in Conjunction with the Molluscicide Endod as a 
New Approach to the Control of Human Schistosomia- 
sis in Egypt and Ethiopia 
AD-774 720/7GI 
HEYRAUD, J. 

Fabrication in France of Plutonium and Enriched 
Uranium Fast Reactor Cores. 

AEC-tr-7484 74-13 18E PC$4.00/MF$2.25 


HEYSON, H. H. 


The Effect of Wind Tunnel Wall Interference on the 
Performance of a Fan-in-Wing VTOL Model. 
N74-18895/4GI 74-13 14B  PC$7.50/MF$2.25 


Theoretical and Experimental Investigation of the Per- 


74-08 6C PC$3.7S/MF$2.25 


formance of a Fan-in-Wing VTOL Configuration 
N74-11823/3GI 7406 1A PCS4. 25/MFS$2.25 
HEYWOOD, JOHN 


The Automobile and the Regulation of Its Impact on 
the Eavironment, 
PB-237 232/4GI 74-26 13B PC$19.25/MF$2.25 








r 








HIATT, W. R. 
Integrated Engine Instrument System 
AD-783 683/6GI 74-21 1C PC$7.S0/MF$2.25 


Integrated Engine Instrument System 

AD-783 684/4GI 74-21 1C PC$7.50/MF$2.25 
HIBBARD, R. R. 

Computer Simulation of Hard Rock Tunneling Pro- 


gram: Program Tape 
AD-780 357/0GI 74-16 13B Mag Tape $300.00 


An Evaluation of the Relative Fire Hazards of Jet a 

and Jet B for Commercial Flight. 

N74-10709/SGI 74-04 21D PC$3.75/MF$2.25 
HIBBEN, STUART 

Information Support from Foreign Scientific Litera- 


ture. 

AD-778 847/4GI 74-14 SB PC$3.25/MF$2.25 
HIBBEN, STUART G. 

Bibliography of Soviet Laser Developments, Number 


12, April-June 1973, 
AD-770 641/9GI 74-03 20E PC$5.75/MF$2.25 


Bibliography of Soviet Laser Developments. Number 
13, July-September 1973, 
AD-776 072/1GI 74-10 20E PC$6.25/MF$2.25 


Bibliography of Soviet Laser Developments. Number 
14, October-December 1973, 
AD-779 940/6GI 74-16 20E PC$S.25/MF$2.25 


Bibliography of Soviet Material on Internal Waves, 
January-March 1974, 
AD-782 018/6GI 74-19 8C PC$3.75/MF$2.25 


Bibliography of Soviet Material on Internal Waves - 
October-December 1973, 
AD-776 067/iGI 74-10 8C PC$3.25/MF$2.25 


Cumulative Author Index for Soviet coos Bibliogra- 
phies, Nos. 1-12, January 1969 - June 1 
AD-778 848/2GI 74-14 20E Pes. 75/MF$2.25 


Effects of High Power Lasers, Number 3. 
AD-785 401/1GI 74-23 20E PC$4.25/MF$2.25 


Recent Trends in Soviet Research--Translation. 
AD-782 288/S5GI 74-19 SB PC$3.75/MF$2.25 


Selected Material from Soviet Technical Literature, 


August 1973, 
74-03 SB PC$4.25/MF$2.25 


AD-770 640/1GI 
Selected Material from Soviet Technical Literature, 


December, 1973, 


AD-779 755/8GI 74-15 SB PC$7.00/MF$2.25 
Selected Material from Soviet Technical Literature, 
July, 1973, 

AD-774 460/0GI 74-08 SB PC$4.75/MF$2.25 


Selected Material 
November, 1973, 


from Soviet Technical Literature, 


AD-776 086/1GI 74-10 SB PC$S.75/MF$2.25 
Selected Material from Soviet Technical Literature, 
October 1973, 

AD-774 026/9GI 74-08 SB PC$S5.75/MF$2.25 


Selected Material 
September 1973, 
AD-770 642/7G1 


Soviet Climatology, 
AD-779 758/2GI 74-15 4B PC$4.25/MF$2.25 


Soviet Developments in Laser Fusion, 
AD-779 749/1GI 74-15 18A PC$6.25/MF$2.25 


Soviet Material on Internal Wave Effects. 
AD-779 931/SGI 74-16 8C PC$4.75/MF$2.25 


Soviet Material on Internal Wave Effects, No. 2, Oc- 
tober 1974. 
AD-787 005/8GI 74-25 8C PC$S.75/MF$2.25 


Soviet Satellite Geodesy. Basis and Status of Soviet 
Laser Geodesy and Long-Base Line Interferometry. 
AD-781 138/3GI 74-17 8E PC$8.50/MF$2.25 


Soviet Studies on Geomagnetic Pulsations, Number 2, 
December, 1973--Translation. 
AD-773 176/3GI 74-06 4A PCS$S.25/MF$2.25 


Soviet Studies on Geomagnetic Pulsations, Number 3, 
Oct 74. 
AD-787 600/6GI 74-26 4A PC$4.75/MF$2.25 


Soviet View of Laser Weapons. 
AD-779 932/3GI 74-16 
HIBBERT, A. 


Reprint: Oscillator Strengths of Transitions in the 
Beryllium Sequence. 
AD-787 807/7GI 


HIBBITT, H. D. 


Water Impact Analysis of Space Shuttle Solid Rocket 
Motor by the Finite Element Method. 
N74-32345/2GI 74-25 20K PC$4.75/MF$2.25 


HIBBITT, H. DAVID 


Thermal and Mechanical Analysis of Welded Struc- 
tures. 
AD-771 946/1GI 


from Soviet Technical Literature, 


74-03 SB PC$8.75/MF$2.25 


1SC  PC$3.25/MF$2.25 


74-26 7D Reprint 


74-05 13M PC$3.75/MF$2.25 





HIBBS, ALBERT R. 


Caltech Seminary Series on Energy Consumption in 

Private Transportation: Administrative Summary 

PB-235 349/8GI 74-23 21D = PC$3. 75/MFS2. 25 
HIBBS, NORMA 


An Introduction to the 
Model). 
AD-773 $93/9GI 


HIBLER, W. D. Ill 
Height Variation along Sea Ice Pressure Ridges and 
the Probability of Finding ‘Holes’ for Vehicle 


Crossings 
74-06 83 PC$3.25/MF$2.25 


NARM (Navy Resource 
74-07 1SE PC$3.25/MF$2.25 


AD-772 696/1GI 


Investigations Performed on the Arctic Ice Dynamics 
Joint Experiment March 1971. 
AD-775 381/7GI 74-09 8L PC$4.25/MF$2.25 


A Sea Ice Terrain Model and Its Application to Sur- 

face Vehicle Trafficability. 

AD-774 195/2GI 74-08 8L PC$3.75/MF$2.25 
HIBLER, WILLIAM D. Ill. 

A Sea Ice Terrain and Mobility Model, 

AD-785 631/3GI 74-24 8L PC$3.25/MF$2.25 
HIBPSHMAN, MARK H. 

Recovery of Secondary Copper and Zinc in the United 


States. 

PB-233 215/3GI 74-20 
HIBYAN, EDWARD 

Rotor Blade Capturing Assembly. 

PAT-APPL-328 158 74-09 1C PC$3.25/MF$2.25 
HICHO, G. E. 

Standard Reference Materials: A Standard Reference 

Material Containing Nominally Four Percent Austenite. 

COM-74-11356/4GI 74-20 I1F PC$3.25/MF$2.25 
HICKERSON, J. P. JR. 


Preliminary Fracture Toughness Survey of High 

Strength Steel Sheet. 

SLA-73-498 
HICKERT, J. 

Gas Chromatographic Trace Analysis in He from Gas- 

Cooled Reactors. A Literature Compilation. 

JuL-Bibl.-18 74-24 7D PC$5.00/MF$2.25 
HICKEY, B 

Columbia River Effects in the Northeast Pacific: 

Physical Oceanography. Report of Progress, Sep- 

tember 1971--January 1974. 

RLO-2225-T-25-12 74-24 83 PC$23.00/MF$2.25 
HICKEY, CHARLES F. JR. 

Mechanical Property Survey for Electroslag Remelt 

Processed Steels. 

AD-778 169/3GI 
HICKEY, GERALD C. 

The Effects of Herbicides in South Vietnam. Part B. 

Working Papers: Perceived Effects of Herbicides Used 

in the Highlands of South Vietnam. 

AD-779 027/2GI 74-18 6F PC$3.25/MF$2.25 
HICKEY, MARSHALL H. 

Process and Apparatus for Forming Tubes with Spiral 

Corrugations. 

PATENT-3 630 058 74-07 
HICKEY, PENNELL J. 

Counterinsurgency Operations in Malaya, 1948-1960: 

The Role of Regular Forces. 

AD-772 610/2GI 74-06 1SG PC$4.25/MF$2.25 
HICKEY, PETER R. 

Solar Geophysical Data Processing System 

AD-787 778/0GI 74-26 3B PCS}. 25/MF$2.25 
HICKMAN, G. D. 

A Feasibility Study for a Remote Laser Water Turbidi- 


ty Meter. 
N74-20082/5GI 74-14 20E PC$3.75/MF$2.25 


HICKMAN, GARY D. 


Effects of Quality and Quantity of Food on Golden 
Shiner, ‘Notemigonus crysoleucas’, Production. Part |. 
Effects of Quantity of Food and Stocking Densities on 
Growth, Production and Temperature Tolerance of 
Golden Shin ers (‘Notemigonus crysoleucas’). 

COM-74-11087/SGI 74-16 6C PC$4.25/MF$2.25 


HICKMAN, JACK K. 
Imaging Crowd Surveillance Syste 


11F PC-GPO/MF$2.25-NTIS 


74-17 11F PC$4.00/MF$2.25 


74-13, 11F PC$3.75/MF$2.25 


13K Not available NTIS 


AD-911 378/8GI 74-12 E PCS$5.25/MF$2.25 
HICKMAN, JERE L. 

Army Families. 

AD-785 490/4GI 74-23, SI PC$S.75/MF$2.25 
HICKMAN, K. 

Surface Properties of Water. 

PB-230 708/0GI 74-12. 7D PC$4.75/MF$2.25 


HICKMAN, KENNETH C. D. 


Distillation of Saline Water by Direct Contact Heat 
Exchange with Immiscible Liquid. 









HICKS, W. W. 


PATENT-3 821 089 
HICKMAN, R. G. 
Helium Doping of Niobium with Tritium. 


74-19 7A Not available NTIS 


UCRL-75252 74-17 18A PC$4.00/MF$2.25 
Helium Release from Various Metals. 
UCRL-75739 74-25 11F PC$4.00/MF$2.25 


Thermochemical Hydrogen Production Research at 
Lawrence Livermore Laboratory. 


UCRL-75095 74-16 10A PC$4.00/MFS$2.25 
Tritium in Nuclear Fusion Power. 
UCRL-75546 74-18 18A PC$4.00/MF$2.25 


Tritium in the Fusion Sate Research Facility. 
UCRL-75354 74-22 A PC$4.50/MF$2.25 


HICKMAN, W. W. 


Itsa: Above Ground Retrievable Storage Method for 
Low-Level Transuranic Wastes. 
CONF-740434-5 74-23 18G PC$4.50/MF$2.25 


Plan for Retrieval of Solid Low-Level Radioactive Plu- 
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Stereoscopic Mapping of the Seafloor by a Towed 
Two-Fish Side-Scan Sonar System. 
AD-781 639/0GI 74-18 83 PC$3.75/MF$2.25 


HITCHINGS, F. A. 


Candu Reactor System: A Bibliography. 
CE-BNL-BIB-S 74-20 18E PC$4.00/MF$2.25 


HITCHMAN, M. J. 


Automatic Real-Time Pair-Feeding System for 
Animals. 
PATENT-3 782 334 74-10 14B Not available NTIS 


HITE, ROBERT J. 
Process for Extracting Aluminum Values from Oil 
Shale 


PATENT-3 481 695 74-10 11F Not available NTIS 
HITESHUE, RAYMOND W. 


Binder and Surface Coating Made from Coal and 
Asphalt. 
PATENT-3 264 957 74-11 13C Not available NTIS 


Hydrogasification of Carbonaceous Material. 
PATENT-3 556 978 74-08 21D Not available NTIS 


Process for Improving the Heating Values of Fuel 


Gases. 
PATENT-3 429 679 74-07 7B Not available NTIS 


Road Binder and Surface Coating from Coal. 
PATENT-3 341 344 74-08 13B Not available NTIS 


HITZFELDER, S. J. 


Phase Matrix Induced Symmetrics for Multiple Scat- 
tering Using the Matrix Operator Method 
N74-18337/7GI 74-12 20H PCS$3.25/MF$2.25 


HIVERT, ANDRE 


Diffusion-Brazing of Titanium Alloys--Translation. 
AD-772 034/SGI 74-05 13H PC$3.25/MF$2.25 


HIVERT, V. 
Self Interstitial Relaxation in Heavily Irradiated BCC, 


Hcp, and FCC Metals. F 
CEA-CONF-2490 74-14 20L = PC$3.00/MF$2.25 
HIX, PRESTON D. 


Command and Control Systems’ Evolution and 
Management in DOD. 
AD-785 488/8GI 74-23 17B PC$S.25/MF$2.25 


HIXON, C. W. 
Skylab Extravehicular Mobility Unit Thermal Simula- 


tor. 
N74-31743/9GI 74-25 22A_ PC$S.25/MF$2.25 
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HIZA, M. J. 


Reprint: Liquid- Vapour Equilibria Research on 
Systems of Interest in Cryogenics - A Survey 
COM-73-S0937/4GI_ 74-02 7D Not available NTIS 


Reprint: Measurements of Liquefied Natural Gas in 

Commerce. 

COM-74-$0414/3GI 74-13 21D Not available NTIS. 
HJARDE, W 


Comparison of the Biological Effects in Rats of Radia- 
tion Sterilized and Autoclave Sterilized Food. 


RISO-260 74-16 6H PC$3.00/MF$2.25 
HJELMFELT, ALLEN T. JR. 


Optimization of Operation of a System of Flood Con- 

trol Reservoirs. 

PB-228 606/0GI 74-09 13B PC$S5.75/MF$2.25 
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Factors Which Control the Distribution of Ferroman- 
ganese Nodules and Proposed Research Vessel'’s Track 
North Pacific. Phase Il. Ferromanganese Program 
NSF/IDOE. 

PB-229 182/1GI 74-09 81 PC$4.25/MF$2.25 


HORN, DAVID R. 
Distribution of Ferromanganese Deposits in the World 


Ocean, 
PB-225 985/1GI 74-05 83 (Order as PB-225 983) 


Ferromanganese Deposits on the Ocean Floor. Papers 
from a Conference Held at Arden House, Harriman, 
New York, on January 20, 21, 22, 1972, 

PB-225 983/6GI 74-05 83] PC$8.75/MF$2.25 


Reprint: Physical Properties of Sedimentary Provinces, 

North Pacific and North Atlantic Oceans. 

AD-782 987/2GI1 74-20 8G Reprint 
HORN, F. 


Find: Atlantic Generating Station, Units 1 and 2. Items 
1--23 


FIND-STN-50477 74-25 18E PC$5.45/MF$2.25 
HORN, F. H. 

Find: Bellefonte Nuclear Plant, Units | and 2. Items 1- 

-24. 

FIND-50438 74-14 181 PC$4.00/MF$2.25 


Find: Edwin I. Hatch Nuclear Plant, Unit 1. Items !- 
93. 
FIND-50321 74-10 181 PC$4.00/MF$2.25 


Find: Greenwood Energy Center, Units 2 and 3. Items 
1-33 


FIND-$0452 74-21 18E PC$4.00/MFS2.25 
Find: Hope Creek Generating Station, Units | and 2. 
FIND-50354 74-11 181 PC$4.00/MF$2.25 


Find: Millstone Nuclear Power Station, Unit |. Items 
1-367 and Item 52. 
FIND-50245-Ri 74-22 18E PC$4.00/MF$2.25 


Find: Millstone Nuclear Power Station, Unit 2. 
FIND-50336 7412 18E PCS$4: oot 25 


Find: North Anna Power Station, Units | and 
FIND-50338 74-21 18E PCS$4: oeiMaFS2. 25 


Find: Salem Nuclear Generating Station, Units | and 
2. Items 1-96. 
FIND-S0272 74-20 18E PC$4.00/MF$2.25 


Find: Standard Safety Analysis Report (Gessar). Items 


1-26. 
FIND-STN-50447 74-25 18E PC$S.45/MF$2.25 


Find: Summit Power Station, Units | and 2. 
FIND-50450-R1 74-26 18E PC$4.00/MFS$2.25 


Find: Summit Power Station, Units | and 2. Items 1- 


34. 
FIND-50450 74-13 18E PC$4.00/MF$2.25 
HORN, G. R. 


High Temperature Irradiations of Cermet Fuel Plates. 
Summary Report, Proposal C-1272 


HW-80538 74-17 18) PCS4.75/MFS$2.25 
HORN, L. BH. 
Studies of Large Scale Atmospheric Energetics. 


COM-74-10275/7GI 


HORN, M. KATHY 
Experimental Study of Flow Field Produced When an 
Underexpanded Jet Exhausts into a Constrictive, 
Stepped Launch Tube, 
AD-780 951/0GI 74-17 19G PC$S.25/MF$2.25 
HORN, P.M 


Reprint: Critical Magnetic Susceptibility in the 
Presence of Long-Range Forces. 

AD-777 232/0GI 74-12 20L Reprint 
HORN, R. M. 


para g Rae pyticons ong Moe Ae Cy. - le 
Growth Rates of a Secondary H 

LBL-2292 74-15 IF $7  SonMFs2 2s 
Untempered Ultra High Strength Steels of High Frac- 
ture Toughness. 


74-06 4B PC$4.75/MFS$2.25 


PA-491 





HORN, R. M. 


AD-780 017/0G1 74-16 I1F PC$4.75/MF$2.25 


HORN, R. T. 


Laser Removal of Dielectric from Flat Cables. 
BDX-613-820(Rev.) 74-20 9A PC$4.00/MF$2.25 


Removal of Insulation from Multiconductor Wire Tape 


Using a Carbon Dioxide Laser. 
BDX-613-887(Rev.) 74-17 9A PC$4.50/MF$2.25 
HORN, ROGER A. 


Comparison of Estimators of Heteroscedastic Vari- 
ances in Linear Models. 
AD-769 398/9GI 7401 12A MF$2.25 


HORN, SUSAN D. 


Comparison of Estimators of Heteroscedastic Vari- 
ances in Linear Models. 
AD-769 398/9GI 74-01 12A MFS$2.25 


HORN, W. 


Fracture Energy and Strength of Polymer Impregnated 
Cement. 
BNL-18661 74-14 13C PC$3.00/MF$2.25 


HORN, W. A. 
Reprint: Minimizing Average Flow Time with Parallel 


Machines. 
COM-74-50668/4GI_ 74-22 12B Not available NTIS 


Reprint: Single-Machine Job Sequencing with Treelike 
Precedence Ordering and Linear Delay Penalties. 
COM-74-50688/2GI 74-22 12B Not available NTIS 


Reprint: Some Simple Scheduling Algorithms. 

AD-777 350/0GI 74-12 12B_ Reprint 
HORN, WILLIAM A. 

Reprint: Some Simple Scheduling Algorithms. 

COM-74-S065S/IGI 74-22 12B Not available NTIS 
HORNBACK, JAMES LEROY 


Parameter Estimation for a Two-State Semi-Markov 

Model of a Univariate Point Process. 

AD-776 537/3GI 74-11 12B PC$3.75/MF$2.25 
HORNBECK, sr wmectse wM. 


Advanced ‘om puter-Based po a ee 
CAMELOT: Protintaney Report on a CAI Syste: 
AD-774 929/4GI 74-09 SI PCS$3 "25M 82. 25 


HORNBECK, R. W 


Numerical Marching Techniques for Fluid Flows with 

Heat Transfer. 

N74-12992/5GI 
HORNBURG, C. D. 


Commercial Desalting Plant Data and Analysis. 
Volume I. Summary and Comparisons. 
PB-226 809/2GI 7406 7A PC$5.75/MF$2.25 


Commercial Desalting Plant Data and Analysis. 
Volume II. 1.0 MGD Desalting Plant. St. Croix, Virgin 
PB-226 810/0G1 74-06 7A PC$8.S0/MF$2.25 
Commercial Desalting Plant Data and Analysis. 
Volume III. 1.0 MGD MSF Plant, St. Thomas, Virgin 
PB-226 811/8GI 74-06 7A PC$7.00/MF$2.25 
Commercial Desalting Plant Data and Analysis: 
Volume IV. 2.5 MGD Plant, St. Thomas, U.S. Virgin 
Islands, 

PB-226 812/6G1 7406 7A PC$6.25/MF$2.25 


Commercial Desalting Plant Data and Analysis. 
Volume VI. 2.4. MGD Desalting Plant, Nassau, 
PB-226 814/2GI 74-06 7A PC$7.00/MF$2.25 


HORNE, O. J. 


Effect of Crosslinking Additives on the Properties of 
Carbons Derived from Selected Precursors. 
Y¥-1933 74-24 11B PC$4.00/MF$2.25 


Properties of Carbons Derived from Acenaphthylene 
and Cinnamlideneindene 


74-07 20D PC$9.50/MF$2.25 


Y-1880 74-10 11B PC$4.00/MF$2.25 
mame and Thermal Stability of Coal-Tar 
Y-1922 74-12 11G PC$4.00/MF$2.25 


HORNE, O. J. JR. 
Characterization and Reproducibility of Petroleum 
Y-1921 74-14 7C PC$4.00/MF$2.25 
HORNE, OTTIS J. JR. 
Method for Increasing the Carbon Yield of Indene- 
Precursors. 


Derived Carbon \ 
PATENT-3 792 155 74-24 7A Not available NTIS 
HORNE, WILLIAM E. 


Real-Time Space and Nuclear Effects on Solar Cells 


(Accelerated Evaluation Methods). 
AD-774 $92/0GI 74-08 10B PC$S.25/MF$2.25 
HORNER, BARBARA 


The MODIA Decision Process for Developing Strate- 
gies of Air Force Instruction, 
AD-772 819/9GI 74-06 SI Not available NTIS 


PA-492 


HORNER, H. 


Elastic Interaction and Phase Transition in Coherent 
Metal--Hydrogen Systems. 
JUL-1039-FF 74-17 20L PC$8.50/MF$2.25 


Model Calculation for the alpha -- Alpha ‘Phase 

Transition in Metal--Hydrogen Systems. 

JUL-1045-FF 74-24 IF PC$S.75/MF$2.25 
HORNER, J. L. 


Photographic Film Restoration System. 
PAT-APPL-440 918 74-26 14E PC$3.25/MF$2.25 


HORNER, J. M. 
Mathematical Research on Spline Functions. 
N73-33516/8GI 74-02 12A PC$4.25/MF$2.25 
HORNER, M. H. 


Post-Operational Examinations of Two Carbide-Fueled 
in-Pile Converters. 
GA-11004 74-09 18N PC$5.50/MF$2.25 


HORNER, RITA A. 


Biology and Ecology of Plankton and Ice Organisms in 
Coastal Waters Near Barrow, Alaska. 

AD-770 155/0GI 74-02 8A PC$4.75/MF$2.25 

HORNICK, RICHARD B. 

(1) Pathogenesis, Detection, Prevention and Treatment 
of Infectious Diseases of Military Importance. (2) 
Human Leukoxyte Migration Inhibition: An Assay for 
Endotoxemia. (3) Mechanisms of Endotoxin Tolerance. 
IX. Effect of Early Exchange Transfusion on Endotox- 


in Lethality 

AD-777 539/8GI 74-12 6E PC$3.75/MF$2.25 
HORNIG, A. W. 

Estimation of Polychlorinated Biphenyls in the 
Presence of DDT-Type Compounds. 
7C PC$4.75/MF$2.25 


PB-233 599/0GI 74-19 
HORNING, R. R. 

Infrared Telemetry System. 

UCID-15436 74-25 9F PC$4.00/MF$2.25 
HORNSBY, J. B. 


Application of Instrumental Methods to the Determina- 
tion of Nuclear Fuel Materials for Safeguards. 
COS-15 74-11 183 PC$3.50/MF$2.25 


HORNSETH, JOHN P. 


An Evaluation of the Honeywell 7A Helmet-Mounted 
Display in Comparison with a Panel Display: Target 
Detection Performance 


AD-775 993/9GI "74-10 SH PC$3.25/MF$2.25 
HORNSTRA, F. 

Extraction for the Main Ring at Nal. 

CONF-740522-14 74-21 20G PC$4.00/MF$2.25 
HORNUNG, A 


Mechanical Excitation of Superconducting Helix 
aon by External Sources with Slowly Changing 
KFR-EXT.3-74-3 74-21 20G PC$4.25/MF$2.25 


Mechanical Excitation of Superconducting Helix 
) eniey c by External Sources with Slowly Varying 

ANL-Trans-955 74-22 20G PC$4.50/MF$2.25 
HORNYIK, K. 


Accumulation and Release of Tritium in Pressurized 
Water Reactors. 
PB-226 323/4GI 74-05 18G PC$6.25/MF$2.25 


HOROVITZ, MICHAEL L. 


Reprint: A Time-of-Flight Detection § as for Near 
Threshold Photoelectron Spectroscop’ 
AD-786 132/1GI 7434 14B Reprint 


HOROWITZ, ALAN 


The Application of Repro-Modeling to the Analysis of 
a Photochemical Air Pollution Model. 
PB-231 667/7GI 74-14 13B PC$5.25/MF$2.25 


HOROWITZ, B. M. 
A Description of the Intermittent Positive Control 


Concept, 

AD-776 111/7GI 74-10 1B PC$4.25/MF$2.25 
HOROWITZ, DEANE 

Laser Damage in Materials. 

AD-776 337/8GI 74-11 20E PC$3.25/MF$2.25 

Optical Materials Characterization. 

AD-782 S64/9GI 74-19 20E PC$3.25/MF$2.25 
HOROWITZ, E. 

The SAC-1 Modular Arithmetic System. 

PB-231 861/6GI 74-13 9B PC$4.25/MF$2.25 
HOROWITZ, ELLIS 

The Minimum Root Separation of a Polynomial, 

AD-785 074/6G1 74-23 12A = PC$3.25/MF$2.25 


HOROWITZ, J. M. 
Correlation of Hippocampal theta Rhythm with 
Changes in Cutaneous Temperature 
N74-30461/9GI 74-24 6P PC$3.25/MF$2.25 


Correlation of the Hippocampal theta Rhythm to 
Changes in Hypothalamic Temperature. 
N74-30462/7GI 74-24 6P PC$3.75/MF$2.25 


HOROWITZ, JEROME 


Evaluation of Water Quality Standards in California, 
Maryland, Ohio, and Oregon: Case Studies, 1965-1972. 
PB-234 979/3GI 74-22 13B =PC$5.25/MF$2.25 


HOROWITZ, MORRIS A. 
Improving the Utilization of Health Manpower. 
PB-236 324/0GI 74-25 SI PCS. 25/MF$2.25 
The Role of Related Instruction in Apprenticeship 


Training (A Pilot Study). 
PB-229 261/3GI 74-10 SI PC$S.75/MF$2.25 


HOROWITZ, & 


Supplement No. | to the January 1974 Report on Ac- 
tive and Planned Spacecraft and Experiments. 
N74-30277/9GI 74-24 22A PC$6.25/MF$2.25 


HOROWITZ, RAYMOND H. 


Method of Making Reverse Osmosis Membranes for 
Desalination of Water. 
PATENT-3 662 046 74-04 7A_ Not available NTIS 


Reverse-Osmosis Membranes. 
PATENT-3 671 516 74-04 7A Not available NTIS 


HOROWITZ, ROBERT L. 
Develop Techniques for the Production of Radially- 


Oriented Cobalt-Rare-Earth Magnets. 
AD-774 050/9GI 74-08 9A PC$4.25/MF$2.25 


HOROWITZ, STANLEY 


Reprint: Partial Unemployment Insurance Benefits and 
the Extent of Partial Unemployment. 
AD-784 010/1GI 74-22 SI Reprint 


HORPACSY, G. 


Histamine Formation and Histamine Liberation in 
Traumatic Shock and Shock Resistance--Translation. 
AD-786 973/8GI 74-25 6P PC$3.25/MF$2.25 


HORRALL, ROSS M. 
Olfactory Electroencephalographic Responses of Hom- 
ing Coho Salmon, ‘COncorhynchus kisutch’, to Water 
Conditoned by Conspecifics, 
COM-74-11093/3GI 74-16 6C Reprint 


Reprint: Olfactory Electroencephalographic Responses 
of Homing Coho Salmon, ‘Oncorhynchus kisutch’ to 
Water Conditioned by Conspecifics. 
COM-73-50437-03-19/GI 

74-04 6C (Order as COM-73-50437-03) 


HORRELL, D. R. 


Heat of Formation of Plutonium Hydride. 
RFP-2170 74-21 7D PC$4.00/MF$2.25 


Radiation Effects on Ion Exchange Resins. I. Gamma 

Irradiation of Dowex SOW. 

RFP-2140 74-20 7E PC$4.00/MF$2.25 
HORRIGAN, F. A. 


Mode Control Technology for High Performance Solid 
State Lasers. 


AD-771 960/2GI 74-05 20E PC$5.75/MF$2.25 
HORROCKS, M 

Space Object Laser Analysis (SOLA). 

AD-779 854/9GI 74-16 17H PC$3.25/MF$2.25 


HORSCHLER, MARTIN H. 
Optical Polishing Study. 
AD-769 584/4GI 74-01 20F PC$3.75/MF$2.25 


HORSMAN, A 
Bibliography on Bone Morphometry and Densitometry 
in Man. 
AE-48%(Vol.3) 74-26 6P PC$8.75/MF$2.25 
HORSTMAN, C. C. 


Experimental Studies of Hypersonic Boundary-Layer 
Transition and Effects of Wind Tunnel Disturbances. 


N74-17970/6GI 74-12 20D = PCS$3.75/MFS$2.25 
HORSTOCK, N. 

Wrist$: A Computer Program for Producing and Up- 

dating Wiring-Lists. 

N74-10185/8GI 74-04 9B PC$3.75/MF$2.25 
HORTENBACH, J. 


Further Measurements on Satellite-Link Fading at Low 
Altitudes Above Irregular Terrain. 


N74-17893/0GI 74-12 17B PC$3.25/MF$2.25 

Setellite-Link Fading at Low Altitudes Above Irregular 
errain. 

N74-15841/1GI 74-10 17B PC$3.75/MF$2.25 


HORTON, A. WESLEY 
Investigation of the Cellular Mechanisms of Chemical 


Carcinogenesis. 
PB-225 631/1GI 74-04 6E PC$4.75/MF$2.25 


HORTON, CLAUDE W. SR. 


The Penetration of Highly Directional Acoustic Beams 
into a Sedimentary Bottom. Part I. 
AD-785 867/3GI 74-24 83 PC$4.25/MF$2.25 
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HORTON, H. M. 
A Study of Power Conditioning and Power Distribution 


and Components. 
N73-31989/9GI 7402 10B PC$S.75/MF$2.25 


HORTON, J. H. 
Health Physics Regional Monitoring Semiannual Re- 
port, January--June 1956. 
DPSP-57-25-4(Del.) 74-21 8H PC$S5.00/MF$2.25 


— Physics Regional Monitoring Semiannual Re- 
rt, January--June 1957. 
BrsP- $7-25-43(Del.) 74-21 8H PC$S5.25/MF$2.25 


Health Physics Regional Monitoring Semiannual Re- 
port, January--June 1958. 
DPSP-58-25-38 DEL 74-21 8H PC$S.25/MF$2.25 


Health Physics Regional Monitoring Semiannual Re- 
port, July--December 1955. 
DPSP-56-25-54(Del.) 74-21 8H PC$S.25/MF$2.25 


Health Physics Regional Monitoring Semiannual Re- 
port, July--December 1958. 


DPSPU-59-11-23 74-21 8H PC$S5.50/MF$2.25 
Radioactivity in R-Area Seepage Basin System. 
DPSPU-S9-11-16 74-11 18G PCS3 00/MF$2.25 


Regional Monitoring Group, Health Physics Section 
Semiannual Progress Report, January--June 1955. 
DPSP-S6-25- 13(Del) 74-21 8H PC$5S.25/MF$2.25 


Regional Monitoring Group, Health Physics Section 

Semiannual Progress Report, July--December 1954. 

DPSP-S5-25-34(Del.) 74-21 8H PC$4.75/MF$2.25 
HORTON, MICHAEL G. 


Vocational Rehabilitation for Disabled Public 
—* Clients: A Follow Up Study of Four Pro- 


PB- 236 560/9GI 74-25 SK PC$S.25/MF$2.25 


HORTON, MICHAEL L. 


Reprint: The Determination of a Inotropic Effect of 
Exposure of Dogs to Bromotrifluoromethane and 
Bromochlorodifluoromethane. 
AD-778 051/3GI 


HORTON, N. R. 


Behavior of lodine in Reactor Water During Plant 
Shutdown and Startup. 
NEDO-10585 74-08 181 PC$S5.25/MF$2.25 


HORTON, P. H. 


Clem Cold Wall Emissivity Tests. Final Report (30, 60, 
100 Day 700 exp 0 F Sodium Soak). 
TID-26474 74-07 183 PC$6.50/MF$2.25 


Zirconium Hydride Reactor Control Reflector 
Systems: Summary Report. 
AI-AEC-13078 74-07 18N PC$7.60/MF$2.25 


Zirconium Hydride Reactor Control System Bearing 


74-13. 6T Reprint 


Development: Summary Report. 
AI-AEC-13079 74-04 18N PC$S.45/MF$2.25 
HORTON, P. W. 


Measurement of Red Cell Lifespan by Application of 


the Occupancy Principle. 
CONF-740708-18 74-24 6E PC$4.00/MF$2.25 


HORTON, R. N. 
Staban: An Interactive Graphic Computerized Stability 


Analysis Program. 
SLA-73-1018 74-14 9B PC$4.75/MF$2.25 


HORTON, RALPH G. JR. 
Citizens Speak. A Survey of Citizen Attitudes in Bal- 
timore. 
PB-234 848/0GI 74-22 13B PC$7.50/MF$2.25 
HORTON, ROBERT A. 


The Financial Impact of State Assumption id Selec‘.4 
Metropolitan Nashville Expenditure Program 
PB-229 711/7GI 74-10 SA PCSS.7 "75/MPS2. 25 


HORTON, T. E. 
Shock-Tube Thermochemistry Tables for High-Tem- 
perature Gases. Volume 5: Carbon Dioxide 
N74-10864/8GI 74.04 7D PC$4.25/MF$2.25 

HORTON, T. R. 

The Production of Liquid Hydrogen at the Rocket 
Propulsion Establishment. 

AD-769 373/2GI 7401 7A PC$4.25/MF$2.25 
The Reduction of Heat Flux into Cryogenic Storage 
Vessels by Use of Vapour-Cooled Support Tubes. 
AD-772 474/3G1 7406 13D PC$4.25/MF$2.25 

HORTON, W. 

Current Filamentation in Parallel Field Turbulent 
Plasmas. 
IPP-6/124 


HORTON, W. H. 
Research on the Elastic Stability of Large Shells. 
N74-33360/0GI 74-26 20K PC$3.25/MF$2.25 
HORTON, W. S. 
Reprint: A Relationship between the Magnetic Suscep- 
tibilities of Pyrolytic and Single Crystal Graphites. 
COM-74-50391/3GI_ 74-13 20L Not available NTIS. 


74-24 201 PC$4.25/MF$2.25 





Reprint: The Anisotropy of Pyrolytic Graphite. 
COM-74-50322/8GI 74-12 20L Not available NTIS. 


HORTON, WILLIAM R. 


Attack Helicopter High-Altitude Evaluation. 

Blackhawk S-67 Helicopter. 

AD-771 051/0GI 74-04 1C PC$3.75/MF$2.25 
HORVATH, D. 


Simultaneous Parameter ny oa in the Ill-Condi- 
tioned Least-Squares Fitting Pro! 
KFKI.-73-53 74-12 . PCs. 00/MF$2.25 


HORVATH, F. 
Fortran Subroutine Pat. Decoding and Conversion of 
Paper Tapes in Any Code. 
SGAE-2227 74-17 9B PC$4.00/MF$2.25 
HORVATH, GEORGE J. 


The Influence of Big Cypress Land Development on 
the — of Heavy Metals in Everglades Estua- 
ries. Appendix 

PB-231 Beal 74-13 13B PC$6.25/MF$2.25 


HORVATH, J. J. 


Measurements of the Structure and Circulation of the 
Stratosphere and Mesosphere, 1971-2. 
N74-14320/7GI 74-08 4A PC$4.75/MF$2.25 


HORVATH, ROBERT 


In-situ Detection of Oil Slicks ot Differential 
Evaporation: Phase I Feasibility Stud 
AD-779 615/4GI 74-15 14B Pcs. 25/MF$2.25 


HORWITZ, ABRAHAM 
Investigation of a Dengue Fever Epidemic in Colom- 


bia. 
AD-780 960/1GI 
HORWITZ, DEANE 


Reprint: Mechanisms for Self-Focusing in Optical 
Glasses. 
COM-74-S0199/0GI 74-11 20E Not available NTIS 


74-17 6E PC$3.25/MF$2.25 


HORWITZ, GILBERT 
Deepwater Pilot Plant Treatability Study. 
PB-234 441/4GI 74-20 13B PC-GPO/MF$2.25 


HORWITZ, H. M. 
Improvements in Estimating Proportions of Objects 


from Multispectral Data. 
N74-22049/2GI 74-17 8G PC$4.75/MF$2.25 


Investigations in Adaptive Processing of Multispectral 

Data. 

N74-20624/4GI 74-14 9B PC$3.75/MF$2.25 

Optical Modeling of Agricultural Fields and Rough- 

Textured Rock and Mineral Surfaces. 

N74-22046/8GI 74-17 2C PC$3.75/MF$2.25 
HORWITZ, L. 8. 

Coherent Optical Adaptive Techniques (COAT). 


AD-776 814/6GI 74-11 17H PC$4.75/MF$2.25 
Coherent Optical Adaptive Techniques (COAT). 
AD-779 668/3GI 74-15 17H PC$4.75/MF$2.25 
Coherent Optical Adaptive Techniques (COAT). 
AD-783 281/9GI 74-20 17H PC$4.25/MF$2.25 
HORWITZ, N. 
Electro-Primakoff Effect. 
COO-1112-191 74-10 20H PC$4.25/MF$2.25 


HORWOOD, R. A. L. 
Examination of Alloy Specimens Irradiated in Fuel 
Element Assemblies of the Dragon Reactor. 
RD/B/N-2920 74-25 11F PC$4.50/MF$2.25 
HORWOOD, W.A. 
Simple Method for Charpy Impact Testing Below 6 
exp 0 K. 
LBL-1483 74-02 11F PC$3.00/MF$2.25 
HOSAKI, Y. 
Radiation-Induced Polymerization of Ethylene in a 
Bench-Scale Tank Reactor. 
JAERI-M-S525 74-25 7E PC$3.75/MF$2.25 
HOSBONS, R. R. 
Cragro: A Fortran IV Programme for Fracture 
Mechanics Analysis. 
AECL-4519 
HOSCH, DOROTHEA 
Use of the Contract Approach in Public Social Ser- 


vices, 
PB-235 577/4GI 74-25 SK PC$4.75/MF$2.25 
HOSEA, J.C. 


Radial Profile of Plasma Resistivity Determined from 
AC Impedance Measurements in the St Tokamak. 
MATT-969 74-11 201 PC$3.00/MF$2.25 


HOSEK, J. J. 
Feasibility Study of an Integrated Program for 


Aerospace-Vehicle Design (Ipad) System. Volume 3: 
Engineering Creative/Evaluation Processes (Phase 1, 


Task 2). 
N74-28510/7GI 74-22 22B PC$7.00/MF$2.25 


74-02 20K PC$3.50/MF$2.25 












Feasibility Study of an Integrated Program for Aer- 
sopace-Vehicle Design (Ipad) System. Volume 2: 
Characterization of the Ipad System (Phase 1, Task 1). 
N74-28509/9GI 74-22 22B = PC$S5.75/MF$2.25 


HOSEK, JAMES R. 
Human Investment Decisions, Labor Market Choice, 


and Unemployment, 
AD-786 640/3GI 74-25 SI PC$3.75/MF$2.25 
HOSEMANN, J. P. 


Activity Inventory in the Post-Accident Atmosphere of 
a Light Water Reactor (Lwr) Containment. Survey and 
State of Knowledge. 

KFK-1800 74-02 181 PC$7.25/MF$2.25 
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HOWARD, CARLETON J. 


Reprint: HO2 Detected by Laser Magnetic Resonance. 
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Environmental Management and Public Policy: An 
Analysis of the Environmental Impact Statement 
Process with Emphasis on Procedures of the Environ- 
mental Protection Agency and Federal Agency Activi- 
ties in the Southeastern United States. 

PB-233 945/SGI 74-19 SA PC$12.25/MF$2.25 


HUDSON, HEATHER 


Health Care and Satellite Radio Communication in Vil- 
lage Alaska. Final Report of the ATS-1 Biomedical 
Satellite Experiment Evaluation. 

PB-235 601/2GI 74-24 6E PC$11.25/MF$2.25 


HUDSON, J. F. 


A Methodology for Assessing Environmental Impact 
of Water Resources Development. 


PB-226 545/2GI 74-06 13B PC$6.25/MF$2.25 
HUDSON, J. L. 

Adsorption of Odorous Pollutants by Active Man- 

ganese Dioxide. 

PB-234 458/8GI 74-22. 7A PC$3.75/MF$2.25 


HUDSON, JEROME A. 


Reprint: Programming and Control Languages for Au- 
tomated Laboratory Experimentation. 
COM-74-SO711/2GI_ 74-21 9B Not available NTIS 


Use of Computer Networks in Support of Interactive 
Graphics for Computer-Aided Design and Engineering. 
COM-74-10470/4GI 74-09 9B PC$3.75/MFS$2.25 


HUDSON, JOHN B. 


Studies of Surface Reactions Using Electron-Absor- 

bate Interaction Techniques - Oxygen Adsorption on 

Fe(110). 

AD-781 730/7GI 74-18 7D PC$4.25/MF$2.25 
HUDSON, MICHAEL 


Energy and Security: Implications for American Pol- 


icy. 
AD-785 084/5GI 74-23 1SC PC$S5.75/MF$2.25 


Policy Analysis for Coal Development at a Wartime 
Urgency Level to Meet the Goals of Project Indepen- 


dence. 

PB-234 037/0GI 74-19 10A PC$4.75/MFS$2.25 
HUDSON, P. 

Study of Transient Radiation — ~ a Monolithic 


Integrated Operational Amplifier Circ 
AD-776 913/6GI 74-11 9A ‘PCS3, 75/MFS$2.25 


HUDSON, R. P. 
NBS Cryogenic Thermometry and the Proposed 
Cryogenic Extension of the IPTS. 


COM-74-50532/2GI 
74-16 14B PC-GPO/MF$2.25-NTIS 
HUDSON, R. Y. 
Concrete Armor Units for Protection against Wave At- 
tack; Report of Ad Hoc Committee on Artificial 
Armor Units for Coastal Structures. 
AD-774 800/7GI 7409 13B PC$4.75/MF$2.25 


Design of Quarry-Stone Cover Layers for Rubble- 

Mound Breakwaters. 

AD-780 896/7GI 74-17 13B PC$4.25/MF$2.25 
HUDSON, RONALD 

Probabilistic Design Concepts Applied to Flexible 

Pavement System Design. 

PB-230 449/1GI 74-11 13B  PC$7.25/MF$2.25 


PA-501 





HUDSON, THOMAS 
Reprint: Role of Cyclic Adenosine 3',5'- 
—s te in Lymphocyte Mitogenesis. 
AD-782 505/2GI 74-19 6P Reprint 
HUDSON, THOMAS H. 
Reprint: Release of Prostaglandin by Mitogen- and An- 
yet Leukocytes in Culture. 
AD-784 $29/0GI 74-22 6P Reprint 


HUDSON, W. RONALD 


Continuously Reinforced Concrete Airfield Pavement. 
Volume I. Tests = Existing Pavements and Synthesis 
of Design Methods. 

AD-780 $11/2GI 74-16 1E PC$7.25/MF$2.25 


Continuously Reinforced Concrete Airfield Pavement. 
Volume Il. Design Manual for ee Rein- 
forced Concrete Overlay Pavements 

AD-779 953/9G1 74-16 1E PC$4.75/MF$2.25 


Continuously Reinforced Concrete Airfield Pavement. 
Volume Ill. Design Manual for Continuously Rein- 
forced Concrete Pavement. 

AD-780 512/0GI 74-16 1E PC$4.75/MF$2.25 


Continuously Reinforced Concrete Airfield Pavement, 
Volume IV. Guide Specification. 
AD-780 513/8GI 74-16 1E PC$3.75/MF$2.25 


Tensile Properties of Subbases for Use in Rigid Pave- 
ment Desi 


PB-226 762/3G1 74-06 13B PC$4.75/MF$2.25 
The Use of Spectral Estimates for Pavement Charac- 
terization. 

PB-232 $41/3GI 74-15 13B PC$4.25/MF$2.25 


HUEBNER, A. L. 
Analysis of the Effects of Baffles on Combustion In- 


stability. 
N74-22567/3G1 74-17 21B PC$3.75/MF$2.25 
HUEBNER, RUSSELL H. 


Reprint: pores Energy Loss Spectroscopy of 
Acetone Vapo 
COM-74- 50466/3G1 74-15 7D Not available NTIS 


HUEBNER, VICTOR R. 


Development of Improved Systems for Obtaining Time 
Integrated Measurements of SO2, NO2, NOx, and 
Other Pollutants, 


PB-225 125/4GI 74-02 13B PC$4.25/MF$2.25 
HUEBNER, W. F. 


The Gas Production of Comets. 
N74-22442/9GI 74-17 3B PC$3.25/MF$2.25 


HUEBNER, WALTER E. 


Development of Cargo Slings with Nondestructive 
Checkout Systems. 
AD-777 497/9GI 74-12 1C PCS$6.25/MF$2.25 


HUEBSCH, IAN O. 
An Analytical and Computational Model of the Growth 
« Water and Ice Particles in Nuclear-Explosion 
louds. 
AD-772 539/3GI 74-06 18C PC$4.25/MF$2.25 
HUEGEL, F. J. 


Interrelationships Between Process Parameters, Struc- 
ture, and Properties of CVD Tungsten and Tungsten-- 
Rhenium Alloys. 

UCRL-75121 74-10 11F PC$3.25/MF$2.25 


HUEN, WING-HING 


A Unifying Notation and Analysis of Modular Register 
Transfer (RT) Control. 


PB-235 896/8GI 74-24 9B PC$8.75/MF$2.25 
HUEPER, R. 
Fast Breeder Project. First Quarterly Report, 1973. 
EURFNR-1093 74-02 181 PC$11.50/MF$2.25 
Fast Breeder Project. Third Quarterly Report, 1973. 
EURFNR-1134 74-21 18E PC$I12. 12. 75/MFS2. 2s 
Fast Breeder Project. Third Quarterly Report, 1973. 
KFK-1273-3 74-16 18E PC$1i1.50/MF$2.25 
HUES, A. D. 


Determination of Yeas and Thorium in Carbon and 

Silicon Carbide-Coated Uranium--Thorium Carbide 

LA-5429 74-17 7D PC$4.00/MF$2.25 
HUESMAN, R. H. 


Experimental Study of Anti Pn Annihilation Cross Sec- 
Gare in Anti Pd Interactions Between 1.0 and 1.6 
7 


LBL-3030 74-24 20H PCS$7.25/MFS$2.25 
HUESTIS, D. L. 

Studies of E-Beam Pumped Molecular Lasers. 

AD-787 079/3G1 74-26 7D PC$4.25/MF$2.25 
HUESTIS, DAVID L. ‘ 

Excimer Formation and Decay Processes in Rare 

AD-778 326/9G1 74-13 20E PC$4.25/MF$2.25 


PA-502 


HUET, J. J. 
Dispersion-Strengthened Ferritic Steels as Fast Reac- 
tor Structural Materials. 
BLG-485 74-16 183 PC$3.00/MF$2.25 
Properties of Reinforced Ferritic Steels in View of 
Their Application as Cannings for Fast Reactor Fuels. 
CONF-730726-3 74-07 183 PC$3.00/MF$2.25 
HUET, M. 
Study and Development of a bpeey . 
Device Having a Variable Capacity and Si 
CEA-N-1676 74-14 18D Pca $0/MFS$2.25 
HUETER, U. 
Msfc Skylab APOLLO b> nar n- Mount Thermal 
Control System Mission Evaluatio 
N74-32900/4GI 74-26 3A PC$4.25/MF$2.25 


HUETTER, U. 


Contribution to the Creation of Basic Design Concepts 
for Wind Power Plants. 

N74-32469/0GI 74-26 10B PC$4.75/MF$2.25 
Propellers and Helico) Blades of Fiber-Reinforced 
Synthetic Resin Materials, 

N74-31493/1G1 74-25 11D PC$3.75/MF$2.25 


HUFF, CLAY G. 
Reprint: Morphological Study of Microgametogenesis 
of ‘Leucocytozoon simondi’. 
AD-787 226/0GI 74-26 6C Reprint 
HUFF, F. A. 
Climatological Assessment of Urban — on 
Precipitation. Part I. Summary and Conclusion 
PB-228 757/1GI 74-09 4B PC$3. 75/MFS2: 25 


Climatological Assessment of Urban Effects on 
|e oma Part Il. Description of Individual Urban 
tudies. 

PB-228 758/9GI 74-09 4B PC$7.50/MF$2.25 


Evaluation of Potential Benefits of Weather Modifica- 
tion on Water Supply. 
PB-228 796/9GI 74-10 4B PC$4.25/MF$2.25 


Potential of Precipitation Modification in Moderate to 


Severe D: ts. 

PB-228 817/3GI 74-10 4B PC$3.75/MF$2.25 
Summary Report of Metromex Studies, 1971--1972. 
COO-1199-34 74-20 4B PC$11.75/MF$2.25 


HUFF, FLOYD A. 


Summary Report of Metromex Studies, 1971-1972. 
PB-229 022/9GI 74-09 4B PC$6.25/MF$2.25 


HUFF, JOHN B. 

Process for Preserving Fish by Irradiation. 

PATENT-3 434 850 74-07 6H Not available NTIS 
— K. 

to Determine the Feasibility of a Unique 

pheno to Non-Polluting Antifouling Coatings for 

Sonar Domes. 

AD-771 399/3GI 74-04 11C PC$4.25/MF$2.25 
HUFF, R. 

Nuclear EMP: Emp Seal Evaluation. 

PEM-S 74-13 18C PC$4.00/MF$2.25 
HUFF, R. G. 


Jet Exhaust Noise Suppressor. 
PATENT-3 820 630 74-20 21E Not available NTIS 


HUFF, R. J. 

Multifunction TDMA Techniques. 

AD-778 437/4GI 74-14 17B PC$3.75/MF$2.25 
HUFF, RAY V. 


Chemical rors tion of Rock. 

PATENT-3 567 427 74-06 11F Not available NTIS 

Chemical Disaggregation of Rock Containing Clay 

Minerals. 

PATENT-3 508 613 74-06 8I Not available NTIS 
HUFFAKER, R. M 


Three Dimensional Laser Doppler Velocimeter Turbu- 
lence Measurements in a Pipe Flow. 
N74-17020/0GI 74-11 20D PC$4.75/MF$2.25 


HUFFINGTON, NORRIS J. JR. 
Parametric Influences on the Response of Structural 


Shells, 

AD-773 666/3GI 74-07 20K PC$3.75/MF$2.25 
HUFFMAN, A 

Meson Exchange Currents in Deuteron Electrodisin- 

oe. 

Cc 3001-45 74-02 20H PC$3.50/MFS$2.25 
HUFFMAN, CLARENCE W. 

Suto of New Antimalarial Drugs (i- and 9- 

neaminoalcohols). 
AD-771 121/1GI 74-04 7C PC$4.25/MF$2.25 


HUFFMAN, D. A. 


Development of New Pattern-Recognition Methods. 
AD-772 614/4GI 74-06 9B PC$7.50/MF$2.25 


HUFFMAN, EVERETT L. 
Multimembrane Apparatus for Demineralizing Liquids. 


PATENT-3 323 652 74-08 7A Not available NTIS 
HUFFMAN, F. N. 


Respiratory Insufficiency: Pathophysiology Related to 
Implantation of Circulatory Support Systems. 


PB-232 509/0GI 74-15 6L Pcs. 7S/MF$2.25 
HUFFMAN, FRED 

Microwave Doppler Blood Flowmeter. 

PB-232 189/1GI 74-15 6B PC$4.75/MF$2.25 


HUFFMAN, FRED N. 
Development of a Thermal Rankine-Cycle Energy 


System. 

PB-231 999/4GI 74-14 6L PC$8.50/MF$2.25 
Electrodeless Electromagnetic Blood Flowmeter, 
PB-233 898/6GI 74-19 6B PC$4.75/MF$2.25 
Study of the Effects of Additional Endogenous Heat. 
PB-235 246/6GI 74-24 6L PC$7.50/MF$2.25 


HUFFMAN, J. K. 


Investigation of the Static Lift Capability of a Low- 
Aspect-Ratio Wing Operating in a Powered Ground-Ef- 
fect Mode. 

N74-28483/7GI 74-22, 1A PC$3.75/MF$2.25 


Lateral-Directional Stability Characteristics of a Wing- 
Fuselage Configuration at Angles of Attack Up to 44 


Deg. 

N74-31421/2GI 74-25 1B PC$3.75/MF$2.25 
HUFFMAN, JAMES L. 

U.S. Army Helicopter Hydraulic System Reliability 

and Maintainability Investigation. Volume I. Document 

Deficiency Analysis. 

AD-773 022/9GI 74-06 13G PC$7.50/MF$2.25 

U.S. Army Helicopter Hydraulic System Reliability 

and Maintainability Investigation, Volume II. Supple- 

mental Design Guide. 

AD-773 023/7GI 74-06 13G PC$7.25/MF$2.25 


HUFFMAN, R. E. 
Reprint: Absorption and Photoionization Cross Sec- 


tions for H20 and D20 in the Vacuum Ultraviolet. 
AD-774 172/1GI 74-08 7D Reprint 


Reprint: Atomic Oxygen Oscillator Strengths in the 
Autoionization Region. I. The Absolute Strength of the 
5s’ Lines 

AD-776 034/1GI 74-10 7D Reprint 


HUFFSTETLER, J. K. 
Inventory of Current Energy Research and Develop- 


ment. 
ORNL-EIS-73-63(Vol.1) 
74-13, 10A PC$33.75/MF$2.25 


Inventory of Current Energy Research and Develop- 


ment. 
ORNL-EIS-73-63(Vol.2) 
74-13 10A_ PC$30.75/MF$2.25 


Inventory of Current Energy Research and Develop- 
ment. Iii. Indices. 
ORNL-EIS-73-63(V ol.3) 

74-13 10A PC$22.25/MF$2.25 


HUFNAGEL, STEPHEN P. 


Operation Manual for Systems gg Developed for 
Honeywell 316, 516, or 716 Compute 
AD-783 959/0GI 74-22 cB "Pcs. 75/MF$2.25 


HUFSCHMIDT, MAYNARD M. 


Environmental Statements and Water Resources 
ing in North Carolina. 

PB-235 265/6GI 74-23 13B PC$S5.75/MF$2.25 

Promoting Environmental Quality through Urban 

Planning and Controls. 

PB-227 090/8GI 7406 13B PC$11.50/MF$2.25 


HUFSCHMIDT, W 


Determination of the Steam Content and Flow Pattern 
of a Two-Phase Mixture in Concentric Annular 
Sondes. 

EUR-S077 74-24 20M PC$4.75/MF$2.25 


HUGENHOLTZ, C. A. J. 


Microwave Interferometer with Digital Read-out for 

Large Numbers of Fringes. 

N74-17458/2GI 74-11 201 PC$3.25/MF$2.25 

Microwave Interferometer with Digital Read-out for 

Large Numbers of Fringes. 

NP-19940 74-12 201 PC$3.00/MF$2.25 
HUGENSCHMIDT, M. 


Infrared Diagnosis Using Liquid Crystal Detectors In- 

frarotdiagnostik MIT Hilfe von Fluessigkristalidetek- 

toren. 

N73-32564/9GI 74-02 201 PC$3.75/MF$2.25 
HUGG, J. E. 


Experimental Determination of Mechanical Features of 
Adults and Children. 
PB-234 079/2GI 74-22 13L =PC$6.25/MF$2.25 


HUGGETT, R. J. 


Trace Metals and Interstitial Water Chemistry of Back 
River, Maryland. 
COO-3292-11 74-25 13B PC$4.00/MF$2.25 
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HUGGINS, L. F. 


Simulation of the Hydrology of Ungaged Watersheds. 
PB-229 670/SGI 74-10 8H PC$4.25/MF$2.25 


HUGGINS, ROBERT A. 
Long Range Materials Research. 


AD-776 240/4GI 74-10 20L PC$6.25/MF$2.25 
Long Range Materials Research. 

AD-784 962/3GI 74-23 20L = PC$7.00/MF$2.25 
Solid Electrolyte Battery Materials. 

AD-773 972/SGI 7408 7D PC$S5.25/MF$2.25 
Solid Electrolyte Battery Materials. 

AD-782 365/1GI 74-19 10C PC$7.25/MF$2.25 


HUGH, RUDOLPH 


po Cardiac Edema Associated with ‘Vibrio an- 
* in the American Oyster. 
COM.73- 11900/0GI 74-01 6M = Reprint 


HUGHART, DAVID 


Decision Making Under Uncertainty: Economic 

Evaluation of Streamflow Forecasts. 

PB-236 417/2GI 74-26 13B PC$11.25/MF$2.25 
HUGHES, A. C. 

C-SA/Orbiter Wind Tunnel Testing and Analysis: Pig- 

gyback Ferry. 

N74-15717/3GI 74-10 1C PC$7.50/MF$2.25 
HUGHES, B. A. 


Reprint: Nonlinear Resonant Inertial Wave Interac- 


uons. 
AD-778 257/6GI 74-13 8C Not available NTIS 


HUGHES, B.C. 

Technical Director's Summary Rep 

AD-779 $32/1GI 74-15 19D “css. 25/MF$2.25 
HUGHES, B. M. 


Reprint: Electron Affinities from Endothermic Nega- 
tive-lon Charge-Transfer Reactions. Ill. NO, NO2, 
$02, CS2, Cl2, Br2, 12 and C2H2. 

AD-773 695/2GI 74-07 7D Reprint 


Reprint: Electron Affinities from Endothermic Nega- 
tive-lon Charge-Transfer Reactions. IV. SF6, Selected 
Fluorocarbons, and Other Polyatomic Molecules. 

AD-773 696/0GI 74-07 7D Reprint 


HUGHES, C. E. 


Argonne Code Center: Compilation of Program Ab- 
stracts 
ANL- 7411(Suppl. 8) 


HUGHES, C. S. Il. 


Refinement of Moisture Calibration Curves for 
Nuclear Gage. 
PB-231 388/0GI 74-13 18D PC$3.75/MF$2.25 


HUGHES, CALISTA C. 


Development of a Model Health Care Delivery System 
for Nebraska. Volume I. 
PB-226 316/8GI 74-05 6E PC$65.25/MF$2.25 


HUGHES, CARL C. 


Reprint: Neocontinuous Mikusinski Operators. 
AD-779 095/9GI 74-15 12A_ Reprint 


HUGHES, CHARLES W. 


Flight Test of a Hingeless Flexbeam Rotor System. 
AD-783 393/2GI 74-20 1C PC$7.25/MF$2.25 


HUGHES, E. E. 


A Mercury Vapor Generation and Dilution System. 
COM-74-10987/7GI 74-14 7D PC$3.25/MF$2.25 


HUGHES, F. M. 


Meteoroid Detecto 
PATENT-3 763 691 74-02 14B_ Not available NTIS 


HUGHES, FRED R. 


Helmet-Mounted Display Tube Design. 
AD-782 242/2GI 74-19 9A PC$5.75/MF$2.25 


HUGHES, FREDERICK R. 
1.06 Micron Intensified Silicon Target TV Camera 


Tube 
74-15 9A PCS$S.25/MF$2.25 


74-20 9B PC$13.60/MF$2.25 


AD-779 011/6GI 
HUGHES, G. P. 

Temperature Dependence of the Carrier Mean Free 

Path Length in Tin by the Radio Frequency Size Ef- 


fect. 
TID-26484 7407 20L PC$6.00/MF$2.25 


HUGHES, H. 


The Analysis of Oxide Materials Over os Wide Range 
of Composition Using a Dilution Techniq 
PB-236 356/2GI 74-25 7D PCS3. 25/MF$2.25 


Assessment of the Philips PW 1450 X-Ray Spectrome- 

ter for Steel Analysis. 

PB-226 975/1GI 74-06 11F PC$3.25/MF$2.25 

The X-Ray Analysis of Sodium on the ARL 72000. 

PB-232 291/SGI 74-15 LIF PC$3.25/MF$2.25 
HUGHES, HARRY M. 


Development of a Period Analysis Computer Program. 
AD-773 808/1GI 74-07 6B PC$3.25/MF$2.25 


HUGHES, JAMES 


Analysis of Neighborhood Decline in Urban Areas. 

PB-230 189/3GI 74-11 SK PC$7.25/MF$2.25 
HUGHES, JAMES B. 

Reprint: An Examination of Eggs Challenged with 

Cryopreserved Spermatozoa of the American Oyster, 

“Crassostrea virginica’. 

COM-74-10073/6GI 
HUGHES, JOHN R. 


Develop Techniques for the Production of Radially- 
Oriented Cobalt-Rare-Earth Magnets. 
AD-774 050/9GI 74-08 9A PC$4.25/MF$2.25 


Reprint: Microelectrode Studies on Medial Geniculate 
Body of Cat. II. Response to Clicks. 
AD-774 962/SGI 74-09 6P Reprint 


Reprint: Seizures Following Burns of the Skin. II. 
Conditions Associated with These Seizures. 
AD-781 405/6GI1 74-18 6E Reprint 


HUGHES, K. A. 


Analysis of Satellite Recordings. Fine Structure Varia- 
tions of Total Electron Content. 
AD-787 782/2G1 74-26 4A PC$4.25/MF$2.25 


HUGHES, P. C. 


Reprint: Brittlke Weld Crack Starters in Drop Weight 
Tests. 
AD-780 148/3GI 74-16 \11F Not available NTIS 


HUGHES, R. A. 


Lritran Language. 
UCID-15589 


HUGHES, R. C. 


Charge Transport in Disordered Molecular Systems. 
SLA-74-5375 74-22 7D PC$6.25/MF$2.25 


HUGHES, R. G. 
Volume Intersection of Two Identical Right Circular 


74-04 6C Reprint 


74-26 9B PC$4.00/MF$2.25 


Cones. 

AD-781 649/9GI 
HUGHES, R. R. 

Mathematical Modeling of 


Phenomena. 
EDFB-IBP-74-8 74-22 8M _ PC$S.45/MF$2.25 


HUGHES, RICHARD L. 
Psychological Considerations in the Design of Helmet- 
Mounted Displays and Sights: Overview and An- 
notated Bibliography. 
AD-770 993/4GI 74-03 53° PC$4.75/MF$2.25 


Target Vigilance Effects from Visual Obstructions Im- 
posed by Helmet-Mounted Display Hardware. 
AD-770 297/0GI 74-02 53° PC$3.75/MF$2.25 


HUGHES, RICHARD SMITH 
High Speed Logarithmic Video Amplifier. 
PATENT-3 745 474 74-26 9E Not available NTIS 


A Practical Approach to the Analysis and Design of 

Zero Velocity Error Range Trackers. 

AD-774 696/9GI 74-08 171 PC$3.75/MF$2.25 
HUGHES, ROBERT O. 

Reprint: Normal Serum Calcium Levels in Air Force 

Flying Personnel. 

AD-783 153/0GI 74-20 6P Reprint 


HUGHES, RONALD G. 


Enhancement of Pulsed Xe Lamps in the 460-495 nm 
Bandwidth by Pulse Shaping 
AD-783 670/3GI 74-21 13A PC$3.75/MF$2.25 


HUGHES, STEVEN E. 
Reprint: Some Metazoan Parasites of the Eastern 
Pacific Saury, ‘Cololabis saira’. 
COM-73-50437-04-04/GI 
74-08 6C (Order as COM-73-50437-04) 
HUGHES, T. 
Glossary of Systems Engineering and Systems 
Management Effectiveness Terms and Definitions 
Together with a Selected Reading List and Bibliog- 
raphy, Covering the Technical Support Disciplines of 
Quality: Reliability and Maintainability to the En- 
gineering of Hardware Systems/Equipment and 


Products. 
N74-16147/2GI 74-10 14D PC$6.25/MF$2.25 


Investigation of Space Shuttle Orbiter Subsonic Stabili- 
ty and Control Characteristics in the Naal Low Speed 
Wind Tunnel (0a62b), Volume 2. 

N74-33308/9GI 74-26 22A PC$25.25/MF$2.25 


Investigation of Space Shuttle Orbiter Subsonic Stabili- 
ty and Control Characteristics in the Naal Low Speed 
Wind Tunnel (0A62B), Volume 1. 

N74-32324/7GI 74-25 22B PC$25.25/MF$2.25 


HUGHES, T. C. 
Determination of Cerium in Steel by Stable Isotopic 


Dilution. 
AERE-M-2607 74-09 7D PC$3.00/MF$2.25 


74-18 20A PC$3.25/MF$2.25 


Soil--W ater--Nitrogen 


HUGHES, T. F. 


Influence of Yield Strength on Overload Affected 
Fatigue Crack Growth Behavior in 4340 Steel. 








HUIZENGA, J. R. 


AD-787 655/0GI 74-26 11F PC$4.25/MF$2.25 


HUGHES, THOMAS J. 
Finite Element Formulation and a of Contact- 


Impact Problems in Continuum Mechani 
PB-233 888/7G1 74-19 20K PCSS. 25/MF$2.25 


HUGHES, V. W. 
Measurement of the Polarization Parameter and Dif- 
ferential Cross Section in K exp + p Elastic Scattering 
from 1.7 to 3.0 Gev/C. 
BNL-18909 74-21 20H PC$4.00/MF$2.25 


Reprint: A High Intensity Pulsed Source of Polarized 

Electrons. 

AD-787 001 7GI 
HUGHES, VERNON W. 

Laboratory Studies of the Structure and Interaction of 

Molecular Atmospheric Constituents. 

AD-769 384/9GI 7401 7D PC$3.25/MF$2.25 

Reprint: Hiwher-Order Relativistic Contributions to the 

Zeeman Effect in Helium. 

AD-774 617/SGI 74-08 7D Reprint 

Reprint: Positronium and Muonium. 

AD-780 476/8GI 74-16 20H Reprint 


HUGHES, WILLIAM L. 


A Center for the Description of Environmental Condi- 
tions. Weather Phenomena. 


74-25  20G Reprint 


AD-773 046/8GI 74-06 4A PCS$11.25/MF$2.25 
HUGILLL, J. 

Cleo--Tokamak Experiment. 
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Low-Frequency Instabilities and Plasma Turbulence. 
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ILIESCU, V 
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AD-777 277/SGI 74-12 14B_ PC$3.25/MF$2.25 
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ILIN, L. B. 
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AD-781 152/4GI 74-17 8B PC$3.25/MF$2.25 
ILIN, V. A. 
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AD-770 732/6G1 7403 17B PC$3.25/MF$2.25 
ILIN, V. P. 


Certain Results Obtained from eee Nuclear 

Explosions of Internal Effect in Salt Deposi 

IPRS-62166 74-17 18C PCS3 OS/MFS2: 25 
ILINA, L. D. 
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IPRS-62036 74-17 17B PC$3.25/MF$2.25 
ILINA, Y. 1. 
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N74-11884/5GI 74-06 6S $3.25/MF$2.25 


ILINSKAYA, E. G. 
Preoperative Chemotherapy in Patients with Malignant 


Ovarian Tumors 

PB-232 855-T/GI 74-17 6E PC$3.25/MF$2.25 
ILINSKAYA, N. 
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AD-787 405/0GI 74-26 7E PC$3.25/MF$2.25 
ILINSKH, N. N. 

Means of Controlling Aircraft--Translation. 
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JIPRS-62167 74-17 3B PC$3.25/MF$2.25 
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ILIUC, L. 
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ILKIV, R. R. 
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AD-778 245/1GI 74-13 8E PC$3.25/MF$2.25 


ILLER, J. M. 
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Environment. 
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Radioactive Contamination of a Loop after the Irradia- 
tion of Carbide and Nitride Fuels for Fast Neutron 
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CEA-N-1605 74-08 18] PC$3.75/MF$2.25 


ILLIAN, J. R. 
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USGS-474-178 74-17 8H PC$4.00/MF$2.25 
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ic/Polycarbonate Laminates, 
AD-785 634/7G1 74-24 111 PC$3.25/MF$2.25 
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74-19 8F PC$4.25/MF$2.25 
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ILYINSKI, O. B. 
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IPRS-62552 74-21 6C PC$3.25/MF$2.25 
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FEI-399 74-18 18E PC$4.25/MF$2.25 
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COM-74-10346/6GI 74-08 11D PC$3.75/MF$2.25 
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Bream, ‘Chrysophrys major Temminck’ and ‘Schlegel’, 
to their Body Astaxanthin, 
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An Empirical Approach to Predicting Cannon Tube 
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AD-786 531/4GI 74-25 19F PC$3.75/MF$2.25 
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INS-TH-83 74-12 18D PC$4.00/MF$2.25 
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Forced Circulation’’ Accident of the Multi-Purpose 
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JAERI-M-5531 74-26 181 PC$3.75/MF$2.25 
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loys. 

EUR-S025 74-09 LIF PC$6.75/MFS$2.25 
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EUR-5025(Pt.2) 74-15 11F PC$S.25/MF$2.25 
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AD-781 937/8GI 74-19 8C Reprint 
IMBOLDI, E. 
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IMBRIE, JOHN 

The Dynamics of Natural Climatic Change. 

AD-783 362/7GI 74-20 4B PC$4.75/MF$2.25 
IMBROGNO, STEPHEN L. 


Comparison of Exhaust Emissions of a Low-Time 
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Combustion Chamber Configurations. 

AD-780 958/SGI 74-17 21E PC$3.75/MF$2.25 


IMBUSCH, A. 
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N74-16393/2GI 74-10 20L PC$4.25/MF$2.25 
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Spectrometry and the Ionization Detector System, 

AD-785 629/7G1 74-24 7D PC$3.25/MF$2.25 
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Anti-Buckling Fatigue Test Assembly. 
PATENT-3 795 134 74-13 14B_ Not available NTIS 
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ing and Heating to Simulate Supersonic-Transport 

Operation. 

N74-12261/SGI 74-06 1C PC$3.75/MF$2.25 
IMLAY, R. 


Observation of Muonless Neutrino-Induced Inelastic 

Interactions. 

COO-3071-35 74-16 20H PC$4.00/MF$2.25 
IMPRESCIA, RICHARD J. 

Method of Forming Micron-Size, Metal-Carbide Parti- 
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PATENT-3 809 565 74-26 11D Not available NTIS 
IMREY, PETER B. 


Statistics and Data Management Center for Renal 
Transplantation. 
PB-235 017/1GI 


IMSHENETSKIY, A. A. 
Long Term Effect on High Vacuum on Microorgan- 


74-20 9C Not available NTIS 


74-22 6E PC$3.75/MF$2.25 


isms. 
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IMYANITOV, I. M. 


The Effect of Electrical Forces on the Development of 
Clouds--Translation. 


74-22 6M_ PC$3.25/MF$2.25 


AD-773 884/2GI 74-07 4B PC$3.25/MF$2.25 
INABA, S. 

Camac Readout System for Wire Spark Chamber. 

INS-TH-84 74-17 18D PC$4.75/MF$2.25 
INAMI, T. 


Mueller--Regge Analysis in the Central Region. 
RL-74-39 74-18 20H PC$S5.50/MF$2.25 


Two Component Analysis of the Inelastic Overlap 


Function. 
RL-74-112 74-25 20H PC$4.00/MF$2.25 
INATOME, M. 


Subroutines for the Calculation of CNDO/2 and Indo 
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Wiberg Bond Indices, Total and Individual Orbital 


Overlap Populations. 
AD-770 377/0GI 74-02 7D PC$S5.25/MF$2.25 
INCE, FUAT 


Aircraft Simulator Motion and the Order of Merit of 
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AD-782 588/8GI 74-19 1C PC$3.25/MF$2.25 


Aircraft Simulator Motion and the Order of Merit of 
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Application of Modern Control Theory to the Design 
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AD-777 163/7GI 74-12, SH PC$4.75/MF$2.25 


INCURA, PAUL E. 
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E74-10250 74-07 8F PC$3.75/MF$2.25 
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PATENT-3 722 202 74-09 11E Not available NTIS 


INDERBITZEN, A. L. 
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teristics, Performance, and Attitudes: A Summary, 
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INDERWIESEN, FRANK H. 


Charged Particle Gravity Meter Research. 
AD-783 313/0GI 74-20 8E PC$S5.25/MF$2.25 
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Determination of Optimal Vehicle Service Life before 
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INDUSI, J. P. 
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74-12 83 Reprint 


Muf. 
BNL-18969 74-24 183 PC$4.00/MF$2.25 
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N74-33164/6GI 74-26 7D PC$3.25/MFS$2.25 
INFUEHR, E. 
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Emissions of Nitrogen Oxides from an Experimental 
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Forecast of Jet Engine Exhaust Emissions for Future 
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N74-18400/3GI 74-12 13B PC$3.75/MF$2.25 


Jet Engine Exhaust Emissions of High Altitude Com- 
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N74-20591/SGI 74-14 13B PC$4.75/MF$2.25 
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AD-775 098/7GI 74-09 1A  PC$3.75/MF$2.25 


Hypersonic Viscous-Inviscid Interaction with Vectored 
Surface Mass Transfer. 
AD-780 600/3GI 74-17 1A PC$S.25/MF$2.25 


Three Dimensional Disturbances in Reattaching 
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AD-778 440/8GI 74-14 20D PC$3.25/MF$2.25 
INGERSOLL, A. P. 

Lunar Studies. 

N74-27349/1GI 74-20 3B PC$3.25/MF$2.25 


INGERSOLL, JEAN M. 


Aquatic Plant Control Program. Technical Report 6. 
Biological Control of Water Hyacinth with Insect Ene- 


mies. 
AD-775 408/8GI 74-09 6F PC$6.25/MF$2.25 
INGHAM, J. D. 


Effects of the Physiological Environment on the Long- 
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PB-232 641/1GI 74-16 6L PC$S5.25/MF$2.25 


INGHAM, K. C. 


Reprint: Far-Infrared Spectrum of Ortho-Xylene. 
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Oceanic Conditions During the Joint Investigation of 
the Southeastern Tropical Atlantic (JISETA)--Februa- 
ry, April, and September-December 1968. 

COM-74-11421/6GI 74-22 83 PC$10.00/MF$2.25 


WEBSEC-70, An Ecological Survey in the Eastern 

Chukchi Sea. 

AD-774 506/0GI 74-08 83 PC$7.25/MF$2.25 
INGLE, ASHOK 


A Reliability Model for Various Switch Designs in 
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AD-771 663/2GI 74-05 9B PC$3.75/MF$2.25 
INGLEBY, J. D. 

Experimental Studies of Detection Behaviour, 

AD-771 947/9GI 74-05 SJ PC$4.25/MF$2.25 


Simulated Computer Assistance in a Signal-Detection 
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INGLES, O. G. 

Assessment of Mine Fill Properties, Warrego Mines, 

N.T. 

PB-233 251/8GI 74-17 81 PC$3.75/MF$2.25 


INGOLS, ROBERT S. 


Biodegradation of Chlorinated Organic Compounds. 

PB-227 868/7G1 74-07 13B PC$3.75/MF$2.25 
INGRAHAM, W. JAMES JR. 

Physical Oceanographic Data from the North Pacific 


Ocean, 1972. 
COM-74-10316/9GI 74-07 83 | PCS$S.75/MF$2.25 


INGRAM, ATHLEA E. 
Reprint: Effect of Oxygen Impurities on the Nitrida- 
tion of High-Purity Silicon. 
AD-774 982/3GI 74-09 7D Reprint 
INGRAM, G. 
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AEEW-R-880 74-02 18D PC$3.75/MF$2.25 
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Benchmark. 
AEEW-R-888 74-07 18K PC$4.50/MF$2.25 


INGRAM, GREGORY K. 


TASSIM: A Transportation and Air Shed Simulation 
Model. Volume II. Program User's Guide 
PB-232 934/0GI 74-16 13B PCs: 25/MF$2.25 
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Model, Volume 1. Case Study of the Boston Region. 
PB-232 933/2GI 74-16 13B PC$S.25/MF$2.25 
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A Comparison of Digital Computer Programs for the 

Numerical Solution of Ordinary Differential Equations. 

N73-32487/3G1 74-02 12A_ PC$S.25/MF$2.25 
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Creep and Shrinkage of Concrete Based on Major 
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INGRAM, ROBERT S. 

Arizona ‘Eddy’ Tornadoes. 

COM-74-10465/4GI 74-09 4B PC$3.25/MF$2.25 
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INGRAM, WILLIAM A. 


A Risk Model Analysis for the State Water Project, 
PB-231 700/6GI 74-13 13B PC$S.25/MF$2.25 
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An Airborne Laser Remote Sensing System for the 
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PAT-APPL-449 327 74-11 13B  PC$3.25/MF$2.25 


A Bibliography on Methods of Atmospheric Visibility 
Measurements Relevant to Air Traffic Control and Re- 
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AD-778 499/4GI 74-14 4B PC$7.50/MF$2.25 


INGWALL, R. T. 


Reprint: Depolarized Light Scattering by Amides and 
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AD: 770 671/6GI 7403 7D Reprint 
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INKSON, J.C. 
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AD-782 839/S5GI 74-20 20L Reprint 
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AD-782 835/3GI 74-20 20L Reprint 
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AD-782 837/9GI 74-20 20L Reprint 


Reprint: The Effective Exchange and Correlation 
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AD-782 836/1GI 74-20 20L Reprint 


INMAN, ROBERT E. 
Effective Utilization of Solar Engegy to Produce Clean 


Fuel. 

PB-233 956/2GI 74-19 21D PC$6.25/MF$2.25 
INNES, L. G. 

Evaluation of the Aau-19 Altimeter Display as 
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N74-22101/1GI 74-17 1D PC$3.25/MF$2.25 


INNIS, R. C. 
A Flight Investigation of the STOL Characteristics of 
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N74-22637/4GI 74-18 1A  PC$S5.75/MF$2.25 


A Flight Study of the Use of Direct-Lift-Control Flaps 
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N73-32970/8GI1 74-02 1C PC$3.75/MF$2.25 


Takeoff and Landing Performance and Noise Measure- 
ments of a Deflected Slipstream STOL Airplane with 
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N74-13720/9GI 74-08 1C PC$4.25/MF$2.25 


INOCHKIN, V. M. 
D-687A and D-493B Automatic Bulldozers--Transla- 
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AD-786 814/4GI 74-25 13C PC$3.25/MF$2.25 
INOGAMOV, SH. V. 
Multiplicity and Correlations of Secondary Particles 


Produced in pi exp -12 C Collisions at 40 Gev/C. 
JINR-P1-7523 74-12 20H PC$3.00/MF$2.25 


INOGAMOVA, T. YA. 
Multiplicity and Correlations of Secondary Particles 
Produced in pi exp -12 C Collisions at 40 Gev/C. 
JINR-P1-7523 74-12 20H PC$3.00/MF$2.25 


INOPIN, E. V. 
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Projection Model. 
JINR-P4-7741 74-21 20H PCS$4.75/MF$2.25 


Form Factors for Electron Scattering on Carbon 
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JINR-P4-7350 74-09 20H PC$3.75/MF$2.25 


Peculiarities in the Behaviour of Charge Form Factors 
of alpha-Clustering Nuclei. 

JINR-P4-7874 74-22 20H PCS$4.25/MF$2.25 

INOUE, S. 

Aerodynamic Investigation of an Air-Cooled Axial- 
Flow Turbine. Part 1: Turbine Design and Overall 
Stage Performance Without Supply of Cooling-Air. 
N74-30241/SGI 74-24 21E PC$3.75/MF$2.25 
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INOUE, T. 
Consideration on Safety Margin in Joyo Thermal 


Design. 

JAPFNR-131 74-13 18E PC$S.00/MF$2.25 
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Low-Pressure Oxidation of T-111 and Effect on Ten- 

sile Properties. 

ORNL-TM-4621 74-24 #11F PC$4.25/MF$2.25 
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ORNL-TM-4238 74-02 IF PC$3.S0/MF$2.25 
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ISHIZUKA, H 


Electron Orbit in Era (Electron Ring Accelerator) with 
an Electrostatic Type Inflector System. 
IPPJ-168 74-17 20G PC$4.00/MF$2.25 


Electron Orbit in Era (Electron Ring Accelerator) with 
an Electrostatic Type Inflector System. 


74-04 9A PC$3.25/MF$2.25 


N74-12413/2GI 74-06 20G PC$3.25/MF$2.25 
ISHLINSKIL, A 

Mechanisms Heal Themselves--Translation. 

AD-781 627/SGI 74-18 131 PC$3.25/MPF$2.25 


ISIRIMAH, N. O. 


Contribution of Developed and Natural Marshland 
Soils to Surface and Subsurface Water Quality. 
PB-226 071/9GI 74-04 8H PC$3.75/MF$2.25 


ISKENDEROV, R. N. 
Electrical Conductivity and Thermoelectric Power of 
MnO Single Crystals--Translation. 
AD-772 454/SGI 74-06 20L PC$3.25/MF$2.25 
ISKOE, J. L. 
Effect of Selected Impurities on the High Temperature 
Mechanical Properties of Hot-Pressed Silicon Nitride. 
AD-783 506/9GI 74-21 11B PC$3.25/MF$2.25 
ISKRA, E. V. 
Corrosion and Protection of Seagoing Ships--Transla- 


tion. 
AD-787 290/6GI 74-26 11F PC$3.25/MF$2.25 
ISLAMOVA, KH. M. 


Chemical Behavior of the Zr and Y Recoil Nuclei in Zr 
and Y Acetylacetonates Irradiated with 660 Mev 
Protons. 

JINR-P6-7203 74-06 7E PC$3.00/MF$2.25 
Formation of Chelates of Radioactive Zr and Y Atoms 
by Irradiating the Suspensions of Zr and NB Powders 
with 660 Mev Protons in the Solutions of Some beta- 


Diketones. 
JINR-P6-7467 74-13 7E PC$3.00/MFS$2.25 


ISLER, MORTON 

Keys to Successful Housing Management, 

PB-233 388/8GI 74-18 SK PC$S.00/MFSS.00 
ISLER, MORTON L. 


Management Performance in Public Hou 
PB-234 248/3GI 74-19 SK PCS6t 00/MF$6.00 


Thinking About Housing. A Policy Research Agenda, 

PB-234 373/9GI 74-20 SK PC$4.50/MF$4.50 
ISLER, R. J. 

Role of Hydrogen in mee Energy Storag: 

BNL-18721 74-15 21D PCs4 00/MFS2. 25 
ISMAIL, H. A. 

Investigation of exp 67 Zn States by the exp 66 

Za(D,p) and exp 65 Cu( Exp 3 He,p) Reactions. 

COO-3069-200 74-22 20H PC$4.00/MFS$2.25 
1so, C. 


New Form of Vector Meson Dominance and the De- 
pendence on the Vector Meson Mass Squared 
DESY-74-1 74-17 20H PC$4.25/MFS$2.25 


ISOBKALLO, G. L. 


Changes in Silver Impregnation of Nerve Structures 
after Administration of Monomine Oxidase Inhibitors-- 
Translation. 

AD-776 161/2GI 


ISOGAI, K 
Measurements of Rolling Moments Acting on the Sta- 
bilizer of T-Tails Oscillating in Yaw. 
N74-14744/8GI 74-09 1A PC$3.25/MF$2.25 
ISOPPO, CINZIA 


Oceanographic Summary of the Barents Sea South of 
Bear Island in the Summer. 


74-10 6P PC$3.25/MF$2.25 


PA-515 





ISOTALO, SEPPO 


AD-786 012/SGI 74-24 83 PC$3.25/MF$2.25 
ISOTALO, SEPPO 

Steering and Control of Housing Produc’ 

PB-231 $06/7GI 74-12 13M PCS4: 25/MFS$2. 25 
ISOZAKI, Y. 


New Photoconductive Camera Tube, Saticon. 
N74-15911/2G1 74-10 9A PCS$3.25/MF$2.25 


ISPIRYAN, K. A. 


Monte Carlo Calculation for X-Ray Transition Radia- 
tion Detector Based on the Energy Deposition Method. 
EFI-43(73) 74-21 18D PC$4.25/MF$2.25 


ISRAEL, H. L. 


Monitor for Radioactive Gas in the Lampf Accelerator 
Beam Channel. 
LA-5351-MS 74-06 18D PC$4.00/MF$2.25 


ISRAELSEN, EUGENE K. 


Computer Simulation of the Hydrologic and Salinity 
Flow Systems within the Bear River Basin. 
PB-228 650/8GI 74-09 13B PC$S.75/MF$2.25 


ISREAL, HANS 
Atmospheric Electricity. Volume II. Fields, Charges, 


Currents (Atmosphaerische Elektrizitaet), 
TT-67-51394/2 74-11 4A  PC$12.25/MF$2.25 
ISSA, R. 1. 


A Prediction Procedure for Supersonic Free Shear 


Layers. 
N74-12075/9GI 74-06 20D PC$3.25/MF$2.25 
ISSEN, LIONEL A. 


Report of Fire Tests on Flexible Connectors in HVAC 
Systems. 
COM.73- 11955/4G1 74-04 13L PC$4.25/MF$2.25 


ISSEROW, SAUL 


Impulse Resistance Sintering of Compounds for Armor 
Applications. 
AD-771 032/0GI 74-04 13H PC$3.25/MF$2.25 


Investigation of Microquenched Magnesium ZK60A 
Alloy. 
AD-780 799/3G1 74-17 11F PC$3.25/MF$2.25 


Titanium-Beryllium Microcomposites, State-of-the-Art 
Review. 
AD-783 180/3G1 74-20 11D PC$3.25/MF$2.25 


Measurement of the Proton Synchrotron Slow-Extrac- 
tion Efficiency. 
BNL-tr-560 74-18 20G PC$3.00/MF$2.25 


Radiation Shielding and Radiation —. around a 
Synchrophasotron at Slow Proton Extractio: 
JINR-P16-7958 74-244 20G PCS$4: 0O/MFS2. 25 


ISTENIC, R. 
Evaluation of Time-Dependent Heat Transfer Coeffi- 
a from Experimental Data on a Tube with Internal 
MRR-123 74-04 181 PC$S5.50/MF$2.25 
ISTVAN, L. B. 
Remote Sensing in Michigan for Land Resource 


Management. 
N73-32282/8GI 74-02 8F PC$4.25/MF$2.25 
Remote Sensing in Michigan for Land Resource 


Management: Waterfowl Habitat Management at 
Pointe Mouillee. 

N74-20976/8GI 74-15 6F PC$3.75/MF$2.25 
ITAGAKI, K 


An Evaluation of Passive Deicing, Mechanical Deicing 
and Ice Detection. 


AD-777 947/3GI 74-13 9E PC$4.25/MF$2.25 
ITAKURA, K. 
Reprint: Fractionation of Synthetic Deox- 


yribopolyaucleotides on Silica Gel Thin-Layer. 
AD-774 517/7GI 74-08 6A Not available NTIS 
ITCH, TATSUO 


Reprint: Resonance Conditions of Open Resonators at 
Microwave Frequencies. * 
AD-784 $84/SGI 
ITIN, V. 1. 
The Gas-Free Burning of a Mixture of Metal Powders- 
-Translation. 
AD-770 465/3G1 
ITKIN, RICHARD IVAN 


An Analytic Model of Observed Small Scale Baroclinic 
Currents in the Arctic Ocean 


74-22 9A Reprint 


74-02 7D PC$3.25/MF$2.25 


AD-769 407/8GI 74-01 8C PC$4.25/MF$2.25 
ITNYRE, R. 

Consumable Midi Smoke Grenade. 

AD-784 202/4GI 74-22 19A PC$3.25/MF$2.25 


ITNYRE, ROBERT E. 


Directional Light, Pyrotechnic. 
AD-774 817/1GI 74-09 19A PC$3.25/MF$2.25 


PA-516 


ITO, A 


Polymerization of Tetraoxane in A Presence of 
Molecular Halogen or Hydrocarbon 


JAERI-M-5601 74-25 7E MCS. 75/MF$2.25 
ITO, H. 

Sterilization of Laboratory Animal Diets by Ionizing 

Radiation. 

JAERI-M-5249 74-20 6H PC$4.00/MF$2.25 
ITO, K 

Low-Pressure Deflagration Limit of Controllable Solid 

Rocket Propellants. 

N74-23334/7GI 74-18 21B PC$3.25/MF$2.25 


Relation Between the Compositional Variables and the 
Pressure Exponent of Controllable Solid Rocket 


Propellants. 

N74-10712/9GI 74-04 211 PC$3.25/MF$2.25 
Thermal Detectors of Optical Radiation. 
N74-25954/0GI 74-19 14B  PC$4.75/MF$2.25 
ITO, M. 

Chemorheology of  Tetrafluoroethylene-Propylene 
Elastomer. 

JAERI-M-5422 74-20 7E PC$4.00/MF$2.25 
Properties of Tetrafluoroethylene-Propylene 
Copolymer. 


JAERI-M-5476 74-25 7E PC$3.25/MF$2.25 


Radiation-Induced Emulsion Copolymerization of 
Tetrafluoroethylene with Propylene. 
JAERI-M-5593 74-24 7E PC$4.00/MF$2.25 


Radiation-Induced Emulsion Copolymerization of 
Tetrafluoroethylene with Propylene: Polymerization 
Formulas and the Conditions. 


JAERI-M-5501 74-25 7E PC$3.75/MF$2.25 
ITO, T. 

Large exp 60 CO Sources Test Production with Jrr-3. 

JAERI-M-5568 74-24 18B PC$6.00/MF$2.25 


Production of Mercury-197 and -203. 3. Labeling of a 
Large Quantity of Metallic Mercury by Heterogeneous 
Isotope-Exchange Reaction. 

JAERI-M-5320 74-13 7E PC$4.00/MF$2.25 


ITO, THOMAS ISAMI 


Reprint: Effect of a Neighboring Trimethysilyl Group 
on the Photochemical and Mass Spectral Fragmenta- 
tion Pathways of S-Alkyl Thioacetates. 

AD-784 675/1GI 74-22 7E Reprint 


Reprint: Synthesis and Mass Spectra of Omega- 
(Trimethylsilyl)alkyl Methyl Sulfides and Sulfones-- 
Translation. 

AD-784 674/4GI 


ITO, YOICHIRO 


Countercurrent Chromatography with Flow-Through 
Coil Planet Centrifuge. 
PATENT-3 775 309 74-05 7D Not available NTIS 


Droplet Countercurrent Chromatography. 
PATENT-3 784 467 74-10 7D Not available NTIS 


ITOH, N 
A Non-Linear Hydrodynamic Stability Theory with 
Numerical Calculations. Part 1: A Power Series 
Method for the Numerical Treatment of the Orr-Som- 


merfeld Equation. 
N74-19909/2GI1 74-14 20D PC$3.25/MF$2.25 


A Non-Linear Hydrodynamic Stability Theory with 
Numerical Calculations. Part 2: Theoretical Analysis 
and the Numerical Results for Plane Poiseuille Flow. 

N74-19910/0GI 74-14 20D PC$3.25/MF$2.25 


A Non-Linear Hydrodynamic Stability Theory with 
Numerical Calculations. Part 3: Numerical Results for 
the Flat Plate Boundary Layer. 


74-22 7C Reprint 


N74-19911/8GI 74-14 20D PC$3.25/MF$2.25 
ITOH, S. 

First Report on the Jaeri Tokamak Experiments. 

JAERI-M-5385 74-18 18A PC$4.00/MF$2.25 
ITOH, T. 


An Efficient Method for Performing Karhunen-Loeve 
Transform for Image Coding 
AD-787 520/6GI 74.36 9D PC$3.75/MF$2.25 


Microwave Integrated Circuits, Electromagnetic Scat- 
tering, and Optical Data Processing. 

AD-777 018/3GI 74-11 SB PC$3.25/MF$2.25 
ITOH, TATSUO 

Reprint: Analysis of a Microstrip Disk Resonator. 

AD-779 098/3GI 74-15 9A Reprint 

Reprint: Spectral-Domain Approach for Calculating the 

Dispersion Characteristics of Microstrip Lines. 

AD-770 908/2GI 74-03 9E Reprint 
ITOH, Y 


An Apparatus - Measurement of the Flash Degrada- 
tion of Polyme 


N74-23049/1G1 74-18 14B  PC$3.25/MFS2.25 
ITON, L. 

Study of Rare Earth Zeolites. 

C00-3029-9 74-02 7D PC$3.00/MF$2.25 


ITZKAN, IRVING 


N2 Pumped Tunable Dye Laser. 
PATENT-3 713 044 74-08 20E Not available NTIS 


IUCCI, N. 


The Cosmic Ray Spectral Modulation Above 2 Gv 
During the Descending Phase of Solar Cycle No. 19. 
Part 1: A Comprehensive Treatment of the Neutron 
Monitor Data from the Worldwide Station Network 
and Latitude Surveys. 

N74-13544/3GI 74-07 4A PC$3.75/MF$2.25 


The Cosmic Ray Spectral Modulation Above 2 Gv 
During the Descending Phase of Solar Cycle No. 19. 
Part 2: A Study of Large Forbush Decreases. 

N74-13545/0GI 74-07 4A PC$3.25/MF$2.25 


The Cosmic Ray Spectral Modulation Above 2GV Dur- 
ing the Descending Phases of Solar Cycle No. 19. Part 
5: The Influence on the Coupling Functions of the 
Nucleonic Component 

N74-13553/4GI 74-07 3B PC$3.25/MF$2.25 


The Cosmic Ray Spectral Modulation Above 2GV. 
Part 4: The Influence on the Attenuation Coefficient of 
the Nucleonic Component. 

N74-13539/3GI 74-07 4A PC$3.75/MF$2.25 


Short and Long-Term Variations in the Cosmic Ray In- 
tensity and Their Connection with the 5303 a Coronal 
Line Intensity in Solar Cycle No. 20. 

N74-13548/4GI 74-07 3B PC$3.75/MF$2.25 


IURA, T 


Gas Turbine Engine Production Implementation Study. 
Volume I: Executive Summay. 
PB-225 465/4GI 74-02. 21E PC$3.25/MF$2.25 


IVAKHNENKO, P. S. 


Roentgenoluminescence of Alkalihalide Crystals Ac- 

tivated by Bivalent Europium--Translation. 

AD-773 505/3GI 74-07 2L PC$3.25/MF$2.25 
IVAKHNOV, A. 


A Duet of Metal and Plastic--Translation. 
AD-776 922/7GI 74-11 ILL = PC$3.25/MF$2.25 


IVAKNIK, V. P. 


Separation of Liquid Isotope Mixtures by Thermal Dif- 

fusion. 

MLM-2144(tr) 74-18 18B PC$4.00/MF$2.25 
IVANCEVIC, D 

Computer Analysis of Radiocardiograms of Patients 

with Intracardiac Shunts. 

CONF-740708-21 74-23 6E PC$4.00/MF$2.25 

Parameter Estimation in Clinical Nuclear Medicine 

Studies. 

ORO-2401-79 
IVANCHENKO, N. N. 

Cavitation Damage in Diesel Engines--Translation. 

AD-783 747/9GI 74-21 21G MFS$2.25 
IVANENKO, A. I. 


Choice of Optimal Parameters for the Superconductive 
Quantum Magnetometer. 
JINR-P13-7489 74-15 17F PC$4.00/MF$2.25 


Q Meter with Automatic Fine Adjustment of the Input 

Circuit. 

JINR-P 13-7176 74-06 18D PC$3.00/MFS$2.25 
IVANENKO, V. V. 


Evaluation of Radiation Characteristics of Regenerated 
Plutonium Fuel. 
SRARI-P-179 74-02 18] PC$3.00/MF$2.25 


Solubility of Sphalerite in Aqueous Solutions of Sodi- 
um Chloride at High Temperatures. 
N74-22806/SGI 74-18 7D PC$3.25/MF$2.25 


IVANENKO, YU. V. 


Physiology of the Sonar System in Black Sea Dol- 

phins, 

IPRS-60298 74-01 6C PC$3.25/MFS$2.25 
IVANETICH, RICHARD J. 


Reprint: Spectral Representation for Elastic Photon- 
Photon Scattering. 
AD-779 185/8GI 


IVANOFF, A 


Physical, Chemical and Biological Factors Affecting 
the tion of Light in Seawater. 
N74-28135/3GI 74-20 20F PC$4.75/MFS?.25 


Solar Energy and the Seasonal Thermocline. 


74-20 6R PC$4.50/MF$2.25 


74-15 20H Reprint 


N74-27308/7GI 74-20 83 PC$3.25/MFS$2.25 
IVANOV, A 

De Generator for Kolkhoz Wind Powered Generators. 

N74-17786/6GI 74-12 10B = PC$3.25/MF$2.25 

Quantitative Interpretation of Chromatograms--Trans- 

AD-T0 731/8GI 7403 7D PC$3.25/MF$2.25 
IVANOV, A. A. 

Lines of Development of Rural Wind Power Plants. 

N74-20701/0GI 74-15 10A PC$3.25/MF$2.25 
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Leeman 


Study of Heatproof Materials in Nonsteady-State 
Operating Conditionsg-Translation. 


AD- 780 826/4G1 74-17 1B PC$3.25/MF$2.25 

Theory of Automatic Control and Regulation--Transla- 

tion. 

AD-781 302/S5GI 74-18 12A PC$12.25/MF$2.25 

Turbulent Heating of Plasma by a Current in a 

“Tokamak” 

IAE-2254 74-09 201 PC$3.00/MF$2.25 
IVANOV, A. I. 


Automated Production Control System with Remote 
Data Transmission from the Working Sections of the 
Shops to the Computer at the First State Bearing 
Plant--Translation. 

AD-781 622/6GI1 74-18 13H PC$3.25/MF$2.25 


Lead Telluride Alloyed with Indium and Lanthanum - 


Translation. 
AD-786 794/8GI 74-25 20L PC$3.25/MF$2.25 


IVANOV, A. N. 
Method of Measurement of Nonstationary Aerodynam- 
ic Force--Translation. 
AD-770 529/6GI1 74-02 14B PC$3.25/MF$2.25 
IVANOV, A. V. 
Low-Density Jets Behind a Sonic Nozzle at Large 
Pressure Gradients--Translation. 
AD-783 456/7GI 74-20 20D PC$3.25/MF$2.25 


IVANOV, B. A. 
Experimental Investigation of Interaction Processes of 
Intense Relativistic Electron Flow in a Beam--Plasma 


System. 
NP-19927 74-12 201 PC$3.00/MF$2.25 


Limiting Conditions of Combustion Propagation along 
Metal Samples in Gaseous Oxygen 


AD-770 463/8GI 74.02 7D PC$3.25/MF$2.25 
IVANOV, B. N. 

Materials for Color Photography--Translation. 

AD-781 161/5GI 74-17 14E PC$3.25/MF$2.25 
IVANOV, E. A. 


Addition Theorem for Elementary Functions of Spheri- 


cal Waves--Translation. 
AD-778 700/SGI 74-14 203° PC$3.25/MF$2.25 
IVANOV, G. A. 


Formation of the Magnetic Field of Accelerating Unit 

in the Model of Collective Linear Accelerator. 

UCRL-Trans-1505 74-06 20G PC$4.00/MF$2.25 
IVANOV, 

‘scuamiaina of Soils of Plains of Primorye and Amur 

River Region, 

TT-70-57107 
IVANOV, G. V. 


The Influence of Certain Functional Groups in a Fuel 
Molecule on the Burning Rate of Condensed Systems-- 
Translation. 
AD-770 892/8GI 
IVANOV, I. D. 


Analysis of Tendencies and Forecast of Scientific- 
Technical Progress, 
JPRS-60402 74-02 SA PC$10.00/MF$2.25 


IVANOV, I. M. 
Absorption and Excretion of Griseofulvin Ad- 
ministered to Patients in Combination with Vegetable 


Oil--Translation. 
AD-778 680/9GI 74-14 60 PC$3.25/MF$2.25 
IVANOV, I. N. 


Extension of Possibilities of the Adgezator Magnetic 

System for a Preliminary lon Acceleration. 

JINR-P9-7679 74-15 20G PC$4.00/MF$2.25 
IVANOV, L. 1. 


Effect of Electron Irradiation on —— Proper- 

ties and Structure of Aluminum--Transla 

AD-784 321/2GI1 74-22 11F PCs. 35/MFS2. 25 
IVANOV, M. P. 

Experiments on Search for Spontaneously Fissioning 

Nucleides of Superheavy Elements in Nature. I. 


74-08 8M PC$4.25/MF$2.25 


7403 7D PC$3.25/MF$2.25 


JINR-P6-7588 74-14 20H PC$3.25/MF$2.25 
a of the Sonar System in Black Sea Dol- 
ins, 
IPRS-60298 74-01 6C PC$3.25/MF$2.25 
IVANOV, N. M. 


The Early Results of Using Levorin in Patients with 
Prostatic Adenoma, 
PB-225 064/TGI 7401 60 PC$3.25/MF$2.25 


A Procedure for Determining Griseofulvin in the Blood 


of Patients--Translation. 
AD-778 788/0GI 74-14 60 PCS$3.25/MF$2.25 


IVANOV, N. R. 


Peculiarities in the Formation of ‘Phaseolus L.' Spe- 
cies in the Old and the New World (Osobennosti For- 
— Vidov ‘Fasoli L.’ Starogo i Novogo 
veta), 


TT-71-51027 74-16 6C PCS$3.75/MF$2.25 


IVANOV, S.N. 
Band Irradiator with Electrical Scanning of Radiation 
Pattern (3)--Translation. 
AD-786 036/4GI 
IVANOV, V.A. 
Interaction of Microwave Radiation with a Stream of 
Collisionless Plasma Insulated from Waveguide Walls. 
NP-19926 74-11 201 + PC$3.00/MF$2.25 
Method of Obtaining Bis-(Difluoroamino)-Pentene-- 
Translation. 
AD-776 932/6GI 74-11 7C PC$3.25/MF$2.25 
Rendezvous in Space. 
N74-16531/7G1 74-10 22A PC$8.5S0/MF$2.25 


A Study of Receptive Fields on Neurons of Cat's 
oem Cortex as Filters of Spatial Frequency--Transla- 


AD773 895/8GI 


IVANOV, V. E. 


Determining the Vapor Pressure of Metals at High 
Temperatures--Translation. 


74-24 3B PC$3.75/MF$2.25 


74-07 6P PC$3.25/MF$2.25 


AD-781 623/4GI 74-18 LIF PC$3.25/MF$2.25 
IVANOV, V.1. 

Investigation of a 90-Channel PB Glass Cherenkov 

Hodoscope. 

JINR-P1-7309 74-06 18D PC$3.00/MF$2.25 
IVANOV, V. M. 

Cooled Water Production System--Translation. 

AD-772 057/6G1 7405 13A_ PC$3.25/MF$2.25 


Possibility of Obtaining Enriched — 242G by 
the Elution of Recoil Atoms from Zeoli! 
SRARI-P-195 74-16 18B PCS4. 00/M F$2.25 


IVANOV, V 
Light Amplification in a Pulsed Gas-Dynamic Laser 
Using Acetylene-Air Combustion Products--Transla- 
tion. 
AD-781 442/9GI 
IVANOV, V. V. 


Geochemistry, Mineralogy and Methods of Determina- 
tion of Elements of the Platinum Group 
TT-74-53013 74-24 8G PCS1O. 25/MF$2.25 


Thermal Regine of Tundra Soils in West Taymyr-- 
Translation. 
AD-772 768/8GI 74-06 8M PC$3.25/MF$2.25 


Transfer of Radiation in Spectral Lines. 
COM-74-50307/9GI 
74-11 7D PC-GPO/MF$2.25-NTIS 


74-18 20E PC$3.25/MF$2.25 


IVANOV, Y 


Man-Operator in Space. 
N74-30488/2G1 


IVANOVA, L. S. 


Occupational Diseases of the Skin and Respiratory Or- 
gans in Personnel Working in the Production of Cer- 
tain Medications--Translation. 

AD-780 335/6GI 74-16 63 PC$3.25/MF$2.25 


IVANOVA, L. K. 
Experimental Investigation of Cumulative Meson 


Production. 
JINR-E1-8054 74-24 20H PC$4.50/MF$2.25 
IVANOVA, L. M. 


The Level of Sr90 and Cs137 in the Waters of the Bal- 

tic Sea in 1970--Translation. 

AD-777 440/9GI 74-12 83 PC$3.25/MF$2.25 
IVANOVA, T. P. 


Investigation of the Skin-Irritating and Allergic Effect 
of Fabrics Made from Polyamide Fibers--Translation. 
AD-779 123/9GI 74-15 6E PC$3.25/MF$2.25 


Study of the Skin Irritating and Allergenic _— of 
Clothing Made of Synthetic Fibers--Translatio: 
AD-779 214/6GI 74-15 6E PC$3. 23/MFS2. 25 


IVANOVA, V. S. 


High-Strength Nonmagnetic Alloys, 
IPRS-61605 74-12 11F PC$S.25/MF$2.25 


IVANOVSKAYA, L. A. 
Charge Exchange in pi exp - 


GeviC. 
JIN R-P1-8036 74-24 20H PC$4.00/MFS$2.25 


Study of pi exp - N Collisions of High Multiplicity 
(N/sub +-/ Greater Than or Equal to 5) at p = 40 


GeviC. 
JINR-P1-7680 74-14 20H PC$4.25/MF$2.25 
IVANOVSKIHL, E. F. 


The Order of Lenin Moscow Military District--Transla- 


74-24 SH PC$10.50/MF$2.25 


p-Interactions at 40 


tion. 
AD-770 441/4GI 
IVANUSKI, VICTOR R. 


Nondestructive Test of Filter-Coalescer Elements. 
AD-775 887/3GI 74-10 14B PC$4.75/MFS$2.25 


7402 SD PC$17.25/MF$2.25 


IVASHKIN, A. B. 
Heat Flow Distribution in the Outer Electrode in a 
Quasi-Stationary Plasma Accelerator--Translation. 









IVLEV, L. S. 





AD-774 402/2GI 74-08 201 PC$3.25/MF$2.25 
IVASHOV, P. V. 


The Significance of Biological Factors in the Weather- 
ing of Rocks and Minerals. 
N74-31872/6GI 74-25 8G PC$3.75/MF$2.25 


IVASKIV, YU. L. 


On the Application of Matrix Principles When Desig- 
ning Digital Computers (TsVM) Utilizing Multivalue 
Elements--Translation. 
AD-780 312/SGI 


IVERS, WILLIAM D. 
Reprint: Towing a Long Cable at Slow Speeds: A 


Three-Dimensional Dynamic Model. 
AD-786 063/8GI 74-24 133° Reprint 


Simulation Studies of the Response of a Deeply Towed 
Vehicle. 
AD-779 508/1GI 74-15 133 PC$3.25/MF$2.25 


IVERSON, HENRY G. 
Extraction of Aluminum from Silicate Rocks and 
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Nectar Secretion and Honey Productivity of Cau- 
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JANDA, RICHARD J. 
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E74-10186 74-06 8C PC$3.25/MF$2.25 
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INP-846 74-12, 7D PC$3.25/MFS$2.25 
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Proton Jumps in Crystalline Hydronium Perchlorate. 

INP-846 74-12. 7D PC$3.25/MFS2.25 
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Design and Specification. 

AD-783 789/1GI 74-21 9B PC$7.25/MF$2.25 
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AD-780 085/7GI 74-16 9A PC$3.75/MF$2.25 
JANSEN, G. 
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BNWL-SA-4753 74-06 18G PC$3.00/MF$2.25 
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Measurement of Amplitude Scintillation on a Radiolink 
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N74-10156/9GI 74-04 17B  PC$3.75/MF$2.25 
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Photoproduction of eta-Meson on Hydrogen at Photon 
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PI-1-202 74-06 20H PC$3.00/MF$2.25 
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Preliminary Creep Deflection Design Method of Radia- 
tive Metallic Heat Shields for Advanced AF Vehicles. 
AD-781 756/2GI 74-18 22B PC$4.25/MF$2.25 
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Storability Investigations of Water. Volume I. Experi- 
mental Studies. 
AD-772 804/1GI 74-06 11F PC$S.75/MF$2.25 


Storability Investigations of Water. Volume II. An- 


notated B —_ y. 
AD-772 811/6GI 74-06 11F PC$8.75/MF$2.25 
JANSING, W. 


Handling Apparatus for Sodium-Cooled Reactor Instal- 

lations. 

BNWL-tr-103 74-10 18E PC$3.00/MF$2.25 
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nel of a Computing U 

AD-781 305/8GI Yes 9B PCS$S.75/MF$2.25 
JANSON, ROBERT 

A New Strategy for Job Enrichment. 

AD-779 827/SGI 74-16 SI PC$3.75/MF$2.25 
JANSON, THOMAS R. 

Photochemical Stimulation of Nerves. 

PAT-APPL-459 756 74-23 6P PC$3.25/MF$2.25 
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Calculation of Load to Destruction for Concrete Im- 
bedded Metallic Columns le Calc Ul des Charges Ul- 
times des Colonnes Metalliques Enrobees de Beton. 

N74-32995/4GI 74-26 13M PC$4.75/MF$2.25 


Concrete-Steel Composite Structures. Reduction in 
Number of Connecting Pins by Reticulated Sole at 
Concrete-Steel Interface Constructions Mixtes Acier- 
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Reprint: Application of Array Data Processing 
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Results. 
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Analyses of Tipple and Delivered Samples of Coal 
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Neutron Dose. 
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Fission Gas Pressure Evolution in Irradiated Coated 

Particles. 
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74-25 20D PC$4.00/MF$2.25 
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INP-838 74-06 20H PC$3.25/MFS$2.25 
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and Inelastic Scattering of alpha Particles on MG and 
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INP-449 74-15 20H PC$3.00/MF$2.25 
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Diseases and Parasites of Xenopus, the Clawed Toad. 

CONF-740422-1 74-18 6C PC$4.50/MF$2.25 
JARED, R. C. 

Macroscopic Aspects of Heavy lon Reactions. 

LBL-2940 74-24 20H PC$4.25/MF$2.25 


Measurement of Prompt gamma Ray Lifetimes of Fis- 
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INP-829 74-07 TE PC$6.25/MF$2.25 
JARRARD, RICHARD D. 
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A Technique for Predicting South China Sea Tropical 
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AD-780 209/3GI 74-16 4B PC$3.75/MF$2.25 
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Snap 2: Summary Report. 

AI-AEC-13068 74-04 18N PC$7.60/MF$2.25 
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Application of X-Ray Fluorescence Techniques to 
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mosphere. 
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PATENT-3 637 823 74-04 7C Not available NTIS 


Preparation of Caronic Acid from Delta-3-Carene. 
PATENT-3 637 823 74-26 7C Not available NTIS 
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RL-73-134 74-09 20G PC$3.00/MF$2.25 
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MLM-2086 74-06 11F PC$4.00/MF$2.25 
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MLM-1524 7402 18N PC$3.00/MF$2.25 
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The Stability of Methanephosphonate to Electro-Ox- 
idation. 
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COM-74-50248/SGI_ 74-10 14B Not available NTIS 
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On the Decay Schemes of exp 123 BA and exp 125 


BA. 

JIN R-E6-7762 74-21 20H PC$4.00/MF$2.25 
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74-06 6K PC$6.25/MF$2.25 
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Grain Refinement through Thermal Cycling in an Fe- 
Ni-Ti Cryogenic Alloy. 

AD-775 $10/1GI 74-09 11F PC$3.75/MF$2.25 
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AD-770 278/0GI 74-02 7D Reprint 
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AD-770 276/4GI 
JIRBERG, R. J 
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N74-10360/7GI 74-04 8L PC$3.25/MF$2.25 


Remote Profiling of Lake Ice Thickness ine a Short 
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N74-29723/SGI 74-24 8L Pcs. 25/MF$2.25 
JIRIK, C. J. 

Offshore Petroleum Studies: Nomograph for Estimat- 
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On Laboratory Simulation of Tornado-Like Vortices. 

COM-74-11415/8GI 74-21 4B PC$4.25/MF$2.25 
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Electronic Structure of Complex Crystalline and 
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JOBE, T. L. 
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AD-779 $10/7GI 74-15 13C PC$4.25/MF$2.25 
JOBSON, D. J. 


An Analysis of the Facsimile-Camera Response to 
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N74-12193/0GI 74-06 14E PC$3.75/MFS$2.25 


Design and Evaluation of a Filter Spectrometer Con- 
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N74-31918/7GI 74-25 14E PCS$3.25/MFS$2.25 

A Filter Spectrometer Concept for Facsimile Cameras. 

N74-27874/8GI 74-20 14E PC$3.75/MF$2.25 
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Tail Peculiarities in Comet Bennett Caused by Solar 

Wind Disturbances. 

N74-32274/4GI 
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CEA-R-448 74-12 6R ress. 75/MFS$2.25 
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Investigation of Electrocatalysts by Low Energy Elec- 
tron Diffraction and Related Techniques, 
AD-785 638/8GI 74-24 7D PC$3.25/MF$2.25 


JOECKLE, R. 
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74-25 3B PC$3.75/MF$2.25 
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N74-13213/SGI 7407 20E PC$3.75/MF$2.25 
JOEL, D. D. 
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BNL-18881 74-21. 6R PCS$5.25/MF$2.25 


JOEL, KENNETH E. 


A Multiple Scattering Radiative Transfer Model for 
Use in Ground Target Signature Modeling. 
AD-772 915/SGI 74-06 17H PC$4.25/MF$2.25 
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A Study of Air Traffic Data Requirements and Sources 
for FAA Analyses. 
COM-74-11240/0GI 74-20 1B PC$4.25/MF$2.25 
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A Novel Method of Cooling Semiconductor Devices 
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Rpp-1. Part 1: Introduction. 
N74-13202/8GI 74-07 14D PC$3.75/MF$2.25 
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Results. 
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Appendixes. 
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Codes with Applications to Sequential Decoding. 
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Bubble Detection. 
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TLU-24-73 74-16 20H PC$4.25/MF$2.25 
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TLU-13-73 74-16 20H PC$4.50/MF$2.25 


Form Factor Dependence of Proton Induced Deuteron 
Breakup at Low Energy. 
TLU-23-73 74-16 20H PC$4.00/MF$2.25 
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TLU-15-73 74-16 20H PC$S5.75/MF$2.25 
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TLU-14-73 74-16 20H PC$4.00/MF$2.25 
Noncoplanar Proton Correlations from the D(P,2P)N 
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TLU-10-73 74-16 20H PC$4.50/MF$2.25 
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TLU-11-73 74-16 20H PC$4.25/MF$2.25 


JOHANSSON, B 
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COM-74-10424/1GI 74-09 133 PC$7.50/MF$2.25 


Great Lakes Ore Carrier Series - Ice Resistance Model 
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ing Description. Volume XI. Cables. 
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JOHNS, R. H. 
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Analysis and Evaluation of Expeditionary Logistics 
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Container Discharge Facility. 
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Development of a Conceptional Design for a Non- 
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Effect of Screen-Induced Total-Pressure Distortion on 
Axial-Flow Compressor Stability. 
N74-22626/7GI 74-18 21E PC$4.75/MF$2.25 
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Reprint: Variable-Mesh Beach Seine for Sampling Ju- 
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BNWL-SA-4777 74-11 18A PC$3.00/MF$2.25 


Study of Zirconium Alloy Corrosion Parameters in the 
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BNWL-SA-4871(Rev.) 74-22 18A PC$4.00/MF$2.25 
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JOHNSON, A. E. 
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Soviet and East European Forecasts of European 
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The Study of Soviet Foreign Policy: A Review of 
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JOHNSON, A. S. 
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Watershed Development. 
PB-235 407/4GI 74-25 13B PC$S.75/MF$2.25 


JOHNSON, A. W. 
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JOHNSON, B. DELIA 
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JOHNSON, B. R. 
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JOHNSON, B. V. 
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Office of Naval Research Sponsored Project on Com- 
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JOHNSON, JAMES A. R. 

Local Government Planning in California. A Report of 

the California Council on Intergovernmental Relations, 

PB-225 295/SGI 74-02 13B PC$4.75/MF$2.25 
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Materials. 
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Reprint: Application of the SCF-XAlpha Scattered 
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Reprint: The SCF-X(Alpha) Scattered-Wave Method. 
AD-772 367/9GI 74-05 7D Reprint 
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JOHNSON, L. C. 
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Reprint: Solubility and Reactivity of Marine Polymers 
in Dimethylformamide-Dinitrogen Tetroxide. 
COM-74-10582/6GI 74-10 7C Reprint 
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Reprint: Frequency Dependence of the Daily Pattern 
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AD-785 099/3G1 74-23 83 Reprint 

JOHNSON, R. L. 
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JOHNSON, R. T. 
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JOHNSON, R. T. JR. 


Low-Temperature Electrical Resistivity Characteristics 
of Fast-Neutron-Irradiated CDS: New Concepts in 
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JOHNSON, RALPH E. 
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Helicopter Drive System Load Analysis. 
AD-775 858/4GI 74-10 1C PC$4.25/MF$2.25 


JOHNSON, RAYMOND C. 


Range Laws for FM Radars with ee Processing 
and Arbitrary Modulating Waveshape 


AD-773 713/3GI 74-07 in Bess. 75/MF$2.25 
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AD-784 628/0GI 74-22 9E PC$3.25/MF$2.25 
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Assessment of Potential Radiological Health Effects 
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PB-226 734/2GI 74-06 6R PC$4.25/MF$2.25 
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formance of CUSUM Tests. 
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JOHNSON, RICHARD W. 
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AD-774 597/9GI 74-08 4A PC$7.50/MF$2.25 
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AD-780 843/9GI 74-17 9B PC$4.25/MF$2.25 


JOHNSON, ROBERT 
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PB-236 926/2GI 74-26 13B PC$3.25/MF$2.25 
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Method of Synthesizing Asbestos. 
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PATENT-3 350 166 74-07 7B Not available NTIS 
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PATENT-3 321 271 74-08 7D Not available NTIS 

Synthesis of Fibrous Silicon Nitride. 

PATENT-3 244 480 74-12 7D Not available NTIS 
JOHNSON, ROBERT E. 

Preparation of an Accelerated Protection Test Method 

for Lubricants, Corrosion Preventives and Hydraulic 

Fluids. 

AD-771 912/3GI 7405 11H PC$3.75/MF$2.25 
JOHNSON, ROBERT FREDERICK 


Data Acquisition System for Aircraft Flying Quality 

Investigations. 

AD-781 863/6GI 74-18 1C PC$S5.25/MF$2.25 
JOHNSON, ROBERT L. 


Field Induced Luminescence. 
AD-783 958/2GI 74-22 8A PC$4.25/MF$2.25 


JOHNSON, ROBERT M. 
Automated Flight Training (AFT). GCI/CIC Air At- 


tack. 
AD-772 593/0GI 74-06 SI PCS$S.25/MF$2.25 
JOHNSON, RONALD H. 


Analyses of Chemical and Smoke Releases in the At- 
mosphere. 
AD-783 909/SGI 74-21 4A PC$4.75/MF$2.25 


JOHNSON, ROWLAND E. 

Pb-SaTe Single Crystals. 

AD-909 444/2GI 74-23. 20B = PC$3.75/MF$2.25 
JOHNSON, RUSSELL L. 


Implications of the Nixon Doctrine on the Military Use 
of the Trust Territory of the Pacific Islands (TTPI). 
AD-772 620/1GI 74-06 SD PC$3.25/MF$2.25 


Implications of the Nixon Doctrine on the US Army's 

Use of Alaska. 

AD-772 619/3GI 74-06 SD PC$3.25/MF$2.25 
JOHNSON, S. G. 

Complete Listing of Updated Results from Falling 

Sphere Experiments Conducted in Australia March 

1962 to June 1972. 

N74-16329/6GI 74-10 4A PC$S.75/MF$2.25 

The Feasibility of the Falling Sphere as a Sounding 

Technique for the Lower Atmosphere 


N74-29710/2GI 74-24 4A PCS3.75/MF$2.25 
JOHNSON, S. H. 

Reprint: Compilation of Reprints. 

AD-773 560/8GI 74.07 83 Reprint 


Reprint: Seismic Refraction Measurements § in 
Southeast Alaska and Western British Columbia. 
AD-773 561/6GI 7407 8K Reprint 


JOHNSON, S. K. 
Ectocommensals and Parasites of Shrimp from Texas 
Rearing Ponds, 
COM-74-10455/SGI 74-08 6C PC$3.75/MFS$2.25 
JOHNSON, S. M. 
CH-54A Design and Operational Flight Loads Study. 
AD-773 5S1/7GI 74-07 1C PC$4.75/MF$2.25 








JOHNSON, W. L. 


Reprint: The Opposing Effects of Pressure and 
General Anaesthetics on the Cation Permeability of 
Liposomes of Varying Lipid Composition. 

AD-771 251/6GI 74-04 60 Reprint 


JOHNSON, SELMER M. 


Improved Results for Minimum-Comparison Selection, 
AD-783 272/8GI 74-20 9B PC$3.75/MF$2.25 


JOHNSON, T. E. 


Evaluation of the Regenerative Pressurized Fluidized- 
Bed Combustion Process. 
PB-232 012/SGI 74-14 7A PC$S.25/MF$2.25 


JOHNSON, T. H. 


Computational Studies of the Two-Component To- 
roidal Fusion Test Reactor. 
UCID-16530 74-22. 18A PC$11.75/MF$2.25 


JOHNSON, THOMAS LAWRENCE 


An Analysis of Consumer Credit Numerical Scoring 
Systems and the Effect on Military Servicemen. 
AD-772 875/1G1 74-06 SC PC$4.75/MF$2.25 


JOHNSON, THYS B. 


Mine Systems Analysis - Tertiary Channel Deposits. 
—— Hill Pit, San Juan Ridge, Nevada County, 
Cali 


alif. 
PB-226 723/SGI 74-06 81 PC$4.75/MF$2.25 


JOHNSON, V. J. 


Determination of Ballistic Winds for Rocket-Assisted 
Projectiles (RAP). 
AD-778 3 .8/6GI 74-13 19A PC$3.25/MF$2.25 


Reprint: Thermodynamic and Transport Properties of 


Cryogenic Propellants and Related Fluids. 
AD-777 940/8GI 74-13 7D Reprint 


JOHNSON, VICTOR J. 


Reprint: thermodynamic and Transport Properties of 
Cryogenic Propellants and Related Fluids. 
COM-74-50052/1GI 74-06 7D Not available NTIS 


JOHNSON, W 


Analytical Model for Tilting Proprotor Aircraft 
Dynamics, Including Blade Torsion and he gag Bend- 
ing Modes, and Conversion Mode Ope 

N74-31498/0GI 74-25 1C POCse. 25/MF$2.25 


Dynamics of Tilting Proprotor Aircraft in Cruise 
Flight. 

N74-27500/9GI 74-20 1A PC$8.50/MF$2.25 
Perturbation Solutions for the Influence of Forward 
Flight on Helicopter Rotor Flapping Stability. 
N74-31501/1GI 74-25 1A PCS$S.25/MFS$2.25 


JOHNSON, W. A. 


Analysis and Moving Base Simulation of Transition 
Configuration Management Aspects of a Powered Lift 


Aircraft. 

N74-22671/3GI 74-18 1C PC$4.25/MF$2.25 
Analysis of Vortex Wake Encounter Upsets. 
N74-31500/3GI 74-25 1A PC$4.75/MF$2.25 


Design of a Flight Director/Configuration Management 
System for Piloted STOL Approaches. 
N74-15715/7GI 74-10 1B PC$7.00/MF$2.25 


JOHNSON, W.C. 


Experimental Techniques for Studying Grain Boundary 
Chemistry. 
COO-2166-11 74-16 7D PC$4.25/MF$2.25 


Reformating Forest Survey Tree Detail Data at Ornl 
Including a Documentation of Program Reform. 
EDFB-IBP-74-3 74-25 SB PC$S.45/MF$2.25 


Reprint: Scanning Electron Micrographs of Self- 
Quenched Breakdown Regions in Al-Si02-(100)Si 
Structures. 

AD-784 691/8GI 74-22 20L Reprint 


Study of the Role of Impurities and Additives on 
Ceramic Densification. 
COO-2166-13 74-12. 13B PC$7.75/MFS$2.25 


JOHNSON, W. CARTER 
Vegetation of the Missouri River Floodplain in North 
Dakota. 
PB-226 366/3GI 74-05 8H PC$6.25/MFS$2.25 


JOHNSON, W. J. 


Value of Maintaining Parathyroid Hormone Suppres- 
sive Calcemia in Prevention of Bone Diseases and Ab- 
normalities in Calcium Homeostasis in Patients on 
Long-Term Hemodialysis. 

PB-229 812/3GI 74-11 6E PC$3.75/MFS$2.25 


JOHNSON, W.L. 


Amorphous Superconducting Lanthanum--Gold Alloys 
Obtained by Liquid Quenching. Aec Research and 
Development Report No. 53. 

CALT-822-61 74-22 2L PC$4.00/MFS2.25 


Superconductivity in Metal-Semiconductor Eutectic 
Alloys. Aec # .search and Development Report No. 51. 


CALT-622-5+ 74-16 20L PC$S.00/MFS2.25 
Superconductivity in Metastable Simple Cubic Alloys. 
CALT-822-60 74-20 20L PC$4.00/MFS$2.25 


PA-535 


JOHNSON, W. M. 


JOHNSON, W. M. 


Considerations for Preparation of Operation and Main- 
tenance Manuals, 
PB-227 096/SGI 74-06 13B Not available NTIS 


JOHNSON, W.R. 
Development Status of Near-Isotropic Graphites for 


Large Htgrs. 

GAta-12944 74-25 11B PC$S.45/MF$2.25 
Preirradiation Report: Hrb-4 and HRB-S Irradiation 
Capsules. 

GA-A-12920 74-21 18E PC$5.45/MF$2.25 
Thermal Conductivity of Large Htgr Fuel Rods. 
GA-4-12910 74-21 18E PC$4.00/MF$2.25 


JOHNSON, W. RUSSELL 
Homeowners’ Attitudes Toward br oe In- 
tegration: Predictions by Realtors and Teache: 
PB-228 347/1GI 74-08 53 PCS$3 75/MFS2. 25 
JOHNSON, W. T. K. 
Reprint: Half-Life Measurement of Several Short- 
Lived Nuclear Isomers. 
COM-74-50645/2GI 74-22 20H Not available NTIS 


JOHNSON, W. WAYNON 


A Review of the Literature on the Use of Diuron in 

Fisheries. 

PB-235 446/2GI 
JOHNSON, WALTER A. 

Observations of Galactic Carbon Monoxide Emission 


at 2.6 Millimeters. 
AD-776 042/4GI 


JOHNSON, WALTER C. 


Determination of the Sign of Carrier Transported 
across SiO2 Films on Si. 

AD-782 471/7GI 74-19 20L. PC$3.25/MF$2.25 
Electron Trapping in lon-Implanted Silicon Dioxide 
Films on Silicon. 

AD-781 739/8GI 74-18 20L PC$4.75/MF$2.25 


Study of Electronic Transport and Breakdown in Thin 
Insulating Films. 


74-23, 6C PC$S.25/MF$2.25 


74-10 3B PC$3.75/MF$2.25 


AD-777 817/8GI 74-13 20L = PC$S.75/MF$2.25 
Study of Electronic Transport and Breakdown in Thin 
Insulating Films. 

AD-777 915/0GI 74-13 20L PC$4.75/MF$2.25 


Study of Electronic Transport and Breakdown in Thin 

Insulating Films. 

AD-783 870/9GI 74-21 9A PC$3.75/MF$2.25 

A Study of Electronic ——— and Trapping in 

Technologically Important Insulato 

AD-772 609/4GI 74-06 20L  PC$3.75/MF$2.25 
JOHNSON, WARREN B. JR. 


LIDAR Studies of Stack Plumes in Rural and Urban 
Environments. 
PB-227 347/2G1 74-07 14B PC$5.25/MF$2.25 


JOHNSON, WAYNE A. 


Reprint: Fatigue in FB-111 Crewmembers. 
AD-786 975/3GI 74-25 6S Reprint 


JOHNSON, WAYNE F. 
Automated Sample-Reagent Loader. 
PAT-APPL-350 860 74-13. 6B PC$3.25/MF$2.25 


Automatic Photomultiplier Tube Voltage Controller. 
PATENT-3 783 300 74-25 9E Not available NTIS 


Compact Dynamic Multistation Photometer Utilizing 
Disposable Curvette Rotor. 
PATENT-3 798 459 74-25 14B Not available NTIS 


Improved Collection Ring for Use in gre arta 
Blood Fractionation Centrifugal Roto 
PAT-APPL-443 078 74-20 L "PCS3. 25/MF$2.25 


Miniature Multistation Photometer Rotor Temperature 
Control. 
PATENT-3 792 231 74-25 14B Not available NTIS 


JOHNSON, WILLIAM J. 


Uremic Neuropathy. 
PB-229 905/SGI 74-11 6E PC$4.25/MF$2.25 


JOHNSSON, RICHARD K. 


The Design of an Optimizing Compiler, 
AD-773 838/8G1 74-07 9B PCSS. 25/MF$2.25 


JOHNSTON, A. A 


Octane-Cetane Relationship. 
AD-779 $12/3GI 74-15 21D PC$3.25/MF$2.25 


JOHNSTON, A. R. 
An Experiment in Manipulator Control with Proximity 


Sensors. 
N74-20015/SGI 74-14 14B PC$3.25/MF$2.25 
JOHNSTON, ALLAN H. 


A Study of Electronics Radiation Hardness Assurance 
Techniques. Volume II, Part 1. Electrical Screening for 
Neutron Effects. 


AD-777 185/0GI 74-12 9C PC$6.25/MF$2.25 


PA-536 


A Study of Electronics Radiation Hardness Assurance 
Techniques. Volume II, Part 2. Electrical Screening for 
lonizing Radiation Rate and Total Dose Effects. 

AD-777 186/8GI 74-12 9C PC$S.75/MF$2.25 


A Study of Electronics Radiation Hardness Assurance 
Techniques. Volume II, Part 3. Electrical Screening for 


Second Breakdown. 
AD-777 187/6GI 74-12 9C PC$S.75/MF$2.25 
JOHNSTON, EMILY 


Angle Detection on Digital Curves. 
PB-226 178/2GI 74-04 9B PC$3.25/MF$2.25 


JOHNSTON, G. R 


Galvanic Corrosion Effects Associated with Graphite 
Composite/Metal Joints, 
AD-776 425/1GI 74-11 L1F PC$3.75/MF$2.25 


High Temperature Mass Spectrometry Using Knudsen 


Cell Vaporization. 
N74-11937/1GI 74-06 7D PC$3.25/MF$2.25 
JOHNSTON, H. S. 


Effect of No/sub X/ Effluents on Ozone. 
UCRL-75801 74-25 4A PC$4.50/MF$2.25 


JOHNSTON, HAROLD S. 
Molecular Modulation Spectrometry for Observation 


of Free Radicals. 

PB-231 174/4GI 74-12 7D PC$S.25/MF$2.25 
JOHNSTON, J. A 

Nuclear EMP: Emp Protective Systems. 

PEM-9 74-12 17B) PC$S.25/MF$2.25 
JOHNSTON, J. E. 

Electrostatic Entrained Material Measurement System. 

PAT-APPL-450 536 74-12 14B_  -PC$3.25/MF$2.25 


Health Physics and Medical Division Progress Report, 

January--December 1972. 

AERE-PR/HPM-17 
JOHNSTON, J. KENNETH 

BQM-34A Polarization Characteristics - Radar Cross 

Section and Glint. 

AD-775 915/2GI 74-10 171 PC$S.75/MF$2.25 
JOHNSTON, J. W. 

Environmental Surveillance for Fuel Fabrication 

Plants. 

BNWL-1723 74-02 18H PC$5.45/MF$2.25 
JOHNSTON, JAMES V. 

Compliant Surfaces for Air Bearing Gyros, 

AD-785 640/4GI 74-24 17G PC$3.25/MF$2.25 

Leveling Device. 

PATENT-3 610 054 74-20 14B Not available NTIS 
JOHNSTON, JEROME 


The Transition from High School to Work: The Work 
Attitudes and Early Occupational Experiences of 
Young Men. 

PB-225 938/0GI 74-04 SI PC$6.25/MF$2.25 
Young Men and Military Service: Condensation of 
Volume V. Youth in Transition, 

AD-777 913/SGI 74-13 SI PC$4.25/MF$2.25 


JOHNSTON, JOSEPH G. 


The OCD-D-103: A New High-Stability Beta/Gamma 
GM Tube. 


AD-775 849/3GI 74-10 18D PC$4.25/MF$2.25 
JOHNSTON, K. J. 


Reprint: Very Long Baseline Interferometric Observa- 
tions of the H20 Sources in W49 N, W3(OH), Orion 
A, and VY Canis Majoris. 


74-06 6R PC$5.75/MFS$2.25 


AD-770 422/4GI 74-02 3B Reprint 
JOHNSTON, KATHRYN T. 
Area Handbook for Bolivia, 
AD-779 914/1GI 74-16 SC PC-GPO/MF$2.25-NTIS 
a Handbook for Hai 


ADI 593/1GI 74.04 "SC PC-GPO/MF$2.25-NTIS 


Area Handbook for the Dominican Republic, 
AD-770 086/7GI_ 7402 5C PC-GPO/MFS2.25-NTIS 


JOHNSTON, KENNETH H. 


How to Find Abandoned Wells: A Manual. 
PB-226 789/6GI 74-06 81 MFS$2.25 


Subsurface Waste Injection in the United States: Fif- 
teen Case Histories. 
PB-233 954/7GI 74-19 13B PC-GPO/MFS$2.25-NTIS 


JOHNSTON, KENNETH J. 


Observation of H 42 alpha in Orio 
AD-779 922/4GI 74-16 3B *ocs3. 25/MF$2.25 


JOHNSTON, LINDA 


Artificial Reefs for Texas, 
COM-74-10853/1GI 74-12 8A  PC$3.75/MF$2.25 


JOHNSTON, R. E. 


Body Burdens of Radioactivity. 
ORO-2401-85 74-22 8H PC$S5.00/MFS$2.25 


JOHNSTON, R. P. 
Implanted Energy Conversion System. 


PB-228 519/SGI 74-09 6L PC$4.75/MF$2.25 


Implanted Energy Conversion System. 
PB-231 008/4GI 74-12 6L PC$S5.25/MF$2.25 


JOHNSTON, R. S. 


Skylab Medical Experiments Altitude Test (Smeat). 
N74-11854/8GI 74-06 6S PC$8.75/MF$2.25 


JOHNSTON, RALPH R. 


Bridge Rating and Analysis Structural System 
(BRASS). Volume I. System Reference Manual. 
PB-231 890/SGI 74-13 13B PC$7.00/MF$2.25 


Bridge Rating and Analysis Structural System 
(BRASS). Volume II. Example Problems. 
PB-231 891/3GI 74-13 13B PC$9.25/MF$2.25 


JOHNSTON, RAYMOND E. 
Evaluation of a Portable Photometer to Measure the 
Light Output of Installed In-Pavement Lighting Fix- 
tures. 
AD-769 935/8GI 7402 14B PC$3.25/MF$2.25 
JOHNSTON, RICHARD D. 


Crop Destruction Operations in RVN During CY 1967, 
AD-779 798/8GI 74-16 ISB PC$3.75/MF$2.25 


JOHNSTON, RICHARD P. 


Energy Converter to Power Circulatory Support 
Systems. 
PATENT-3 788 772 74-15 6L Not available NTIS 


JOHNSTON, ROBERT C. 


Subsurface Investigation, Section L001, L'Enfant 
Plaza-Pentagon Route. 
PB-231 119/9GI 74-12 13F PC$3.25/MF$2.25 


JOHNSTON, W. V. 


Heat Flow Calorimeter. 
PATENT-3 813 937 74-20 14B Not available NTIS 


JOHNSTON, WILLIAM 
Community Facilities Plan. 


PB-226 696/3GI 74-05 13B PC$3.75/MF$2.25 
Housing Needs Study. 
PB-226 698/9GI 74-05 13B PC$3.75/MF$2.25 


JOHNSTON, WILLIAM B. 


Criteria for Evaluating the Cost Effectiveness of Opti- 

cal Character Recognition Equipment in Base 

Telecommunications Centers. 

AD-787 197/3GI 74-26 9B PC$4.75/MF$2.25 
JOHNSTON, WILLIAM EDWARD 


Estimating Boundary Layer Fluxes from Shipboard 
Measurements of Dissipations of Turbulent Kinetic 
Energy and Temperature Variance. 

AD-776 302/2GI 74-11 4B PC$S5.75/MF$2.25 


JOHNSTON, WILLIAM H. 
Evaluation of Explosives/Narcotics (EXNARC) Detec- 
tion Ss. 
AD-787 308/6GI 
JOHNSTONE, DONALD L. 


Survival of Escherichia coli in Oligotropic Waters. 
PB-234 461/2GI 74-20 6M PC$4.25/MF$2.25 


Survival of Intestinal Bacteria in Oligotrophic Waters. 
PB-232 156/0GI 74-15 6M PC$3.75/MF$2.25 


JOHNSTONE, I. L. 


Aeupdate: An Editor Designed to — Sequential 
and Partitioned Data Sets to Be Update 
AAEC/E-267 74-13 9B Pcs3. 00/MF$2.25 


JOINER, B. A. 


Reprint: Direct Measurement of Isothermal Compressi- 
bility of Amorphous Semiconductors. 
AD-771 846/3GI 74-05 20L Reprint 


JOINES, JACK L. 


An Economic Analysis of the Relevant Costs in Air 
Force Building Replacement. 
AD-776 781/7GI 74-11 


JOJEK, DEAN 
Trade Patterns and Community Identity: Five Years 


74-26 6C PC$3.25/MF$2.25 


ISE PC$S.25/MF$2.25 


Later. 

COM-74-10554/SGI 
JOKERST, RONALD W. 

Oak-Cottonwood-Plywood Minimum Cure Time. 


74-10 SC PC$3.25/MF$2.25 


AD-784 558/9GI 74-22 11L PC$3.25/MF$2.25 
JOKLIK, W. K. 

Molecular Biology of Reovirus Multiplication. 

ORO-3857-7 74-18 SM PCS$S.50/MFS$2.25 
JOLAS, A. 


Measurement of the lon Temperature of the Plasma 

Focus Using Ruby Scattering. 

CEA-R-4489 74-09 201 PCS$6.25/MF$2.25 
JOLITZ, G. 

Air Traffic Control/Collision Avoidance System Inter- 

face Simulation: Phase II. 

AD-771 185/6GI 74-04 17G PC$7.00/MF$2.25 
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JOLLES, M 
Experimental Determination of Side Ronvtery Effects 
on Stress Intensity Factors in Surface Flaw: 
AD-776 977/1GI 74-11 20L PC$3. T5MFS2. 25 
JOLLEY, R. L. 


Chlorination Effects on Organic Constituents in Ef- 
fluents from Domestic Sanitary Sewage Treatment 


Plants. 
ORNL-TM-4290 74-06 13B PC$20.50/MF$2.25 


JOLLY, E. L. JR. 
Electron-Beam-Controlled Lasers: Discussion from the 
Engineering Viewpoint. Part I. Design of the | Kj and 
10 Kj CO sub 2 Lasers 


LA-UR-73-1629 “74-10 18A PC$3.25/MF$2.25 
JOLLY, STEWART 
Aluminum-Oxide Passivation of Electron-Beam- 


Semiconductor Silicon and Gallium-Arsenide Diodes. 
AD-775 549/9GI 74-09 9E PC$3.75/MF$2.25 
JOLY, M 


Caracath Program for the Computation of Two-Dimen- 
sional Nozzle Flow Using the Method of Charac- 


teristics Caracath: Programme de Calcul de 

l'Ecoulement dans la Tuyere Plane Par la Methode des 

Caracteristiques. 

N74-17981/3G1 74-12 20D = PC$3.75/MF$2.25 
JONA, F 


Reprint: Low-Energy-Electron-Diffraction Intensities 
from Ag(001). I. Experiment. 
AD-778 406/9GI 74-14 7D Reprint 


Reprint: Low-Energy-Electron-Diffraction Intensities 
from Ag(001). II. Theory. 
AD-778 392/1GI 74-14 7D Reprint 


Reprint: The Determination of Surface Debye Tem- 
peratures from Low-Energy Electron Diffusion Data. 
AD-774 414/7GI 74-08 20L Reprint 


Reprint: The Structure of Overlayers. I. Selenium on 

Ag (001). 

AD-773 202/7GI 
JONA, V 


Reprint: Surface Debye Temperature of the Si(001)-2x2 
Structure. 
AD-780 949/4GI 


JONAS, J. 


Reprint: Effect of Pressure on the Overall and Internal 
Rotation in Liquid Benzyl Cyanide. 
AD-771 513/9GI 74-04 7D _ Reprint 


JONASSEN, HANS B. 

Chemiluminescent Formulation. 

PATENT-3 728 271 74-26 7D Not available NTIS 
JONCAS, K. P. 

Modular, High Power, Variable R Dynamic Electrical 


Load Simulator. 
N74-32680/2GI 74-26 9C PC$4.25/MF$2.25 


JONES, A 
Assessment of the Performance of an Extended Spec- 
field Series D2 Endoscope and a Comparison with Al- 
ternative Viewing Systems. 
RD/B/N-2775 74-11 17H PC$3.00/MF$2.25 


Inhomogeneous Deformation During the Hot Rolling of 
Sheet Steels, 
PB-230 259/4GI 74-11 11F PC$3.25/MF$2.25 


The Structural State of Austenite During Continuous 

Hot Strip Mill Rolling, 

PB-230 258/6GI 74-10 11F PC$3.25/MF$2.25 
JONES, A. B. 

Rolling Element Bearing Retainer Analysis. 

AD-774 264/6GI 74-08 131 PC$8.50/MF$2.25 
JONES, A. C. 


Reprint: Estimation of Rates of Tag Shedding by 
Northwest Atlantic Bluefin Tuna. 
COM-73-$0437-04-15/GI 

74-08 6C (Order as COM-73-50437-04) 


74-06 20L Reprint 


74-17 20L Reprint 


JONES, A. L. 
An Investigation of Airborne Displays and Controls for 
Search and Rescue (SAR). Volume VIII. Army 
MEDEVAC Avionics Capability Study. 
AD-773 611/9GI 7407 6G PCS$3.75/MF$2.25 


JONES, A. T. 
Load Point Compliance of the Charpy Impact 
Specimen. 
SCL-DC-720372 74-21 11F PC$S.00/MF$2.25 
Using Crack-Mouth Displacement for Measurement 
and Control During Fracture Tests. 
SLL-73-5021 74-17 11F PC$4.00/MF$2.25 
JONES, ALAN 


The Comprehensive Urban Plan, Henderson, Texas 
1972-1992. Volume I. 
PB-224 920/9GI 74-01 13B PC$S.25/MF$2.25 


JONES, ALLAN P. 


A Note on Problems Related to Rationale, Models, and 
Methodology in Organizational Analysis. 


AD-786 218/8GI 74-24 SA PC$3.75/MF$2.25 


Organizational Climate: Construct, Global Concept, or 
Tautology. 
AD-774 165/SGI 74-08 SJ PC$4.25/MFS$2.25 


Organizational Structure: A Review of Structural 
Dimensions and Their Conceptual Relationships with 
Individual Attitudes and Behavior. 

AD-786 217/0GI 74-24 SA PC$4.25/MF$2.25 


Perceived Leadership Behavior and Employee Con- 
fidence in the Leader as Moderated by Job Involve- 


ment. 
AD-786 690/8GI 74-25 SJ PC$3.25/MF$2.25 
JONES, ALLEN M. 


Effects of Silver from Cloud Seeding on Microflora of 
Animal Digestive Systems. 
PB-226 062/8GI 74-05 6F PC$3.75/MF$2.25 


JONES, ARTHUR E. 


The Effect of Drugs on Vision. 
AD-782 893/2GI 74-20 60 PC$3.25/MF$2.25 


JONES, B. D. 
Epic Transfer Lines. 
RL-74-15 
JONES, B. F. 
Reprint: Carbon-14 Ages of Water from the Arkansas 
Hot Springs. 
AD-778 712/0GI 
JONES, B. R. 
Reprint: Physical Absorption of Vapors on Ice. IV. 
Carbon Dioxide. 
AD-784 651/2GI 
JONES, BARCLAY G. 


Regional Development Planning. (Papers Presented at a 
Conference Sponsored by Cornell University and the 
University of Puerto Rico on March 29-31, 1967). 

COM-74-11229/3GI 74-18 SC PC$8.75/MF$2.25 


JONES, BURTON D. 


Concept Feasibility Combat Tracked Vehicle Signature 

Duplicator. 

AD-780 127/7GI 74-16 19C PC$S.75/MF$2.25 
JONES, C 


Analysis of Phase lia Blowdown Tests: The Discharge 
of High Enthalpy Water from a Simple Volume into a 
Containment Volume. 

SRD-R-27 74-21 181 PC$S5.50/MF$2.25 


Procedure for Analysis of Nickel-Cadmium Cell 
Materials. 
N74-15744/7GI 74-10 10C PC$3.75/MF$2.25 


JONES, C. C. 


High Resolution Investigation of the Infrared Trans- 
mittance of Long Atmospheric Path Lengths and of In- 
dividual Atmospheric Gases. 

COM-74-10901/8GI 74-13 4A PC$4.75/MF$2.25 


JONES, C. G. 
Programming the Nova Computer for Dataway Com- 


munication. 
AAEC/E-268 74-13 9B PC$3.50/MF$2.25 
JONES, C. H. 


Development of a High Level Fast Limiting Switch, 
AD-782 207/SGI 74-19 9E PC$3.25/MF$2.25 


LRAPP Vertical Array. Phase II. 
AD-786 239/4GI 74-24 17A PC$4.25/MF$2.25 


JONES, C. K. 


Flux Quantization and the Josephson Effect in Ex- 
treme Type II Superconductors. 


74-16 20G PC$4.00/MF$2.25 


74-14 8D _ Reprint 


74-22 7D Reprint 


AD-778 041/4GI 74-13 20L PC$3.25/MF$2.25 
JONES, C. R. 

Effects of Aircraft Design on STOL Ride Quality: A 

Simulator Study. 

N74-32443/SGI 74-26 1A PC$3.25/MF$2.25 


Reprint: An Efficient Chemiluminescent Reaction. 
AD-781 462/7GI 74-18 7B Reprint 
Reprint: Chemical Lasers in the Visible. 

AD-782 962/SGI 74-20 20E Reprint 
Reprint: Gas-Phase Reaction of Barium with 
Dinitrogen Oxide. I. Measurement of Production Effi- 
ciency of Excited States. 

AD-785 918/4GI 74-24 7D Reprint 
Reprint: Gas-Phase Reaction of Barium with 


Dinitrogen Oxide. II. Mechanism of Reaction. 
AD-785 919/2GI 74-24 7D Reprint 


JONES, CARL E. 
Protecting Ischemic Myocardium, Minimizing Infarct 
Size, and Enhancing Myocardial Repair. Myocardial 
Ischemia: Changes in Energy Conservation, and 
Specific Interventions Designed to Improve Cardiac 


Contratility. 
PB-231 508/3GI 74-13 6E PC$4.75/MF$2.25 






JONES, DAVID W. JR. 





JONES, CHARLES ERNEST Ill. 
Investigations into the Variation of the Internal Bal- 
oe of a Solid Fuel Ramjet Through Combustor 
sign. 
AD-769 747/7GI 7401 21E PC$4.75/MF$2.25 
JONES, CHARLES KENNETH 


X bar and R-Charts through Biased Sampling. 
AD-785 498/7GI 74-23 14D PC$4.75/MF$2.25 
JONES, CHESTER G. 


Reprint: Effectiveness Determination of Bombers 
Penetrating through an Air-to-Air Defense. 
AD-772 841/3GI 74-06 15SC Reprint 


JONES, CHRISTOPHER J. 


Polyhedral Metallocarborane Chemistry: Thermal 
Rearrangements of Bimetallic Cobaltacarboranes. 
AD-786 772/4GI 74-25. 7C PC$3.75/MF$2.25 


Rearrangements of Bimetallic Cobaltacarboranes. 
AD-772 143/4GI 74.05 7C PC$3.25/MF$2.25 


The Thermal Rearrangements of Non-Ichosahedral 


Cobaltacarboranes. 
AD-776 277/6GI 74-10 7C PC$3.75/MF$2.25 
JONES, CLIFFORD K. 


Investigation of Flux Pinning and Critical Current Den- 

sities in Type II Superconductors. 

AD-780 903/1GI 74-17 20L PC$4.25/MF$2.25 
JONES, D. A. 


High Temperature Lubricant Screening and Systems 
Studies 


N74-12218/5GI 74.06 11H PC$7.25/MF$2.25 
JONES, D. B. 

Flexible Breakwaters. 

AD-786 369/9GI 74-25 13B PC$4.25/MFS$2.25 
JONES, D. C. L. 


Mortality in Rats Exposed to CW Microwave Radia- 

tion at 0.95, 2.45, 4.54, and 7.44 GHz. 

AD-774 823/9GI 74-09 6R PC$4.75/MF$2.25 
JONES, D. D. 


Aerobic Treatment of Livestock Wastes. 
PB-230 386/SGI 74-10 13B PC-GPO/MF$2.25-NTIS 


JONES, D. F. 
Computer-Oriented gamma Scan System. 
LA-5379-MS 74-04 18D PC$4.00/MF$2.25 


Field Assay of Plutonium with a New Computerized 
Segmented gammz: Scan Instrument. 


LA-UR-74-924 74-22 18G PC$4.25/MF$2.25 

Passive Segmented gamma Scan Operation Manual. 

LA-5652-M 74-24 18) PC$S.45/MF$2.25 
JONES, D. G. 


Reprint: Studies of the Relaxation of Internal Energy 
of Molecular Hydrogen. 
7403 7D Not available NTIS 


AD-770 786/2GI 

JONES, D. W. 
Cryogenic Systems and Superconductive Power. 
AD-775 228/0GI 74-09 133 PCS$7.50/MFS$2.25 


Cryogenic Systems and Superconductive Power. 
AD-786 156/0GI 74-24 9C PC$4.75/MF$2.25 


JONES, D. W. JR.. 


Studies in Short Haul Air Transportation in the 
California Corridor: Effects of Design Runway 
Length; Community Acceptance; Impact 4 — on 
Investment and Fuel Cost Increases, Volu 

N73-32842/9GI 7402 1E PCS7.25/iM F$2.25 


Studies in Short Haul Air Transportation in the 
California Corridor: Effects of Design Runway 
Length; Community Acceptance; Impact of Return on 
Investment and Fuel Cost Increases. Volume 2: Ap- 


pendices. 
N73-32843/7G1 7402 1E PC$7.00/MF$2.25 
JONES, DALE C. 


Impact of HMO-Type Organizations in Two Communi- 

ties: The Delivery and Utilization of Health Services. 

PB-231 587/7GI 74-14 6E PC$S.25/MF$2.25 
JONES, DAVID 


An Analytical Method for Total Heavy Metal Com- 
plexing Agents in Water and Its Application to Water 


Quality Studies. 

PB-226 322/6G1 7405 7D PC$3.25/MF$2.25 
JONES, DAVID C. L. 
Radiobiology of L 
AD-770 131/1GI 
JONES, DAVID I. G. 


Constrained Layer Treatments for Noise Control in a 
Helicopter. 
AD-783 234/8GI 74-20 1C PC$4.25/MF$2.25 


JONES, DAVID W. IR. 


Must We Travel: The Potential of Communication as a 
Substitute for Urban Travel. 
PB-227 185/6GI 7408 13B PC$4.75/MF$2.25 


Animals. 
7402 6R PCS$3.75/MFS$2.25 


PA-537 


JONES, DONALD W. 


JONES, DONALD W. 
A Rationale for Persistent Low Incomes in Small 
Urban Centers. 
COM-74-10009/0GI 
JONES, DONNY RAY 
Bibliography on Pricing Methodology and Cost Esti- 


mating, 
AD-893 237/8GI 74-13 ISE PC$S.75/MF$2.25 
JONES, DUANE A. 


Flocculants from Starch Graft Copolymers. 
PATENT-3 669 915 74-16 7C Notavailable NTIS 


JONES, E. B. 
Areal Snowpack Water-Equivalent Determinations 
Using Airborne Measurements of Passive Terrestrial 


mma Radiation. 
GG-1183-1615 74-07 8L PC$3.00/MF$2.25 


JONES, E. BRUCE 

Management and Administration of Ground Water in 

Interstate Aquifers. Phase II. Part I. Summary Report. 

Part II. Case Studies. Part III. Legal Analysis. 

PB-234 432/3GI 74-20 13B PC$9.25/MF$2.25 
JONES, E. D. 

Pulsed Fusion of Pellets Using Electron BEAMS or 

Lasers. 

SLA-73-5534 74-02 18A_ PC$3.75/MF$2.25 
JONES, E. FRANK JR. 

Reprint: The Local Character of Kernel Functions in 

Axiomatic Potential Theory. 

AD-782 930/2GI1 74-20 12A = Reprint 
JONES, E. L. 

An Analysis of Oil Outflows Due to Tanker Accidents, 

1971-1972. 

AD-780 315/8G1 74-16 13B PC$6.25/MF$2.25 

Investigation of 21 Chemicals with Respect to Explo- 

sion-Proof Electrical Equipment. 

AD-777 646/1GI 74-12 7A PC$3.75/MF$2.25 
JONES, E. N. 

Attenuation Research: A Case for Lake Tanganyika. 

AD-782 269/5GI 74-19 20A PC$3.25/MF$2.25 


The Effect of Temperature on Low-Frequency Sound 
Attenuation in Fresh and Salt Water. 
AD-782 272/9GI 74-19 20A PC$3.25/MF$2.25 


Low Frequency Sound Attenuation Anomaly in the 
Ocean: Recent Experimental Measurements. 
AD-780 845/4GI 74-17 83 PC$3.25/MF$2.25 


Project Bold Venture: Lake Tanganyika Sound At- 
tenuation Experiment. 
AD-780 844/7GI 74-17 83 PC$3.25/MF$2.25 


A Review of Low-Frequency Sound Attenuation in the 


Ocean. 
AD-782 274/SGI 
JONES, E. R. JR. 


Magnetic Properties of Ucl sub 3 , Ubr sub 3 , Npcl 
sub 3, Npbr sub 3 , and Pucl sub 3 . 
DP-MS-71-84 74-02 20L PC$3.00/MF$2.25 


JONES, EARL F. 


Reprint: Chronic Catheterization of the Canine Great 
Cardiac Vein. 
AD-784 472/3GI 74-22 6E Reprint 


Selected Topics in Laboratory Animal Medicine. 
Volume VII. Surgery: Chronic Cardiovascular Bioin- 
strumentation. 

AD-786 449/9GI 


JONES, EARL I. 


Symposium Proceedings Occupational Research and 
the Navy: Prospectus 1980. 
AD-779 000/9GI 74-15 SI PC$10.25/MF$2.25 


JONES, EDWARD J. 
Wet-Strength Paper Comprising Highly Oxidized 
Periodate Oxystarch and Process of Preparing the 


Same. 
PATENT-3 184 333 74-18 IIL Not available NTIS 


74-04 SC PC$4.75/MF$2.25 


74-19 20A PC$3.25/MF$2.25 


74-25 2E PC$3.75/MF$2.25 


JONES, ELLEN W. , 
Patient Classification for Long-Term Care: User's 
Manual. 
PB-233 128/8GI 74-18 6E PC$4.75/MF$2.25 


JONES, EVERET C. 


Reprint: A Survey of Giant Clams, ‘Tridacnidae’, on 
Helen Reef, a Western Pacific Atoll. 
COM-74-50189-07-05/GI 


74-23 6C (Order as COM-74-50189-07) 
JONES, EVERETT N. 


Operation Ghubbet: Outline of Experimental Phase. 
AD-780 842/1GI 74-17 83 PC$3.25/MF$2.25 


JONES, F.C. 
Quasi-Linear Theory Via the Cumulant Expansion Ap- 


proach. 
N74-16396/SGI 74-10 12A  PC$3.75/MF$2.25 


JONES, F. E. 


Geology and Tectonic History of the Hanford Area 

and Its Relation to the Geology and Tectonic History 

of the State of Washington and the Active Seismic 

Zones of Western Washington and Western Montana. 

DUN-1410 74-24 8F PC$16.00/MF$2.25 
JONES, G. A. 


Reprint: Lorentz Microscopy of Bubble Domain Struc- 

tures in Cobalt at Fields Approaching Saturation. 

AD-773 152/4GI 74-06 20L Reprint 
JONES, G. M. 


Drb Aviation Medical Research Unit Reports, Volume 


3, 1971 - 1973. 
N74-12749/9GI 74-07 SJ PC$8.50/MF$2.25 


Reprint: On the Distributions of the Quasi-Range and 
Midrange for Samples from a Normal Population. 
AD-785 307/0GI 74-23 12A_ Reprint 


JONES, G. MELVILL 


Reprint: Dynamic Asymmetry in Neural Components 
of the Vestibular System. 
AD-770 760/7G1 74-03 6S Not available NTIS 


Reprint: Eighth Nerve Contributions to the Synthesis 
of Locomotor Control. 
AD-782 593/8GI 74-19 6P Not available NTIS 


Reprint: Erroneous Perception of Vertical Motion by 
Humans Seated in the Upright Position. 
AD-783 714/9GI 74-21 6S Not available NTIS 


Reprint: Vestibulo-Ocular Responses in Man During 


Sleep. 
AD-769 788/1GI 74-01 6P Not available NTIS 
JONES, G. R. 


Quantified Social and Aesthetic Values in Environmen- 
tal Decision Making. 
BNWL-SA-4952 74-25 181 PC$4.00/MF$2.25 


JONES, GEORGE P. 


Risk Analysis in Hazardous Materials Transportation. 
Volume I. 
PB-230 810/4GI 74-11 13B  PC$8.75/MF$2.25 


Risk Analysis in Hazardous Materials Transportation. 
Volume II. Bibliography. 
PB-230 811/2GI 74-11 13B PC$10.50/MF$2.25 


JONES, GLENN 


Feasibility of a Novel Technique for Assessing Noise- 

Induced Annoyance. 

PB-225 334/2GI 
JONES, GWILYM S. 


Reprint: Albinistic and Melanistic Mammals from 
Taiwan. 
AD-785 762/6GI 74-24 6C Reprint 


Reprint: Selective Roosting of ‘Pteropus arquatus’. 


74-02 SJ PC$S.25/MF$2.25 


AD-785 763/4GI 74-24 6C Reprint 
JONES, H. C. 

Mercury Detection Device. 

K-TL-408 74-15 7D PC$4.00/MF$2.25 


JONES, H. D. 


Image Enhancement Techniques: Electron Microprobe 
Experiment. 
SLL-73-292 74-17 14B  PC$4.25/MF$2.25 


JONES, H. G. 
Evaluation of Meriam Laminar Flow Meters for 
Calibration and Setup of Semi-Closed Scuba Ap- 
paratus, 
AD-771 497/5GI 74-04 14B PC$3.25/MF$2.25 
JONES, H. L. 


Reprint: Electrochemical Studies on Ag, Fe, and Cu 
Species in AICI3-NaCl Melts. 
AD-782 389/1GI 


JONES, H. LLOYD 


Reprint: Electrode Reactions of Aromatic Amines in 
Solvents Containing Fused Aluminum Chloride. II. 
AD-782 931/0GI 74-20 7D Reprint 


JONES, H. M. 
Effects of Fuel Fires on Contained Explosives 


74-19 7D Reprint 


Charges. 

SLA-73-1065 74-17 19D PC$4.00/MF$2.25 
JONES, HARLAND WILBER JR. 

Application of Holographic Interferometry to Super- 

sonic Flow Visualization of a Rear-Facing Step and 

Application of Fast Fourier Transform Methods to 

Current Data Reduction Techniques. 

AD-781 396/7GI 74-18 20D PC$4.75/MF$2.25 
JONES, HAROLD A. JR. 

High Power Electrically Variable Inductor. 

PATENT-3 735 305 74-06 9A Not available NTIS 
JONES, HARRY H. 

An Analysis of Factors Related to Desertion among 

FY 1968 and FY 1969 Army Accessions, 

AD-772 731/6GI 74-06 SI PC$4.25/MF$2.25 


JONES, HEBER D. 


Level Structure of 93Nb with the 96Mo(p,a) 93Nb 

Reaction. 

AD-779 397/9GI 
JONES, HERMENZO D. 

po laa Transitions in Helium between 1S and 2S 

Levels. 

AD-777 042/3GI 74-11 7D PC$3.25/MF$2.25 


JONES, HOWARD S. JR. 


Techniques and Design of Extremely Lightweight 

Horn Antennas with Low Side Lobes. 

AD-781 905/SGI 74-19 9E PC$3.25/MF$2.25 
JONES, HOWARD W. 

Collagen Dispersions. 

PAT-APPL-393 251 
JONES, I. G. 


Determination of Oxygen--Metal Ratios in Uranium 
and Uranium--Plutonium Dioxides. 
AERE-R-6962 74-04 7D PC$S5.25/MF$2.25 


JONES, J. 


Thermogenetic and Cardiodynamic Regulation in Dogs 
Cranially Exposed to 2450 Mhz (Cw) Microwaves. 
UR-3490-441 74-18 6R PC$4.00/MF$2.25 


JONES, J. E. 


An Integral Equation Formulation for Predicting 
Radiation Patterns of a Space Shuttle Annular Slot An- 
tenna. 

N74-29498/4GI 


JONES, J. E. JR. 


Dual-Purpose Nuclear Desalting Plant Using a Low- 
Temperature Evaporator. 


74-15 20H PC$3.75/MF$2.25 


74-23 6H PC$3.25/MF$2.25 





74-24 9E PC$4.75/MF$2.25 


ORNL-TM-4289 74-02 7A PC$6.25/MF$2.25 
JONES, J. F. 

Detonator Monitor Failure Analysis. 

MLM-2095(LD) 74-13 18F PC$3.00/MF$2.25 


Reinforced Structural Plastics. 

PATENT-3 647 529 74-18 11D Not available NTIS 
JONES, J. H. 

Lightning Curreat Measuring Systems. 

PAT-APPL-461 073 74-17 14B  PC$3.25/MF$2.25 

Lightning Tracking System. 

PATENT-3 754 263 74-02 4B Not available NTIS 
JONES, J. J. 


Performance of Soft Limiting PSK and DPSK Spread 
Spectrum Systems. 
AD-777 897/0GI 74-13 17B PC$7.00/MF$2.25 


Recommended Radiative Property Data for Venusian 
Entry Calculations. 
N74-22476/7GI 


JONES, J. L. 


SOSTEL (Solid State Electric Logic) Design Matrix, 
DHS (Data Handling System) Configuration Control 
and Technical Consultation. 


74-17 22A_  PC$S5.75/MF$2.25 


AD-777 107/4GI 74-12, 1D PC$8.S0/MF$2.25 
JONES, J. T. 

Reprint: Compressive Creep of Rutile in Vacuum. 

AD-779 702/0GI 74-15 11B Reprint 


Reprint: Flexural Creep of Surface-Treated Sapphire 
Rods. 
AD-779 765/7GI 74-15 11B Reprint 


Reprint: Recovery of High-Temperature Creep-Re- 

sistant Substructure in Rutile. 

AD-779 708/7GI 74-15 11B Reprint 
JONES, JACK COLVARD 

Reprint: An Electron Microscopic Study of the Sper- 

mathecal Complex or Virgin ‘Aedes Acgypti’ 

Mosquitoes. 

AD-774 603/SGI 
JONES, JAMES M. 


Water Pollution Study of Malabeam Lake, Greenlaw 
Brook and Adjacent Streams on Loring AFB, Maine. 
AD-785 373/2GI 74-23 13B PCS$4.75/MF$2.25 


JONES, JIMMY L. 


The Impact of Weapons Technology on Military 
Strategy. 


AD-911 119/6GI 74-11 1SC PC$4.25/MF$2.25 
JONES, JOHN F. 
Char Oil Energy Development. 


74-08 6C Reprint 


PB-234 020/6GI 74-22. 7A PC$S.25/MF$2.25 
Char Oil Energy Development. 
PB-234 168/3GI 74-21 7A PC$9.50/MF$2.25 


Copyrolysis of Coal and Heavy Carbon aceous 
Residue. 
PATENT-3 565 766 74-06 7A Not available NTIS 


JONES, KAREN N. 


Personality and Physiological Correlates of Per- 
formance Decrement on a Monotonous Task Requiring 
Sustained Attention, 


AD-777 825/1GI 74-13 $3) ~PC$3.25/MF$2.25 
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PRE SRR A ME LEER OE I SLRS PRB II AONE RLS BE OT TRA EN 


JONES, L. H. 
Survey of Nrts Waste Management Practices. Volume 
I. 
ICP-1042-1 74-20 18G PC$9.25/MF$2.25 
Survey of Nrts Waste Management Practices. Volume 
IL. 
ICP-1042-2 74-20 18G PC$20.75/MF$2.25 
JONES, L. M. 


Deck Model Calculation of pi exp - p Implies pi exp - 
pi exp + piexp-p 


CoO. 1195-269 74-11 20H ~=PC$S.00/MF$2.25 
A sub 2 --A sub | Interference Phase 
» COO-1195-285 74-20 20H PC$4.00/MF$2.25 


JONES, L. R. 


Confinement of Airborne Radioactivity. Progress Re- 
port: July--December 1973. 
DP-1355 74-22 181 PC$4.00/MF$2.25 


High-Efficiency Particulate Air (Hepa) Filter Per- 
formance Following Service and Radiation Exposure. 
DP-MS-74-1 74-25 18F PC$4.00/MF$2.25 


JONES, LARRY A. 


Bound-Bound Radiation/Collisional a gee Recom- 
bination in Oxygen and Nitrogen Plasm 
AD-770 195/6GI 74-02 201 PCS. 25/MF$2.25 


JONES, LONNIE L. 


Costs of Land Subsidence Due to Groundwater 
Withdrawal. 
PB-236 289/5GI 74-25 13B PC$4.75/MF$2.25 


JONES, M. C. 


Byte-Manipulation Subroutines for the Pdp-10 Com- 


puter. 
SLA-73-967 74-11 9B PC$3.00/MF$2.25 


Heat Transfer in Pulsed Superconducting Magnets. 

AD-786 062/0GI 74-24 9A  PC$5.75/MF$2.25 

Heat Transfer in Pulsed Superconducting Magnets. 

COM-74-11053/7GI 74-16 9A PC$S.75/MF$2.25 

Reprint: Refrigeration with Forced Flow of Helium. 

COM-74-50509/0GI 74-16 20L Not available NTIS 
JONES, M. L. 


Effects of Flanges on Pressure Distribution on a Flat 
Plate and on a Corrugated Surface at Mach Numbers 


from 0.60 to 1.97 
N74-17975/SGI 74-12 20D = PC$3.75/MF$2.25 


Venting Characteristics of Gaseous Helium and 

Nitrogen Discharging into a Free Stream at Mach 

Numbers from 0.60 to 1.57. 

N74-19914/2GI 74-14 20D PC$3.25/MF$2.25 
JONES, MARGARET HUBBARD 

California Driver Training Evaluation Study. 


PB-226 645/0GI 4-05 SI PC$10. 50/MF$2. 25 
JONES, N 

td aoe ef Defense in the United States and the 

AD-781 253/0G1 74-18 SC PC$4.75/MF$2.25 
JONES, N. Y. 


Reprint: Relation Between Total Body Weight and 

Concentrations of Manganese, Iron, Copper, Zinc, and 

Mercury in White Muscle of Bluefish (Pomatomus sal- 

tatrix) and a Bathyl-Demersal Fish ‘Antimora rostrata’. 

COM-74-10249/2GI1 74-06 6F Reprint 
JONES, NORMAN 

Plastic Failure of Ductile Beams, 

AD-774 707/4GI 74-08 20K PC$3.75/MF$2.25 
JONES, P. B. 

Mechanical Properties of the Neutron Lattice in Psr 

0833-45. 

NP-20014 74-21 3B PC$4.00/MF$2.25 
JONES, P. R. 

Atomic and Molecular Charge Transfer Processes. 


AD-771 136/9GI 74-04 7D PC$3.75/MF$2.25 
JONES, P. W. 
Haze Formation: It's Nature and Origin 
PB-231 535/6GI 74-12 13B es rs 257M FS2. 25 
JONES, PAUL R. 


A Feasibility Study of a Research Program on the 
Source, Degradative Removal and + ~a Con- 
sequences of Petroleum Products in Wate 

PB-227 240/9GI 7407 13B PCS. 25/MF$2.25 


JONES, PETER F. 
Molecular Oxygen Enhanced Fluorescence of Organic 
Molecules in Polymer Matrices, 
AD-771 479/3GI 7404 7D PC$3.25/MF$2.25 
JONES, R. 


Automation Applications in an Advanced Air Traffic 
Management System. Volume IIA: Functional Analysis 
of Air Traffic Management. 

PB-236 802/SGI 74-26 17G PC$7.25/MF$2.25 


Automation Applications in an Advanced Air Traffic 
Management System. Volume IIB: Functional Analysis 
of Air Traffic Management (Continued). 


PB-236 803/3GI 74-26 17G PC$8.S0/MF$2.25 


Automation Applications in an Advanced Air Traffic 
Management System. Volume IIC: Functional Analysis 
of Air Traffic Management (Continued). 

PB-236 804/1GI 74-26 17G PC$7.00/MF$2.25 


Heat Transfer Phase Change Paint Test (Oh-42) of a 
Rockwell International Ssv Orbiter - the NASA/Lrc 
Mach 8 Variable Density Wind Tunn 

N74-16251/2GI 74-10 11C “bcs. 50/M F$2.25 


Vessel Traffic System Simulator/Simulation Concept 
Formulation Study. 
AD-786 567/8GI 74-25 133 PC$S.75/MF$2.25 


JONES, R. A. 


An Exploratory Investigation of a Wake Disruption 
Technique for Studying Wake Reestablishment Time. 
N74-21925/4GI 74-17 20D PC$3.25/MF$2.25 


Measured Pressure Distributions of Large-Angle Cones 
in Hypersonic Flows of Tetrafluoromethane, Air, and 


Helium. 
N74-12092/4GI 74-06 20D PC$4.25/MF$2.25 


Method for Determining Thermo-Physical Properties of 
Specimens. 

PATENT-3 789 654 74-12 20M Not available NTIS 
Preparation of Refractory Cermet Structures for Lithi- 
um Compatibility Testing. 

N74-10543/8GI 74-04 11B PC$3.75/MF$2.25 


JONES, R. B. 


Reprint: Isolation of Rat Liver Plasma Membranes by 
Zonal Centrifugation: Increased Yield with Ca2+. 
AD-772 886/8GI 74-06 6A _ Reprint 


JONES, R. D. 


Diffraction of Planar Electromagnetic Waves by a Slot. 
SLA-73-653 74-02 20N PC$4.00/MF$2.25 


Microwave Diffraction by a Semi-Infinite Plan: 
SLA-73-657 74-13. 20N PC$3. 00/MFS2. 25 


JONES, R. DOUGLAS 


Method for Human Factors Evaluation of Ballistic 


Protective Helmets. 
AD-774 833/8GI 74-09 6Q PC$3.75/MF$2.25 


JONES, R. E. 


Brief Instructions for Using the oe or 
Mathematical Subroutine Library on the C 
SLA-74-95 74-17 9B PCS8.S0/MFS2. 25 


Brief Instructions for Using the Sandia Numerical 
Mathematical Subroutine Library on the Dec Pdp-10. 
SLA-74-0331 74-25 9B PC$8.00/MF$2.25 


The Experimental Clean Combustor Program: Descrip- 


tion and Status. 
N74-21399/2GI 74-15 21E PC$3.25/MF$2.25 


Qmesh: A Self-Organizing Mesh Generation Program. 
SLA-73-1088 74-24 13M PC$6.00/MF$2.25 


Usage and Argument Monitoring of Mathematical 


Library Routines. 
SLA-74-5248 74-18 9B PC$4.75/MF$2.25 


Use of an Air-Assisted Fuel Nozzle to Reduce Idle 
Emissions of a Jt8d Engine Combustor. 
N74-11738/3GI 74-05 21E PC$3.25/MF$2.25 


Users Manual for Qmesh, a Self-Organizing Mesh 

Generation Program. 

SLA-74-0239 
JONES, R. H. 

Apparatus for Establishing Flow of a Fluid Mass Hav- 

ing a Known Velocity. 

PATENT-3 817 082 74-20 20D Not available NTIS 
JONES, R. J. 

Development of Autoclavable Addition Type Polyi- 


mides. 
N74-16248/8GI 74-10 11D PC$S.75/MF$2.25 


Filament Winding S-Glass/Polyimide Resin Composite 

Processing Studies. 

N74-18193/4GI 74-12 11D PC$3.75/MF$2.25 
JONES, R. L. 

Estimates of the Moon'S Geometry Using Lunar 

Orbiter Imagery and APOLLO Laser Altimeter Data. 

N73-32743/9GI 74-02 3B PC$4.25/MF$2.25 
JONES, R. N 


The Measurement of Lumped Parameter Impedance: A 
Metrology Guide. 
COM-74-50639/SGI 

74-22. 9C + PC-GPO/MF$2.25-NTIS 


Reprint: Some Problems in Infrared Spec- 


trophotometry. 
AD-780 327/3GI 74-16 14B Not available NTIS 


JONES, R. STEPHEN 

Oxidation of Organic Matter in Sedimea 

PB-231 248/6GI 74-13 13B PC-GPO/MES2. 25-NTIS 
JONES, R. T. 


An Experimental Investigation of an ue-Wing and 

peer _ at Mach Numbers tween 0.60 
1.40. 

N73-32927/8GI 7402 1A PC$10.00/MF$2.25 


74-25 9B PC$6.50/MF$2.25 








JONES, ROGER A. 


An Experimental Investigation of Three Oblique-Wing 
and Body Combinations at Mach Numbers Between 
0.60 and 1.40. 


N73-32926/0GI 7402 1A em 25/MF$2.25 
Program User’S Manual for Optim: ok a 
Liquid or Gaseous Propellant Rocket gine the 


Automated Combustor Design Code Autoco: 
N74-16492/2GI 74-10 21H PCS$8. 7S/MFS2. 25 


Reprint: Improved Quality of Some Sources of 


Linearly Polarized ons. 

AD-774 $20/1GI 74-08 20H Not available NTIS 
Single Wing Supersonic Aircraft. 

PAT-APPL-496 779 74-24 1C PC$3.75/MF$2.25 


Wind Tunnel Tests of an F-8 Airplane Mode! Equipped 
with an Oblique Wing. 


N73-32974/0GI 74-02 1C PC$4.25/MF$2.25 
JONES, R. V. 
Study of Motion in the Lumbo-Sacral Spine, a Com- 
=e Model. 
'B-23* 135/1GI 74-21 6S PC$S.25/MF$2.25 
JONES, R. W. 


Uranium Carbide Fuel for Organic Cooled Reactors. 
AECL-4443 74-16 183 PC$5.S0/MF$2.25 


JONES, RAYMOND E. 


Engineering Design Data for Aluminum Alloy 2124- 
T8S1 Thick Plate. 
AD-777 177/7GI 74-12 IF PC$3.75/MF$2.25 


Engineering Design Data for Aluminum Alloy 7050- 
773651 Plate. 
AD-773 $59/0GI 74-07 11F PC$3.75/MF$2.25 


Tensile, Fatigue Toughness, and Crack Growth Proper- 
ties of a Roll-Extruded HP 9Ni-4Co-25C Steel Alloy. 
AD-771 116/1GI 74-04 IF PC$3.75/MF$2.25 


JONES, REMBERT F. JR. 


Incremental Analysis of Nonlinear Structural 


Mechanics s with Applications to General 
Shell Structures. 
AD-769 465/6GI 7401 20K PC$5.25/MF$2.25 


JONES, RICHARD H. 
Forecasting the Conditional Probability of Frozen 


Precipitation. 
AD-773 365/2GI 74-07 4B PC$3.25/MF$2.25 


JONES, ROBERT A. 


A Study of the Orientation and Migration of American 
Shad in Long Island Sound and the Connecticut River 


Estuary. 
COM-74-10187/4GI 7405 6C PC$6.25/MF$2.25 
JONES, ROBERT B. 


Reprint: Failure of Methylprednisolone to Protect 
Lead-Sensitized Rats against Endotoxin. 
AD-773 679/6GI 74-07 6E Reprint 


JONES, ROBERT C. 


Self-Contained Aircraft Oxygen System. Volume I. 
System Design, Development and Testing. 
AD-774 075/6GI 74-08 6K PCS?. 50/MF$2.25 


Self-Contained Aircraft Oxygen System. Volume II. 
Component Design, Development and Environmental 


—, 
AD-773 965/9GI 74-08 6K PC$12.50/MF$2.25 
JONES, ROBERT K. 


The Tolerance of Birds to Airblast. 
AD-785 259/3GI 74-23 6C PC$3.75/MF$2.25 


JONES, ROBERT S. 


Noise Reduction Techniques for Mounting Two 18K 
BTUH Air Conditioner Units on the S-280 Shelter. 
AD-772 923/9GI 74-06 13A PC$4.25/MFS$2.25 


JONES, ROBERT W. 


An Analytic Study of Mesh Refinement Applied to the 
Wave Equation (Part I). Results From a ta Dimen- 
sional, Nested Grid Numerical Model (Part II 

COM-73-11953/9GI 7402 4B PCS3. TS/MFS2. 25 


A Feasibility Study for the Remote Measurement ad 
Underwater Currents Using Acoustic 
Techniques. 
COM-73-$0947/3GI 

74-02 8C PC-GPO/MFS$2.25-NTIS 


A Numerical Experiment on the Prediction of the 
Northeast (Winter) Monsoon in Southeast Asia. 
COM-73-50919/2GI 

74-01 4B PC-GPO/MF$2.25-NTIS 


Reprint: Results from a One-Dimensional, Nested Grid 
Numerical Model (Part 2). 
COM-73-11953-02/GI 

7402 4B (Order as COM-73-11953) 


JONES, ROGER A. 


Reprint: Nucleic Acid Related Compounds. VII. Con- 
version of Ribonucleoside 2',3'-Ortho Esters Into 
Deoxy, xy, and Unsaturated Nucleosides. 

AD-769 1 7401 7C Not available NTIS 


Reprint: Nucleic Acid Related Compounds. 5. The 
Transformation of Formycin and Tubercidin Into 2'- 
and 3'-Deoxynucleosides. 


PA-539 


JONES, RONALD F. 


AD-770 809/2GI 
JONES, RONALD F. 
QUICK/HIS 6080 Remote Terminal Utilization: Func- 


tional oo 
AD-778 355/8GI 74-13. 1SG PC$3.75/MF$2.25 
JONES, RUDARD A. 


A Rationale for Government Intervention in Housing: 
Diversity in Community Building Codes Acts to Con- 
strain the National Effectiveness of the Housing 


Technical Communit 
13B PC$3.25/MF$2.25 


7403 6A Not available NTIS 


y- 
PB-230 642/1GI 74-11 
JONES, RUSSELL 
Bailly Homestead, Historic Structures Report, Histori- 


cal ane Archeo Data. 
PB-233 865/SGI 74-18 SD PC$S.25/MF$2.25 
JONES, RUSSELL H. 


Spherodization of Grain Boundary Precipitates. 
PATENT-3 794 532 74-24 11F Not available NTIS 


JONES, 8. R. 


Bone Marrow Response of Beagles to Fractionated 
Doses of Mixed Gamma-Neutron Radiation 
AD-777 032/4G1 74-11 6R PC$3.25/MF$2.25 


Study of Alternative Beacon Based Surveillance and 
Data Link Systems. 
AD-776 676/9GI 74-11 17G PC$3.7S/MF$2.25 


Study of Alternative Beacon Based Surveillance and 


Data Link Systems. Volume II. 
AD-778 136/2GI 74-13 17G PC$10.25/MF$2.25 
JONES, S. T. 


Discrete Solitary Waves. Appendix: FORTRAN Pro- 
ge for Discrete Solitary Waves. 
-231 877/2G1 74-13 20K PC$3.25/MF$2.25 
JONES, SIDNEY R. 


Reprint: Comparative Aspects of Mastocytosis in Man 
and Animals with Report of a Case in a Baboon. 
AD-783 215/7G1 74-20 6E Reprint 


Reprint: Toxoplasmosis: A Review. 
AD-770 328/3GI 74-02 6E Reprint 
JONES, T. 


— Studies with a Multiprogrammed Computer 
ystem. 
CONF-740708-2 74-24 6E PC$4.25/MF$2.25 


Technical Progress Report, November 15, 1972-- 
November 14, 1973. 


COO-584-52 74-04 7E PC$3.00/MF$2.25 
JONES, T. A. 

On the Design and Test of a Liquid Injection Electric 

Thruster. 

N74-12450/4GI 74-06 21C PC$S5.75/MF$2.25 
JONES, T. D. 


Contribution of Natural Terrestrial Sources to the 
Total Radiation Dose to Man 
ORNL-TM-4323 74.06 6R PC$10.75/MF$2.25 


JONES, T. E. 


Hardness, Strength and Elongation Correlations for 
Some Titanium-Base Alloys. 
AD-769 763/4GI 7401 


JONES, T. V. 


On the Flow in an Isentropic Light Piston Tunnel. 
N74-28741/8GI 74-22 20D PC$3.75/MF$2.25 


JONES, THOMAS F. 


User Charges and Industrial Cost Recovery, Denver 
SMSA (Standard Metropolitan Statistical Area). 


11F = PC$4.25/MF$2.25 


PB-231 866/5GI 74-13 13B PC$S.25/MF$2.25 
JONES, W. B. 
Reprint: Effects of Metallurgical Parameters on 
ic Fracture. 
779 094/2G1 74-15 11F Reprint 


JONES, W. B. JR. 


Investigation of Fatigue and Crack Propagation 
Behavior of Adhesives, 
AD-777 178/5GI 74-12 1A PC$4.25/MF$2.25 


JONES, W. C. 


Choice: 36 Band Feature Selection Software with Ap- 
plications to Multispectral Pattern Recognition. 
N74-17912/8GI 74-12. 9B PC$4.25/MF$2.25 


Test Report for 120-Inch-Diameter Solid Rocket 
Booster (Srb) Model Tests. 


N74-11599/9GI 74-05 21H PC$4.75/MF$2.25 
JONES, W. D. 

Nonlinear Electrostatic lon Waves. Annual Progress 

Report. 

ORO-4338-3 74-15 201 PC$4.50/MF$2.25 
JONES, W. J. 


Relative Capabilities of USNS a _ USNS Mizar 
for Meeting NRL Shipboard Require: 
AD-784 405/3GI 74-22 133 "PCS. 75/MF$2.25 


PA-540 


JONES, W. L. 
Effect of Exhaust Nozzle Configuration on 
Aerodynamic and Acoustic Performance of an Exter- 
nally Blown Flap System with a Quiet 6:1 Bypass 
Ratio a. 
N74-10042/1GI 74-04 21E PC$3.75/MF$2.25 


o— mange Suppressed Bypass 6 Engine for STOL 


N 33741261 74-02 21E PC$3.25/MF$2.25 

Investigation of Noise from Full-Scale High Bypass 

Engine and Blown Flap System. 

N74-22416/3GI 74-17 21E PCS$3.75/MF$2.25 
JONES, W. L. JR.. 


A Theoretical and Experimental Investigation of Cylin- 
drical Electrostatic Probes at Arbitrary Incidence in 
Flowing Plasma. 


N74-28172/6GI 74-20 201 PC$3.75/MF$2.25 
JONES, W. M. 

A Framework for Exploring Escalation Control, 

AD-783 651/3GI 74-21 SD PC$3.75/MF$2.25 
JONES, W. R. 


Pressure-Viscosity Measurements for Several Lubri- 
cants to 5.5 X 10 to the 8TH Power Newtons Per 
oe Meter (8 X 10 to the 4TH psi) and 149 C (300 


N74-31944/3GI 74-25 11H PC$3.75/MF$2.25 
JONES, W. S. 

Property Panes: Savannah River Laboratory 

(Pooling of Laboratory and Test Equipment). 

DP-MS-72-32 74-02 14B PCS3 .00/MF$2.25 
JONES, W. V. 

Timber Crib Instrumentation Study. 

PB-234 250/9GI 74-19 13B PC$4.25/MF$2.25 


JONES, WALTER R. 


Separator/Grader for Cultured Seed Clams, 
COM-74-10322/7GI 74-07 6H PC$3.25/MF$2.25 


JONES, WALTER W. 


Calculations for a VUV Laser from — Vapor 
Pum by Radiation from an Exploding 
AD-781 264/7GI 74-18 20E Pes: 25/MFS2. 25 


JONES, WALTON L. 


Escape Problems and Manoeuvres in Combat Aircraft. 
AD-776 421/0GI 74-11 1C PC$S.25/MF$2.25 
JONES, WAYNE ELMER 


The Role of the Interface Processor in the Symbol IIR 

Computer System. 

PB-227 454/6GI 
JONES, WILLIAM B. 


Nd:YAG Mini-Face-Pumped Laser (FPL). 
AD-775 746/1GI 74-10 20E PC$4.75/MF$2.25 


JONES, WILLIAM M. 
Modeling Soviet Behavior and Deterrence: A 
Procedure for Evaluating Military Forces, 
AD-785 408/6GI 74-23 SD PC$S5.75/MF$2.25 
JONES, WILLIAM P. 
Application to Rotary Wings of a Simplified 
Aerodynamic Lifting Surface Theory for Unsteady 
Compressible Flow. 
AD-775 418/7GI 74-09 1C PC$3.25/MF$2.25 
Reprint: Simplified Aerodynamic Theory of Oscillating 
Thin Surfaces in Subsonic Flow. 


74-08 9B PC$S5.25/MF$2.25 


AD-770 821/7GI 74-03 20D Reprint 
Research on Aircraft Dynamics for Subsonic Flight. 
AD-770 $40/3GI 74-02 1C PC$3.25/MF$2.25 


JONGEWARD, ROBERT H. JR. 


Reprint: Recall and Recognition as a Function of Pri- 
mary Rehearsal. 
AD-783 160/SGI 


JONKE, A. A. 
Reduction of Atmospheric Pollution by the Application 
of Fluidized-Bed Combustion. 
PB-235 840/6GI 74-24 7A PC$7.50/MF$2.25 


JONSON, EDWARD CHARLES 


Conditional Nearly Best Linear Estimation of the Lo- 
cation and Scale Parameters of the Cauchy Distribu- 
tion by the Use of Censored Order Statistics. 

AD-776 766/8GI 74-11 12A  PC$9.25/MF$2.25 

JONSSON, A. 

A Comparison Between the Thresholds of Detection 
with a Stationary and Moving Object Against 
Backgrounds of Different Complexity en Jamforelse 
Mellan Upptackts-Trosklarna Vid Stillastaende och 
Rorliga Mal Mot Bakgrunder AV Olika Komplexitet. 


74-20 SJ Reprint 


N74-12795/2GI 74-07 $3 PC$3.75/MF$2.25 
JONSSON, G. G. 

Cascade-Evaporation Model for Photonuclear Reac- 

tions. 

JINR-P2-7702 74-21 20H PC$4.50/MF$2.25 
JOONSAR, H. 


Characteristics of Photographic Plates at 1060 NM. 


UCRL-75047 74-04 
JOOS, H. 
Dynamical Problems of the Relativistic Quark Model. 


14E PC$3.25/MF$2.25 


DESY-73/20 74-04 20H PC$6.25/MF$2.25 
Electromagnetic Properties of Hadrons in a Relativistic 
Quark Model. 

DESY-74-7 74-20 20H PC$4.00/MF$2.25 


JOOS, P. 


Electroproduction in a Streamer Chamber: Multiplici- 
ties, Inclusive Cross Sections, and Production of rho 
exp 0 and omega Mesons. 


DESY-74-5 74-18 20H PC$6.25/MF$2.25 
JOPPA, R. M 

Improved Hot-Wire Electroexplosive Devices. 

LA-UR-74-743 74-22 19A PC$4.00/MF$2.25 

Improvements in Hot-Wire Electroexplosive Devices. 

LA-5373-MS 74-07 19A PC$4.00/MF$2.25 


JORDAN, CECIL W. 


Interference Susceptibilities of Aerospace Model MH 
1973 VLF Receivers. 
AD-776 045/7GI 74-10 17B PC$3.25/MF$2.25 


JORDAN, CHARLES B. 


Brake Fluid Vapor Lock Temperatures vs Equilibrium 
Reflux Boiling Points. 
AD-780 818/1GI 74-17 11H PC$3.25/MF$2.25 


Substitution of Tolyltriazole for Mercap- 

tobenzothiazole in Military Coolant Inhibitor Formula- 

tions. 

AD-774 293/5GI 74-08 11G PC$3.75/MF$2.25 
JORDAN, D. R. 

Brine Concentration by Electrodialysis, Phase I. 

PB-229 628/3GI 74-10 7A PC$6.25/MF$2.25 

Brine Concentration by Electrodialysis, Phase II. 

PB-229 629/1GI 74-10 7A PC$7.25/MF$2.25 
JORDAN, FRANCE F. 

The Panama Canal: A Key to America’s Security. 

AD-779 360/7GI 74-15 SD PC$3. 75/MFS2. 25 
JORDAN, GEORGE W. 

Reprint: Quantitative Aspects of Interferon-Induced 

Plaque Reduction: Effects of Cell Age and Dose of 

Challenge Virus (37948). 

AD-787 227/8GI 
JORDAN, H. 


Activity Inventory in the Post-Accident Atmosphere of 
a Light Water Reactor (Lwr) Containment. Survey and 
State of Knowledge 


74-26 6M _ Reprint 


KFK-1800 74-02 181 PC$7.25/MF$2.25 
JORDAN, H. S. 

Seismic Program of the Los Alamos Scientific Labora- 

LA-S386-MS 74-04 8K PC$4.00/MFS2.25 
JORDAN, J. F. 

Mariner 9 Navigation. 

N74-29120/4GI 74-22. 22C =PC$8.75/MF$2.25 
JORDAN, J. R. 


Data Base Design Considerations for a Key Word 
Based Retrospective Information Retrieval System. 
1S-3389 74-23 9B PC$4.00/MF$2.25 


Description of a Batch Operated Retrospective Infor- 
mation Retrieval System. 

IS-3387 74-24 SB PC$4.00/MF$2.25 
Design and Suggestions for Implementation of an on- 
Going Retrospective Retrieval System. 

IS-3383 74-22 SB PC$4.00/MF$2.25 
Operation and Maintenance of the Rare-Earth Informa- 
tion Center’S Information Retrieval System (Ricirs). 
1S-3388 74-24 SB PC$4.00/MF$2.25 
Sdi Operating and Maintenance Manual. 

1S-3390 74-24 SB PC$S5.45/MF$2.25 


JORDAN, L. 


Calculated and Scale Model Experimentally Measured 
Scatteri from Metallic Structures in Instrument 
Landing Sy: . 

AD-776 162/0GI 74-10 17G PC$3.75/MF$2.25 
Instrument Landing System (ILS) Localizer Per- 
formance Study for Dallas/Fort Worth Airport, Part 2. 
AD-775 259/SGI 74-09 17G PC$3.25/MFS$2.25 
Instrument Landing System Performance Prediction. 
AD-773 368/6GI 74-07 17G PCS$S.2S/MFS$2.25 


JORDAN, NEHEMIAH 


The Allocation of Functions between Man and 
Machines in Automated Systems, 
AD-782 780/1GI 74-20 SH PC$3.25/MFS$2.25 


JORDAN, P. G. 


The Economics of the Operation of Construction Traf- 
fic on the Sub-Base of a Road Pavement, 
PB-228 368/7GI 74-08 13B PC$3.75/MF$2.25 


JORDAN, PETER F. 
Reprint: Infinite Sums of Psi Functions. 
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AD-776 134/9GI 74-10 12A_ Reprint 


JORDAN, R.C. 
Research Applied to Solar-Thermal Power Systems. 
PB-228 869/4G1 74-10 10B PC$8.75/MF$2.25 
Research Applied to Solar-Thermal Power Systems. 
PB-231 S91/9GI 74-13 10B PC$4.25/MF$2.25 
JORDAN, R. R. 


Geologic Control of Ground Water Movement in a 
Portion of the Delaware Piedmont. 
PB-226 093/3GI 74-04 8H PC$3.25/MF$2.25 


Survey of Nonmarine Cretaceous Sediments of New 
Jersey, Delaware, and Maryland and Their Uranium- 
Bearing Potentials. 

GJO-7403 74-21 8G PC$6.25/MF$2.25 


JORDAN, ROBERT LUCIUS 
A Systems Analytic Approach to the Estimation of Fu- 


ture Military Needs. 
AD-769 757/6C 1 74-01 SE PC$4.75/MF$2.25 


JORDAN, THOMAS M. 
BETA-IIl, A Time-Dependent, Generalized-Geometry 
Monte Carlo Program for ee only Electron 
Transport Analysis. Volume I. Summary 
AD-783 311/4GI 74-20 9B ress. aSIMFS2. 2s 


Beta-IIl, A Time-Dependent, Generalized-Geometry 
Monte Carlo Program for Bremsstrahlung and Electron 
Transport Analysis. Volume II. User's Manual. 

AD-783 312/2GI 74-20 9B PC$8.75/MF$2.25 


JORDAN, W.S. 


Influenza Research in the Soviet Union, 1974, 
PB-233 546/1GI 74-18 6E PC$3.25/MF$2.25 


JORDENING, DAVID L. 


Economic Analysis of Effluent Guidelines for Selected 
Segments of the Seafood Processing Industry. (Catfish, 
Crab, Shrimp and Tuna). 

PB-234 214/SGI 74-19 13B PC$S.75/MF$2.25 


Water Pollution Control Benefits and Costs. Volume I. 
State of the Art Review, 
PB-228 603/7GI 74-08 13B PC-GPO/MF$2.25-NTIS 


Water Pollution Control Benefits and Costs. Volume 
Il. Research Needs and Priorities, 
PB-228 602/9GI 74-08 13B PC-GPO/MF$2.25-NTIS 


JORGE, H. M. 
Consistency Search for Diffusion Theory Codes. 
LFEN-NL.-77-b 74-02 18K PC$3.50/MF$2.25 


JORGENSEN, A. 


Thoughts on Cables. 
UCID-15471 


JORGENSEN, C. D. 
Free Living Mites of the Nevada Test Site. Final Re- 


port. 
COO-1731-4 74-04 6R PC$4.50/MF$2.25 
JORGENSEN, ERIC L. 


Man-Machine Role Identification in Seeking Improved 
Fa) eos to Large-Scale Computer Simulation 


Problem 
AD-770 129/SG1 74-02 9B PC$3.75/MF$2.25 


JORGENSEN, NEAL A. 


Effect of Nitrate in Drinking Water on Reproductive 
and Productive Fificiency of Dairy Cattle. 
PB-236 854/6C; 74-26 138 PC$4.25/MF$2.25 


JORGENSEN, PAUL J. 
Ceramic Processing Studies in MgA1204 System. 
AD-777 068/8GI 74-12, 11B = PC$3.75/MF$2.25 


pena Processing of Rare Earth-Cobalt Permanent 
agnets. 
AD-775 719/8GI 74-10 LIF PC$S5.75/MF$2.25 


JORGENSEN, POUL 
Reprint: The Electronic Spectra of Conjugated Free 


Radicals. 
AD-771 599/8GI 74-04 7D Reprint 


JORGENSON, JULIUS J. Ill 
Microflora of Prepared Salads and Specialty Items 
Procured for Use by DOD Installations 
AD-771 925/SGI 74-05 6M PCS3. 75/MF$2.25 


JORGESON, CRAIG M. 


Passenger Car and Truck Signaling and Marking 
Research: I. Regulations, Intensity Requirements and 
Color Filter Characteristics, 
PB-225 169/2GI 74-01 13F PC$10.00/MF$2.25 


A Questionnaire for Analysis of Driver-Vehicle Fac- 
tors Contributing to Selected Traffic Accidents, 
PB-229 857/8GI 74-10 13L PC$4.25/MF$2.25 


JORIO, V. M. 
Hinz and Gurland Test: Applications to p-M-Z-B-B 
Distribution. 
RT/FI-(74)4 74-25 12A_ PC$S5.50/MF$2.25 


Nuclear Noise: Two Generalized Poisson Distributions. 
RT/F1-(73)40 74-16 18K PC$6.50/MF$2.25 


Pal--Mogilner--Zolotukhin--Bell--Babala Distribution. 
RT/F1-(73)29 74-12 12A  PC$7.00/MF$2.25 


74-25 9A PC$4.25/MF$2.25 





Reactor-Noise and Stochastic Neutronics at C.S.N. 
Casaccia: Advancements 1970--1972. 


RT/FI-(73)26 74-10 18K PC$3.50/MF$2.25 

Stability of a Nuclear Reactor: The Lyapunov Method. 

RT/FI-(74)22 74-26 18K PC$5.25/MF$2.25 
JORNE, JACOB 


Method of Production of Alkali Metals and Their Al- 


loys. 
PATENT-3 791 945 74-24 11F Not available NTIS 
JORRITSMA, G. F. 


An Interface for an Audio Cassette Recorder as 
Peripheral for the Pdp-8 een Interface voor een Au- 
diocassetterecorder als Randapparaat voor de Pdp-8. 

N74-26717/0GI 74-20 9B PC$3.75/MF$2.25 


JORTNER, J. 
Reprint: The Continuous Metal and Nonmetal Transi- 
tion in Disordered Materials. 
AD-786 292/3GI 74-25 20L Reprint 
Reprint: The Inhomogeneous Transport Regime and 
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Comparison of Tire Tread Wear Between Cars and 
Towed Trailers. 
PB-231 348/4GI 74-13 13F PC$4.75/MF$2.25 


JURKAT, M. PETER 
Effect of Variations of the Terrain Digitizing Interval 


of the AMC 71 Mobility Model. 
AD-769 636/2GI 74-01 8B PC$3.75/MF$2.25 


Lateral and Camber Force Characteristics of a Pair of 
Cross-Country Tires through a Large Range of Infla- 
tion Pressure, Normal Load, and Slip Angle. 

AD-773 656/4GI 74-07 13F PC$4.75/MF$2.25 


Mathematical Model of Wheeled Vehicles Exiting from 
the Riverine Environment. 


74-16 20H PC$4.00/MF$2.25 


74-12 60 Reprint 


AD-779 550/3GI 74-15 19C PC$4.25/MF$2.25 
The Measurement of Tire Profiles by Analog/Digital 
Techniques. 

PB-231 331/0GI 74-13. 13F PC$3.75/MF$2.25 


JURKIEWICZ, WILLIAM 


Attitudes Toward Housing and Environment of Fami- 
lies in Dispersed and Non-Dispersed Housing in the 
Kansas City Metropolitan Area. 

PB-235 108/8GI 74-22 SK PC$4.75/MF$2.25 


Attitudes Toward Housing and Environment of Fami- 
lies in Dispersed and Non-Dispersed Housing in the 
Kansas City Metropolitan Area. Summary. 

PB-235 107/0GI 74-22 SK PC$3.75/MF$2.25 


JURLEIT, M. 

Antonow’'s Transport Plane--Translation. 

AD-777 661/0GI 74-12 1C PC$3.25/MF$2.25 
JURNAK, F. A. 


Structural Investigations of Transition Metal Pen- 

tacoordination. 

LBL-2335 74-14 20B PC$10.75/MF$2.25 
JURSCAGA, G. M. 

Method of Fabricating an Article with Cavities. 

PATENT-3 793 109 74-12 14B Not available NTIS 
JURY, E. 1. 
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N74-18228/8G1 74-12 12A  PC$3.25/MF$2.25 
JUST, DIETRICH 


Meteorologische Abhandlungen Band 118 Heft 4. Daily 
and Monthly Northern Hemisphere 10-Millibar-Synop- 
tic Weather Maps of the Year 1970. Part IV. October- 
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AD-783 403/9GI 74-20 4B MF$2.25 


JUST, JAMES E. 


Impacts of New Energy Technology, Using General- 
ized Input-Output Analysis. 
PB-226 139/4GI 7405 21D PCS$9.25/MFS$2.25 


Impacts of New Energy Technology Using Generalized 


Input-Output Analysis. 
PB-227 585/7GI 74-08 SC PC$3.75/MFS$2.25 


JUST, JAMES EDWARD 
Changes in Energy Consumption, 1963-1980. 
PB-227 580/8GI 74-08 SC PC$5.25/MF$2.25 
JUST, JOHN J. 
Sensitivity of Vertebrate Embryos to Heavy Metals as 
a Criterion of Water Quality. 
PB-226 850/6GI 74-06 6T PC$3.25/MF$2.25 
Sensitivity of Vertebrate Embryos to Heavy Metals as 
a Criterion of Water Quality-Phase I. 
PB-232 075/2GI 74-14 6F PC$3.75/MF$2.25 


JUST, PETER 

Area Handbook for Japan, 

AD-787 236/9GI 74-26 SC PC-GPO/MFS$2.25-NTIS 
JUST, T. 


Comparison of Amorphous and Melted Alloy Struc- 
tures Vergleich der Struktur von Amorphen und 
Geschmolzenen Legierungen. 

N74-16213/2GI 74-10 I1F PC$4.25/MF$2.25 


KABAKOV, N. S. 


JUST, TH. 


Reprint: The Formation of Nitric Oxide and the Detec- 
tion of HCN in Premixed Hydrocarbon-Air Flames at 
1 Atmosphere. 

AD-775 652/1GI 


JUSTICE, C. O. 


Key to Coding of Imagery and Ground Truth of the 
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N74-26956/4GI 74-20 14E PC$3.25/MF$2.25 


Key to Location of Rocket Imagery, Aircraft Traver- 

ses, Ground Truth and Available Maps for the Argen- 

tinian Skylarks. 

N74-26955/6GI 74-20 14E PC$3.25/MF$2.25 
JUSTICE, CAROL A. 


Effect of Phosphorus Removal Processes on Algal 


74-10 7D Not available NTIS 
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PB-228 585/6GI 74-09 13B PC-GPO/MF$2.25-NTIS 


JUSTUS, C.G. 
Four-D Global Reference Atmosphere Technical 
Description, Part 1. 
N74-33021/8GI 74-26 4B PC$S.25/MF$2.25 
Four-D Global Reference Atmosphere Users Manual 
and Programmers Manual, Part 2. 
N74-33022/6GI 74-26 4B PC$7.25/MF$2.25 
JUTRAS, R. R. 
Acoustic and Aerodynamic Testing of a Scale Model 


Variable Pitch Fan. 
N74-29383/8GI 74-24 20A PC$7.00/MF$2.25 


Acoustic Results of Supersonic Tip Speed Fan Blade 

Modification. 

N74-29384/6G1 
JUTZE, GEORGE 

Investigation of Fugitive Dust. Volume II. Control 

Strategy and Regulatory Approach. 

PB-233 256/7GI 74-17 13B  PC$3.75/MF$2.25 
JUTZE, GEORGE A. 


Quality Control Practices in Processing Air Pollution 

Samples, 

PB- 230 890/6GI 74-12 13B PC$6.25/MF$2.25 
JUUL, A. 


Comparison of the Biological Effects in Rats of Radia- 
tion Sterilized and Autoclave Sterilized Food 


74-24 20A PC$6.25/MF$2.25 


RISO-260 74-16 6H PC$3.00/MF$2.25 
JUUL, J. 

Investigation of the Possibilities of Using Wind Power. 

N74-15760/3GI 74-10 10B PC$3.25/MF$2.25 


Report on Results Achieved with Seas Experimental 
Mill. 

N74-21680/SGI 74-17 10B PC$3.25/MF$2.25 
Sea’S Examination of Windpower in 1952: Change of a 
Wind Power Mill from Direct Current to Alternating 
Current Production. 

N74-29417/4GI 74-24 10B PC$3.25/MF$2.25 


Supplement to the Report on the Results Achieved 
with Seas’ Experimental Mill. 


N74-20700/2GI 74-15 10A PC$3.75/MF$2.25 
JUULS, J. 

Application of Wind Power to Rational Generation of 

Electricity. 

N74-15759/SGI 74-10 10B PCS$3.75/MFS$2.25 


JUVENAL, MICHAEL P. 
United States Foreign Policy Towards Cuba in This 


Decade. 
AD-772 613/6GI 74-06 SD PC$4.25/MFS$2.25 
KAAE, J. L. 


Development of Carbon Film Composites for Use in 
Prosthetic Devices. 
PB-228 964/3GI 74-10 6L PC$4.75/MF$2.25 


Microstructural Observations on a Commercial Glassy 

Carbon, 

AD-787 680/8GI 74-26 11B PCS$3.25/MF$2.25 
KAALK, J 

The Determination of Fluorides in the Atmosphere de 

Bepaling van Fluoriden in de Atmosfeer. 

N74-25656/1GI 74-19 14B PC$3.25/MFS$2.25 
KABACHENKO, A. P. 

Beta Decay of exp 41 Cl. 

JINR-P6-7236 74-08 20H PCS$3.00/MF$2.25 
KABACHNIK, M. I. 

Electron Influence of the XYZP = N Groups--Transla- 


tion. 
AD-776 102/6GI 74-10 7D PC$3.25/MFS$2.25 


KABAKOV, N. 
A New Soil bp an Unit (Novyi 
Pochvoobrabatyvayushchii Agrega’ 
PB-230 883-T/GI 74-12 ol PC$3.25/MF$2.25 
KABAKOV, N. S. 
Combined Soil Tillage Operations after Row Crops 
(Sovmeshchenie Operatsii Obrabotki Pochvy Propash- 
aykh Kultur), 
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PB-231 527-T/GI 


KABAL, J. 


Measurement of Canine Intestinal Capillary Blood 
Flow in the Terminal Phase of the Gastrointestinal 
Radiation Syndrome. 

AD-777 033/2GI 74-11 6R PC$3.25/MF$2.25 


KABANOV, V. V. 
Stability of an Axially Compressed Circular Cylindrical 
peer with Edges Stiffened by Elastic Rings--Transla- 
AD.777 425/0GI 


KABEL, C. S. 
Glenn-Colusa Fish Screen Construction. 
COM-74-10446/4GI 74-08 6C PC$3.25/MF$2.25 


Mad River Hatchery Construction. 
COM-74-10447/2GI 74-08 6C PC$3.25/MF$2.25 


KABELE, T. J. 
Engineering Scale Test of an Fftf Fission Gas Delay 


74-12 2C_ PC$3.25/MF$2.25 


74-12 20K PC$3.25/MF$2.25 


Bed. 
BNWL-SA-4846 74-11 18E PC$3.00/MF$2.25 
KABELITZ, H. 


Investigations on Incipient Boundary Layer Separation 
on Axisymmetric Compression Surfaces. 
N73-32195/2GI 74-02 20D PC$3.75/MF$2.25 


KABENIN, V.N. 


Yields and Kinetic Energy of the Fragments During 
Spontaneous and Induced Fission of Plutonium-242. 
FEI-366 74-06 20H PC$3.00/MF$2.25 


KABIK, IRVING 


Apparatus for Controlling the Fabrication of Elec- 
troexplosive Devices. 
PATENT-3 742 811 74-26 19A Not available NTIS 


KABLUKOVSKII, A. F. 
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AD-786 827/6GI 74-25 11F PC$S.25/MF$2.25 


KABONOV, V. V. 


Investigation of Stability of a Shell by the Method of 

Finite Difference. 

N74-15622/SGI 
KABUSS, N. G. 


K-Band Antenna Pedestal Group. 
AD-787 726/9GI 74-26 9E PC$10.00/MF$2.25 


74-09 20K PC$3.25/MF$2.25 


KAC,M 
Reprint: A Discrete Version of the Inverse Scattering 
Problem. 
AD-780 386/9GI 74-16 203 Reprint 


KACHANOV, L. M. 


Plate Calculation with Plasticity and Creep Considered 
(Chapter 19)--Translation. 
AD-782 070/7GI 74-19 20K PC$3.25/MF$2.25 


Variational Methods in the Theory of Plasticity. 
N74-20562/6GI 74-14 20K PC$3.75/MF$2.25 


KACHANOV, V. A. 


Negative Pion Charge Exchange Scattering on Protons 
in the Momentum Range 20 to 50 Gev/C 
IFVE-SEF-73-52 74-10 20H PC$4.00/MF$2.25 


KACHARE, A. H. 


Reprint: Infrared Reflection of lon-Implanted GaAs. 
AD-786 150/3GI 74-24 20L Reprint 


Reprint: lon-Implanted Nitrogen in Gallium Arsenide. 
AD-771 509/7GI 74-04 20L Reprint 


KACHKAEV, K. M. 
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Presence of Tin-Zinc Eutectic Solution--Translation. 

AD-784 265/1GI 74-22 13H PC$3.25/MF$2.25 
KACHKIN, YU. M 
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Translation. 

AD-771 078/3GI 74-04 13C PC$3.25/MF$2.25 
KACHMAR, P. M. 
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Sequencing and Targeting. 

N74-12512/1GI 74-06 22A PC$3.75/MF$2.25 
KACHOLIA, K. K. 

Comparison of Water Chiorinating Processes for Army 


Field Applications. 
AD-786 672/6GI 74-25 7A PC$S5.25/MF$2.25 
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Method for Investigation Regional Variations of the 
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KACPRZYNSKI, J. J. 


An Experimental Analysis and Buffet Investigation of 
the Shockless Lifting Airfoil No. 1. 
N74-14708/3GI 74-09 1A PC$4.25/MF$2.25 


An Experimental Analysis and Buffet Investigation of 
the Shockless Lifting Airfoil No. 1 (Analyse Experi- 
mentale et Etude du Tremblement du Profil Porteur 
No. 1 Sans Choc), 

AD-772 727/4GI 74-06 1A PC$4.25/MF$2.25 


KACZMARCK, L. K. 
Reprint: The Efflux of CA and Tritiated-Aminobutyric 


Acid from Cat Cerebral Cortex. 
AD-783 175/3GI 


KACZMAREK, L. K. 
Reprint: Weak Electric Gradients Change Ionic and 


Transmitter Fluxes in Cortex. 
AD-783 174/6GI 


KACZMAREK, THOMAS D. 
Inert Plastic Film for Support and Packaging of Chemi- 


cal Spot Test Systems. 

PATENT-3 726 645 74-21 13D Not available NTIS 
KACZOROWSKI, MICHAL 
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rope and in the United States (Problemy Rozwoju Re- 
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ropie i w Stanach Zjednoczonych), 

TT-71-54029 74-12 13B PC$7.00 
KADARSAN, SAMPURNO 

Reprint: ‘Haemaphysalis (Kaiseriana) celebensis’ 

Hoogstraal, Trapido, and Kohls (Ixodoidea: Ixodidae), 

a Wallacean Member of the ‘hystricis' Group: Identity, 

Distribution, Hosts, and Ecology. 

AD-772 023/8GI 74-05 6C Reprint 
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(Ixodoidea: Ixodidae): Immature Stages from a 
bmcr ne 9 Nest of the Indonesian Red Giant Flying 
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KADLEC, J. 


Investigation of the Influence of Spacers on the Flow- 
Induced Vibrations of Fuel Plates of the Grenoble 
High Flux Reactor. 

KFK-1894 74-21 18E PC$5.75/MF$2.25 


KADMENSKIL, S. G. 


New Method for Separating the Centre of Mass Mo- 
tion of Clusters in Nuclei. 
JINR-P4-8101 74-25 20H PC$4.25/MF$2.25 


KADOMTSEYV, B. B. 


Stationary System Work Program for 1975--1980. 
AEC-tr-7560 74-22 18A PC$4.00/MF$2.25 


KADRMAS, K. A 


Binary Selectable Detector Holdoff Circuit: Design, 
Testing, and Application. 


74-20 6A Reprint 


74-20 6P Reprint 


74-20 6C Reprint 


N74-10501/6GI 74-04 17H PC$3.75/MF$2.25 
KADRON, D. G. 

Land Vehicle Navigation System. 

AD-780 749/8GI 74-17 17G PC$S.75/MF$2.25 


KADULL, PAUL J. 


Reprint: Plague Immunization. II. Relation of Adverse 
Clinical Reactions to Multiple Immunizations with 
Killed Vaccine. 
AD-781 723/2GI 


KADYMOV, A. KH. 


Lasers and Their Application, 
JPRS-62679 74-23 20E PC$3.25/MF$2.25 


KADYROVA, M. K. 


The Horse Fly as a Carrier of Anaplasmosis of Cattle 
in Uzbekistan (Slepni Kak Perenoschiki  Naeaeeeans 
Krupnogo are Skota v Vzbekistane), 

TT-73-S2011 74-09 2E PC$3.25/MF$2.25 


KADYSHEVSKII, V. G. 
Translation Invariant Quantum Field Theory with de- 


Sitter Momentum Space off the Mass Shell. 
JIN R-E2-7936 74-23 203 PC$4.50/MF$2.25 


KADYSHNIKOV, V. M. 


Accuracy of the Finite-Difference Solution of 
Linearized Equations of a Barotropic Atmosphere-- 
Translation. 

AD-778 516/SGI 74-14 4B PC$3.25/MF$2.25 


Present State and Immediate Problems of Short-Term 
Hydrodynamic Weather Forecasting--Translation. 
AD-782 547/4GI 74-19 4B PC$3.25/MF$2.25 


KADZA, R. 


Changes in the Concentration of Potassium Sodium 
and Calcium as the Result of Endurance Effort. 
N74-22762/0GI 74-18 6S PC$3.25/MF$2.25 


KAELBLE, D. H. 


Investigation of Fatigue and Crack Propagation 
Behavior of Adhesives. 
AD-777 178/SGI 74-12 1A PC$4.25/MF$2.25 
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KAEMPF, U. 


Structural Research and Irradiation Tests in the Hahn- 
Meitner-Institut Berlin. 
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Determination of the U-235 Fission Cross-Section for 
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KAESELAU, K. 
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Unter Dem Gesichstpunkt der Hohen Ausrichtanfor- 
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N74-11016/4GI 74-05 17B PC$3.75/MF$2.25 
KAESTNER, P. C. 

Fortran Variable Names and Subroutine Descriptions 
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SLA-73-534 74-02 7D PC$6.00/MF$2.25 
KAESTNER, R. 


On the Effect of Reliability of Simulation Results on 
the Methodology of Flight Testing and Simulation. 
N74-12015/SGI 74-06 1B PC$3.25/MF$2.25 


KAEVA, A. K. 
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Anaphylactic Shock--Translation. 

AD-787 355/7G1 74-26 6E PC$3.25/MF$2.25 


KAFALAS, J. A. 


Reprint: Crystal Chemistry in the System MSbO3. 
AD-786 251/9GI 74-24 20B Reprint 


KAFALAS, JAMES A. 
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tion Spectroscopy of Xenon Hyperfine Structure. 
AD-777 611/SGI 74-12, 7D Reprint 
KAFALAS, PETER 


Reprint: Dynamics and Energetics of the Explosive 
Vaporization of Fog Droplets by a 10.6 micrometer 
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Numerical Solution of the Equations of Tide Dynamics 
in the World Ocean--Translation. 
AD-770 845/6GI 74-03 8C PC$3.25/MF$2.25 


KAGAN, R. L. 


The Problem of Statistically Modeling Two-Dimen- 
sional Meteorological Fields--Translation. 
AD-782 051/7GI 74-19 4B PC$3.25/MF$2.25 


KAGANOV, M. E. 


Stability and Weight Optimization of Reinforced 
Spherical Shells under External Pressure--Translation. 
AD-778 596/7GI 74-14 20K PC$3.25/MF$2.25 


KAGANSKII, M. G. 


Longitudinal Thermal Conductivity Influence on the 

Ohmic Plasma Heating in ‘‘Tuman-!"’. 

NP-19928 74-11 201 PC$3.25/MF$2.25 
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High-Speed Logarithmic Photodetectors with Wide 

Input Signal Range. 
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KAGEYAMA, E. 

Radiation Resistance of Some Hydraulic Fluids for 

Shock Absorbers. 

JAPFNR-152 74-21 11H PC$S.S0/MF$2.25 


KAHAN, A. 


Reprint: Infrared Reflection of lon-Implanted GaAs. 
AD-786 150/3GI 74-24 20L Reprint 
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AD-771 509/7GI 74-04 20L Reprint 
Reprint: Laser Doppler Interferometry for Measuring 
Small Absorption Coefficients. 
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AD-778 077/8GI 74-13 20F PC$3.75/MF$2.25 
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Monitor Weather Conditions for Cloud Seeding Con- 
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74-04 20L PC$5.50/MF$2.25 
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KAHAN, B. D. 
Multilateral Evaluation of Renal Transplants with 


Radionuclides. 

CONF-740708-33 74-24 6E PC$4.00/MF$2.25 
KAHAN, W. 

Implementation of Algorithms. P; 

AD-769 124/9GI 74-01 3. " PC$9.50/MFS$2.25 

Spectra of Nearly Hermitian Matrices. 

AD.774 123/4GI 7408 12A PC$3.25/MF$2.25 
KAHANA, S. 

Heavy-Ion Induced Transfer Reactions: Theory and 

Some Data. 

BNL-18964 74-24 20H PC$4.00/MF$2.25 


KAHAWITA, RENE A. 
The Stability of Parallel, Quasi-Paralle! and Stationary 


Flows. 

AD-770 883/7GI 7403 20D PC$7.00/MF$2.25 
KAHLE, ANNE B. 

The Black Cloud Experiment, 


AD-770 607/0GI 74-02 4B PC$3.75/MF$2.25 

The Radiation and Heat Budget of the Mintz-Arakawa 

Model: January, 

AD-777 077/9GI 74-12 4B PC$4.25/MF$2.25 
KAHLE, PETER 

— Transfer RNA Methylases from Rat Liver 

AD 169 182/7GI 7401 6A Not available NTIS 


KAHLE, ROGER R. 
A Q-Methodological Study of Attitudes Toward Water 
Resources and Implications for Using Mass Media in 
Dissemination of Water Research Results. 
PB-235 859/6GI 74-23 13B PC$10.00/MF$2.25 


KAHLER, LYLE W. 


Effect of Nitrate in Drinking Water on Reproductive 
and Productive Efficiency of Dairy Cattle. 

PB-236 854/6G1 74-26 13B PC$4.25/MF$2.25 

KAHLER, R. C. 

Journal of Abstracts of the British Ship Research As- 
sociation. Volume 29, Number 8, Abstracts 37,506- 
37,730--Translation . 

AD-784 586/0GI 74-22 133 Not available NTIS 


Reprint: Journal of Abstracts of the British Ship 
Research Association, Volume 29, Number 1, Ab- 
stracts 36,071-36,288. 

AD-774 359/4G1 7408 133 Not available NTIS 


Reprint: Journal of Abstracts of the British Ship 
Research Association. Volume 29, Number 6, Ab- 
stracts 37,072-37,280. 

AD-783 848/5GI 74-21 133° Not available NTIS 
Reprint: Journal of Abstracts of the British Ship 
Research Association. Volume 29, Number 9, Ab- 
stracts No. 37,731-38,000. 

AD-786 967/0GI 74-25 133° Not available NTIS 

KAHLER, S. 


Continuing Data Analysis of the as/E Grazing In- 
cidence X-Ray Telescope Experiment on the OSO-4 


Satellite 
N74-33250/3G1 74-26 3A PC$6.25/MF$2.25 
KAHLES, JOHN F. 


Annual Report (9th) of the Machinability Data Center. 

AD-770 225/1GI 74-02 SB PC$3.75/MF$2.25 
KAHLKE, WALTER E. 

Radiation Effects of MOS Gate Insulators. 

AD-780 186/3GI 74-16 9A PC$3.75/MF$2.25 
KAHLOS, H. 

Natural Radioactivity of Ground Water in the Helsinki 


Area. 
SFL-A-19 74-18 8H PC$6.00/MF$2.25 


Natural Radioactivity of Ground Water in the Helsinki 

Area. 

SFL-A-19 74-21 8H PC$6.00/MF$2.25 
KAN, A. H. 

Reprint: Magnetic Susceptibility of Co(4+)d5) in Oc- 

tahedral and Tetrahedral Environments. 

COM-73-50965/SGI_ 74-02 7D Not available NTIS 


Reprint: Magnetic Susceptibility of Lanthanum 
Chromite Doped with Strontium. 
COM-74-50403/6GI 74-13 20L Not availalbe NTIS 


Reprint: Magnetic Susceptibility of the One-Dimen- 
sional Electron Gas; Application to BDP (TCNQ) 2. 
COM-74-S06S1/OGI 74-22 20L Not available NTI 


KAREN, D 
Calculated and Scale Model Experimentally Measured 
Scattering from Metallic Structures in Instrument 
Landing System. 
AD-776 162/0GI 74-10 17G PC$3.75/MF$2.25 


Instrument Landing System (ILS) vemeg +4 
formance Study for Dallas/Fort Worth Ai 
AD-775 259/SGI 74-09 17G PCS; OS /MPS2.25 


Instrument Landing System Performance Prediction. 








AD-773 368/6GI 74-07 17G = PC$S.25/MF$2.25 
Lane Blockage Effects on Freeway Traffic Flow. 


PB-228 991/6GI 74-10 13B PC$3.75/MF$2.25 

Vessel Safety Model. Volume I. Analytic Develop- 

ment. 

AD-772 726/6GI 74-06 133 PC$6.25/MF$2.25 

Vessel Safety Model. Volume II. Users’ Manual. 

AD-773 586/3GI 74-07 133 PC$4.25/MF$2.25 

Vessel Safety Model. Volume III. Programmers’ 
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Some Considerations on the Problem of Non-Steady 

State Traffic Flow Optimization. 

PB-225 088/4GI 74-02 13B PC$4.25/MF$2.25 
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The United States and Pacific Asia in the Seventies: 
Appendices. Volume III. The Future of the Nixon 
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b> sa I: The Future of the Nixon Doctrine in Pacific 
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PB-235 180/7GI 74-21. 6E PCS$S.75/MF$2.25 
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N74-15505/2GI 74-09 22C PC$3.25/MF$2.25 
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N74-31849/4GI 74-25 8C PC$3.25/MF$2.25 
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N74-22058/3GI 74-17 8E PC$3.75/MFS$2.25 
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A Text Editor Design. 

PB-235 773/9GI 74-24 9B PC$5.75/MF$2.25 
KAIBYSHEV, O. A. 

Superplasticity of Stee] KH18N1OT--Translation. 

AD-784 175/2GI 74-22 IF PC$3.25/MF$2.25 
KAIDALOV, A. B. 

Nature of the a sub 3 Meson. 

SLAC-Trans-163 74-14 20H PC$3.25/MF$2.25 
KAIDANOYV, V. I. 


Apparatus for the High-Speed Measurement of the 
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—e Urban Growth and Urban Density Func- 
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KAISER, G. 


Component Development for Dissolution, Feed Solu- 
tion Adjustment, and Extraction in Jupiter. 


PA-545 









| 
{ 
| 
| 





GERHTR-66 74-13 183 PC$3.00/MF$2.25 
KAISER, H. 
Dosimetry of Cosmic Radiation on Board the Super- 


sonic Tran’ Concorde. 
CEA-CONF-2540 74-15 18D PC$3.00/MF$2.25 


Influence of Background on the Form of Spec- 
trochemical Calibration Curves. 
N74-31600/1GI 74-25 7D PC$3.75/MF$2.25 


On the Mathematical Treatment of Analytical Func- 
tions in Spectrochemical Multicomponent Analysis-- 
Translation. 
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Various Methods for raieetinn Spectra in Quantita- 
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N74-31599/SG1 7425" 7D PC$3.75/MF$2.25 
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The Implications of a ‘Sea-Saw' Model of Organiza- 
tional Effectiveness. 
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Development of Cost Parameters and Inventory Level 
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Nova Model for Diffraction Dissociation with Longitu- 
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Where Do Diffractive Nucleons Go. 
NP-20026 74-21 20H PC$4.25/MF$2.25 
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Laminar Electrostatic Shock Waves Generated by an 
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KAKODKAR, A 

Photo-Elastic Model Studies for Mapp-l Reactor 
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Muscles During the Simulation of W tlessness 
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KALABA, ROBERT E. 


Building a Distance Function for Gestalt Grouping. 
AD-787 $25/SGI 74-26 9B PC$3.25/MF$2.25 


KALABUKHOV, G. V. 


The Effect of Pressure on the Burning Process of Alu- 
minum Powders--Translation. 
AD-778 589/2GI 74-14 21B PC$3.25/MF$2.25 


KALABUKHOV, N. I. 


Periodic (Seasonal and Yearly) Changes in the Organ- 
ism of Rats: Their Causes and Effects. 
N74-30463/SGI 74-24 6F PC$15.25/MF$2.25 


KALABUKHOVA, L 
UT-15, Series 2 Parachute--Translation 


AD-786 817/7GI 74-25 1C PC$3.25/MF$2.25 
World Championship Parachutes--Translation. 
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KALAFATI, D. D. 
Thermodynamics of Liquid Metal MHD Generators-- 


Translation. 
AD-781 021/1GI 74-17 10B PC$6.25/MF$2.25 
KALAFUS, R. M. 


Microwave Scanning Beam Approach and Landing 
System Phased Array Antenna. 
AD-782 860/1GI 74-20 17G PC$6.25/MF$2.25 


KALAGHAN, PAUL M. 


Millimeter Wave Solar Observations 
AD-782 710/8GI 74-20 7B PC$3.25/MF$2.25 


Reprint: Atmospheric Emission Statistics at 35 GHz. 
AD-782 741/3GI 74-20 4A Reprint 
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STAR System. 


AD-786 928/2GI 74-25 17G PC$3.25/MF$2.25 
KALAGHER, RB. J. 


Techniques for Analyzing and Utilizing the Rain 
Gauges at the NASA White Sands Test Facility. 
N74-32052/4GI 74-25 4B PC$3. 75/MFS2. 25 


KALAIDA, L. E. 
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AD-779 605/SGI 74-15 14E PC$3.25/MF$2.25 


KALAJIAN, E. H. 
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N74-26905/1GI 74-20 13B PC$3.75/MF$2.25 


KALAKOWSKY, CHARLES B. 
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KALAMEES, K 
International Congress of Mycology (ist), Held at Ex- 
= (England) on 7th-16th September 1971--Transla- 
AD. -782 386/7G1 74-19 6M PC$3.25/MF$2.25 
KALASHNIKOV, V. P. 


Dynamical Theory of Isothermal Response to 
Mechanical Perturbation and Green Functions. 
JINR-P4-7803 74-21 12A PC$4.50/MF$2.25 


Theory of Acoustic Spin Resonance on Ganperiee 
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KALASHNIKOV, V. V. 


Lectures on the Theory of Complex Systems. Part I, 
IPRS-60418-1 74-02 12A PC$8.75/MF$2.25 


Lectures on the Theory of Complex Systems. Part Il, 
IPRS-60418-2 74-02 12A PC$9.25/MF$2.25 


KALATUCKA, STEPHEN 
Alerting System. 
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KALB, HENRY T. 
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Rate Filter. 
PAT-APPL-356 269 74-13 20D PC$3.25/MF$2.25 


Doppler Shift Laser Velocimeter Data Processor. 
PATENT-3 738 750 74-08 14B Not available NTIS 


Laser Pulse Train Totalizer and Interval Counter. 
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74-08 4A PC$3.75/MF$2.25 


Photomultiplier for a Laser Velocimeter. 
PATENT-3 695 761 74-06 20E Not available NTIS 


KALBEN, P. 


Analysis and Design of Three Dimensional Supersonic 
Nozzles. Volume 2: Numerical Program for Analysis 
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N74-11114/7GI 7405 21E PC$6.25/MF$2.25 
A Numerical Procedure for the Parametric Optimiza- 
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N74-22925/3GI 74-18 21A PC$4.25/MF$2.25 
KALBEN, P. P. 
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N74-22924/6GI 74-18 21A PC$4.25/MF$2.25 
KALBITZER, S. 


Amorphization, Recrystallization, and Electrical Ac- 

tivity of Implanted Si Layers. 

FRNC-CONF-94 74-17 20L PC$3.25/MF$2.25 
KALCHENKO, K. I. 


Allerization of the Body and the Carrier State of 
Yeastlike Fungi among Workers in Yeast Departments 
of Hydrolysis Plants--Translation. 
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KALDOR, A 


Reprint: Infra-Red Laser Enhanced Reactions: 
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Reprint: Infrared Laser Modulated Molecular Beam 
Mass Spectrometry. 
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KALDOR, ANDREW 


Reprint: A Laser Enhanced Reaction Technique for 
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COM-74-50946/4GI_ 74-25 7D Not available NTIS 


Reprint: Infrared Laser Enhanced Reactions: Spectral 
Distribution of the NO2 Chemiluminescence Produced 
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COM-74-50945/6GI 74-25 7D Not available NTIS 


KALDSCHMIDT, G. 


A 727 Airplane Center Duct Inlet Low Speed Per- 
formance Confirmation Model Test for Refanned Jt8d 
Engines, Phase 2. 

N74-1775S/1GI 74-12 1C PC$5.75/MF$2.25 


KALEBERDA, V. E. 


RTB-V5M Thermal Drilling Machine--Translation. 
AD-781 966/7GI 74-19 13C PC$3.25/MF$2.25 


KALELKAR, A. S. 


Prediction of Hazards of Spills of Anhydrous Am- 
monia on Water. 
AD-779 400/1GI 


KALELKAR, ASHOK S. 


Assessment Models in Support of the Hazard Assess- 
ment Handbook 
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KALES, ANTHONY 
Reprint: Secretion of LH and FSH during Sleep in 
Man. 
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KALGANOV, V. 


Laser Direction Finding--Translation 
AD-779 588/3GI 74-18 i7H PCS3. 25/MF$2.25 
KALIBJIAN, R. 
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UCID-16276 7402 14E PC$3.00/MF$2.25 


KALIFA, J. 
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O-PhN-73-07 74-25 20H PC$4.50/MF$2.25 
KALIKA, PETER W. 

Solid Waste Management in the Industrial Chemical 


Industry. 
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-Transilation. 
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Information Processing Models and Computer Aids for 
Human Performance. Second Lang Learning. 
AD-777 17S/1GI 74-12 SI PC$4.25/MF$2.25 


Information Processing Models and Computer Aids for 

Human Performance: Second- - D. uage Learning 

AD-787 876/2GI 74-26 PCS6.25/MFS2.25 
KALIKSTEIN, PAUL H. 


The Marketability of Squid, 
COM-74-11426/SGI 74-22 SC PC$S5.25/MF$2.25 


KALIMO, ESKO 


World Health Organization/International Collaborative 
Study of Medical Care Utilization. Occasional Reports 
- 1, Reduction of WHO/ICS-MCU Questionnaire Data. 


PB-234 284/8GI 74-20 6E PC$6.25/MF$2.25 
KALINCHEYV, 8S. 

Attention: Liquid Aluminum--Translation. 

AD-772 056/8GI 7405 L1F PC$3.25/MF$2.25 


KALINICHENKO, N. F. 
A Study of the Delayed-Type Hypersensitivity in 
Response to the Administration of CI. perfringens 


Toxoid--Translation. 
AD-781 664/8GI 74-18 6M PC$3.25/MF$2.25 
KALINICHENKO, YU. I. 


Experience in Operating Titanium Equipment in a 
Chemical Combine--Translation. 
AD-769 322/9GI 74-01 LIF PC$3.25/MF$2.25 


KALINICHEV, S. 


T-150 Tractor Development Background--Translation. 
AD-784 294/1GI 74-22 13F PC$3.25/MF$2.25 


KALININ, A. P. 


A Study of Elastic Scattering and Deactivation of 
Metastable Nitrogen Molecules. 
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KALININ, G. P. 


Hydrological Basis for Forecasting and Calculating Ru- 
noff by Space Images of the Earth'S Surface 
N74-25889/8GI 74-19 8H PC$3.75/MF$2.25 


KALININ, L. I. 
Optics of the Ocean and the Atmosphere, 


JPRS-60572 74-04 83 PC$3.75/MF$2.25 
KALININ, M. I. 

Optical and Photoelectric Devices, 

IPRS-61944 74-14 20F PC$3.25/MF$2.25 


KALININA, N. A. 


Low Energy lambda p Scattering. 
JINR-E1-7669 74-16 20H PC$4.00/MF$2.25 


KALINKIN, B.N. 


Hypothesis on Hadron Cluster Formation and the Data 
on Multiple Production in Nuclear Matter. 


JINR-P2-7870 74-21 20H PC$4.00/MF$2.25 
Reactions of Complete Nucleus Fusion. 
JINR-P4-7312 74-06 18A PC$S.25/MF$2.25 


Space--Time Development of the Hadron Multiple 
Production Process. 
JINR-P2-7869 74-21 20H PC$4.25/MF$2.25 


Space--Time Development of the Hadron Multiple 
Production Process and the Mechanism of the ‘"Total”’ 


Nuclear Disintegration. 

JINR-P2-7871 74-22 20H PC$4.25/MF$2.25 
KALINKIN, L. F. 

Cosmic Ray Studies Aboard Artificial Earth Satellites. 

N74-22425/4GI 74-17 4A  PC$7.50/MF$2.25 
KALINKINA, O. M. 


Ammonia Content in the Venus Atmosphere According 

to Data from the Venera-8 Planetary Probe 

N74-23373/SGI 74-18 3B. PC$3.25/MF$2.25 
KALINNIKOV, G. I. 


Turbulent Heating of Plasma by a Current in a 
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TAE-2254 74-09 201 PC$3.00/MF$2.25 
KALINNIKOV, V. G. 


Measurement of the Submicrosecond Lifetimes of the 
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Time Spectrometer. 

JIN R-P6-7849 74-21 20H PC$4.00/MF$2.25 
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JINR-P6-7173 74-06 20H PC$3.00/MF$2.25 


KALINOVICH, D. F 
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TT-70-59097 74-06 11F PC$3.25/MF$2.25 


KALINOWSKI, A. J. 
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74-05 20K Reprint 
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On-Line Data Analysis with a Hybrid Computer. 
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74-08 13B PC$6.25/MF$2.25 
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KENNEDY, R. S. 
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KENNEDY, T. C. 
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KEPKA, A. G. 

Oxidation of lodide Ion by Singlet Oxygen. 
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AD-777 701/4GI 74-12. 7D  PCS3. 25/MF$2.25 
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of Blast Waves in Tunnels (Baffling Effects, Section 

Variations, Branching, Etc.) Revue des Travaux Effec- 

tues a I'Isi dans le Domaine de la Simulation et de la 
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PC$4.00/MF$2.25 


N74-21857/9GI 74-17 9E PC$3.75/MF$2.25 
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LA-UR-74-724 74-22 9C PC$4.00/MF$2.25 
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aan HARRY A. JR. 

A History of the Seminole and Miccosukee Tribes, 

1859-1970. 


PB-233 052/0GI 74-17 SK PC$7.25/MF$2.25 
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AD-785 930/9GI 74-24 11B PC$8.S0/MF$2.25 


KHARITONOV, V. M. 


Experimental Determination and Analysis of the 
Geometrical Distortions in the Pick-Up Tube of a 
Television System for Measuring Track CO-Ordinates 


in a Spark Chamber 
CERN-Trans-73-5 74-04 18D PC$3.00/MF$2.25 
KHARITONOV, V. P. 


Standardized Wind Electric Power Unit--Translatio 
AD-783 764/4GI 74-21 10B PC$3. 25/MFS2. 25 


KHARITONOYV, V. V. 
Analysis of the Operating Regimes of an Impulse 
Unipole Generator with Regulation of Excitation Flux- 


-Translation. 
AD-781 225/8GI 74-18 9E PC$3.25/MF$2.25 
KHARITONOVA, L. A. 


The Compatibility of Titanium Alloys with Hydrogen 
Peroxide Solutions--Translation. 
AD-769 320/3GI 74-01 11F PC$3.25/MF$2.25 


KHARKAR, D. P. 


Uranium and Thorium Decay 
Abundances in Marine Plankton. 
AD-773 626/7GI 74-07 


KHARKHASOV, B. D. 
Properties of the Boundary Layer in Selective Trans- 


port--Translation. 
74-22 11H PC$3.25/MF$2.25 


Nuclide 
8A PC$4.75/MF$2.25 


Series 


AD-784 148/9GI 
KHARKHEVICH, A. A. 
Linear and Nonlinear Systems Lineynyye I 


Nelineynyye Sistemy. 
74-02 17B PC$13.00/MF$2.25 


N73-33515/0GI 
Theory of Electroacoustical Converters: Wave 


Processes, Volume 1 Teoriya Elektroakusticheskikh 
Preobrazovateley. Volnovyye Protsessy, Izbrannyye 
Trudy V Trekh Tomakh, Tom 1. 

N73-33617/4GI 74-02 2A PC$10.25/MF$2.25 


KHARKOV, E. I. 
Electrodiffusion in Cd and Zn (Elektroperenes v Cd i 


74-06 11F PC$3.25/MF$2.25 


Electrodiffusion in Sn, Pb, Ag, and Cu (Elektro 
Perenos v Sn, Pb, Ag, Cu), 
TT-70-59067 74-06 


KHARLAMOYV, A. G. 


Thermal Conductivity of Uranium Dioxide. 
IAE-2227 74-11 183 PC$4.00/MF$2.25 


KHARNTONSKII, M. B. 
Device for Sucking Air from an Aerodynamic Surface- 


-Translation. 
AD-771 676/4GI 1A PC$3.25/MF$2.25 
KHASHKOVSKIH, S. V. 


Flexible, Inorganic, Electrical —— Coverings for 
Windings and Thermoelectrode Leads--Translation. 
AD-783 447/6GI 74-20 9A PC$3.25/MF$2.25 

KHATSKEVICH, J. G. 

Algorithms for Calculating the Orientation of the Prog- 
noz Artificial Earth Satellites. 
N74-28313/6GI 74-20 22C PC$3.25/MF$2.25 

KHAUPT, KH. 

Two Dimensional Analysis with Digital Discriminators 
and the HP 2116C Computers. 
18D PC$4.00/MF$2.25 


11F PC$3.2S/MF$2.25 


74-05 


JINR-P10-7723 74-17 
KHAVKINA, L V. 
Effect of Prolonged Hypokinesia on the Heart Muscle 


of Rats. 
N74-11882/9GI 74-06 6S PC$3.25/MFS$2.25 


KHAW, O. K. 
Reprint: A Team Approach to a Disease Survey on an 
Aboriginal Island (Orchid Island, Taiwan). I. Protozoa 
and Helminth Parasites of the Yami Aborigines. 
AD-782 294/3GI 74-19 6M Reprint 
Reprint: A Team Approach to a Disease Survey on an 
Aboriginal Island (Orchid Island, Taiwan). In 
to the Yami and Description of the Habitat. 
AD-782 293/SGI 74-19 6E Reprint 
KHAZINS, D. M. 
Cyclotron Meson Beam Contamination. 
JINR-P13-7512 74-09 20G PC$3.00/MF$2.25 
Measurement of the pi exp - pee —— pi exp 0 pi exp 
© N Reaction Cross Section at 276 
JINR-P1-7840 74-21 jin “PCS4.00/MFS2. 25 
KHEIFITS, E. B. 
Heat Relay Sensor--Translation. 
AD-783 755/2GI 74-21 + 14B 
KHELLADI, M. 
Renting of 2 Biome Confined in 0. tehomel, tyes 
Magnetic Configuration by the Injection of Fast 
Neutral Particles. 


PC$3.25/MF$2.25 


KHODATAYEY, Y. V. 


FRNC-TH-432 
KHENNIG, K. 


Study of Nuclear Magnetism in van Vieck Paramag- 
nets Using Neutron Sca 
BNL-tr-562 


KHENTIGAN, A. 


Synthesis and Evaluation of exp 11 C-Labeled Organic 
Compounds for Use in Nuclear Medicine. 
CONF-730309-10 74-02 7E PC$3.00/MF$2.25 


KHERA, S. K. 
Electron Probe Microanalysis: Discussion of Various 


74-24 7D PC$4.25/MF$2.25 


74-14 201 PC$8.50/MF$2.25 


ttering. 
74-15 20L PC$3.00/MF$2.25 


KHERUVIMOV, A. V. 


Total Neutron Cross Section for Beryllium. 
IAE-2222 74-06 20H PC$3.00/MF$2.25 


KHIMICH, L. V. 


Fourier Transformation of Hyperfunctions and Formu- 
lation of the Basic Axioms and the hse | Field 
Theory Principles in tom of Hyperfunctions 

ITF-74-31P 4-24 203 PCS4. SOIMFS2. 25 


Proof of the Mg os Integral Representa- 

tion for Causal Commutator within the Framework of 

Localizable x 

ITF-74-2P 
KHIRICH, IL. YA. 


Semi-Conductor Microcooler--Translation. 
AD-772 455/2GI 74-06 13A PC$3.25/MF$2.25 


KHITAROV, N. I. 
Zeolites: Their Synthesis and Conditions of Formation 


in Nature, 
PB-226 122-T/GI 7404 8G PC$8.50/MFS$2.25 
KHIZHNYAK, N. A 


Investigation of the Acceleration of lons by Intense 
Electron Fluxes--Translation. 
AD-778 800/3GI 74-14 201 PC$3.25/MF$2.25 


KHIZHNYAKOV, I. S. 


Coherent Energizing by a Crystal Periodic Field. 
ITEF-19 74-12 7D PC$4.25/MF$2.25 


KHIZHYAKOV, L. 8. 


Coherent Excitation by the Periodic Field of Crystal. 
ANL-Trans-951 74-17 7D PC$4.75/MF$2.25 


KHLEBNIKOV, A. S. 


Effect of the Medium on the Braking Spectrum of 
High Energy Electrons. (Plan of the Experiment). 
IAE-2213 74-08 20H PC$3.00/MFS$2.25 


KHLEBNIKOVA, L. A. 


Calculation of the —— of X-Ray Radiation in 
the Earth's Atmosphere-- slation. 
AD-785 110/8GI 74-23 4A PC$3.75/MF$2.25 


KHLEBNOI, S. 8S. 
On the Special Features of Igniting Powder with a Hot 


Gas--Translation 
7402 21B PC$3.25/MFS$2.25 


74-25 20H PC$4.75/MF$2.25 


AD-770 008/1GI_ 
KHLESKOV, V. 1. 
Effect of the Choice of pi pi -Scattering Phase 
Parametrization on gamma gamma Implies pi pi and 
ma gamma Implies gamma gamma Reaction Cross 
tions. 
JINR-E2-7560 7408 20H PC$3.00/MFS$2.25 
KHLUDKOV, S. S. 


Electrical Properties of the Diffusion P-N Junctures of 
P-Type Gallium Arsenide—Translation. 
AD-772 425/SGI 7406 20L PC$3.25/MFS$2.25 


KHLYSTOV, M. F. 


Serrated Commutator-Brush U nit--Translation 
AD-783 565/SGI 74-21 9C PCS3.25/MFS2.25 


KHO, Y. G. 
Comparison of Fokker F-28 Wind Tunnel and Flight 


74-20 1A PC$3.75/MFS$2.25 
KHODAKOV, YU. 8. 
Study the Nature of Surface Heterogeneity of 
Catalysts and Sorbents by the Thermograph Methods- 


Translation. 
AD-772 037/8GI 7405 7D PC$3.25/MF$2.25 
KHODAKOVSKY, L. L. 


Handbook of Thermodynamic Data. 
PB-226 722/7GI 74-06 7D PC$10.00/MF$2.25 


KHODAREYV, Y. K. 
Application of Space Techniques to Natural Resources 
Study —" Environmental Monitoring: An Aircraft Ex- 
N74-27870/6G1 74-20 14E PC$3.25/MFS$2.25 
KHODATAYEYV, Y. V. 


Hon Free for Investigation of Secondary Electron 
Hi Frequency omen J rd a. Orbital Station: 
Conduct of Experiment and 


N74-29256/6G1 ery 4A MA PCS: 25/MF$2.25 
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KHODYACHIKH, A. F. 
Concerning the Possibility of Studying the Reaction 
exp 4 He( Gamma , pi exp 0 ) exp 4 He with the Aid 
of a Diffusion Chamber by the Difference Method. 
KHFTI-72-22 74-02 20H PC$3.00/MF$2.25 

KHODYREV, V. YA. 

Noise and Vibration Comps on Seagoing Ves 
JPRS-60605 133 pase 25/82. 25 
KHOE, G. D. 


eee and Feasibility Test of the 90 Deg Thomson- 
riment for Spica 
poet f 74-05 “4B PC$3.25/MF$2.25 


Design and Feasibility Test of the 90 exp 0 Thomson- 
Experiment for Spica. Rijnhuizen Report 73- 


NP-19844 74-04 201 PC$3.00/MFS$2.25 
KHOE, T. K. 

Acceleration of Polarized Protons in the Kek 

Synchrotron. 

KEK-73-8 74-21 20G PC$4.25/MF$2.25 

Cohen poner Due to Ions in the Residual Gas. 

KEK-73-7 74-21 20G PC$4.00/MF$2.25 


High Energy Polarized Beam aoe the Z % 

CONF-740522-13 74-21 'C$4.00/MF$2.25 
KHOKHLOV, E.M 

All-Union Scientific Meeting on Radio Day-- 

a Bionics and Sy Psychology, 

JPRS-6050 6D PC$5.25/MES2. 25 
diane, v.P. 

Structure and Characteristics of Steel Chromium 

Plated in a Vacuum--Translation. 

AD-785 707/1GI 74-24 11C PC$3.25/MF$2.25 


KHOKLOVA, T. P. 


Value of the Local and Collective Electronic Proper- 
ties of Modified TiO02 in Reactions of the Oxidation of 
Carbon Monoxide and of Decomposition of Isopropyl 
Alcohol and Formic Acid--Translation. 

AD-786 003/4GI 74-24 7D PC$3.25/MF$2.25 


KHOL’NOV, YU. V. 


Superhigh Frequency Method for Heating Electrons in 
the Tor-1 Stellerator. 
NP-20007 74-21 201 PC$4.00/MF$2.25 


KHOLAN, S. 


New Method for Separating the Centre of Mass Mo- 
tion of Clusters in Nuclei. 
JINR-P4-8101 74-25 20H PC$4.25/MF$2.25 


KHOLCHEYV, N. V. 
Chemical and Immunochemical Characteristics of the 
Whooping-Cough Allergen Obtained by Water-Ether 


Extraction--Translation. 
AD-785 155/3GI 74-23 6M PC$3.25/MF$2.25 
KHOLODILOV, V.N. 


Experimental Setup for Studying Complex Heat Ex- 
--Translation. 


AD-778 569/4GI 74-14 20D PC$3.25/MF$2.25 
KHOLODOV, YU. A 

Influence of Magnetic Fields on Biological Objects, 

IPRS-63038 74-25 6C PC$?. F$2.25 

Magetism in Biology, 

JPRS-60737 74-05 6S PCS$4.75/MF$2.25 


KHOLODOVA, G. V. 


Biosynthesis of Levorin by Variants of the Producer 
‘Act. levoris Krass.’ and Characteristics of the Ob- 
tained Preparations--Translation. 

AD-778 573/6G1 74-14 6M PC$3.25/MF$2.25 


Modification of Methods for Isolating and Chemical 
Purification of Griseofulvin Produced by Strains of 
‘Pen. nigricans Thom'--Translation. 

AD-778 $85/0GI 74-14 60 PC$3.25/MF$2.25 


KHOLSHEVNIKOV, K. V. 


Perturbation of a Nearly-Circular Orbit. 
N73-33825/3GI 74-02 22C PC$3.25/MF$2.25 


KHOLYAVKO, V. I. 


Moment Characteristics.of a Low-Aspect Wing in a 
Finite Flow of Inviscid Fluid-Transiation. 
AD-771 979/2GI 74.05 20D PC$3.25/MF$2.25 


KHOMENKO, A. I. 


The Development of a Combination Power Installation 

and Electric Drive System for a City Bus 

(Beskontaktnye Sistemy Upravieniya Elektropodvizh- 

Area Sostavom i Poluprovodnikove Preobrazovateli 
a), 


AD-786 813/6GI 74-25 13F PC$3.25/MF$2.25 


KHOMENKO, A. N. 


Determination of Nonvolatile Carboxylic Acids in 
Natural Waters. 
N74-32581/2GI 74-246 7D PC$3.25/MF$2.25 


KHOMENKO, A. Z. 
Heat and Mass Transfer during Chemical Reactions-- 
Translation. 
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AD-770 974/4G1 
KHOMENKO, YU. M 


Temperature Dependence of Efficiency of the Donor- 

Acceptor Energy Transfer. 

ITF-73-66-P 74-02 7D PC$4.50/MF$2.25 
KHOMERIKI, G. K. 

Machines for Extracting Tree Seeds (Mashiny diya 

Pererabotki Drevesnykh Semyan), 

TT-72-51075 74-07 2F PC$3.25/MF$2.25 
KHOPERIA, A. I. 

Experience with Kanamycin Electroaerosols in 

Pediatric Practice--Translation. 

AD-784 928/4GI 74-23 60 PC$3.25/MF$2.25 
KHOPKAR, P. K. 

Trilaurylamine (Tila) as an Extracting mt for the 

Final Purification of Plutonium ring the 

Reprocessing of Irradiated Fuel: A Literature Survey. 


74-03 7D PC$3.25/MF$2.25 


BARC-659 74-02 18] PC$4.25/MF$2.25 
KHOREV, G.N 

Experience with Radon Control in M 

TT-72-52008 74-19 81 7. 00/MF$2.25 


KHOROSHUN, L. P. 


Elastic Constants of Stochastically Reinforced Materi- 
als--Translations. 
AD-775 117/SGI 74-09 11D PC$3.25/MF$2.25 


KHORUNZHII, B. I. 


The Solid-Phase Decomposition of Potassium and 
Sodium Chiorates and Perchlorates in the Presence of 
Manganese Diooxide--Translation. 

AD-770 444/8GI 74-02 7D PC$3.25/MF$2.25 


KHOSHENKO, A. A. 
Data Gathering System on the Basis of Minicomputer 
in Investigation of Parameters Using a Proton 
nchrotron 


Sy \ 
JINR-P9-7407 74-08 20G PC$3.00/MF$2.25 
KHOSEMUKHAMEDOV, R. A 
Inelastic Interactions of 60 Gev/C pi exp - Mesons and 
70 Gev/C Protons with the Nuclei (C,N,O) and 


(Ag, Br). 
JINR-E1-7548 74-13 20H PC$3.25/MF$2.25 


Test of the Models of Hadron Collisions in Inelastic 
Interactions of 60 Gev/C pi Mesons and 70 Gev/C 
Protons with the Nuclei (C,N,O) and (Ag,Br). 

JINR-E1-8021 74-22 20H PC$4.00/MF$2.25 


KHOSLA, P. K. 


Laser Diagnostic Techniques at Polytechnic Institute 
of New York Aerospace Facilities. 
AD-780 451/1GI 74-16 6B PC$3.75/MF$2.25 


Transonic Flow Calculations in Two- and Three- 
Dimensions, 
AD-769 301/3GI 74-01 20D PC$3.75/MF$2.25 


KHOSLA, PREM K. 


Motion of a Spherical Particle in a Turbulent Flow. 
AD-779 $41/2GI 74-15 20D PC$3.75/MF$2.25 


KHOSLA, RANVIR C. 
Design and Application of an Underwater Acoustic 


Parametric Source. 
AD-772 868/6GI 74-06 20A PC$4.25/MF$2.25 
KHOT, NARENDRA S. 


Optimization of Structures for Strength and Stability 
Requirements. 
AD-776 774/2GI 74-11 20K PC$4.75/MF$2.25 


KHOTKEVICH, V. I. 
Method for Determining the Thermal Conductivity 
a of Metals at High Temperatures--Transla- 
AD.779 806/9GI 74-16 LIF PC$3.25/MF$2.25 
KHOTSYANOVA, S. A 


Materials from Clinical Study of the nag Activi- 
ty of Tsuverkalov Dysenterin--Translatio 
AD-780 338/0GI 74-16 6E PCS3. 25/MF$2.25 


KHOURY, F. 
Reprint: Effects of Polymorphism on the Raman-Ac- 
tive Longitudinal Acoustical Mode Frequencies of a- 
Paraffins. 
COM-74-S0731/0GI 74-22 7D Not available NTIS 
KHOVANOV, N. V 
Entropy Analysis of Scientific Personnel Numerical 
n. 


Patterns--Translatio: 
AD-781 985/7GI 74-19 SI PC$3.25/MF$2.25 
KHRAMOV, G. N. 


Band Irradiator with Electrical Scanning of Radiation 


Pattern (3)--Translation. 

AD-786 036/4GI 74-24 3B PC$3.75/MF$2.25 
KHRANAK, V. 1. 

The Use of Pulse Width “eet Elements in 

Digital Technology--Transilation 

AD-782 853/6GI 74-20 “9B PC$3.25/MF$2.25 
KHRENOV, L. S. 


Geodetic Instrument Exhibit--Translation. 





AD-776 567/0GI 74-11 8E PC$3.25/MF$2.25 


Problems of Astronomy and Geodesy Discussed at the 
Plenum of the Central Council of UAGS--Translation. 
AD-784 749/4GI 74-23, 3A PC$3.25/MF$2.25 


Injection Desuperheater--Translation. 
AD-779 278/1GI 74-15 13A PC$3.25/MF$2.25 


KHRGIAN, A. KH. 


The Earth's Ozone Shield, 
JPRS-61377 74-11 4A  PC$3.25/MF$2.25 


The International Conference on Cloud Physics in 
London, 1972--Translation. 
AD-782 850/2GI 74-20 4B PC$3.25/MF$2.25 


KHRISTIANOVICH, S. A. 


S. A. Chaplygin and Wing Lift. 
N74-27482/0GI 74-20 1A PC$3.25/MF$2.25 


KHRISTICH, V. A. 


Conditions of Flame Transfer and Formaton of Tem- 
perature Fields in Multiburner Combustion Chambers 
of Jet-type GTU--Translation. 

AD-780 334/9GI 74-16 21B PC$3.25/MF$2.25 


Effect of the Properties of Gas Fuel on the Operation 
of Jet-Stabilizer Burners--Translation. 
AD-780 409/9GI 74-16 21B PC$3.25/MF$2.25 


Mixing Zone Structure and Peculiarities of Gas Burn- 
Up beyond the Flame Stabilizer--Translation 
AD-778 $32/2GI 74-14 21B PC$3. 25/MF$2. 25 


Stability of Diffusion Burning of Gas after the Stabil- 
izers--Translation. 
AD-775 112/6GI 


KHRISTOFOROV, K. K. 


Character of Moessbauer Spectra and ven eee 
Peculiarities of Natural Monoclinic Pyroxe 
NP-19874 74-08 20L PCS. OO/MFS2. 25 


KHRISTOV, KH. YA. 


Analysis of Experimental Data Taking into Account 
Electron Correlations. 
JINR-P10-7302 74-06 18D PC$3.25/MF$2.25 


KHRISTOVA, E. KH. 
Neutral Current and Sign of the Weak Coupling Con- 


stant. 
JINR-E2-7912 74-22 20H PC$4.00/MF$2.25 


Restrictions on the Anomalous Dimensions from Anal- 
ysis of Deep Inelastic E--P Scattering Data. 
JINR-E2-7509 74-12 20H PC$3.00/MF$2.25 


KHROMETSKAYA, T. M. 


The Effect of Gamma-Globulin on the Reactivity of an 
Organism--Translation 
AD-782 852/8G1 74-20 6E PC$3.25/MF$2.25 


KHROMOV-BORISOV, N. V. 


Structure of D-Tubocurarine--Translation. 
AD-784 163/8GI 74-22, 7C_ PC$3.25/MF$2.25 


KHROMOV, L. I. 


Space Television: Questions of Theory and Practice of 
Space Television System Design. 
N74-32606/7G1 74-26 17B  PC$8.50/MF$2.25 


KHROMOVA, N. V 
Mass-Spectrometric Determination of Surface Con- 


taminants. 
74-19 7D PC$3.25/MF$2.25 


74-09 21B PC$3.25/MF$2.25 


N74-25653/8GI 
KHRUNOV, E. V. 


The Role of Orbital Manned Stations in Weather Ser- 
vice. 
N74-28060/3GI 


KHRUNOV, Y. 
The Investigator on-Board an Orbiting Space Station. 


74-20 4B PC$3.25/MF$2.25 


N73-32778/SGI 74-02 22A PC$3.25/MF$2.25 
Man-Operator in Space. 
N74-30488/2GI 74-24 SH PC$10.50/MF$2.25 


KHRUSHCHEVA, E. I. 


Adsorption of Oxygen and Its Effect on Cathode 

Reduction of Oxygen on a Nickel Electrode in an Al- 

kaline Solution--Translation. 

AD-776 501/9GI 74-11 7D PC$3.2S/MF$2.25 
KHRYNKEVICH, G. 

Investigation of Europium Compounds by Means of 

the Moessbauer ome i 

INP-832 7 20L + PC$3.00/MF$2.25 
KHUDYAKOV, V. A. 


Thermodynamic and Thermophysical Properties of 
Combustion Products. Volume Computation Methods, 
TT-74-S0019 74-16 21B PC$11.50/MF$2.25 


KHUDYSHEYV, A. F. 


Certain Features of the Crystallization of the Liquid 
Molten Pool during Pulsed Electron-Beam Welding-- 
Translation. 

AD-770 930/6GI 74-03 13H PC$3.25/MF$2.25 
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KHURANA, RANBIRSINGH G. 
Preparation of Urushiol from Poison Ivy or Poison 


Oak. 
PATENT-3 819726 74-19 6A Not available NTIS 
KHURI, N.N. 


Analyticity in Several Variables and Physical Paramet- 


ric Sum Rules. 

CO0-2232-B-6 74-18 20H PC$4.25/MF$2.25 
KHURSIN, L 

Ocean Towing Procedures--Translation. 

AD-770 604/7GI 74-02 
KHUSID, G. KH. 


New Automatic Channel Switching Telegraph Stations, 
IPRS-62035 74-17 17B PC$3.25/MF$2.25 


KHUTORYAN, I. N. 

Algorithm of Operator Activities in Process of Target 

Classification on Radar Scope, 

IPRS-61303 74-10 171 
KHUZIN, R. SH. 

The Winter-Spring Distribution of the White Whale in 

the White Sea--Translation. 

AD-784 714/8GI 74-22 8A PC$3.25/MF$2.25 
KHVOSTOV, I. I. 

Electric Arc Gas Heater--Translation. 

AD-781 667/1GI 74-18 13A PC$3.25/MF$2.25 
KHVOSTYNRSEV, K. I. 

Effect of Plastic Flow and Alloying with Small Addi- 

tions of Oxygen on the Decomposition of the Metasta- 

ble Beta-Phase in the Alloy TS6--Translation. 

AD-769 319/SGI 7401 11F PC$3.25/MF$2.25 
KHYOSTYNTSEV, K. I. 

Effect of Plastic Deformation and Alloying with Small 

Additions of Oxygen on the Decomposition of 

Metastable beta-Phase in the Alloy TS6. 

N74-30998/0GI 74-24 LIF PC$3.25/MF$2.25 
KIBBEY, A. H. 

Critical Review of Solid Radioactive Waste Practices 

at Nuclear Power Plants. 

ORNL-4924 74-13 18G PC$5.45/MF$2.25 

Uranium Recovery from Kiwi-B Fuel Elements: 

Laboratory Development. Part II. 

ORNL-3283 74-07 
KIBLER, D. F. 

Management of Urban Storm Runoff. 

PB-234 316/8GI 74-20 13B PC$4.75/MF$2.25 
KIBLER, FRED C. JR. 

Densities of Liquid Aluminum Chiloride-Sodium 

Chloride Mixtures. I. Single Liquid Phase Region, 

AD-787 217/9GI 74-26 7B PC$3.25/MF$2.25 

Reprint: Liquid and Vapor Densities 9f Aluminum 

Bromide. 

AD-779 115/S5GI 
KIBLER, J. F. 


Modification of an Impulse-Factoring Orbital Transfer 
Technique to Account for Orbit Determination and 
Maneuver Execution Errors. 

N74-26291/6GI 74-19 22C PC$3.75/MF$2.25 


Time-Fixed Rendezvous by Impulse Factoring with an 
Intermediate Timing Constraint. 
N74-29260/8GI 74-22. 22C: = PC$4.25/MF$2.25 


KIBLER, J. J. 


Analytical Study of Rigidized Fibrous Materials. 
N74-16594/SGI 74-10 11D PC$4.7S/MF$2.25 


KIBLER, K. G. 


Electrostatic Cooling of Laser Mirrors and Windows. 
AD-780 103/8GI 74-16 20E PC$S5.75/MF$2.25 


KICHENKO, M. G. 


A Method for Rapid Identification . Typhoid and 
Dysentery Bacteria in Water--Translatio 
AD-773 902/2GI 74-07 6M PCS3. 25/MF$2.25 


KICHTENSTEIN, JACK R. 


Reprint: Procollagen Peptidase Deficiency in a Form 
of the Ehlers-Danlos Syndrome. 
AD-783 204/1GI 


KIDD, DAVID E. 
An Analysis of Mercurials in the Elephant Butte 


Ecosystem. 
PB.238 $87/2G1 74-09 6F PC$S.75/MF$2.25 


Analysis of Nutrient Supplies for Algae in Elephant 
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Reprint: Liquid and Vapor Densities of Aluminum 
Bromide. 
AD-779 115/SGI 74-15 7B Reprint 


Two Compartmented Electrochemical Cell Having Alu- 
minum Anode Bud Powdered Carbon Suspended in the 
Cathode Compartment. 

PATENT-3 770 503 74-16 10C Not available NTIS 


KING, M. D. A. 
Dosimetry by Charge Decay of Polymer Ther- 
lectre 


RL-74-2 74-16 18D PC$4.00/MFS2.25 
KING, M. L. 

An Overview of the National Space Science Data 

Center Standard Information Retrieval System (Sirs). 

N74-22613/SGI 74-17 SB PC$3.75/MF$2.25 
KING, MAURICE E. 

Secondary Evaluation of Potential Antimalarial Agents. 

AD-770 459/6G1 7402 60 PC$4.25/MF$2.25 
KING, MICHAEL 

Reprint: The Expendable Bathyoxymeter. 

AD-773 562/4GI 74-07 8] Reprint 
KING, NANCY W. 


Effects of Exposure to Pulsed Microwaves (RADAR) 
po Central Nervous System Excitability in Laboratory 
AD-786 753/4G1 74-25 6R PC$4.25/MF$2.25 


KING, NICKI 


Planning Theory: An Examination of - i 
Between Implementation, Knowledge and A 
AD-786 651/0GI 74-25 SA PC$3. aS/MPS2. 25 


KING, P. H. 
Systems Simulation of the Effects of Tertiary Treat- 
ment for Carbon, Nitrogen, and Phosphorus Removal 
Upon Primary Productivity, Standing Crop and Com- 
munity Structure of Autotrophic ll \ coast raced 
Communities in Receiv ing Model Stre 


PB-231 759/2GI 74-13 13B PCS). 25/MF$2.25 
KING, PAUL H. 

Coagulant Recovery and Reuse in Water Reclamation 

Systems. 

PB-232 257/6GI 74-14 7A PC$3.25/MF$2.25 
KING, PAUL V. 

Suppressive Shielding of Hazardous Ammunition 

Operations, 

AD-785 642/0GI 74-24 1SE PC$3.25/MF$2.25 
KING, R. B. 


Preliminary Analysis of an Extensive One Year Survey 
of Trace Elements and Compounds in the Suspended 
Particulate Matter in Cleveland, Ohio. 

N74-29071/9GI 74-22 13B PC$3.25/MF$2.25 


Reprint: Novel Redox Systems in Hexamethylbenzene 
Metal Cluster Compounds of Niobium and Tantalum. 
AD-771 499/1GI 74-04 7B Reprint 


Use of Whatman-41 Filters in Air Quality Sampling 
Networks (With Applications to Elemental Analysis). 
N74-22797/6GI 74-18 14B PC$4.25/MF$2.25 


KING, R. BRUCE 
Reprint: Isocyanide-Metal Complexes. I. Reactions of 
the Pentakis(Tert-Butyl Isocyanide)cobalt Cation with 


Some Tertiary Phosphines and Arsines. 
AD-770 668/2GI 74-03 7B Reprint 


Reprint: New Polyphosphines Containing Various 
Combinations of Primary, Secondary, and Tertiary 


Atoms. 

AD-771 500/6GI 74-04 7C Reprint 
Reprint: Novel Products from Reactions between Al- 
lyliron Tricarbonyl Iodide and Polypyrazolylborate 


Salts: A New Type of Allyl-propenyl! Isomerization. 
AD-770 665/8GI 74-03 7C Reprint 


Reprint: Polytertiary Phosphines and Arsines. VI. 
Some Metal Complexes of the Mixed Phosphine-Diar- 
sine Bis(2-Diphenylarsinoethel)phenylphosphine. 

AD-770 669/0GI 74-03 7C Reprint 


Reprint: Sulfurization as a Means for the Protection of 
Trivalent Phosphorus Atoms in the Syntheses of 

Methylated Poly(Tertiary Phosphines). 

AD-770 670/8GI 74-03 7C Reprint 
KING, R. F. 

Anthropomorphic Master/Slave Manipulator System. 

PAT-APPL-436 313 74-10 SE PC$3.75/MFS$2.25 
KING, RB. G. 


Software Architecture for the Traffic Analysis and 
Display System of the San Francisco Vessel Traffic 


System. 

AD-779 614/7GI 74-15 133 PC$3.75/MF$2.25 

System Testing Techniques for Computer Networks, 

AD-787 746/7GI 74-26 9B PC$3.25/MF$2.25 
KING, R. J. 

Community Acceptance of Helicopter Noise: Criteria 

and Application. 

N74-25567/0GI 74-19 1C PC$4.75/MF$2.25 
KING, RB. L. 


Distributions of Eight Meteorological Variables at 
Cape Kennedy, Florida and Vandenberg Air Force 
Base, California. 

N74-1332S5/7GI 74-07 4B PC$4.25/MF$2.25 


KING, BR. N. 
Characterization and Souieaten of Springy 


Poly proRy ee as a Prosthetic Devic 
PB-229 335/SGI 74-10 - "PC$4.25/MF$2.25 


KING, R. T. 
Properties of a Type 308 Stainless Steel Pres- 


Creep 
sure Vessel Weld with Controlled Residual Elements. 
CONF-730916-3 74-02 11F PC$4.00/MF$2.25 


Creep Properties of a Type 308 Stainless Steel Pres- 
sure Vessel Weld with Controlled Residual Elements. 
ORNL-TM-4131 74-04 11F PC$4.00/MFS$2.25 


Properties of Thick Type 308 Stainless Steel Welds 

with Controlled Residual Elements. 

ORNL-TM-4206 74-22 11F PC$4.00/MF$2.25 
KING, ROBERT W. 

Analysis of Laser Data for Geodetic Purposes. 

AD-775 393/2GI 74-09 SE PC$3.25/MF$2.25 

Analysis of Lunar Laser and ALSEP VLBI Data for 


Geodetic Purposes. 
AD-787 779/8GI 74-26 8E PC$3.25/MF$2.25 







































































KINGSTON, D. L. 





KING, RONOLD W. P. 
Analysis of Crossed Wires in a Plane-Wave Field. 
AD-784 972/2GI 74-23 9E PC$4.25/MF$2.25 
An Experimental Study of the Circuit Properties of the 
Eccentric Insulated Antenna. 
AD-784 973/0GI 74-23 9E PC$3.25/MF$2.25 


The Horizontal Wire Antenna Over a Conducting or 
Dielectric Half-Space: Current and Admittance, 


AD-781 776/0GI 74-18 9E PC$3.75/MF$2.25 
Reprint: A Modified Backfire Antenna. 
AD-782 856/9GI 74-20 9E Reprint 


KING, RUSSELL R. 
Reprint: Synthesis of 3- and 4-O-beta-D-Galac- 
topyranosyl-L-Rhamnose, and of 3-O-(2-Acetamido-2- 
Deoxy-beta-D-Glucopyranosyl)-L-Rhamnose, and 
Their Use in Precipitin Inhibition Studies with Type 
VII Antipneumococcal Serum. 
AD-781 418/9GI 74-18 6A Not available NTIS 


KING, THOMAS C. 
Evaluation of the Draeger LAR Three Pure Oxygen 
Scuba 


cuba. 

AD-783 026/8GI 74-20 6K PC$3.75/MF$2.25 
KING, W.C. 

Data Processing/HAPDAR Field Test Facility. 

AD-915 421/2GI 74-15 1SC PC$S5.25/MF$2.25 
KING, W.L. JR. 

Laser Measurement of Pavement Surface Textures. 

AD-783 627/3GI 74-21 13B PC$4.75/MF$2.25 


KING, WILLIAM H. 
Reprint: Electroencephalogram and Aerospace Safety. 
AD-773 958/4GI 74-08 6N_ Reprint 
KING, WILLIAM M. 
Dynamics Reverse Osmosis Membranes of Ultrathin 


Discs. 
PATENT-3 764 526 74-01 7A Not available NTIS 
KINGERY, R. W. 


Naval Missile Center Photo Data Analysis of Store- 
Separation Films. 
AD] 775 283/SGI 74-09 17H PC$4.25/MF$2.25 


KINGSLAND, LAWRENCE C. Ill 


Mathematical Model for Disease Prediction. Computer 
Operation of a Qualitative Mathematical Model for 
Rocky Mountain Spotted Fever in the Western United 
States. 

AD-776 968/0GI 74-11 6E PC$4.25/MF$2.25 


Mathematical Model for Disease Prediction: Feasibility 
Study of a Qualitative Model for Prediction of the 
Potential for Rocky Mountain Spotted Fever in the 
Western United States. 

AD-771 138/5GI 74-04 6E PC$3.75/MF$2.25 


KINGSLEY, DOUGLAS R. 


Government Efficiency - Merger Feasibility Project for 

the Town of Wellsville Government and Village of 

Wellsville (Allegany County, N.Y.) 

PB-226 795/3GI 7406 13B PC$7.50/MF$2.25 
KINGSLEY, EDWARD H. 


An Axiomatic Theory of Subject Matter Structure. 


AD-782 193/7GI 74-19 SI PC$4.75/MF$2.25 
A Theoretical Basis for Individualized Instruction. 
AD-786 040/6GI 74-24 SI PC$S.25/MF$2.25 


KINGSLEY, JOHN R. 


Reprint: Autotransfusion for Treatment of Experimen- 
tal Hemorrhagic Shock. 
AD-787 232/8GI 74-26 6E Reprint 


KINGSTON, A. E. 
Reprint: Destruction of Fast Metastable Hydrogen 
Atoms Passing through Atomic Helium. 
AD-770 356/4GI 74-02 7D Reprint 
Reprint: Destruction of Fast Metastable Hydrogen 
Atoms Passing Through Atomic Hydrogen. 
AD-783 384/1GI 74-20 7D Reprint 


Reprint: Formation of H(2s) and H(2p) in Collisions of 
Atomic Hydrogen with Atomic Helium. 


AD-770 355/6GI 74-02 7D Reprint 
Reprint: Inelastic Collisions Between Hydrogen and 
Helium Atoms. 

AD-787 802/8GI 74-26 7D Reprint 
Reprint: Photoionization of the 1'S State of Helium. 
AD-770 357/2GI 74-02 7D Reprint 


Reprint: Photoionization of the 2 singlet S and 2 triplet 

S States of Helium. 

AD-776 462/4G1 74-11 7D Reprint 
KINGSTON, D. L. 


Reprint: Valence-Band Density of States of InP and 
GaSb as Determined by X-Ray Photoemission. 


AD-773 691/1GI 7407 20L Reprint 
Reprint: X-Ray Photoemission Measurements of RbCI. 
AD-770 788/8GI 7403 20L Reprint 


Reprint: X-Ray Photoemission Measurements of the 
Valence-Band Density of States of Sb and InSb. 


PA-575 


KINGSTON, D. L. 


AD-786 258/4GI 74-24 20L Reprint 


Reprint: X-Ray Photoemission Studies of Silicon and 
Germanium. 
AD-773 095/SGI 


KINKEAD, E. R. 


A Study of the Biological Effect of Continuous Inhala- 
tion Exposure of 1, 1, 1-Trichloroethene (Methyl 


Chloroform) on Animals. 
N74-27550/4GI 74-20 6F PC$4.25/MF$2.25 
KINLEY, FREDERIC HENRY MICHAEL 


Reliability in Complex Inventory Accounting Systems: 


A Sensitivity Analysis. 
AD-769 281/7GI 74-01 SA PC$7.25/MF$2.25 
KINLEY, HOLLY J. 


Accessibility of the Metropolitan Washington, D.C. 
Public Transportation System to the Handicapped and 


74-06 20L Reprint 


Elderly. 

PB-231 815/2GI 74-13 13F PC$7.50/MF$2.25 
KINLOCH, A. J. 

Environmental Failure of Structural Adhesive Joints A 


Literature Survey. 
AD-784 890/6GI 74-23 13E PC$3.75/MF$2.25 


KINLOCH, DURAND R. 
Preparation and Single Crystal Growth of LiYF4 Laser 


Materials. 
AD-775 211/6G1 


KINNEBROCK, W. 


Eigenvalue Theorems for the Discrete Form of the 
Multigroup Diffusion and Transport Equations. 
KFK-1765 74-02 18K PC$3.50/MF$2.25 


Snow: A Two-Dimensional SN-Program for Solving 


the Neutron-Transport-Equation in Rectangular and 
Cylinder Geometry. 


KFK-1826 74-09 20H PC$9.75/MF$2.25 


Snow: A: Two-Dimensional SN Program for Solving 

the Neutron-Transport Equation in Rectangular and 

Cylindrical Geometry. 

EURFNR-1130 74-21 18K PC$10.75/MF$2.25 
KINNEN, E. 

Thermogenetic and Cardiodynamic Regulation in Dogs 

Cranially Exposed to 2450 Mhz (Cw) Microwaves. 

UR-3490-441 74-18 6R PC$4.00/MF$2.25 
KINNER, PETER 

Effect of Spoil Disposal on Benthic Communities near 

the Mouth of Delaware Bay, 

COM-74-10961/2GI 74-14 8A PC$7.50/MF$2.25 

Reprint: Effect of Spoil Disposal on Benthic Inver- 

tebrates. 

COM-74-10360/7GI 
KINNEY, F. S. 

Skid Test Trailer Calibration. 

PB-229 720/8GI 74-10 13F PC$3.75/MF$2.25 
KINNEY, F. STANLEY 

Investigation of Base Courses of Flexible Pavements. 

PB-225 554/SGI 74-02 13B PC$7.S0/MF$2.25 


Performance Study of the Bituminous Concrete Sec- 
tion of the John F. Kennedy Expressway (I-95), 
PB-225 539/6GI 74-02 13B PC$3.75/MFS$2.25 


Rigid Pavement Investigations-Growth Characteristics 

and Blowups. 

PB-235 570/9GI 74-23 13B PC$3.75/MF$2.25 
KINNEY, J. D. 

Apparatus for Testing Direct Energy Conversion of 

Plasma Energy to Electricity. 

UCRL-75174 74-10 18A PC$3.00/MF$2.25 
KINNEY, JO ANN S. 

Judgments of the Visibility of Colors Made from an 

Underwater Habitat. 

AD-786 323/6GI 74-25 53° PC$3.25/MF$2.25 


Measures of Evoked Responses and EEGs during 
Shallow Saturation Diving. 
AD-775 873/3GI 74-10 6S PC$3.75/MF$2.25 


Visibility of Colored Targets in Free-Swimming Scuba 
Search 


AD-780 096/4G1 °74-16 SJ PC$3.25/MF$2.25 


The Visual Evoked Cortical Potential as a Measure of 
Stress in Naval Environments: (3) The Response to 
Pattern and Color. 


74-09 20E PC$3.75/MF$2.25 


74-07 8A_ Reprint 


AD-786 322/8GI 74-25 6S PC$3.25/MF$2.25 
KINNEY, P. J. 
Reprint: Hydrocarbon Biodegradation in Alaskan 


Waters. 
COM-74-11013-18/GI 
74-16 13B (Order as COM-74-11013) 


KINNEY, R. B. 


The Design of a Research Water Table. 
N74-12083/3GI 74-06 20D PC$3. ae. 25 


Flow in a Porous Nozzle with Massive Wall Inje 
N74-12082/SGI 7406 20D PCS. DIES? 25 


Flow Visualization Experiments in a Porous Nozzle. 


PA-576 


N74-12084/1GI 74-06 20D PC$3.75/MF$2.25 


Theoretical Effect of Changes in Constituent Opacities 
on Radiant Heat Transfer in a Vortex-Stabilized Gase- 
ous Nuclear Rocket. 
D-910092-5 
KINNEY, RALPH A. 


A Parametric Study of Water Resource Variables in a 
Delta Region of South Louisiana - Bayou LaFourche. 
Volume I. Technical Discussion, Volume II, Appen- 


dices, 
PB-232 521/SGI 74-15 13B PC$9.25/MF$2.25 
KINNEY, W. E. 


Exp 54 Fe Neutron Elastic and Inelastic Scattering 
Cross Sections from 5.50 to 8.50 Mev. 
ORNL-4907 74-14 20H PC$4.00/MF$2.25 


Exp 63 Cu and exp 65 Cu Neutron Elastic and In- 
elastic Scattering Cross Sections from 5.50 to 8.5€ 
Mev. 


ORNL-4908 74-14 20H PC$4.00/MF$2.25 


Exp 206 PB, exp 207 PB, and exp 208 PB Neutron 
Elastic and Inelastic Scattering Cross Sections from 
5.50 to 8.50 Mev. 

ORNL-4909 74-22 20H PC$S5.45/MF$2.25 


Natural Chromium and exp 52 Cr Neutron Elastic and 
Inelastic Scattering Cross Sections from 4.07 to 8.56 
Mev. 

ORNL-4806 74-11 20H PC$S.45/MF$2.25 


Natural Nickel and exp 60 Ni Neutron Elastic and In- 
elastic Scattering Cross Sections from 4.07 to 8.56 
Mev. 

ORNL-4807 74-11 20H PC$4.00/MF$2.25 
Natural Titanium Neutron Elastic and Inelastic Scat- 


tering Cross Sections from 4.07 to 8.56 Mev. 
ORNL-4810 74-07 20H PC$4.00/MF$2.25 


Nitrogen Neutron Elastic and Inelastic Scattering 
Cross Sections from 4.34 to 8.56 Mev 


74-08 21F PC$5.00/MF$2.25 


ORNL-4805 74-13 20H PC$4.00/MFS$2.25 
KINO, G. S. 
Reprint: Electronically Focused Acoustic Imaging 


Device. 
AD-772 320/8GI 74-05 20A_ Reprint 


Synthesis of Compound Semiconducting Materials and 

Device Applications. 

AD-769 764/2GI 74-01 20L PC$S.25/MF$2.25 

Theoretical and Experimental Investigations of Collec- 

tive Microwave Phenomena in Solids. 

N74-20314/2GI 74-14 20L PC$3.25/MF$2.25 
KINOSHITA, RICHARD K. 

Reprint: Productivity Gains in U.S. Fisheries. 

COM-73-50437-04-01/GI 

74-08 SC (Order as COM-73-50437-04) 

KINPARA, A. 

Statistics of Attenuation Due to Precipitation of Radio 


Waves in 12 Ghz Band at Higher Angles of Elevation. 
N74-19812/8GI 74-14 20N PC$3.25 


KINSER, W. H. 

Radiometric Gages. A Bibliography. 

TID-3338 74-11 14B  PC$S.45/MF$2.25 
KINSEY, H. V. 

Directory of Research Activities on in-situ Com- 

posites, 

AD-773 044/3GI 74-06 11D PC$3.25/MF$2.25 
KINSEY, R. R. 


Neutron and gamma Ray Production Cross Sections 

for Silicon. 

BNL-50379 
KINSLOW, RAY 

High-Velocity Liquid Impact Damage. 

AD-774 275/2GI 74-08 11B PC$S5.25/MF$2.25 
KINSMAN, F. E. 

ERTS-1 Imagery Use in Reconnaissance Prospecting: 

Evaluation of Commercial Utility of ERTS-1 Imagery 

in Structural Reconnaissance for Minerals and Petrole- 


um. 
E74-10345 74-13 8G PC$6.25/MF$2.25 


ERTS-1 Imagery Use in Reconnaissance Prospecting: 
Evaluation of the Commercial Utility of ERTS-1 
Imagery in Structural Reconnaissance for Minerals and 


Petroleum. 
E74-10007 74-02 8G PC$3.75/MF$2.25 
KINSMAN, K. R. 


R print: Relative Growth Kinetics of Ledged and Dis- 
ordered Interphase Boundaries. 
AD-776 $07/6G1 74-11 


KINSNER, W. 


Reprint: An Iterative Approach to the Finite-Element 
Method in Field Problems. 
AD-783 349/4GI 74-20 12A Not available NTIS 


Reprint: The ‘Parallel Bar’ Bubble Propagating Circuit. 
AD-775 267/8GI 74-09 9A Not available NTIS 


74-02 20H PC$3.00/MF$2.25 


11F Reprint 


KINYON, ALLEN L. 


High-V ol:age Fluidic Circuit Interrupter. 

PATENT-3 612 797 74-07 9A _ Not available NTIS 
KINZLMAIER, GEORGE M. 

Mececr-cagg Modified Sequential Hypothesis Test Target 


Detect 
PAT- APPL- 328 157 74-15 171 PC$3.25/MF$2.25 


KIPLINGER, VILMER H. 
Process and Apparatus for Forming Tubes with Spiral 


Corrugations. 
PATENT. 3 630058 74-07 13K Not available NTIS 


Integrated Family of Computers, 
IPRS-60682 74-05 9B PC$3.25/MF$2.25 


KIPP, H. W. 


Data Correlation and Analysis of Arc Tunnel and Wind 
Tunnel Tests of Rsi Joints and Gaps. Volume 1: 
Technical Report. 

N74-29288/9GI 74-22. 22B PC$7.50/MF$2.25 


Data Correlation and Analysis of Arc Tunnel and Wind 
Tunnel Tests of Rsi Joints and Gaps. Volume 2: Data 


ase. 
N74-29289/7GI 
KIPP, K. L. 


Anticipated Effects of an Unlined Brackish-Water 
Canal on a Confined Malloy. Aquifer System. 
BNWL-1800 74-13 8H PC$4.50/MF$2.25 


Collection and Analysis of Pump Test Data for Trans- 
missivity Values. 
BNWL-1709 74-18 8H PC$S.45/MF$2.25 


Transmissivity Iterative Program User’S Manual. 
BNWL-1708 74-06 9B PC$7.60/MF$2.25 


Transmissivity Iterative Programs on the Pdp-9 Com- 
puter: A Man--Machine Interactive System. 
BNWL-1707 74-18 8H PC$S5.45/MF$2.25 


KIPP, K. L. JR. 


Radiological Status of the Groundwater Beneath the 
Hanford Project, July--December 1972. 
BNWL-1752 74-04 18H PC$4.00/MF$2.25 


Strain een Density and Surface Layer Energy for a 
Crack-Like Ellipse. 
N73-33879/0GI 


KIPPENHAN, D. 


Magrec Project: Development of a Magnetic Recording 
System and Device for Fast Transients in Nuclear 
Diagnostics. 

UCID-15801 74-12 18C PC$S5.00/MF$2.25 


KIPPENHAN, N. A. 


Thermochemistry of the Rare Earths. Part I. Rare 
Earth Oxides. Part II. Rare Earth Oxysulfides. Part III. 
Rare Earth Compounds with B, SN, PB, p, as, SB, Bi, 
Cu, and Ag. 
IS-RIC-6 


KIPPER, A. I. 


The Temperature Coefficient of Unperturbed 
Macromolecular Dimensions of Polydecylacrylate 
(Temperaturnyi Koefficient Nevozmushchennyh Raz- 
merov Makromolekul Polidecilakrilata), 

TT-73-58046 74-10 111 PC$3.25/MF$2.25 


KIPSCOMB, CHARLES A. JR. 


Chemical Effects of Doping on the Litharge Silicon 
System, 
AD-916 661/2GI 


Intensification of Convective Heat Exchange under the 
Effect of Artificial Roughness--Translation. 
AD-782 087/1GI 74-19 20M PC$3.75/MFS$2.25 


KIPTILY4J, YU. P. 


Allergenic and Antigenic Value of Tuberculoprotein 
Prepared from a Culture Filtrate by the Sodium Tung- 
state Method--Translation. 


74-22. 22B) PC$17.25/MF$2.25 


74-02 20K PC$3.75/MF$2.25 


74-08 7D PC$5.S0/MF$2.25 


74-20 7D PC$3.75/MFS$2.25 


AD-786 915/9GI 74-25 6E PC$3.25/MFS2.25 
KIRA, K. 

Images: Interactive Montage and Animation Generat- 

ing System. 

N74-14925/3GI 74-09 9B PC$3.25/MF$2.25 
KIRALY, R. 


Design and Evaluation of a Total Artificial Heart. 
PB-236 273/9GI 74-25 6L PC$S.25/MF$2.25 


KIRALY, R. J. 
Development of Blood and Tissue Compatible Materi- 


als. 
PB-231 616/4GI 
KIRBACH, E. 


A Survey of Sawing Technology in Western Canada. 
PB-233 874/7G1 74-18 2F PC$3.75/MF$2.25 


74-13 6L PC$3.75/MFS$2.25 


KIRBY, GARY 
Fast Cool Down Thermoelectric Cooler. 
AD-916 422/9GI 74-13 17E = PC$3.75/MF$2.25 
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KIRBY, H. W. 
Nuclear Properties and Genetic gaa of the 


Naturally Occurring Radioactive Serie 
MLM-2036 7402 7E PCS4 00/MF$2.25 


ae, of in-113M/SN-113 Pair by Residue Adsorp- 


MLM-2152 74-25 18B PC$S.45/MF$2.25 
KIRBY, HAROLD W. 


Removal of Radioisotopes from Waste Solutions. 
PATENT-3 764 553 74-13 18G Not available NTIS 


nee of Lead-210 from Polonium-210 and 


Bismuth-210. 
PATENT- 3758 663 74-07 7D Not available NTIS 
KIRBY, J. G. 


Information Storage and Retrieval System for Life Ex- 


pectancy of Facilities, 
AD-782 912/0GI 1SE PC$4.75/MF$2.25 


KIRBY, K 
A Discussion of Simulation seat for Various 
Aspects of the Neutral Alleles Mod 
AD-780 197/0GI 74-16 cc pcs. 75(MF$2.25 
KIRBY, MALCOLM W. 


Size of Ranger District. 
PB-225 927/3GI 


74-20 


74-03 2F PC$S.25/MF$2.25 


KIRBY, R. S. 
Fabrication of Kiwi Wrappers. 
LA-3153 74-02 18] PC$4.25/MF$2.25 
Fabrication of Phoebus-2 Tie Tube Assemblies. Part I. 
Development. 
LA-4683 7402 21F PC$4.25/MF$2.25 
KIRBY, RONALD F. 
Para-Transit: A Summary Assessment of Experience 


and Potential. 
PB-234 319/2GI 74-22 13F PC$3.75/MF$2.25 


Para-Transit: Neglected Options for Urban Mobility. 
PB-234 320/0GI 74-22 13F PC$11.25/MF$2.25 
KIRBY, W. 


Application of Pattern Recognition to the Evaluation 
of Acute Care, 
AD-784 131/5GI 


KIRBY, W. G. 


A Technique for Measuring the Thickness of a Thin 
Contaminant Layer. 
AD-778 842/5SGI 


KIRCH, D. L. 
Quantification of Cardiac Valvular Regurgitation. 
CONF-740708-24 74-24 6E PC$4.00/MF$2.25 
KIRCH, N 
Thermionic Core-Configurations of the Critical As- 


sembly Itr. 
JUL-981-RG 183 PC$4.75/MF$2.25 
KIRCHER, C. J. 


Reprint: Formation of Vanadium Silicides by the In- 
teractions of V with Bare and Oxidized Si Wafers. 
AD-772 377/8GI 74-05 7B Reprint 


KIRCHER, DAVID S. 
Motor Vehicle Emission Estimation. 
PB-230 931/8GI 74-12 13B ) =PC$3.75/MF$2.25 
KIRCHER, J. F. 
Development of Gaseous Media for SEF (Sequential 
Excitation of Fluorescence) 3-Dimensional Displays 
AD-780 955/1GI 74-17 7D PC$3.25/MF$2.25 
KIRCHGESSNER, T. A. 


Advanced-Power-Reactor Design Concepts and Per- 
formance Characteristics. 


74-22 6E PC$3.25/MF$2.25 


74-14 20F PC$3.25/MF$2.25 


74-06 


N74-14366/0GI 74-08 181 PC$3.25/MF$2.25 

Fission-Gas-Release Rates from Irradiated Uranium 

Nitride Specimens. 

N73-32530/0GI 74-02 18G PC$3.25/MF$2.25 
KIRCHHOFF, E 

C-Band Cylindrical Array. 

AD-774 883/3GI 74-09 9E PC$4.75/MF$2.25 
KIRCHHOFF, U 


Problems of Pilot-Automatic Control Interactions ia 

Flight Control das Problem des ey ag von 

Flugzeugfuehrer und Regler in der Flugfue! 

N74-21663/1GI 74-17 1B PCS$S. SSMS? 25 
KIRCHHOFF, V. W. J. H. 

Automatic Wavelength Control of a Flash Lamp 


Pumped Dye Laser. 
N74-19151/1GI 74-13 20E PC$3.25/MF$2.25 
Reprint: Daytime Three-Dimensional Drifts at Mill- 


stone Hill Observatory. 
AD-776 165/3GI 
KIRCHHOFF, W. H. 
Reprint: Centrifugal Distortion Effects in SF2: Calcu- 
lation of the Force Field and Infrared Spectrum. 
COM-74-50118/0GI 74-09 7D Not available NTIS 


74-10 4A Reprint 





Reprint: Microwave Spectra of Molecules of As- 
trophysical Interest. IV. Hydrogen Sulfide. 
COM-74-50104/0GI 74-08 7D Not available NTIS 


Reprint: The Microwave Spectrum, Force Field and 


— Moment of CF2. 
M-74-50653/6GI 74-22 7D Not available NTIS 
KIRCHHOFF, WILLIAM H. 
Reprint: Microwave Spectra of Molecules of As- 
trophysical Interest. I. Formaldehyde, Formamide, and 


Thioformaldehyde. 
COM-74-50099/2GI 74-08 7D Not available NTIS 
KIRCHMANN, R 


Study of the Biological Cycle of Radioactive Nuclei. 


Volume |. 
BLG-477(Vol.1) 74-06 6F PC$4.25/MF$2.25 


Study of the Biological Cycle of Radioactive Nuclei. 
Volume 2. Technical Part. 
BLG-477(Vol.2) 74-06 6F PC$8.25/MF$2.25 


KIRCHMER, CLIFF J. 
Analysis of Coprostanol, an Indicator of Fecal Con- 


tamination. 
PB-235 491/8GI_ 74-23 61 PC-GPO/MF$2.25-NTIS 
KIRCHNER, G 


Handling Apparatus for Sodium-Cooled Reactor Instal- 
lations. 


BNWL-tr-103 74-10 18E PC$3.00/MF$2.25 
KIRCHNER, H 

Analysis and Material Balance in the Reprocessing of 

Htgr Fuels. 

JUL-1033-CT 74-20 183 PC$4.25/MF$2.25 


KIRCHNER, H. P. 


Improving Impact Resistance of Ceramic Materials by 
Energy Absorbing Surface Layers. 
N74-31024/4GI 74-24 1B PC$4.25/MF$2.25 


KIRCHNER, HENRY P. 


Comparisons of Fracture Mirrors in Flint Glass Frac- 
tured under Various Loading Conditions. 
AD-784 489/7GI 74-22 11B PC$4.25/MF$2.25 


Quantitative Methods for Analysis of Fracture Sur- 
faces in Polycrystalline Ceramics. 
AD-770 907/4GI 74-03 11B PC$3.75/MF$2.25 


KIRCHNER, J. D. 


Detection Techniques for Tenuous Planetary At- 
mospheres. 
N74-27340/0GI 


KIRCHNER, M 


Removal of Sulfur from Coal by Treatment with 
Hydrogen. Phase I: The Effect of Operating Variables 


and Raw Material Properties. 
PB-235 849/7GI 74-24 81 PC$S5.25/MF$2.25 
KIRCHOFER, R. 


Computer Analysis of the Fan Doublet Antenna. 


74-20 3B PC$4.75/MF$2.25 


UCRL-74846 74-08 9E PC$3.25/MF$2.25 
KIRCHOFF, W. H. 
Reprint: Microwave Spectra of Molecules of As- 


trophysical Interest. III. Methanol. 
COM-74-50105/7GI 74-08 7D Not available NTIS 


KIRCHOFF, WILLIAM H. 


Microwave Spectra of Molecules of Astrophysical In- 
terest. II. Methyleneimine. 
COM-74-SO10L/6GI 74-08 


KIREEV, V. I. 


Minstroidormash Exhibitions at the ‘Selkhoztekhnika- 
72° International Fair--Translation. 
AD-784 746/0GI 74-23. 13C ~=PC$3.25/MF$2.25 


KIRGACHIN, V. 


Methods of Approximate Computation of Human En- 
durance in High and Low Temperatures--Translation. 
AD-783 8 I 74-21 6S PC$3.25/MF$2.25 


KIRICHENKO, V. V. 


Concerning the Possibility of Studying the Reaction 
exp 4 He( Gamma , pi exp © ) exp 4 He with the Aid 
of a Diffusion Chamber by the Difference Method. 

KHFTI-72-22 74-02 20H PC$3.00/MF$2.25 


KIRILLIN, V. A. 
MHD Method for Producing Electrical Energy--Trans- 
lation 
AD-786 963/9GI 74-25 10B PC$12.00/MF$2.25 
The Prospects for MHD Power Plants in Power En- 


gineernng, 
IPRS-62139 74-17 10B PC$3.25/MF$2.25 


Thermal Cycle and Efficiency of a Versatile Power 
Unit with a Magnetohydrodynamic Generator and 
Thermoelectric Generator, 


7D Not available NTIS 


IPRS-61359 74-11 10B PC$3.25/MF$2.25 
KIRILLOV, I. L. 

The Theory of Turbo-Machines (Selected Chapters)-- 

Translation. 

AD-784 180/2GI 74-22 13G PC$9.S0/MFS$2.25 








KIRILLOV, N. I. 






KIRK, W. J. 





Processing of Motion Picture Photographic Material-- 
Translation. 
AD-781 203/5GI 


74-18 14E PC$3.25/MF$2.25 


KIRILLOV, P. L. 


Calculation of Heat-Transfer Crisis for Annular Two- 
Phase Flow of a Steam--Liquid Mixture Through an 


Annular Channel. 
AECL-4752 74-17 20D PC$S.00/MF$2.25 


Calculation of the Heat Transfer Crisis During Move- 
ment of a Steam--Liquid Mixture in the Ring Channels 
During the Disperse-Ring Cycle of Flow. 

FEI-297 74-02 20M PC$3.25/MF$2.25 
Calculation of the Heat Transfer Crisis of a Steam-- 
Liquid Mixture on the Basis of a Model of the Diffu- 
sion of Drops During Current Twist by Internal 


Ribbing of the Pipe. 
FEI-308 74-02 20M PC$3.00/MF$2.25 


Measurement of Some Characteristics of a Steam- 
Liquid Stream in a Pipe - Pressure at 68.6 Bar 
FEI-421 4-25 20D PCS$8. 25/MF$2. 25 


KIRILLOV, V. 1. 
Scientific Meeting on All-Union Radio Day, Abstracts 


of Reports, 
IPRS-62704 17B PC$4.75/MF$2.25 


KIRILLOV, V. V. 


Working Solonetz Soils with a ae | Implement 
(Obrabotka Solontsov Rotornym Orudiem 
PB-231 398-T/GI 74-12. 2C Pcss. 25/MF$2.25 


74-24 


KIRK, A. 
Computer Analysis of Thermo Chemical Data: 
Phosphorous Compounds, 
AD-770 751/6GI 7403 7D PC$3.25/MF$2.25 
Computer Analysis of Thermo Chemical Data: Silicon 
Compounds, 
AD-773 468/4GI 74-07 7D PC$3.25/MF$2.25 
KIRK, C. L. 


Application of the Fokker-Planck Equation to Random 
Vibration of Nonlinear Systems. 
N74-30332/2GI 74-24 20K PC$3.75/MF$2.25 


KIRK, FRANK T. 
Apparatus for Vacuum Brazing-Gas Quenching Non- 


Ferrous and Ferrous Alloys. 
PATENT-3 730 502 74-21 131 


KIRK, LARRY D. 
Ammoniation Process for Detoxifying the Seeds of 
“Crambe abyssinica’ and Rape. 
PATENT-3 392026 74-16 6H Not available NTIS 
Method of Obtaining Detoxified Meal irom Seeds Con- 


Both Isothiocyanate and Thicoxazolidone. 
PATENT-3 173 792 74-19 2A Not available NTIS 


Process for Detoxifying and Debittering the Seeds of 

“Crambe abyssinica’. 

PATENT-3 391 000 
KIRK, M. A. 

Neutron Sputtering of Gold. 

CONF-740104-20 74-15 20L PC$3.00/MF$2.25 

Particle Emission by Fission. 

CONF-740104-19 74-16 20H PC$3.00/MF$2.25 
KIRK, R. G. 

The Effect of Support Flexibility and Damping on the 

Dynamic Response of a Single Mass Flexible Rotor in 


Elastic Bearings. 
N74-29931/4GI 74-24 131 PC$4.7S/MF$2.25 


Nonlinear Transient Analysis of Multi-Mass Flexible 
Rotors - Theory and Applications. 
N73-32374/3GI 74-02 131 PC$8.50/MFS$2.25 


KIRK, R. J. 


An Investigation of Airborne Displays and Controls for 
Search and Rescue (SAR). Volume IX: Project Sea 
Scanner Avionics and Sensor System. 

AD-770 548/6GI 7402 6G PC$S5S.25/MFS$2.25 


An Investigation of Airborne Displays and Controls for 

Search and Rescue (SAR). — VUl. Army 

MEDEVAC Avionics Capability S 

AD-773 611/9GI 14-07 oe Pcs3. 75/MFS$2.25 
KIRK, SAMUEL K. 


The Role of veh US Army Veterinary Corps Officer in 


Not available NTIS 


74-16 6H Not available NTIS 


Stability Opera‘ 

AD-774 Gl 74-08 SI PC$4.25/MF$2.25 
KIRK, T. 

High Efficiency Muon Beam. 

COO-1195-265 74-06 20G PC$3.00/MF$2.25 
KIRK, W. J. 


Ferrite-Core Trausformer Bonding and Potting. Final 


Report. 
BDX-613-992 74-17 9A PC$6.50/MF$2.25 


Magnet-Wire Stripping. Final Report. 
BDX-613-1015(Rev.) 74-20 9A PC$4.00/MFS$2.25 


PA-577 


KIRK, W. J. JR. 


KIRK, W. J. JR. 


Control of Electrostatic Damage to Solid State 
Devices. Technological Spinoff Report. 
BDX-613-1080 74-17 9A PC$4.25/MF$2.25 


KIRKEGAARD, P. 


Paacfit: A Program for Analysing Positron Annihilation 
ular Correlation Spectra. 
RISO-M-1615 74-04 20H PC$3.75/MF$2.25 


KIRKHAM, DON 
Ground Water Seepage Patterns to Wells for Uncon- 


fined Flow. 
PB-226 089/1GI 74-04 8H PC$4.25/MF$2.25 
KIRKHAM, N 


Slag and Metal Flow in Electroslag Remelting. 
PB-225 715/2GI 74-05 11F PC$3.25/MF$2.25 


KIRKHART, F 


Mixed Carbide Fuel Particle Study. 
WANL-TME-1433 74-06 183 PC$3.00/MF$2.25 


KIRKHART, J. L. 


Third Phase Fiber Addition to Advanced a 
Composites for Improvement of Impact Stre 
AD-777 074/6G1 74-12 11D PC$7 MOMFS2. 25 


KIRKLAND, CALVIN G. 


Apparatus for Concentrating Trace Impurities in High- 
Purity Helium. 
PATENT-2 194054 74-11 


KIRKLEY, D. J. 
Omni-Axis Secondary Injection Thrust Vector Control 


System 
74-02 22B PC$7.00/MF$2.25 


7D Not available NTIS 


N73. 32761/1GI 
KIRKMAN, K. L. 


Evaluation of Effectiveness of Various Devices for At- 
tenuation of Trailing Vortices Based on Model Tests in 
a Large Towing Basin. 
N74-15710/8GI 


KIRKMAN, KARL 


Simulation of Wake Vortices Descending in a Stably 
Stratified Atmosphere. 
AD-783 750/3GI1 


KIRKORIAN, OSCAR H. 


Chemical Processing in Geothermal Nuclear Chimney. 
PATENT-3 764 660 74-14 7A Not available NTIS 


KIRKPATRICK, BRUCE A. 


The Use of Force Structure Information in Determin- 
ing freon Item Requirements. 
775 450/0GI 74-09 1SE PC$3.75/MF$2.25 


KIRKPATRICK, CHARLES H. 


Workshop on Basic Properties and Clinical Applica- 
tions of Transfer Factor, Held at Tucson, Arizona, on 
February 16-17, 1973 

PB-232 271/7GI 74-15 6E PC$10.25/MF$2.25 


KIRKPATRICK, CONILEE GAY 


Photoluminescence from Ion Implanted Silicon, 
AD-787 729/3GI 74-26 20L PC$5.25/MF$2.25 


KIRKPATRICK, L. D. 


Progress Report, May 15, 1973--March 5, 1974. 
RLO-2225-T-27-4 74-22 20H PC$4.00/MF$2.25 


Proton Interactions in Heavy Nuclei at 200 Gev. 
RLO-2225-T-27-3 74-06 20H PC$3.00/MFS$2.25 


KIRKPATRICK, M 


Earth Orbital Teleoperator System Man-Machine Inter- 
face Evaluation. 
N74-31572/2G1 74-25 SE PC$4.25/MF$2.25 


peer sirens System Man-Machine Interface Evalua- 


m Program. 
N74-29489/6G1 74-24 SH PC$S.25/MF$2.25 


Role of Man in Flight Experiment Payloads, Phase 1. 
N74-31578/9GI 74-25 SE PC$4.25/MF$2.25 


Role of Man in Flight Experiment Payloads, Phase 1, 


Appendices | and 2. 
N74-31579/7GI 74-25 SE PC$7.25/MF$2.25 


Teleoperator Docking Simulatio 
N74-30274/6GI 74-24 “SH PC$3.75/MF$2.25 


Test Report, Earth Orbiter Teleoperator Visual System 


Evaluation Progra 
N74-29246/7GI 74-22 SH PC$4.75/MF$2.25 
KIRKPATRICK, OLLIE G. 


Mic ¢ and Headset for Under Water Swimmer. 
PATENT- > $62 451 74-05 17B Not available NTIS 


KIRKWOOD, CRAIG W. 
Group Decision Making Using Cardinal Social Welfare 


Functions 
74-02 $3 PC$3.25/MF$2.25 


74-10 1A PC$S.25/MF$2.25 


74-21 1A PC$3.75/MF$2.25 


AD-770 010/7G1 
KIRKWOOD, J. B. 
Amchitka Bioenvironmental . Bioenvironmen- 
tal Safety Studies, Amchitka Island, Alaska. Spring, 


1974 Task Force Report. 
BMI-171-157 74-26 6F PC$4.00/MF$2.25 


PA-578 


KIRKWOOD, P 
Development of Automatic Welding Procedures to 
Meet Toughness Requirements for Offshore Struc- 
tures, 
PB-232 280/8GI 74-15 13H PC$3.25/MF$2.25 
KIRKWOOD, P. R. 


The Notch Toughness of Submerged - Arc Weld Metal 
in Micro-Alloyed Structural Steels, 


PB-236 369/5GI 74-25 LIF PC$4.25/MF$2.25 
KIROUAC, G. J. 

Fast Neutron Flux Measurement. 

KAPL-P-4005 74-02 20H PC$3.00/MF$2.25 


KIRPICHNIKOV, S. N. 
Optimization of the Descent Maneuvers of a Satellite 


Module from Planetary Orbit. 
N74-33285/9GI 74-26 22C PC$3.25/MF$2.25 


KIRSANOV, A. V. 


From Spaceships to Orbiting Stations: Second Edition. 
N74-15535/9GI 74-09 22A_ PC$S.75/MF$2.25 


KIRSANOVA, R. V. 
‘Act griseus 1985/11, Producer of Antiviral Substances- 


-Translation. 
AD-778 508/2GI 


KIRSCH, BARRY M. 
An Improved Error Diagnostics — for IBM 
System/360 - 370 Assembler Program Dump: 
PB-235 060/1GI 74-23 9B PCS4: 25/MFS2. 25 
KIRSCH, D. 
Model Tests for the Emergency Cooling System of the 


Prototype Reactor Snr 300. 
KFK-1895 74-25 181 PC$13.00/MF$2.25 


Studies on Flow and Temperature Distribution in the 
Region of Local Channel Blockages in Bundle Fuel 
Elements. 

EURFNR-1106 


KIRSCH, E. 


Report About the Extended Mission of the Satellite 
Injun-V. 
BMBW. FB-W-72-24 


Volume Conditioned Stimuli Affecting Salt and Water 
Excretion. 
AD-779 781/4GI 74-15 6S PC$3.25/MF$2.25 
Water and Saline Balances During Prolonged Immer- 
sion in a Water Bath. 
N74-14829/7GI 
KIRSCH, K. J. 
Fluid Dynamic Studies on Scattering Aerosol and Its 
Generation for Application as Tracer Particles in Su- 
personic Flow Measurements Utilizing Laser Doppler 
Velocimeter. 
N74-26796/4G1 
KIRSCH, L. E. 


Research in Elementary Particle Physics. Technical 
Progress Report, September |, 1973--May 29, 1974. 
COO-3230-3 74-21 20H PC$4.00/MF$2.25 


KIRSCHBAUM, D. 
Expansion for the Scattering Amplitude 01 Fou: spin- 
carrying Particles with Spherical Tensor Operators of 


the Group 0(3,C). 
74-22 20H PC$4.00/MF$2.25 


74-14 6M PC$3.25/MF$2.25 


74-13. 181 PC$8.50/MF$2.25 


74-11 4A  PC$S.45/MF$2.25 


74-09 6S PC$3.25/MF$2.25 


74-20 20D PC$4.25/MF$2.25 


ITF-73-174E 
KIRSCHNER, O. 


The Method of Lie Series for Differential Equations 
and Its Extensions. 
AD-773 658/0GI 


KIRSHBAUM, V. I. 


The Inverse Laplace Transform for Functions Which 
Can Be Expanded in Generalized Power Series--Trans- 


lation 
AD-785 878/0GI 


74-07 12A PC$6.25/MF$2.25 


74-24 12A PC$3.25/MF$2.25 
KIRSHEN, N. 
Lox/Gox Sensitivity of Fluoroelastomers. 
N74-21158/2GI 74-15 113) PC$3.75/MF$2.25 


Sensitivity Fundamentals. 

AD-784 432/7GI 74-22 7C PC$3.75/MF$2.25 
KIRSHENBAUM, MAURICE S. 

Radiation-Induced Changes in Explosive Materials. 

AD-775 371/8GI 7409 19A PC$4.75/MF$2.25 
KIRSKO, W. J. 

Air Curtain Respiratory Protection Device. 

PB-236 090/7GI 74-25 6Q PC$S5.75/MF$2.25 
KIRSLIS, S. S. 

Environmental Impact of Htgr Power Stations. 

CONF-740501 -2 74-15 18E PC$4.00/MF$2.25 
KIRSTEN, F. A. 

Modular Multi-Wire Readout System for Proportional 

Wire Chambers. 


LBL-2445 74-13 18D PC$3.00/MF$2.25 





KIRSTER, PAUL W. 


A Comparison and Evaluation of Two Methods of Ex- 

tracting Stability Derivatives from Flight Test Data. 

AD-787 645/1GI 74-26 1B PC$4.75/MF$2.25 
KIRSZENBLAT, A. 


Determination of the Allowable Tolerances for the 
Asymmetries of a Free Rolling Vehicle. 


N74-21637/SGI 74-17 1A PC$3.75/MF$2.25 
KIRT, A 
Computer Analysis of Thermo Chemical Data; 


Specimen Tables on Nitrogen Compounds, 
AD-773 465/0GI 74-07 7D PC$3.75/MF$2.25 


KIRUTHI, GEORGE G. 


Design of a Vertically-Microprogrammed Memory 
Processor. 
PB-233 212/0GI 


KIRVIDA, L. 


Automatic Photointerpretation for Land Use Manage- 
ment in Minnesota. 
E74-10687 


KIRWAN, R. W. 


Significance of Materials Properties in Flexible Pave- 
ment Analysis. 
AD-769 947/3GI 


KIRY, PAUL 


The Delaware Estuary System, Environmental Impacts 
and Socio-Economic Effects. A Discussion of the Ef- 
fects of Certain Potential Toxicants on Fish and Shellf- 
ish in the Upper Delaware Estuary. 

PB-231 423/SGI 74-13 6F PC$4.25/MF$2.25 


KIRYUKHIN, V. G. 
Influence of Speed of Plowing on the Draft Resistance 
of a Plow Body (Vliyanle Skorosti Pakhoty na 


Tyagovoe Soprotivienie Korpusa Pluga), 
PB-232 382-T/GI 74-15 2C PC$3.25/MF$2.25 


74-17 9B PC$4.25/MF$2.25 


74-24 8B PC$4.25/MF$2.25 


74-02 13B PC$S.75/MF$2.25 


KIRZ, J. 
Multiparticle Detector for Isabelle. 
BNL-18528 74-11 20G PC$3.00/MF$2.25 


KISATSKY, PAUL 


Feasibility Study of an Automatic Photoelectric Detec- 


} sn na for Inspection of ‘Magnafluxed’ M46 Steel 
ies. 
AD-770 508/0GI 


KISATSKY, PAUL J. 


3D Radiograph Display by Means of Halography. 
AD-769 641/2GI 74-01 14B PC$3.25/MF$2.25 


KISDI-KOSZO, E. 


Rotating Sample Magnetometer. 
KFKI-73-65 74-14 


KISELEV, A. M. 


Method for Automatic Control of the Process of Zone 
Melting without a Crucible--Translation. 
AD-770 891/0GI 74-03 13H PC$3.25/MFS$2.25 


KISELEV, L. K. 


Stimulation of Protein Synthesis in Normal and Tumor 
Cells by Agents Modifying the Cell Surface--Transla- 
tion. 

AD-777 003/5GI 


KISELEV, V. M. 


A Vortical Dust Trap with Secondary Gas Flow-- 
Translation. 
AD-772 009/7GI 


KISELEV, YU. F 


Dynamic Polarization of Protons in Polyethylene at Su- 
perlow Temperatures. 
JINR-P6-7408 


KISELEVA, L. G. 
Stimulation of Protein Synthesis in Normal and Tumor 
pg by Agents Modifying the Cell Surface--Transla- 
AD.777 003/SGI 
KISH, D. 


Search for the chi exp 0 -Meson in the Dimuon Decays 
of K/sub L/ exp 0. 


74-02 14B  PC$3.75/MF$2.25 


17F PC$3.00/MF$2.25 


74-11 


6A PC$3.25/MF$2.25 


74-05 7A PC$3.25/MF$2.25 


74-21 20H PC$4.00/MF$2.25 


74-11 6A PC$3.25/MF$2.25 


JINR-P1-7157 74-02 20H PC$3.00/MF$2.25 
KISH, JULES G. 

Helicopter ho gama Modularization and Main- 

tainability Analys 

AD-775 $34/5G 74-10 1C PC$8.50/MF$2.25 


KISHI, JAMES S. 
Flight Evaluation, Elliott Low-Airspeed System. Low- 


Airspeed Sensor. 
AD-770 364/8GI 74-02 1D PC$3.75/MFS$2.25 


Flight Evaluation - J-TEC Airspeed System. 
AD-780 019/6GI 74-16 1D PC$4.25/MFS$2.25 


Flight Evaluation - Pacer Systems, Inc. LORAS II Air- 
speed System. 
AD-780 018/8GI 


74-16 1D PC$4.25/MFS$2.25 





KISHI, T 
Final Report of the Tensor/Illiac IV Project, ARPA 
Order 1839. 
UCRL-51467 74-22 9B PC$10.60/MF$2.25 
Formulation of the Boundary Conditions for the Ten- 
sor Code. 
UCID-30071 74-04 20D PC$4.25/MF$2.25 
KISHKIN, S. T. 
Composites Materials Reinforced with Filiform 
Crystals--Translation. 
AD-783 756/0GI 74-21 11D PC$3.2S5/MF$2.25 


KISHKURNO, V. V. 


Dependence Upon the Square of the Momentum 
Transfer of the Inclusive Cross Section of the Reac- 
tion pi exp - + p Implies p + Anything in the Region 
of Fragmentation of the Incident Particles at 2.13 and 


2.69 GeviC. 
ITEF-72 74-24 20H PC$4.00/MF$2.25 


Increase of Precision in Re-Establishment of Coor- 
dinates During Photographing Through Reflecting and 


Refracting Surfaces. 
ITEF-23 74-11 18D PC$3.00/MF$2.25 
KISIELOWSKI, E. 


Rough Terrain Ground Handling System for Helicop- 


ters. 
AD-778 758/3GI 
KISIELOWSKI, EUGENE 
Design and Optimization Study of the Active Arm Ex- 
ternal Load Stabilization System (AAELSS) for 


Helicopters. 
AD-787 325/0GI 74-26 1C PC$S.75/MF$2.25 
KISLIN, G. A. 


Study of Photolysis of Solid aes Soom and Spectral 

Sensitization of this Process--Translatio 

AD-771 417/3GI1 74-04 TE PCS3. 25/MF$2.25 
KISLUKBA, N. I. 


Deformation of Polyene Molecules under Their Elec- 
tron Excitation. 


74-14 1E PC$3.75/MF$2.25 


ITF-73-124-E 74-18 7D PC$3.00/MF$2.25 
Exciton States in Two-Dimensional Molecular Struc- 
tures. 

ITF-73-180-P 74-16 7D PC$4.00/MF$2.25 


Solitary Excitons in the Rectilinear Molecular Chain. 
ITF-74-29P 74-24 7D PC$4.00/MF$2.25 
KISLYAKOV, N. I. 


Low-Density Jets Behind a + aa Nozzle at Large 
Pressure Gradients--Translatio 
AD-783 456/7GI 74-20 "20D PC$3.25/MF$2.25 


KISPERT, L. D. 


Eldor Investigations of Radiation Processes. Annual 
Progress Report, 1973--1974. 
ORO-4062-19 74-13. 7E PC$3.S0/MF$2.25 


Electron--Electron Double Resonance Investigations of 
Irradiated Organic Crystals: The Influence of Deuteri- 


um Substitution. 

ORO-4062-13 74-16 7E PC$3.25/MF$2.25 
KISS, A 

The Utilization of Extra-Atmospheric Space. 

N73-33818/8GI 7402 22A_ PC$3.25/MF$2.25 
KISS, CHARLES J. 


Hyperbolic-FM (CHYPE). 
AD-771 046/0GI 74-04 20N PC$3.75/MF$2.25 


KISSEL, GEORGE 


Self-Sealing Electrochemical Oxygen Meter. 
PATENT-3 791 953 74-24 14B Not available NTIS 


KISSEL, JOHN W. 
Research Techniques for Assessment of Lubricant 


—e. Lubricant Dewetting, and Slip-Ring 
ear. 

AD-777 S71/1GI 74-12 131 PC$4.25/MF$2.25 
KISSEL, P. 


Organization of Nuclear Safety in a University 
Establishment. 
CEA-CONF-2541 


KISSELL, F.N. 


Tracer Gas as an Aid in Mine Ventilation Analysis. 
PB-234 OS1/1GI 74-19 81 PC$3.25/MF$2.25 


Using Sulfur Hexafluoride as a cae Tracer to 
Study Ventilation Systems in Mine 
PB-234 052/9GI 74-19 a1 PC$3.75/MF$2.25 


KISSELL, FRED N. 
Peak Methane Concentrations During Coal Mining. An 


A sis. 
PB-233 424/1GI PC$3.25/MF$2.25 


74-18 18F PC$3.00/MF$2.25 


74-18 81 


KISSELL, K. E. 
Reprint: Quantitative Performance of Single-and Two- 
Stage Image Tubes in Spectroscopy. 

7403 9A_ Reprint 


AD-770 791/2GI 


KISSELL, KENNETH E. 


Photometry of the United Kingdom Spacecraft 

ARIEL-4, Space Object 5675: Optical Properties of 

Spacecraft (OPOS) Application Report Number 4. 

AD-769 310/4GI 74-01 22C PC$3.25/MF$2.25 
KISSEN, ABBOTT T. 

Comparative Thermal Evaluation of the Standard 

USAF Overcoat, USAF Field Jacket, and Experimen- 


tal USAF Utility Jacket, 
AD-775 994/7GI 74-10 1SE PC$3.25/MF$2.25 


Physiological Effects of Wearing the Fire Proximity 
Suit on Crash Truck Alert Status to Hot-Dry and Hot- 


Humid Environments. 
AD-773 828/9GI 74-07 6Q PC$3.25/MF$2.25 
KISSENER, H. R. 


Photodisintegration of exp 13 C. 
JIN R-P4-7627 74-16 20H PC$4.50/MF$2.25 


KISSICK, WILLIAM A. 


The Effect of Artificial lonospheric Heating on Partial 

Reflections. 

AD-781 954/3GI 
KISSINGER, H. E. 


Neutron Irradiation Damage in Boron Carb 
BNWL-SA-4732 74-04 18) PC$3. OIMFS2. 25 


KISSINGER, ROY H. 
Aspects of Soil-Detergent Interactions Related to Test- 
ing of Improved Aircraft Cleaners. 
AD-770 612/0GI 74-02 11K PC$4.25/MF$2.25 
KISSLER, WILLIAM D. 
An Analysis of the Impact of Supply Discipline on the 
Advanced Logistics System. 
AD-769 204/9GI 
KISSLING, R 
A New Type of Electronic Landing System for Re- 
gional Airports Ein Neuartiges Elektronik-Lande- 
System fuer Regionalflugplaetze. 
N74-13424/8GI 74-07 17G = PC$3.25/MF$2.25 
KISSLINGER, C. 
Seismic Wave Propagation and Earthquake Charac- 
teristics in Asia. 
AD-779 933/1GI 
KISSLINGER, CARL 
Investigations of Tectonic Stress. 


74-19 4A PC$S.75/MF$2.25 


7401 ISE MF$2.25 


74-16 173) PC$4.25/MF$2.25 


AD-784 805/4GI 74-23 8K PC$S.75/MF$2.25 
KISSLINGER, J. 

Cyclic Four-Channel Data Storage. 

IPP-2-216 74-18 9B PC$4.00/MF$2.25 
KIST, R. 


The Impedance Probe of the Working Group for Space 
Physics Research die Impedanzsonde der Arbeit- 
sgruppe fuer Physikalische Weltraumforschung (Apw). 
N74-19058/8GI 74-13 4A PC$4.25/MF$2.25 


KISTLER, R. 


Midas, Prototype Multivariate Interactive Digital Anal- 
ysis System, Phase 1. Volume 2: Diagnostic System. 
N74-32649/7GI 74-26 9B PC$4.25/MF$2.25 
Midas, Prototype Multivariate Interactive oe Anal- 
ysis System, Phase 1. Volume 3: Wiring Diagrams. 
N74-32650/SGI 74-26 9B PC$4.75/MFS2.25 


KITADATE, K. 


Measurement of Anisotropic Neutron Diffusion Coeffi- 
cients in the H sub 2 O--Al Square Lattices by Pulsed 
Neutron Method. 

JAERI-M-5351 74-18 20H MF$2.25 


Measurement of Differential Thermal Neutron Spectra 
in Graphite Poisoned with Indium, Cadmium, and 
Samarium by Time-of-Flight Method. 

JAERI-M-5399 74-18 20H PC$S5.00/MF$2.25 


KITAEV, B. I. 
Ejecting Capacity of Ejector with Mixing Chamber-- 


Translation. 
AD-779 832/SGI 74-16 13K PC$3.25/MF$2.25 


Investigation of the Ejection Capacity of Mixers 

Which Partially Limit the Jet and the Flame--Transla- 

tion. 

AD-776 735/3GI 20D PC$3.25/MF$2.25 
KITAEV, M. I. 

Autoantibodies and Tuberculin Hypersensitivity of 

peatea in Silicosis and Silicotuberculosis--Transla- 

AD: 773 904/8G1 74-07 6E PC$3.25/MFS$2.25 
KITAEV, N. A. 


Energy Evaluation of Work of Cultivators for Overall 
Tillage of the Soil at Speeds of 6 - 12 KM/HR 
(Energeticheskaya Otsenka Raboty Kultivatorov diya 
Sploshnoi Obrabotki Pochvy na Skorostyakh 6 - 12 


km/ch), 
PB-231 528-T/GI 74-12 2C PC$3.25/MF$2.25 
KITAKADO, 8S. 


Regge--Mueller Versus Parton Model Analysis of Deep 
Inelastic Reactions. 


74-11 








KITTAPPA, R. 


HU-TFT-73-21 
KITAMURA, A 
Calibration of the Neutral Particle Energy Analyzer at 
the Energies from 0.3 to 4.0 Kev for Measurement of 
lon Temperature of Plasmas. 
JAERI-M-5275 74-18 201 MF$2.25 
Measurement of the lon Temperature for the 
Discharge Condition Case 2 in Jft-2 (Tokamak Device). 
JAERI-M-5276 74-18 201 MF$2.25 


KITAMURA, K. 


Design and Development of the Gust Wind Tunnel at 
the National Aerospace Laboratory 
N74-19891/2GI 74-14 1A PC$3.75/MF$2.25 


KITAO, K. 


Anomalous Penetration of an Ordinary Wave into a 
Magnetoplasma Slab. 
IPPJ-154 


KITAZOE, Y. 


Intermediate Resonances in the Neutron Total Cross 
Section of exp 235 U at Low Energies. li. 
UNIOSAKA-1973-1 74-07 20 PC$3.00/MF$2.25 


Study on the Hierarchy of Nuclear Reaction States. 

UNIOSAKA-1973-2 74-07 20H PC$4.00/MF$2.25 
KITCH, PAUL E. 

EN-118A Printer/Processor Photographic Film 

AD-784 464/0GI 74-22 14E  PC$3.25/MF$2.25 
KITCHAR, A. F. ; 


Aerodynamic Thermal Simulation System. Part 1: 
Radiant Array (Instruction Manual). 
N73-33153/0GI 7402 14B_ PC$S5.25/MF$2.25 


Aerodynamic Thermal Simulation System. Part 2: 

System Controls (Instruction Manual). 

N73-33154/8GI 7402 14B PC$4.25/MF$2.25 

Aerodynamic Thermal Simulation System. Part 3: Re- 

lated Reference Material (Instruction Manual). 

N73-33155/SGI 7402 14B PC$8.S0/MF$2.25 
KITCHEN, JAMES D. 


Shifting Public Functions and the Distribution of Tax 

Burden by Economic Class: A Model and Empirical 

Observation. 

PB-227 969/3GI 74-08 
KITCHENS, CLARENCE W. JR. 


Separation and Reattachment Near Square Protube- 
rances in Low Reynolds Number Couette Flow, 
AD-773 663/0GI 74-07 20D PC$3.75/MF$2.25 


KITCHENS, JUDITH F. 
Evaluation of the Ring Oven Technique for Water 
Monitoring. 
AD-783 459/1GI 
KITCHINGS, J. T. 
Availability of exp 137 CS to Fishes from Ingested 


74-09 20H PC$4.00/MF$2.25 


74-18 201 PC$4.25/MF$2.25 


13B PC$7.S0/MF$2.25 


74-20 7B PC$S.75/MF$2.25 


Clays. 

CONF-740826-1 
Environmental Impacts 
Transmission Lines. 


74-25 6F PC$4.00/MF$2.25 
Associated with Electric 


ORNL-TM-4498 74-16 13B PC$7.50/MF$2.25 
KITIPORNCHAI, S. 

Buckling of Inelastic [I-Beams Under Moment 

Gradient. 

PB-235 834/9GI 74-25 13M PC$3.75/MF$2.25 


Inelastic Buckling of Simply Supported Steel I-Beams. 

PB-236 099/8GI 74-25 13M PC$3.75/MF$2.25 
KITIPOVA, V 

Phenomenology of the Back-Bending at High Spins in 

Nuclear Rotational Bands. 

JINR-E4-7753 74-21 20H PC$4.00/MF$2.25 
KITRILAKIS, S. 

Fabrication of Implantable Artificial Heart Devices 


and Components. 
PB-228 560/9GI 74-09 6L PCS$6.25/MFS$2.25 


KITROVA, N.N. 


The Solubility Polytherm in the Ammonium Chloride - 
Urea - Water Ternary System (Politerma ee 
System Khiorid Ammonia - Mochevaya - Voda 

TT-73-55005 7402 7D PC$3. SSMS? 25 


KITSON, GAY C. 


New Careers and Agencies: Views from the Top. 
Working Paper No. 3. Rehabilitation Occupations for 
the Disadvantaged and Advantaged. A Program of 
Research on Occupations and Professions in the Field 


of Rehabilitation. 
PB-236 484/2GI 74-25 SK PC$4.25/MF$2.25 


KITSUNEZAKI, A 
Equilibrium Configurations of a Plasma Columa with 
External Current-Carrying Conductors. 
JAERI-M-5462 74-25 201 PC$3.25/MFS$2.25 
KITTAPPA, R. 


Transition Problems for the Helmholtz Equation. 
AD-771 589/9GI 7404 20A PC$7.00/MFS$2.25 


PA-579 


KITTELSON, D. B. 


Determination of the Formation Mechanisms and Com- 
sition of Photochemical Aerosols. 
-230 987/0GI 74-11 7E PC$S.25/MF$2.25 


Measurements of Aerosols Produced by a Propane-Air 
Flame in a Controlled Environment. 
PB-229 799/2GI 74-10 "1B PC$3.75/MF$2.25 


KITTREDGE, J. S. 


Reprint: Sublethal Effects of the Water Soluble Com- 
ponent of Oil: Chemical Communication in the Marine 
Environment. 
COM-74-11013-27/GI 

74-16 13B (Order as COM-74-11013) 


KITTRICK, J. A. 
Characterization of Suspended Sediments in Water 
from Selected Watersheds as Related to Control 
Processes, Nutrient Contents, and Lake Eutrophica- 
tion. 
PB-232 167/7GI 74-15 13B PC$4.75/MF$2.25 
KITTS, ALFRED R. 


Pacification Can Work. 
AD-774 234/9GI 


KITZMILLER, C. T. 
Supersonic Combustion and Burning in Ramjet Com- 


74-08 SD PC$3.75/MF$2.25 


bustors. 

AD-770 061/0GI 74-02 21B PC$7.00/MF$2.25 
KIUSALAAS, J. 

Reprint: A Strain-Gradient Theory for Prestrained 

ADT 13 134/8G1 74-12 11D Reprint 
KIUSALAAS, JAAN 


Thermal Effects, Microstructure and Stability in Con- 
tinuum Mechanics. 
AD-770 661/7GI 


KIVLIN, JOSEPH E. 


Fidelity of Information Transmission in Local Cam- 
paigns on Water Issues. 
PB-234 543/7GI 74-22 13B PC$S.25/MF$2.25 


KIYOHARA, OSAMU 


Reprint: The Thermodynamic Properties of Acetone + 
Cyclopentanol Mixtures at 298.15K. 
AD-781 060/9GI 74-17 7D Not available NTIS 


KIZER, D. E. 
Fabrication of Cermet Bearings for the Control System 
of a High Temperature Lithium Cooled Nuclear Reac- 
tor. 
N73-33595/2GI 74-02 131 PC$3.75/MF$2.25 


Preparation of Refractory Cermet Structures for Lithi- 
um Compatibility Testing. 
N74-10543/8GI 74-04 11B PC$3.75/MF$2.25 


KIZEVALTER, YU. 
A Study of Biochemical Properties of Bacteria of the 
Hafnia Genus (Izuchenie Biokhimicheskikh Svoitv 


Bakterii Roda Hafnia), 
74-15 6M PC$3.25/MF$2.25 


74-03 20K PC$3.25/MF$2.25 


TT-71-51029 
KJAER-PEDERSEN, N. 

Analysis of Ridge Formation. 

RISO-M-1625 74-02 183 PC$3.00/MF$2.25 
KJAR, RAYMOND A. 


Investigation of Chromium-Doped Oxides. 
AD-783 988/9GI 74-22 20L 4 PC$6.25/MF$2.25 


KJELDGAARD, E. A. 
Thermal ignition of Pyrotechnics Through a Bulkhead. 
SLA-74-5094 74-17 19D PC$3.00/MF$2.25 
KJELLSTROEM, B. 
Studies of Turbulent Flow Parallel to a Rod Bundle of 
Tri Array. 
AE. 74-25 18K PC$12.50/MF$2.25 


KJESBO, LEE A. 
Terminal Miss Sensitivity of a Radar Guided Air-to-Air 
Missile System. 
AD-782 021/0GI 74-49 16B PC$5.25/MF$2.25 


KLABER, M. MICHAEL 
Retardates in Residence. A Study of Institutions. 
PB-236 820/7GI 74-26 SK PC$S.75/MF$2.25 
KLABER, MICHAEL 
Retardates in Residence. A Study of Institutions. 
PB-234 726/8GI 74-20 SK PC$S5.75/MF$2.25 
KLABES, R. 


Investigation of the Reactions exp 16 O(D,p) exp 17 O 
and exp 16 O(D, alpha ) exp 14 N for Bombarding 
Saemine E/sub D/ = 0.9 to 2.0 Mev. 

ZFK-212 74-12 20H PC$3.75/MF$2.25 


KLABUNDE, J. 


Investigation of the Particle Dynamics of a Helix 
Linear Accelerator for Heavy Ions. 
ANL-Trans-939 74-02 20G PC$10.75/MF$2.25 


PA-580 


KLADNITSKAYA, E. N. 
Charge Exchange in pi exp - p-Interactions at 40 


Gev/C. 

JINR-P1-8036 74-24 20H PC$4.00/MF$2.25 
KLAFTER, R. D. 

Clean Water: Affluence, Influence, Effluents. A 
Design for Water Quality Management. 

N74-25896/3GI 74-19 13B PC$7.50/MF$2.25 
KLAGES, MURRAY G. 


Effect of Suspended Silt on Dissolved Phosphorus 

Level in the Gallatin River. 

PR-236 048/SGI 74-25 13B PC$4.75/MF$2.25 
KLABR, O. A. 

An Investigation of Solid Propellant Combustion in 

Standard and High Acceleration Environments. 

AD-777 727/9GI 74-12 211 PC$4.25/MF$2.25 
KLAHR, OWEN ALLEN 


Application of Laser Schlieren and Monochromatic 

Photography to Solid Propellant Combustion Research. 

AD-775 026/8GI 74-09 211 PC$3.75/MF$2.25 
KLAINER, ALBERT S. 

Early Diagnosis of Infectious Diseases. 

AD-772 689/6GI 74-06 6E PC$3.75/MF$2.25 
KLAMERUS, L. J. 

Cable Development Status Computer Program. 

SLA-73-561 74-02 9A PC$3.25/MF$2.25 

User’S Guide to a Computerized sa Resistor Catalog 

(Resis). 

SLA-73-661 
KLAMUT, C. J. 


Mine Safety and Underground Support Structures; 
Rock Impregnation and Pumpable Rockbolt Develop- 
ment. 

BNL-5S0402 74-22 19A PC$5.45/MF$2.25 


KLANK, A. C. 
Neutron Sputtering of Gold. 
CONF-740104-20 74-15 20L PC$3.00/MF$2.25 
Particle Emission by Fission. 
CONF-740104-19 74-16 20H PC$3.00/MF$2.25 
KLANN, J. L. 


Analysis of a Combined Refrigerator-Generator Space 
Power System. 
N73-31992/3G1 7402 10B PC$3.25/MF$2.25 


KLANNER, R. 


Differential Cross Sections and Scaling in pi exp - p 
Implies X exp - p at 25 and 40 Gev/C. 
COO-1195-272 74-10 20H PC$3.00/MF$2.25 


Reaction K exp - p Implies X/sub K/ exp - p at 25 and 
40 Gev/C. 


74-02 9A PC$4.50/MF$2.25 


COO-1195-274 74-10 20H PC$3.00/MF$2.25 
A sub 2 --A sub | Interference Phase. 
COO-1195-285 74-20 20H PC$4.00/MF$2.25 


KLAPPROTH, J. F. 
Quiet Engine Program Flight Engine Design Study. 


N74-33226/3GI 74-26 21E PCS$S5. 25/MFS2. 25 
KLAPWUK, P 

Inflammability of Plastics Brandbaarheid van Kunst- 

stoffen. 

N74-23131/7GI 74-18 11 PC$3.25/MF$2.25 

Joining Plastics Lijmen van Plastics. 

N74-32997/0GI 74-26 1A PC$3.25/MF$2.25 
KLAR, E. 


Development and Study of Devices for Determining 
Power Peaks in a Core with Stationary Flux-Measure- 
ment Probes. 

AEC-tr-7516 74-12 181 PC$3.00/MF$2.25 


KLAR, GERALD T. 
Effects of Exercise on Serum Lactate Dehydrogenase 
Activity of Catchable-Size Hatchery Rainbow Trout, 


“Salmo gairdneri’. 
COM-74-10380/5GI 74-07 6C PC$4.25/MF$2.25 


Genetic Studies of Rainbow Trout, 
COM-74-10379/7GI 74-08 6C PC$4.25/MFS$2.25 


KLARMANN, J. 
The Origin and Propagation of Vvh Primary Cosmic 
Ray Particles. 
N74-14458/SGI 74-08 3B PC$3.25/MF$2.25 
Primary Cosmic Ray Particles with Z 35 (Vvh Parti- 
cles). 
N74-22335/SGI 74-17 20H PC$3.25/MF$2.25 
KLARSFELD, S. 


Symmetry Between Coulomb Attraction and Repulsion 

in Radiative Processes. 

IPNO/TH-73-28 74-11 7D PC$3.50/MF$2.25 
KLARSTROM, D. L 

Feasibility of Making an Oxide Dispersion- 

Strengthened Cobalt-Base Alloy by Mechanical Attri- 


tion. 
AD-779 934/9GI 74-16 LIF PCS$4.75/MF$2.25 


KLASSEN, N. V. 
Reprint: The Pulse Radiolysis of Dimethylsulfoxide 
and Binary Mixtures with Water. 
AD-769 138/9GI 74-01 7E Not available NTIS 
KLASSEN, NORMAN V. 
Reprint: The Pulse Radiolysis of Penicillamine and 


Penicillamine Disulfide in Aqueous Solution. 
AD-771 228/4GI 74-04 7E Not available NTIS 


KLASTORIN, THEODORE D. 


A Generalized Recursive Algorithm for a Class of 
Non-stationary Regeneration (Scheduling) Problems-- 
Translation. 

AD-784 493/9GI 74-22 12B Reprint 


KLATT, DENNIS 


Reprint: The Duration of (s) in English Words. 
AD-785 759/2GI 74-24 SG Reprint 


KLAUBERT, EARL C. 


Automotive Exhaust System Leak Tes 
PAT-APPL-372 749 74-01 13F PCs3. 25/MF$2.25 


Exhaust-System Leak Test: Quantitative Procedure. 
PB-230 892/2GI 74-11 13F PC$S.25/MF$2.25 


KLAUDER, LOUIS T. 
The State of Urban Mass Transportation Research, 
Development, and Demonstration. Volume IV: Rail 


Transit. 
PB-229 442/9GI 74-10 13B PC$6.25/MFS$2.25 


KLAUS, P. 


LEAA Polic Equipment Survey of 1972. Volume VI. 
Body Armor and Confiscated Weapons. 
COM-74-11010/7GI 74-15 SK PC$S.25/MF$2.25 


LEAA Police Equipment Survey of 1972. Volume II. 
Communications Equipment and Supplies. 
COM-74-10950/5GI 74-14 SK PC$6.25/MF$2.25 


LEAA Police Equipment Survey of 1972. Volume V. 
Handguns and Handgun Ammunition. 
COM-74-11239/2GI 74-18 19F PC$5.25/MF$2.25 


LEAA Police Equipment Survey of 1972. Volume VII. 
Patrolcars. 
COM-74-11011/5GI 


KLAUSNER, SAMUEL Z. 
The Workplace Reaches Out: A Study of Organiza- 


tional Impropriation: Volume 1. 
PB-236 186/3GI 74-25 SI PC$9.25/MF$2.25 


The Workplace Reaches Out: A Study of Organiza- 
tional Impropriation. Volume 2. Bibliography and Ap- 
pendices. 

PB-236 187/1GI 


KLAWE, W.L. 
Mercury in Tunas: A Review, 
COM-73-50437-03-01/GI 
74-04 6C (Order as COM-73-50437-03) 
KLAWITTER, JEROME J. 
Characterization of Tissue Growth into Porous Bio- 


materials. 
AD-787 $74/3GI 74-26 6L PC$3.75/MF$2.25 


Characterization of Tissue Growth into Porous Bio- 
materials. 
AD-787 575/0GI 74-26 6L PC$3.25/MF$2.25 


A Quantitative Determination of Bone Growth into 
Porous Polyethylene. 
AD-787 $73/S5GI 74-26 6L PC$4.75/MF$2.25 


A Quantitative Determination of the Rate of Bone 


Growth into a Porous Ceramic Material. 
AD-787 572/7GI 74-26 6L PC$4.75/MF$2.25 


Soft Tissue Response to a Series of Dense Materials 

and Two Clinically Used Biomaterials. 

AD-787 571/9GI 74-26 6L PC$4.75/MF$2.25 
KLEBANOFF, MAY O. 

B-52 Crew Evaluation of Thermostabilized Foods. 

AD-785 961/4GI 74-24 6H PC$3.75/MF$2.25 
KLEBER, P. 


The Converter as a Direction-Controlled Sensor for 

Measuring Molecular Flow Fields in Nonisothermal 

Vacuum Facilities der Konverter als Richtungsabhaen- 

giger Sensor Zur Vermessung von Molekularstromfel- 

dern in Nichtisothermen Vakuumanlagen. 

N74-31748/8G1 74-25 7D PC$4.75/MFS2.25 
KLECHKE, E. W. 


Nickel Aluminide Coated Low Alloy Stainless Steel. 
PATENT-3 762 884 74-02 11F Not available NTIS 


KLEE, VICTOR 
Convex Polyhedra and Mathematical Programming. 
AD-786 220/4GI 74-24 12B  PC$3.25/MFS$2.25 
Shelling Algorithms. 
AD-784 998/7GI 74-23 12A_ PC$4.25/MFS$2.25 


Shellings of Spheres and Polytopes. 
AD-771 468/6GI 74-04 12B PC$3.25/MF$2.25 
KLEEFELDT, K. 


Model Tests for the Emergency Cooling System of the 
Prototype Reactor Sar 300. 


74-15 SK PC$S.7S/MF$2.25 


74-25 SI PC$7.50/MF$2.25 











PC$13.00/MF$2.25 


KFK-1895 74-25 181 


KLEESPIES, ERNST K. 
Magnesium Reduction of Titanium Oxides in a 
Hydrogen Atmosphere ; 
PATENT- -3 140 170 74-10 11F Not available NTIS 
Method for Reduction of Refractory Metal Oxide to 
Metal by Calcium Carbide. 
PATENT-3 016 296 74-09 LIF Not available NTIS 


Production of Niobium and Tantalum. 
PATENT-3 775 096 74-05 11F Not available NTIS 


KLEIDER, A 
Injection Seiaaie Terrain Following System (ILTFS). 
AD-774 790/0GI 74-09 17G PC$3.75/MF$2.25 


KLEIDER, ALFRED 
Wire Obstacle Detection Technique for Rotary Wing 


Aircraft, 
AD-785 644/6GI1 74-24 17H = PC$3.25/MF$2.25 
KLEIER, DANIEL A. 
Reprint: Localized Orbitals in Large Boron Hydrides. 
B16H20 and Related Molecules. 
AD-782 722/3GI 
KLEIMAN, GLENN M. 


Auding and Reading: A Developmental Model. 
AD-786 042/2GI 74-24 SI PC$S.25/MF$2.25 


KLEIMAN, HERBERT 


Reprint: Beam Diagnostics for High Energy Pulsed 
CO2 Lasers. 
AD-785 087/8GI 74-23 20F Reprint 


Reprint: CO2 Laser Pulse Shaping with Saturable Ab- 


sorbers. 
AD-771 826/SGI 74-05 20E Reprint 


Reprint: High-Energy CO2 Laser Pulse Transmission 
through Fog. 

AD-778 400/2GI 74-14 4B Reprint 
Reprint: Long-Pulse Breakdown with 10.6-micrometer 


Laser Radiation. 
AD-778 399/6GI 74-14 20F Reprint 


Reprint: Observation of Hydrodynamic Effects on 
Thermal Blooming. 
AD-777 $58/8GI 74-12 20E Reprint 


Reprint: Thermal Blooming of Pulsed Laser Radiation. 
AD-771 894/3G1 74-05 20E Reprint 


Reprint: Variable Pulse-Length Electron Beam CO2 


74-20 7D Reprint 


Laser. 
AD-772 117/8GI 
KLEIN, A 


Boson-Like Expansions Without Bosons: Application 
to Several Exactly Soluble Shell Models with Collec- 


tive Features. 
COO-3071-91 74-22. 20H PC$S5S.50/MF$2.25 


Derivation of Relativistic Three-Dimensional Formal- 
isms from the Bethe--Salpeter Equation 
COO-3071-97 74-25 20H PCS4, 00/MF$2.25 


Index to Nuclear Safety. A Technical Progress Review 
by Chronology, Permuted Title, and Author. Vol. 11, 
No. | Through Vol. 14, No. 6. 

ORNL-NSIC-115 74-22 181 PC$S5.75/MF$2.25 


Instabilities of Matter in Strong External Fields and at 


High Density. 
CONF-740126-1 74-22 20H PC$6.00/MF$2.25 


Possible Measurement of the Vacuum Polarization in 
Heavy Ion Scattering. 
CO0-3071-49 


KLEIN, ADOLPH H. 

Small Craft Positioning System. 

PATENT-3 745 519 74-26 133 Not available NTIS 
KLEIN, ANN 


Index to Nuclear Safety. A Technical Progress Review 
by Chronology, Permuted Title, and Author. Volume 
11, Number | thru Volume 14, Number 6. 

ORNL-NSIC-115 74-18 181 PC$8.00/MF$8.00 


KLEIN, D. 


Measurement and Analysis of Parameters in Tight exp 
232 TH-- Exp 235 U and exp 232 TH-- Exp 233 U Lat- 
tices Moderated with D sub 2 O (Lwbr Development 
Program). 

WAPD-TM-1089 74-17 18E PC$7.50/MF$2.25 


KLEIN, DALE W. 
Study of Tectical Missile Guidance: Accuracy Limita- 
tions and Guidance Sensitivities. Volume I. 
AD-916 420/3GI 74-15 17G PC$S5.25/MF$2.25 
KLEIN, DAVID H. 


Mercury in the Environment, 
PB-231 256/9GI 74-12 13B PC-GPO/MF$2.25-NTIS 


74-05 20E Reprint 


74-16 20H PC$4.00/MF$2.25 


KLEIN, ELIAS 


Membraine and Materials Evaluation; Appendix. Ex- 
perimental Procedures for Testing sheet Membranes. 
74-02 6L PC$3.75/MF$2.25 


PB-225 067/8GI 


Membrane and Materials Evaluation: Cuprophan 150- 
PM Artificial Kidney Reference Membrane Evaluation 
and Experimental Procedures. 

PB-235 790/3GI1 74-24 6L PC$3.75/MF$2.25 


Membrane and Materials Evaluation: Permeabilities, 
Physical and Mechanical Properties of Hemadialysis 


Membranes. 
PB-231 656/0GI 74-13. 6L PC$3.75/MF$2.25 


Membrane and Materials Evaluation; Permeabilities, 
Physical and Mechanical Properties of Hemodialysis 
Membranes - Bemberg Cuprophan PT-150 Membrane 


(4). 
PB- 225 070/2GI 74-02 6L PC$3.75/MF$2.25 


Membrane and Materials Evaluation; Permeabilities, 
Physical and Mechanical Properties of Hemodialysis 
Membranes - Cellulose Research Corporation - Cellu- 
lose Acetate Membrane (3). 

PB-225 069/4GI 74-02 6L PC$3.75/MF$2.25 


Membrane and Materials Evaluation; Permeabilities, 
Physical and Mechanical Properties of Hemodialysis 
Membranes - Envirogenics Corporation Cellulose 


Acetate Membrane (5). 
PB-225 071/0GI 74-02 6L PC$3.25/MF$2.25 


Membrane and Materials Evaluation; Permeabilities, 
Physical and Mechanical Properties of Hemodialysis 


Membranes - National Institute of Scientific 
ResearchMembrane (2). 
PB-225 068/6GI 74-02 6L PC$3.25/MF$2.25 


Membrane and Materials Evaluation: Rhone Poulenc 
Polyacrylonitrile Membrane - Laboratory Evaluation of 
Permeability, Physical and Mechanical Properties. 

PB-235 791/1GI 74-24 6L PC$3.25/MF$2.25 


A Study of Synthetic Polyeptides for Hemodialysis 
Membranes. 


PB-224 841/7GI 74-01 6L PC$5.25/MF$2.25 
KLEIN, F. J. 

Tactical Systems Analysis. 

AD-914 359/SGI 74-12 19F PC$7.50/MF$2.25 
KLEIN, G. 


Influence of Prednisoloneacetate on the DNA Synthes- 
is of Cells of Synovial Fluid in Patients with Chronic 


Polyarthritis. 
SGAE-2221 74-17 6A PC$4.00/MF$2.25 


KLEIN, G. P. 


Reprint: Absolute, enc cB Radiometers and Two 
Dimensional Arrays 
COM-74- 50963/9G1 74-25 14B_ Not available NTIS 


KLEIN, GERALD IRA 
— Suppression for Broadband Parametric Am- 


PATENT. 3609571 74-04 9E Not available NTIS 
KLEIN, GERALD P. 


Reprint: Dipole Moment of Water from Stark Mea- 
surements of H20, HDO, and D20. 
AD-772 308/3GI 74-05 7D Reprint 


Reprint: Dipole Moment of Water from Stark Mea- 
surements of H20, HDO, and D20. 
COM-74-S0040/6GI_ 74-06 7D Not available NTIS 


KLEIN, H. H. 


The Coherent Production of Energetic Electrons in 
Anomalous Reflection and Absoprtion of Intense 
Laser Light. 

AD-777 723/8GI 74-12 201 + PC$3.25/MF$2.25 


The Effect of Plasma Inhomogeneity on the Produc- 
tion of Energetic Electrons. 

AD-786 354/1GI 74-25 201 PC$3.25/MF$2.25 
The Effect of Trapping on the Saturation of the 


Raman Backscatter Instability. 
AD-777 677/6GI 7412 201 PC$3.25/MF$2.25 


Stimulated Compton Scattering and Self-Focusing in 

the Outer Regions of a Laser-Fusion Plasma. 

AD-778 992/8GI1 74-15 201 PC$3.25/MF$2.25 
KLEIN, JOSEPH H. 


Simultaneous Determination of Zinc, Lead, and Cad- 

mium Ion Concentrations in Contaminated Sea Water 

Using Direct Current Polarography. 

AD-777 097/7GI 74-12 7D PC$3.25/MF$2.25 
KLEIN, L. R. 


Analysis of Complex Elastic Structures by a Rayleigh- 
Ritz Component Modes Method Using Lagrange Mul- 
ti 5 

N74-30329/8GI 74-24 20K PC$8.75/MF$2.25 


KLEIN, M. 


Reprint: Recommendations for Data Compilations and 
for the Reporting of Measurements of the Thermal 
Conductivity of Gases. 

COM-74-50702/IGI 74-22 7D Not available NTIS 


KLEIN, M. B. 


Frequency Tuned CO2 Laser. 
AD-785 180/1GI 74-23 20E PC$S.25/MF$2.25 





KLEIN, RICHARD J. 


KLEIN, M. L. 
Computer Experiments on Solid Rare Gases: The 
Dynamical Structure Factor S (Rising Q, omega) 


Resonance. 
N74-10689/9GI 74-04 7D PC$3.25/MF$2.25 


Reprint: An Interatomic Potential for Ne2 Derived 
from Solid State Data. 
AD-774 521/9GI 74-08 7D Not available NTIS 


Reprint: Perturbation Theory of Anharmonic Crystals. 
AD-785 709/7GI 74-24 20L Not available NTIS 


KLEIN, MARK J. 
Ceramic Materials for Gas Turbine Environment. 


AD-774 268/7GI 74-08 11B PC$3.75/MFS$2.25 
Tungsten-Reinforced Oxidation-Resistant Columbium 
Alloys. 

AD-783 985/5GI 74-22 11D = PC$S.25/MF$2.25 


KLEIN, MARTIN 


Secondary Zinc-Oxygen Batteries. 
AD-771 961/0GI 7405 10C PC$3.75/MF$2.25 


KLEIN, MAX 


Tables of Collision Integrals and Second Virial Coeffi- 
cients for the (m, 6, 8) Intermolecular Potential Func- 


tion. 
COM-74-50641/1GI 
74-20 7D PC-GPO/MF$2.25-NTIS 
KLEIN, MILTON M. 
Reprint: Scattering of HF Radio Waves by Elliptical 


Electron-Density Distribution. 
AD-772 313/3GI 


KLEIN, N. W. 
Proteins in Growth Regulation During Early Develop- 


ment of the Chick Embryo. 
COO-3139-11 74-21 6P PC$7.50/MF$2.25 


Proteins in Growth Regulation During Early Develop- 
ment of the Chick Embryo. Progress Report, May 
1973--May 1974. 

COO-3139-12 74-21 6P PC$4.00/MF$2.25 


KLEIN, NATHAN 

Proton Pulse Radiolysis. 1. Techniques. 

AD-785 523/2GI 74-23 7E PC$3.25/MF$2.25 
KLEIN, P. D. 

Proceedings of the First International Conference on 

Stable Isotopes in Chemistry, Biology, and Medicine, 

May 9--11, 1973, Argonne, Illinois. 

CONF-730525- 74-06 7D PC$10.60/MF$2.25 
KLEIN, P. H. 

Information Storage in Photodichroic Crystals. 

AD-785 005/0GI 74-23 20L = PC$3.75/MF$2.25 
KLEIN, PAUL B. 


Reprint: Raman-Active Phonons in Aluminum, Galli- 

um, and Iron Garnets. 

AD-772 326/SGI 74-05 20B Reprint 

Reprint: Selective Resonant Enhancement in the Two- 

Phonon Raman Spectrum of Si and GaP. 

AD-783 147/2GI 74-20 20L Reprint 
KLEIN, R. 

The Effect of Helium-Neon, Helium-Nitrogen, and 

Helium-Carbon Gas Mixtures on Enclosed Gas Tur- 

bine Systems der Einfluss der Gasmischungen Helium- 

Neon, Helium-Stickstoff und Helium-Kohlendioxid 

Auf Geschlossene Gasturbinenanlagen. 

N74-31273/7GI 74-24 7D PC$8.50/MF$2.25 
KLEIN, R. E. 

Report on Committee on Data Acquisition Facilities 

for the 14UD Accelerator. Part 2. Adcs and Interfaces. 

ANU-P-5S66 74-06 20G PC$3.75/MF$2.25 
KLEIN, R. H. 

Analytical Design and Simulation Evaluation of an Ap- 

proach Flight Director System for a Jet STOL Air- 

craft. 

N74-22676/2GI 74-18 17G PC$4.75/MF$2.25 


Design of a Flight Director/Configuration Management 
System for Piloted STOL Approaches. 

N74-15715/7GI 74-10 1B PC$7.00/MF$2.25 

KLEIN, RALPH 

Cross Disproportionation of Alkyl Radicals. 
COM-74-50897/9GI_ 74-25 7C Not available NTIS 
Reprint: Preparation of Contiguous Chemisorbed 
Adlayers by Sequential Deposition and Surface Migra- 


74-05 20N Reprint 


COM-74-50735/1GI 74-21 7D Not available NTIS 
KLEIN, RICHARD H. 

Application of Manual Control Display Theory to the 

po gad of Flight Director Systems for STOL 

AD 796 895/3G1 74-25 1B PC$S.25/MF$2.25 
KLEIN, RICHARD J. 


The Evaluation of Systemic and Topically Ad- 
ministered Antiviral Compounds on the Prevention and 
Treatment of Experimentally Virus-Induced Skin In- 
fections in Animal Models. 


PA-581 





KLEIN, ROBERT D. 


PB-232 806/0G1 74-17 60 PC$3.75/MF$2.25 


KLEIN, ROBERT D. 


Certain Finite Difference Methods for the Solution of 
Large Scale Circulation Problem II. 
AD-775 076/3G1 7409 4A PC$7.50/MF$2.25 


KLEIN, SIDNEY 
China's Foreign Trade, 1950-1973: The American Con- 
tribution 
AD-779 363/1G1 74-15 SC PC$3.25/MF$2.25 
KLEIN, STUART M. 
An Organizational Analysis of the Personnel Function 


in the City of Cleveland. 
PB-234 711/0GI 74-22, SI PC$4.25/MF$2.25 
KLEIN, THEODORE J. 


Application of Acoustic Surface Wave Devices to Low 


Probability of Intercept Communications. 
AD-915 895/7GI 74-12 17B PCS3. 75/MF$2.25 
KLEIN, V. 


Evaluation of the Basic Performance Characteristics of 
an Instrumentation System. 
N74-17169/SGI 74-11 14B PC$3.75/MF$2.25 


KLEIN, W 
Action of 2, 4, 5-Te on DNA-Repair after Uv- or 
Tonizing Radiation. 
SGAE-2211 74-16 6R pew 00/MF$2.25 
Finite System Theory Finite Systemtheorie 
N74-25701/SGI 74-19 17B PCSS. 25/MF$2.25 
KLEIN, W. H. 


Study of the Biochemical Effects of lonizing and 
Nonionizing Radiation on Plant Metabolism During 
Development. Progress Report, September 1, 1973-- 
August 31, 1974. 

ORO-4241-4 74-21 6R PCS$6.50/MF$2.25 


KLEIN, W. J. 
Integrated Power/Attitude Control System (Ipacs) 


Study. Volume 2: Conceptual Designs 

N74-22707/SGI 74-18 10e PC$7.25/MF$2.25 
KLEINBERG, L. L. 

Ultra-Stable Oscillator with Complementary 


Transistors. 
PATENT-3 806 831 
KLEINDORFER, G. B. 

Discrete Optimal Control of Production Plans. 

AD-771 680/6GI 7405 SA PC$3.75/MF$2.25 
KLEINDORFER, P. R. 

Discrete Optimal Control of Production Plans. 

AD-771 680/6GI 74-05 SA PC$3.75/MF$2.25 
KLEINEBERG, GERD A. 


Application of GC Oriented Software to Mass Spec- 
trometric Thermal Analysis - Experiences With The 
Dupont 21-094 Data System, 

AD-770 991/8GI 7403 7D PC$3.25/MF$2.25 


Rapid Determination of Kinetic Parameters for the 
Thermal Degradation of High Polymers Utilizing a 


74-15 9A Not available NTIS 


Computerized Thermogravimetric Analyzer-Mass 
Spectrometer System, 
AD-770 767/2GI 7403 7D PC$3.25/MF$2.25 


Threshold Response of a Thermogravimetric Analyzer 
(TGA)-Mass Spectrometric (MS) System to Selected 
Degradation Products of Polymeric Materials, 

AD-771 610/3GI 74-04 7D PC$3.25/MF$2.25 


KLEINHUBER, U. 
Pharmacokinetic Studies of Sputum, Serum, and Urine 
Concentration of Gentamycin after Aerosol Inhalation- 


-Translation. 
AD-771 899/2GI 7405 60 PC$3.25/MF$2.25 
KLEINLEIN, RONALD L. 


The Vibrational Spectra and Structures of Organic 
Acids and Their Derivatives. 1. Bromoacetic Acid and 


Sodium Bromoacetate. 
AD-779 679/0GI 74-15 7D PC$3.75/MF$2.25 
KLEINMAN, A. J. 


Construction and Application of Representative 


Synthetic Workloads. . 
AD-769 865/7GI 74-02 9B PC$4.25/MF$2.25 
KLEINMAN, D. L. 


A Predictive Pilot Model for STOL Aircraft Landing 
N74-18796/4GI 74-13 SE PCS$S ‘ISIMFS®. 25 


KLEINMAN, LEONARD 


Bulk and Surface Properties of 
AD-776 018/4GI 74-10 OL PCS3.25/MF$2.25 


Reprint: Electronic Surface States on (III) Aluminum. 
AD-781 557/4GI 74-18 20L Reprint 


Reprint: Electronic Surface States on (110) Aluminum. 
AD-781 556/6GI 74-18 20L Reprint 


Reprint: Energy Bands for the (001) Surface of Alu- 


minum. 
AD-775 182/9GI 74-09 20L Reprint 


Reprint: Orbital-Symmetry Rules for Chemisorption. 
AD-781 083/1GI 74-17 7D Reprint 


PA-582 


KLEINMAN, R. E. 
Reprint: The Exterior Neumann Problem for the Helm- 


oltz Equation. 

AD-773 147/4G1 74-06 12A_ Reprint 
KLEINMAN, RALPH E. 

Rigorous Diffraction Theory 

AD-777 282/SGI 74-12 20N PC$3.25/MF$2.25 
KLEINMANN, D. E. 

Infrared Emission from the Southern H 2 Region H2-3. 

N73-32280/2G1 74-02 3B PC$3.25/MF$2.25 
KLEINROCK, LEONARD 

Computer Network Research. 

AD-769 706/3GI 74-01 9B PC$4.25/MF$2.25 
KLEINSCHMITT, DAVID 

Holo-Scanner Technique for Wideband Recording. 

AD-785 396/3GI 74-23 14E PC$4.25/MF$2.25 
KLEIR, R. 

Lv gga and Programs for Computer Software 


NIA 21831/4GI 74-17 9B PC$S.25/MF$2.25 
KLEIS, S. J. 
The Effect of Exit Conditions on the Development of 


an Axisymmetric Turbulent Free Jet. 
N74-25802/1GI 74-19 20D PC$7.25/MF$2.25 


Research on Free and Impinging Jets for the Develop- 
ment of STOL Aircraft. 
N74-19902/7GI 74-14 1A  PC$3.75/MF$2.25 


KLEITMAN, N. 
Contribution to the Study of Factors Controlling the 
Rate of Summation of Luminous Impressions from 
Unequal Surfaces (Retinal Heterogeneity). 
N73- 73-52017/8G1 74-02 SE PCS3. 75(/MF$2.25 


KLEMAS, V 
The Applications of Large Numbers of Pleasure Boats 
to Collect Synoptic Sea-Truth for ERTS-1 Overpasses, 
E74-10591 74-19 83 PC$3.25/MF$2.25 


Comparison of ERTS-1 and Skylab-EREP for Inter- 
disciplinary Coastal Investigations 
E74-10347 74-10 8F PC$3.25/MF$2.25 


Inventories of Delaware's Coastal Vegetation and 
Land-Use Utilizing Digital Processing of ERTS-1 


Imagery, 

E74-10590 74-19 8F PC$3.25/MF$2.25 
Mapping Coastal Vegetation, Land Use and Environ- 
mental Impact from ERTS-1: Report on Significant 


Results, 
E74-10069 74-02 8B PC$3.25/MF$2.25 


Mapping Coastal Vegetation, Land Use and Environ- 
mental Impact from ERTS-1: Report on Significant 


Results, 
E74-10132 74-05 8B PC$3.25/MF$2.25 


Monitoring Coastal Water Properties and Circulation 
from ERTS-1, 
E74-10133 74-04 8C PC$3.25/MF$2.25 


Monitoring Physical and Chemical Parameters of 
Delaware Bay Waters with an ERTS-1 Data Collection 
Platform, 

E74-10566 74-18 83 PC$3.25/MF$2.25 


Monitoring the Dispersion of Ocean Waste Disposal 
Plumes from ERTS-1 and Skylab, 
E74-10746 74-24 13B PC$3.25/MF$2.25 


A New Device for Acquiring Ground Truth on the Ab- 
sorption of Light by Turbid Waters, 
E74-10655 74-20 8H PC$3.25/MF$2.25 


cae: Suspended Sediment Observations from 
1 


ERTS-1. 
AD-773 054/2GI 74-06 8C Reprint 
Skylab and ERTS-1 Investigations of Coastal Land 


Use and Water Properties, 
E74-10745 74-24 8F PC$3.25/MF$2.25 


Skylab EREP Application to Ecological, Geological 


and Oceanographic a of Delaware Bay. 
E74-10204 8] PC$3.25/MF$2.25 


Skylab/EREP nepicaion to Ecological, Geological 
and Oceanographic Investigations of Delaware Bay. 
E74-10437 74-13 8C PCS$3. 2S/MES2. 25 
Tracking Air-Dropped Drogues and es from Aircraft 
in Support of ERTS-1 Circulation Studie: 
E74-10747 74-24 8C PCS3. 25/MF$2.25 
KLEMAS, VYTAUTAS 
Research in the Coastal and Oceanic Environment. 


AD-772 104/6GI 74-05 8C PC$3.75/MF$2.25 
KLEMENS, P. G. 

Reprint: Lattice Thermal Conductivity of Minerals at 
High Temperatures. 

AD-778 978/7GI 74-14 20L Reprint 
Reprint: Phonon Scattering by Impurity Platelet 
Precipitates in Diamond. 

AD-782 403/0GI 74-19 20L Reprint 


Reprint: Scattering of Rayleigh Waves by Surface De- 
fects. 


AD-777 324/SGI 74-12 20L Reprint 
Reprint: The Thermoelectric Power of a Metal in the 


Limit of High Purity and Low Temperature. 
AD-776 3GI 74-11 20L Reprint 
KLEMENS, PAUL G. 


Radiation Damage in Solids and Phonon Scattering. 
AD-775 516/8GI 74-09 20L PC$3.25/MF$2.25 


KLEMENT, A. W. JR. 
Terrestrial and Freshwater Radioecology. A Selected 


Bibliography. 

TID-3910(Suppl.9) 74-24 8H PC$S.45/MF$2.25 
KLEMENT, E. 

High Power Chemical Lasers Chemische Laser Hoher 

Leistung. 

N74-22182/1GI 74-17 20E PC$3.75/MF$2.25 
KLEMENT, G. 

High-Voltage Pulse Generator. 

IPP-4/114 74-24 18A PC$6.50/MF$2.25 


KLEMETSON, STANLEY L. 


Evaluating Water Reuse Alternatives in Water 
Resources Planning. 
PB-232 996/9GI 74-17 13B PC$S.75/MF$2.25 


KLEMM, F. 


The Development of Meteorological Observations in 
Franconia and Bavaria Up to 1700 die Entwicklung der 
Meteorologischen Beobachtungen in Franken und 


Bayern Bis 1700. 
N74-15333/9GI 74-09 4B PC$3.75/MF$2.25 


KLEMM, R. B. 


Absolute Rate Parameters for the es of Ground 
State Atomic Oxygen with Carbonyl Su 
N74-32574/7GI 74-246 7D Pcs. 75/MF$2.25 


Reprint: A Flash Photolysis-Resonance Fluorescence 

Kinetics Study of Ground-State Sulfur Atoms. II. Rate 

Parameters for Reaction of S(triplet P) With C2H4. 

COM-74-S0109/9GI 74-08 7D Not available NTIS 
KLEMM, W. A. 

Analytical Methods for Characterization of Fly Ash. 

IS-M-14 74-17 7D PC$4.25/MF$2.25 
KLEMPERER, W. G. 


Reprint: On the Use of Overlapping Spheres in the 
SCF X Alpha Scattered-Wave Method. 


AD-776 151/3GI 74-10 7D Reprint 
KLEMS, G. J. 

Internal Friction of Ferrous Martensites. 

COO-1676-29 74-11 20L PC$3.00/MF$2.25 
KLEMS, J. 


U.C. Davis High Energy Particle Physics Research. 

Annual Progress Report, February 1973--March 1974. 

UCD-34-P-191-6 74-21 20H PC$4.00/MF$2.25 
KLEPACZKO, J. 


Thermally Activated Flow and Strain Rate History Ef- 
fects for Some Polycrystalline FCC Metals. 
AD-781 222/SGI 74-18 I1F PC$3.75/MF$2.25 


KLEPEIS, JAMES E. 
Disk Geometry MHD Generator for High Voltage High 
Power Aircraft Requirements. 
AD-775 749/SGI 74-10 21C PC$S.25/MF$2.25 
KLEPIKOVA, N. V. 


Some Problems in the Theory of Aerosol Particle 
Setting from a Flow--Translation. 
AD-781 166/4GI 74-17 20D PC$4.25/MF$2.25 


KLEPPA, O. J. 
Reprint: High-Temperature Calorimetry in Metal + 
Hydrogen Systems |. Ta+H2 at 703 K. 
AD-770 895/1GI 74-03 7D Reprint 


Reprint: High Temperature Combustion co eegeaeal 
Il. Enthalpies of Formation of Vanadium Oxide 
AD-770 873/8GI 74-03 7D Reprint 


Reprint: Thermodynamics of Formation of Chromite 
Spinels. 
AD-770 876/1GI 
KLEPPER, B. 
Deposition of Airborne Particulates onto Plant Leaves. 


74-03 7D Reprint 


BNWL-SA-4945 74-25 6F PC$4.00/MF$2.25 

Iodine Uptake Patterns and Water Use by Several 

Crop Plants. 

BNWL-SA-S0S0 74-24 6F PC$4.00/MF$2.25 

Radioecology of lodine-129: An Interim Report. 

BNWL-1783 74-09 8H PCS$S.45/MF$2.25 
KLEPPER, E. L. 


Relative Quantity of Airborne Plutonium Deposited in 
the Respiratory Tract and on the Skin of Rats. 
BNWL-SA-4867 74-20 6R PC$4.00/MF$2.25 


KLEPPER, O. H. 


Siting Considerations for Future Offshore Nuclear 
Energy Stations. 
CONF-730427-2 74-02 181 PC$3.25/MF$2.25 








KLESNIL, M 
High Cycle Fatigue Life of Metals 
N74-28992/7GI 74-22 11F PC$3.25/MF$2.25 


High Cycle Plastic Stress-Strain Response of Metals. 
N74-28991/9GI 74-22 11F PC$3.25/MF$2.25 


KLESSMANN, H. 
Process Computer System: Computer-Aided Measure- 
ment Electronics. Tasks, Structures, Programming, and 
Applications of Process Computers in Measurement, 
Testing, and Experimental Techniques and in Labora- 


tory Automation. 
HMI-B-134 74-10 9B PC$12.00/MF$2.25 


KLETT, J. D. 
Augmented Research and Graduate Education in the 


Environmental Sciences. 
AD-775 340/3GI 7409 4A PC$4.75/MF$2.25 


KLEVALIN, V. A. 
Experimental Determination and Analysis of the 
Geometrical Distortions in the Pick-Up Tube of a 
Television System for Measuring Track CO-Ordinates 
in a Spark Chamber. 
CERN-Trans-73-5 74-04 18D PC$3.00/MF$2.25 


KLEVANS, E. H. 


Experimental and Theoretical Investigation of an Iner- 
tial, Electrostatic Confinement Device. Final Report, 
June 15, 1969--June 15, 1973. 

COO-3421-9 74-24 201 PC$6.75/MF$2.25 


KLEVANSKII, V. M. 


Afterburning of High-Temperature Products of In- 

complete Combustion in a Supersonic mg upon a 

Secondary Injection of Oxidizer--Translatio 

AD-779 623/8GI 74-15 21B PC$3 '25/MFS2. 25 
KLEWE-NEBENIUS, H. 


Systematic Experiments on Neutron Deficient Nuclei 
in the Region 50 Less Than or Equal to (N,Z) Less 


Than or Equal to 82. 
KFK-1768 74-15 20H PC$8.50/MF$2.25 
KLEY, W. 


Inverted Statistical Chopper Facility - Elastic and In- 
elastic —- Scattering Experiment: 


EUR-504 74-13 18D PCS4, 00/MF$2.25 
Pulsed Neutrons and Their Utilizatio 
EUR-5S046 74-18 18E "PCS6. 75/MF$2.25 


KLEYKAMP, H. 
Uo sub 2 --Puo sub 2 Fuel Pin Bundle Irradiation Dfr- 
350. Evaluation of the Post-Irradiation Examination 


Results. 
KFK-1960 74-25 18E PC$8.25/MF$2.25 


Uo sub 2 Puo sub 2 Fuel Pin Irradiation in Trefoil In- 
sert Dfr-304. Evaluation of the Investigation Results on 
Irradiated Fuel Rods. 

EURFNR-1151 74-23 18E PC$S5.45/MF$2.25 


Uo sub 2 --Puo sub 2 Fuel Pin Trefoil Irradiation Dfr- 

304. Evaluation of the Post-Irradiation Examination 

Results. 

KFK-1864 74-15 183 PC$7.75/MF$2.25 

Uo sub 2 --Puo sub 2 Fuel-Rod-Bundle Irradiation 

MOL-7A. Evaluation of the Investigation Results on 

the Irradiated Fuel Rods. 

KFK-1736 74-06 18) PC$8.75/MF$2.25 

Uo sub 2 --Puo sub 2 Fuel Rod Bundle Irradiation 

MOL-7A Evaluation of the Investigation Results on 

the Irradiated Fuels Rods. 

EURFNR-1113 74-13 18E PC$9.25/MF$2.25 
KLEYSTEUBER, W. K. 

Undulatory Conveyer Tests and Evaluation. 

PB-231 120/7GI 74-12 81 PC$3.25/MF$2.25 
KLICH, P. J. 

A Shuttle Development Flight Test Vehicle Study. 

N74-29292/1GI 74-22 22B ) =PC$3.75/MF$2.25 
KLICZEWSKI, S 


Simple Stabilizer of High Voltage Supply for a Fast 
Neutron Generator. 
INP-826 74-02 20G PC$3.00/MF$2.25 


KLIER, K. 
Hydrogen Adsorption and Diffusion, and Subcritical- 
yo one Growth in High-Strength Steels and Nickel Base 
ys. 
N74-32963/2GI 74-26 11F PC$6.25/MF$2.25 


KLIGER, HOWARD S. 
Development of Carbon Fiber - Resin Composite 
Materials for Advanced ABM Structures. 
AD-772 667/2G1 74-06 11D PC$7.00/MF$2.25 
KLIGERMAN, M. M. 


Biomedical Program Leading to Therapeutic Trials. 
LA-UR-74-77 74-13 6R PC$3.00/MF$2.25 


KLIGMAN, R. L. 


Scattering of Elec tic Radiation by Apertures 


tromagne'! 
VIII. The Normally Slotted Cylinder Theory 
74-25 20N PCS4_ 25/MF$2.25 


AD-786 727/8G1 


KLIKOFF, LIONEL G. 


Reprint: Sea Grasses at Khor Umaira, People's 
Democratic Republic of Yemen with Reference to 
Their Role in the Diet of the Green Turtle, ‘Chelonia 


rae 
COM-73-50437-04-13/GI 
74-08 6C (Order as COM-73-50437-04) 


KLIMA, EDWARD F. 


Electrical Trawl Net System. 
PATENT-3 483 649 74-09 6C Not available NTIS 


Reprint: In situ Experiments with Coastal Pelagic 
Fishes to Establish Design Criteria for Electrical Fish 
Harvesting Systems. 
COM-74-50282-03-04/GI 

74-25 6C (Order as COM-74-50282-03) 


KLIMA, JAMES E. 


48-Hour Test for Streptococcus Mutans in Plaque. 
PATENT-3 746 624 74-26 6M _ Not available NTIS 


Mobile Maintenance Facility (Dental). A Prototype 
Design for Dental Support for U.S. Navy and U.S. 


Marine Corps Personnel, 
AD-773 063/3GI 74-06 6E PC$4.25/MF$2.25 


KLIMA, R. 


Phase Transformations in Titanium Alloys. I. Contribu- 
tion to Study of Transformation Kinetics in Ti--6% al-- 
6% V--2% SN Alloy. 

CEA-R-4542 74-22 11F PC$6.25/MF$2.25 


KLIMAS, A. J. 
The Fokker-Planck Coefficient for Pitch-Angle Scatter- 
ing of Cosmic Rays. 
N74-13534/4GI 74-07 4A  PC$3.75/MF$2.25 


High-Energy Particles Associated with Solar Flares. 
N74-26276/7G1 74-19 3B PC$7.00/MF$2.25 


Mirroring within the Fokker-Planck Formulation of 
Cosmic Ray Pitch Angle Scattering in Homogeneous 


Magnetic Turbulence. 
N74-23356/0GI 74-18 3B PC$3.75/MF$2.25 


On the Theory of Large Amplitude Alfven Waves. 

N74-22825/SGI 74-18 4A PC$3.25/MF$2.25 
KLIMENKO, L. N. 

Effect of Alloying a Nickel Matrix with the Metal of 

Reinforcing Fibers on Structural Stability of Nickel- 

Tungsten and Nickel-Molybdenum Composite Materi- 

als--Translation. 

AD-783 746/1GI 74-21 11D PC$3.25/MF$2.25 


KLIMENKO, V. S. 
Plasma Reinforced Ceramic Coatings--Translation. 
AD-783 045/8GI 74-20 11C PC$3.25/MF$2.25 
KLIMENKO, V. V. 


The Effect of Dipine on Phenobarbital Induction of 
Cytochrome p-450 Induction and Stimulation of 
Mitotic Activity in the Hepatic Cells of the Rat. 

N74-13776/1GI 74-08 60 PC$3.25/MF$2.25 


KLIMKO, E. M. 
Optimal Search Strategies for Wiener Processes, 
AD-770 761/SGI 74-03 12A_ PC$3.25/MF$2.25 


KLIMKO, LAWRENCE A. 
Choice of Model for Reliability Studies and Related 


Topics. Il. 

AD-772 775/3G1 74-06 14D PC$4.25/MF$2.25 
Reprint: Maximum Likelihood Estimation with the 
Weibull Model. 

AD-780 481/8GI 74-16 12A Reprint 


KLIMKOV, YU. M. 


Optic Quantum Generators--Translation. 
AD-776 713/0GI 74-11 20E PC$13.00/MF$2.25 


KLIMKOVSKII, M. 


Some Neurodynamic Mechanisms of Memory 
PB-232 854-T/GI 74-17 SJ PCS3.25 25/MFS2. 25 


KLIMOVA, V. A. 
Corrosion and Protection of Seagoing Ships--Transla- 


tion. 
AD-787 290/6GI 74-26 11F PC$3.25/MF$2.25 


The Simultaneous Determination of Carbon, 
Hydrogen, Sulfur and Halogens (Odnovremennoe 
jolenie Ugleroda, Vodoroda, Sery i Galoidov), 
'-73-$8030 74-08 7D PC$3.25/MF$2.25 
KLIMYK, A. U. 


Saat Product of Semi-Simple Lie Group Representa- 


ITF.73-141-P 74-13 203 + PC$3.00/MF$2.25 


KLINCHUNCH, J. F. 


Micron Fast Reaction and High Temperature Opera- 
tion Development. 
AD-785 733/7GI 74-24 17G PC$5.25/MF$2.25 


KLINE, A. J. 
Capacitance Multiplier and Filter Synthesizing Net- 
ork. 


work. 
PATENT-3 831 117 74-26 9E Not available NTIS 








KLINGER, D. L. 


KLINE, B. W. 


Inventory of Current Energy Research and Develop- 


ment. 
ORNL-EIS-73-63(Vol.1) 
74-13 10A_ PC$33.75/MF$2.25 


Inventory of Current Energy Research and Develop- 
ment. 
ORNL-EIS-73-63(V ol.2) 

74-13 10A PC$30.75/MF$2.25 


Inventory of Current Energy Research and Develop- 
meat. lii. Indices. 
ORNL-EIS-73-63(V ol.3) 
74-13 10A  PC$22.25/MF$2.25 
KLINE, J. F. 
Incidence Loss for a Core Turbine Rotor Blade in a 


Two-Dimensional Cascade. 
N74-21397/6GI 74-15 21E PC$3.25/MF$2.25 


KLINE, MELVIN B. 


Proceedings: DOD Procurement Research Symposium 

(2nd). Procurement Problems. A Challenge for 

Procurement Research Held at Naval Postgraduate 

School, Monterey, California on 1, 2, and 3 May 1973, 

AD-775 326/2GI 74-09 SE PC$9.25/MF$2.25 
KLINE, RAYMOND M. 


A Computer-Directed System ond Measuring Distance 
between Edges in Optical Image 
AD-771 740/8GI 74.05 ‘OB PC$4.75/MF$2.25 


SAP: A Model for the Syntactic Analysis of Pictures. 

AD-771 739/0GI 74-05 9B PC$5.75/MF$2.25 
KLINE, S. J. 

A Method for Calculation of a Fully Stalled Flow. 

AD-783 303/1GI 74-20 20D PC$7.25/MF$2.25 
KLINE, STEVEN 


Aviation Cost Allocation Study: Aviation Safety Regu- 
lation Cost Allocation Study, 
PB-229 302/SGI 74-09 1B PC$7.00/MF$2.25 


Aviation Cost Allocation Study: National Transporta- 
tion Safety Board, 
PB-229 312/4GI 74-09 1B PC$3.75/MF$2.25 


KLINEBERG, J. M. 
The Numerical Calculation of Laminar Boundary- 


Layer Separation. 
N74-28759/0GI 74-22. 20D PC$S5.25/MF$2.25 
KLING, ROB 


FUZZY PLANNER: Computing Inexactness in a 
Procedural Problem-Solving Language 
PB-231 791/SGI 74-13 9B PCS$3.75/MF$2.25 


Who Needs a Person Centered Computer Technology. 

PB-231 858/2GI 74-13 9B PC$3.25/MF$2.25 
KLINGBERG, MARCUS A. 

An Epidemiologic and Immunologic Study of Bouton- 

neuse Fever in Israel. 

AD-784 363/4GI 
KLINGBERG, WANDA 


An Epidemiologic and Immunologic Study of Bouton- 

neuse Fever in Israel. 

AD-784 363/4GI 
KLINGBIEL, PAUL H. 


Multimillion Word Data Bases: A Preliminary Report. 
Volume |. 

AD-777 200/7GI 74-12 SG PC$12.00/MF$2.25 
Multimillion Word Data Bases: A Preliminary Report. 
Volume 2. 

AD-777 210/6GI 74-12 SG PC$13.00/MF$2.25 
Reprint: A Technique for Machine-Aided Indexing. 
AD-772 259/8GI 74-05 SB Reprint 


Reprint: Machine-Aided Indexing of Technical Litera- 

ture. 

AD-772 277/0GI 
KLINGEMAN, PETER C. 


Indications of Streambed Degradation in the Wil- 
lamette Valley. 
PB-227 248/201 74-07 8H PC$4.75/MF$2.25 


KLINGEN, T. J. 


Investigation of gamma-Ray Induced Polymer Forma- 
tion of the Carboranes. Annual — Report, 
November |, 1972--September 30, 197 

ORO-3781-10 74-06 7E Pcss. 25/MF$2.25 


KLINGER, ALLEN 


Natural Language, Linguistic Processing, and Speech 
Understanding: Recent Research and Future Goals, 


74-22 6E PC$3.75/MF$2.25 


74-22 6E PC$3.75/MF$2.25 


7405 SB Reprint 


AD-780 442/0GI 74-16 SG PC$4.25/MF$2.25 

Recent Work on Statistical Models and Computer 

Systems. 

AD-785 406/0GI 74-23 9B PC$3.75/MF$2.25 
KLINGER, D.L. 


Error Modeling of Precision Orientation Sensors in a 
Fixed Base Simulation. 
N74-31927/8GI 74-25 17G PC$7.2S/MF$2.25 


PA-583 


KLINGER, Q. G. 


Light Output of Semiconductor Laser Materials 
Excited by a Flash X-Ray Machine 


EGG-1183-2278 74-16 18D PC$4.00/MF$2.25 
KLINGER, R. 

Anisotropic Thermal Expansion and Compressibility of 

Black Phosphorus. 


CONF-731118-3 74-15 20L PC$3.00/MF$2.25 
KLINGERMAN, DAVID J. 


Fatigue Strength of Steel Beams with Welded Stif- 
feners and Attachments. 


PB-236 060/0GI 74-26 13B PC$4.75/MF$2.25 
KLINGMAN, D. 

eee Threaded Index Method for Network Op- 

AD-T4 035/0G1 74-08 12B PC$3.25/MF$2.25 


A Computational Study of the Effects of Problem 
—— on Solution Times for Transportation 


AD-774 031/9GI 74-08 12B PC$3 meena 25 


Explicit Solutions in Convex Goal Prog: 
AD-780 791/0GI 74-17 12B °PCS3. ‘1SIMES2 25 


Explicit Solutions in Convex Goal Prog 
AD-784 417/8GI 74-22 12B “PCs3 7S/MFS2. 25 


Implementation and Computational Comparisons of 
Primal, Dual and Primal-Dual mai Codes for 
Minimum Cost Network Flow Problem 

AD-769 677/6GI1 7401 12B PCs. 75/MF$2.25 


Implementation and Computational Study on an In- 
Core Out-of-Core Primal Network Code. 
AD-774 038/4G1 74-08 12B PC$3.75/MF$2.25 


New Advances in the Solution of Large-Scale Network 
and Network-Related Problems. 
AD-784 001/0GI 74-22 12B) PC$3.25/MF$2.25 


Past, Present and Future of Development, Computa- 
tional Efficiency, and Practical Use of Large Scale 
Transportation and Transhipment Computer Codes. 

AD-769 624/8GI 74-01 12B PC$3.25/MF$2.25 


Some Advanced Start Procedures for Manpower 
Planning in Goal Programming Models. 
AD-780 793/6GI 74-17 12B = PC$3.25/MF$2.25 


Static and Dynamic Biased Quadratic Multi-Attribute 
Assignment Models: Solutions and Equivalents. 
AD-783 070/6GI 74-20 12B PC$3.25/MF$2.25 


The Transportation Problem with Mixed Constraints. 
AD-774 034/3GI 74-08 12B PC$3.25/MF$2.25 


KLINGMAN, DARWIN 


An Advanced Dual Basic Feasible Solution for a Class 
of C itated Generalized Networks. 
AD- 142/9GI 74-15 12B PC$3. 25/MF$2.25 


The Computer Can Differentiate T. 
AD-783 076/3GI 74-20 2 "PCS3. 25/MF$2.25 


A Cottonpickin’ Cotton Ginning Problem. 
AD-783 074/8GI 74-20 12B PC$3.75/MF$2.25 


Finding Equivalent Network Formulations for Con- 
strained Network Problems. 
AD-774 030/1GI 74-08 12B PC$3.25/MF$2.25 


Finding Minimum Spanning Trees with a Fixed 
Number of Links at a Node. 
AD-779 141/1GI 74-15 12B PC$3.25/MF$2.25 


A Note on Computational Studies for Solving Trans- 
portation Problems. 


AD-769 625/5GI 74-01 12B PC$3.25/MF$2.25 
A Note on Exchanges in Matroid Base: 
AD-784 019/2GI 74-22. 12B “PCs. 25/MF$2.25 


KLINGMAN, E. E. II. 


Apparatus for Calibrating an Image Dissector Tube. 
PAT-APPL-448 325 74-12 9A  PC$3.25/MF$2.25 
KLINGMAN, PETER C. 


Oregon's Estuaries: Description and Information 
Sources for Oregon's Estuaries. 
PB-235 373/8GI 74-23 8H PC$8.50/MF$2.25 


KLINGO, V. V. t 


Modeling of Atmospheric Turbulent oe: above a 
Heterogenous Underlying Surface--Transla 
AD-779 171/8GI 74-15 4B PC$3.75 75/MFS2. 25 


KLINGS, MADELEINE 


Identification of Proteins Interacting at 
Plasma/Biomaterial Interfaces. a Relationship to 
Artificial Kidney Surfaces, and Ure 

PB-231 002/7GI 74-12 ras PCS. 25/MF$2.25 


KLINKER, F. 


Application of Microwave Techniques to the Measure- 
ment of the Position of a Fast Moving Piston in a Bar- 


rel. 

N74-32906/1GI 74-26 14B PC$3.75/MF$2.25 
KLIPPEL, H. T. 

Coupled Fast-Thermal Critical Facility Stek. 

RCN-209 74-21 18E PCS$S5.75/MF$2.25 


PA-584 


KLISENKO, G. A. 


A Presumably New Arbovirus ‘Tulenity’ (seal) Isolated 

from Ixodes Putus Ticks Collected at a Seashore Bird 

Colony in the Okhotsk Sea--Translation. 

AD-784 307/1GI 74-22 6M PC$3.25/MF$2.25 
KLITGAARD, ROBERT E. 

Going Beyond the Mean in Educational Evaluation, 

AD-786 579/3GI 74-25 $3} PC$3.75/MF$2.25 
KLITGORD, K. D. 


Reprint: A Detailed Heat Flow, Topographic, and 
Magnetic paene creas the Galapagos Spreading 


Center at 86 deg. 
AD-774 621/7GI 74-08 83 Reprint 


Reprint: Fast Sea-Floor Spreading on the Chile Ridge. 
AD-771 567/SGI 74-04 83 Reprint 
Reprint: Magnetic Lineations Observed near the Ocean 
Floor and Possible Implications on the Geomagnetic 
Chronology of the Gilbert Epoch. 
AD-785 731/1GI 
KLIUCHAREY, A. P. 
Study of the Characteristics of a Linear Accelerator 
Operating in a Transformation-Wave Mode 
LA-tr-73-53 74-11 20G PC$3. 00/M F$2.25 
KLMELEVSKII, Y. M 


Mechanism of Muscle Relaxant Effect--Translation. 

AD-784 102/6GI 74-22 60 PC$3.25/MF$2.25 
KLOBUCHAR, J. A. 

An Atlas of the Midlatitude F-Region Response to 

Geomagnetic Storms. 

AD-778 069/SGI 74-13 4A PC$8.50/MF$2.25 

Reprint: Behavior of the lonospheric F Region during 

the Great Solar Flare of August 7, 1972. 

AD-776 039/0GI 74-10 4A_ Reprint 
KLOBUCHAR, JOHN A. 


Numerical Models of Total Electron Content over Eu- 
rope and the Mediterranean and Multi-station Scintilla- 


tion Comparisons. 
AD-771 190/6GI 74-04 4A PC$3.75/MF$2.25 


Reprint: Ionospheric Disturbances: Evidence for the 
Contraction of the Plasmasphere during Severe 
Geomagnetic Storms. 

AD-778 129/7GI 74-13 4A Reprint 
Seasonal and Diurnal Variations in the Total Electron 
Content of the Ionosphere at Invariant Latitude 54 


Degrees. 
AD-786 453/1GI 


KLOCHKO, G. A. 
Canal-Loop with Natural Circulation of the Coolant 
for Irradiation of Fuel Elements. 
FEI-433 74-25 18E PC$4.00/MF$2.25 
KLOCK, JOHN W. 
System for Biological Treatment of Sewage. 
PATENT-3 385 786 74-09 13B Not available NTIS 
KLOEPPEL, K 


Buckling of a Plate under a Uniform Line Load on 

One Side. 

N74-15623/3GI 
KLOEPPING, R. J. 


Scintillation Response of Lithium Fluoride. 
UCRL-51528 74-15 18D PC$9.25/MF$2.25 


KLOET, W. M. 


Meson Exchange Effects on the Charge Form Factors 
of the Tri-Nucleon System. Technical Report 74-043. 
ORO-4317-33 74-11 20H PC$3.00/MF$2.25 


KLOHN, KENNETH L. 
Transverse Propagation Constants in Dielectric 
Waveguides. 
AD-785 512/SGI 
KLONGLAN, GERALD E. 


Impact of Career Development Program Upon Coor- 
dinators. 

AD-771 762/2GI 74-05 1SC PC$S.25/MF$2.25 
Local Civil Defense Directors in Action: Personal, Or- 
ganizational and Interorganizational Resources. 
AD-785 846/7GI 74-24 SI PC$S.25/MF$2.25 


Local Civil Defense Directors in Action: Selection and 


Action. 
AD-785 845/9GI 74-24 SI PC$S.25/MF$2.25 


Problem Solution and Effectiveness: A Systems Analy- 


sis of Local Coordinators. 
AD-775 839/4GI 74-10 SI PC$4.75/MF$2.25 


Profiles on Effectiveness: A Systems Analysis. 

AD-773 041/9GI 74-06 SI PC$4.75/MFS$2.25 

Securing Community Resources for Social Action. 

AD-775 840/2GI 74-10 SK PC$4.25/MF$2.25 
KLONTZ, GEORGE W. 

Oral Immunization of Salmonids Against Furunculosis, 


and Allum-Precipitated Aeromonas Salmonicida An- 
tigenic Fraction Therefor. 


PATENT-3 492 400 = 74-07 6C_ Not available NTIS 


74-24 8G Reprint 


74-25 4A PC$3.75/MF$2.25 


74-09 20K PC$3.25/MF$2.25 


74-23 9A PC$3.75/MF$2.25 


Syllabus of Fish Health ae I. Fish Culture 
Methods. II. Fish Disease Diagnosis 
COM-74-10692/3GI 74-11 oC PC$7.50/MF$2.25 


KLOOSTER, S. A. 
Water Quality Determination by Photographic Analy- 


sis. 
N74-18817/8GI 
KLOPATEK, J. 


Environmental Status of the Lake Michigan Region. 
Volume 9. Soils of the Lake Michigan Drainage Basin: 
An Overview. 

ANLI/ES-40(V 01.9) 74-24 13M PC$4.00/MF$2.25 


KLOPCIC, J. TERRENCE 


A Highly Responsive, Ferroelectric-Sensed Calorime- 
ter for Neutron Energy Deposition, 
AD-769 714/7GI 74-01 18D PC$3.75/MF$2.25 


KLOPFENSTEIN, REX C. 


Summary of an Automated ee System for De- 
mand Responsive Public Transportatio 
PB-232 419/2GI 74-15 13B PCS3. 75/MF$2.25 


KLOPFER, G. H. 


Constant Temperature Hot Wire Anemometry Data 
Reduction Procedure 
N74-28769/9GI 


KLOPP, GERALD A. 


Computer Aided Design in Drawing 
AD-784 624/9GI 74-22 8 PC$3.75/MF$2.25 


KLOSKO, S. M. 
The 1STH Order Resonance on the Decaying Orbit of 


Tetr-3. 
N73-33805/SGI 74-02 22C PC$3.75/MF$2.25 


Analyses for Precision Reduced Optical Observations 
from the International Satellite Geodesy Experiment 


(Isagex). 
74-07 8E PC$3.25/MF$2.25 


74-13 8H PC$3.25/MF$2.25 


74-22 20D PC$4.25/MF$2.25 


N74-13089/9GI 
KLOSKY, SIMON 


Selective Plugging of Gas-Injection Oil Wells in Oil 
Field Gas-Drive Projects. 
PATENT-2 808 886 74-10 81 Not available NTIS 


KLOSS, A. 1. 


Carbonate Impurities in the Active Masses of Nickel- 
Cadmium Batteries--Translation. 
AD-770 970/2GI 74-03 7D PC$3.25/MF$2.25 


KLOSS, M. 
The Direct Driving of Synchronous Generators by 
Large Scale Wind Electrical Power Generating Plants 
in Parallel Operation with a Synchronizing Network, 
Part 1. 
N74-15757/9GI 74-10 10B PC$3.75/MF$2.25 
High Powered Electrical Power Generation by Wind 


Motors. 
N74-15739/7GI 74-10 10B PC$3.25/MF$2.25 


Problems in the Electrical Equipment of Wind Power 

Plants. 

N74-15749/6GI 74-10 10B PC$3.75/MF$2.25 

Using Large Wind Power Plants to Directly Drive 

Synchronous Generators in Parallel Operation with a 

Governing Network. 

N74-15765/2GI 74-10 10B PC$3.25/MF$2.25 
KLUEBER, O. 

Joint Statistical Count of Free and Bound Electron 

States. 

IPP-IlI-t3 
KLUEH, R. L. 

Effect of Carbon on the Mechanical Properties of 2 1/4 

Cr--1 Mo Steel. 

ORNL-4922 74-06 11F PC$S5.45/MF$2.25 


Elevated-Temperature Tensile Strength and Micros- 
tructure of a Weld-Overlaid Type 304 Stainless Steel 


74-24 7D PC$4.25/MF$2.25 


Forging. 
CONF-740606-10 74-18 11F PC$5.00/MF$2.25 


Relationship Between Rupture Life and Creep Proper- 
ties of 2 1/4 Cr--1 Mo Steel. 
CONF-740606-9 74-20 LIF PC$4.50/MF$2.25 


KLUESS, PLUMA W. 
An Operational Index of System Response Capacity. 
COM-73-11968/7GI 7402 13B PC$3.25/MF$2.25 
KLUG, W 
The Structure of Atmospheric Turbulence Near the 
Earth’S Surface. 
N74-29105/SGI 
KLUGE, F.C. 
Anti-Derailment Sensor System. Phase I. Feasibility 
Study. 
PB-232 417/6GI 74-15 13G PC$7.25/MF$2.25 
KLUGE, H. 
Exp 238 Pu-Source of a Thermonuclide Battery for a 
Heart Pacemaker. 
PTB-ND-<4 74-16 18N PCS$S.00/MF$2.25 


74-22. 4B PC$3.25/MF$2.25 








KLUGMAN, LAWRENCE 


FHA Policies and the Baltimore City Housing Market. 
PB-233 592/SGI 74-18 13B PC$S.75/MF$2.25 


KLUMPAR, DAVID L. 


Analysis of Electron Data from the OV 1-13 Satellite. 
AD-777 870/7GI 74-13 4A  PC$3.25/MF$2.25 


KLUMPP, W 
Estoq: A Program for the Calculation of Primary 
Shock Sources for Avoidance of the Ray Effect in 
Two-Dimensional S sub N Calculations Estoq - Ein 
Programm Zur Berechnung von Erststossquellen Zur 
Vermeidung - Ray-Effekts bei Zweidimensionalen 


SN-Rechnungen 
N74-27219/: 74-20 20H PC$4.75/MF$2.25 


KLUNGNESS, JOHN H. 
Recycled Fiber Properties as Affected by Contami- 


nants and Removal Processes. 
AD-784 556/3GI 74-22 11L PC$3.25/MF$2.25 


KLUNKER, J. 
Calculation of exp 237 Np and exp 241 AM Absorption 
Rates in Reactor Irradiations. 
KFK-1917 74-21 20H PC$4.75/MF$2.25 


Determination of Fissile Material in Fuel Rods by the 
Slowing down Time Spectrometer. 
KFK-1879 74-12 7D PC$8.50/MF$2.25 


KLUTE, A 
An Experimental Study of Soil Water Flow Systems 


Involving Hysteresis 
PB-227 236/7GI 74-07 8H PC$S5.25/MF$2.25 


KLYACHKIN, A. L. 
The Influence of Bypass Turbojet Engine Parameters 
on the Technical-Economic See of Long- 
Range Passenger Aircraft--Translatio 
AD-769 316/1GI 7401 21E "Pcss .75/MF$2.25 
KLYACHKINA, A. L. 
Problem of the Application of Turbofan Engines in Air 
Transport. Methods of Increase in Efficiency of Tur- 


bofan Engine with High Bypass Ratios--Translation. 
AD-773 292/8GI 74-07 21E PC$6.25/MF$2.25 


KLYPIN, B. A. 


The Effects of Temperature on Mechanical Properties 
< mass Molybdenum and Tungsten Alloys--Transla- 


‘AD-776 $71/2G1 74-11 LIF PC$3.25/MF$2.25 


KLYUCH, V. E. 


The Problem of the Doses Absorbed in the Epithelium 
of the Upper Respiratory Tracts after Inhalation of 
Radon and Its Daughter Products (K Voprosu o 
Pogloshchennykh Dozakh y Epitelii Verkhnikh Dyk- 
hatelnykh Putei pri I ngaliatsionnom Vozdeistvii 
Radona i Ego Dochernikh Produktov), 

TT-73-S501 74-05 6R PC$3.25/MF$2.25 


KLYUCHAREYV, A. P. 


Technology of Preparation and Characteristics of Sil- 
icon--Lithium and Surface-Barrier Detectors of 
Nuclear Emissions. 

KHFTI-72-15 74-06 18D PC$3.50/MF$2.25 


KLYUCHAREV, B. V. 


The Early Results of Using Levorin in Patients with 
Prostatic Adenoma, 


PB-225 064/TGI 7401 60 PC$3.25/MF$2.25 
KLYUEV, M. M. 

Metallurgy of Electroslag Re-melting--T ranslation. 

AD-786 827/6GI 74-25 IF PC$S5.25/MF$2.25 
KLYUKIN, L. 1. 

Sound and the Sea, 

IPRS-62905 74-25 17A_ PC$7.50/MF$2.25 
KLYUKIN, L. M. 

Electron-Optical Converter--Translatio: 

AD-771 640/0GI 7405 17E PCS3 .25/MF$2.25 
KLYUKIN, N. K. 


Problems of Automation of the Control and Processing 

of Meteorological and Climatological Data--Transla- 

tion. 

AD-771 656/6GI 74-05 4B PC$3.75/MF$2.25 
KMETS, R. 


Investigation of Europium Compounds by Means of 
the Moessbauer Spectroscopy. 


INP-832 7407 20L = PC$3.00/MF$2.25 
KMETZ, A. R. 

Liquid Crystal Display Panel. 

AD-771 063/SGI 74-04 9E PC$3.25/MF$2.25 


Liquid Crystal Display Panel. 
AD-782 817/1GI 74-20 9E PC$3.75/MF$2.25 


Liquid Crystal Display Panel. 
AD-787 328/4GI 74-26 9E PC$4.25/MF$2.25 
KMIOTEK, E. H. 


pp on Kinase oo in Adult Tissues and Eggs 
Rana Pipiens. Iii. Comparative Studies on the Pro- 


Perties of the Different Isozymes. 
74-18 6A PC$S.25/MF$2.25 


COO-1631-49 


KNABEL, S. J. 


Process Design and Cost Estimate for a 258 Billion 
BTU/Day Pipeline Gas Plant - Hydrogasification Using 
Synthesis Gas — by Electrothermal Gasifica- 


tion of Spent C 
PB-235 sor 74-23 7A PC$3.75/MF$2.25 
KNABLE, N. 


Safety and Automatic Train Control for Rail Rapid 

Transit Systems. 

PB-235 492/6GI 74-24 13F PC$8.50/MF$2.25 
KNAGGS, ERIC H. 

Reprint: Maturation and Growth of Pacific Mackerel, 


‘Scomber j pois houttuyn’. 
COM-74-10052/0GI 74-05 6C Reprint 


KNAK, JAMES L. 
Power Supply for 25mm Hybrid Image Intensifier 


Tube. 
AD-787 460/SGI 74-26 9A PC$3.25/MF$2.25 


KNAPIK, E. 
Investigation of a 90-Channel PB Glass Cherenkov 
Hodoscope. 
JINR-P1-7309 74-06 18D PC$3.00/MF$2.25 


KNAPP, CHARLES F. 
Human Limitations in Operation of Aerospace 
Systems: Circulatory Regulation during Combined 


Flight Stresses. 
AD-777 218/9GI 74-12 6S PC$8.50/MF$2.25 


KNAPP, D. O. 
Reprint: Double Modulation Atomic Fluorescence 
Flame Spectrometry. 
AD-781 103/7GI 74-17 7D Reprint 
Reprint: On the Use of a Power Divider for Thermo- 
stated Electrodeless Discharge Lamps in Atomic 
Fluorescence Spectrometry. 
AD-781 104/SGI 74-17 14B Reprint 
Reprint: Simultaneous Multi-Element Atomic Emission 
Flame Spectrometry with an Image Vidicon Detector. 
AD-781 555/8GI 74-18 7D Reprint 


KNAPP, DEANNE E. 
The Benefits-To-Risks Ratio as a Factor in Drug Cho- 
ice by Physicians. 
PB-236 113/7GI 74-25 60 PC$4.75/MF$2.25 
Consumers and Medication. 
PB-232 172/7GI 74-15 60 PC$4.75/MF$2.25 
KNAPP, E. A. 


Meson Factories, pi Meson Delivery, ond pi Meson 
Dosimetry for Cancer Therapy. 


LA-UR-73-1832 74-11 20G PC$3.00/MF$2.25 
Possible Pion Sources for Radiotherapy 
LA-UR-73-1331 74-07 6E Pics .00/M F$2.25 


KNAPP, GILLIAN R. 
Radio Recombination Line Observation of the CII Re- 


gion NGC2023, 

AD-783 983/0GI 74-22 3B PC$3.75/MF$2.25 
KNAPP, M. R. 

Waterborne Debris in Marine Pollution Incidents. 

AD-786 568/6GI 74-25 13B PC$11.50/MF$2.25 
KNAPP, M. W. 


Electromagnetic Pulse Source Characteristics Experi- 
ment on an Underground Nuclear Event. 
UCRL-75148 74-10 18C PC$3.00/MF$2.25 


KNAPP, ROY M. 
The Development and Field Testing of a Basin 


Hydrology Simulator. 
PB-229 501/2GI 74-10 8H PC$7.25/MF$2.25 
KNASEL, T. M. 
Experimental Study of the Reaction pi exp - p Implies 
lambda K exp 0 at Beam Momenta Between 930 and 


1130 Mev/C. 
COO-1545-143 74-23 20H PC$S5.00/MF$2.25 


Inclusive Production of lambda exp 0 ‘S Using a 


Polarized Proton Beam. 
COO-1545-142 74-22 20H PC$4.00/MF$2.25 


Search for Structure in pi exp - p Implies lambda K 


Threshold. 
COO-1545-130 7402 20H PC$3.00/MF$2.25 
KNAUF, HENRY 


Evaluation of Explosives/Narcotics (EXNARC) Detec- 


tion Dogs. 

AD-787 308/6GI 74-26 6C PC$3.25/MF$2.25 
KNAUF, JACK W. 

Method and Apparatus for Producing Orthophotoplans. 

PATENT-3 785 731 74-07 8B Not available NTIS 
KNAUF, JACK WILLIAM 

Stereo-Image Alternator System. 

PATENT-3 464 766 74-09 8B Not available NTIS 
KNAUF, K. 

Power and Burnup at the Research and Measurement 

Reactor Braunschweig (Fmrb) of the Physikalisch- 

Technischen Bundesanstalt. 








KNIFFEN, D. A. 


PTB-FMRB-47 74-12 18E PC$3.S0/MF$2.25 
KNAUSENBERGER, GEORGE E. 
a Stabilized Accelerometer and Rate Gyro 


PATENT- 3.702078 74-07 17G Not available NTIS 
KNAUSS, D. 

Thermodynamic Analysis of Split-Turbine Concept. 

AD-775 910/3GI 74-10 21E PC$4.25/MF$2.25 
KNAUSS, W. G. 

Case Liner Bond Analysis. 

AD-780 642/S5GI 74-17 21H PC$11.S0/MF$2.25 

Failure Criteria for Viscoelastic Materials. 

N74-22532/7GI 74-17 20K PC$9.S0/MF$2.25 
KNAZEK, RICHARD A. 

Cell Culture on Semi-Permeable Tubular Membranes. 

PAT-APPL-441 445 74-15 6C PC$3.25/MF$2.25 
KNECHT, JACK 


Harbor Accessibility in the San Francisco Bay Area. A 
Study of its Function and Role in the Regional Trans- 
portation Plan. Volume II 

PB-230 356/8GI 74-11 13B PC$4.75/MF$2.25 


KNECHT, KATHY 


Forsyth County Youth Development Project of the 
North Carolina State Department of Social Services. 
PB-236 334/9GI 74-24 SK PC$3.25/MF$2.25 
KNEEBONE, C. H. 

An Evaluation of Selected Angular Momentum, Vortex 
Shedding and Orifice Cryogenic Flowmeters. 
COM-74-50430/9GI 

74-15 14B PC-GPO/MF$2.25-NTIS 


KNEIP, T. J. 


Design and Construction of a Detection System for 

Determination of Lead in Blood Using Low Energy X- 

Ray Fluorescence Analysis. 

COO-3040-1 74-26 7D PC$6.25/MF$2.25 
KNEISNER, CHERYL 


Handbook of Job Proficiency Criteria: A GLAC 
Research Report. 
PB-233 056/1GI 


KNEMEYER, S. 


Blended Manual-Automatic Control System. 
PAT-APPL-464 876 74-20 1C PC$3.25/MF$2.25 


Vertical Rate Reference Computer for Control of a 
VTOL or STOL Aircraft at a Constant Flight Path 


Angle. 
PAT-APPL-288 212 74-10 1D PC$3.75/MF$2.25 


KNEMEYER, SIEGFRIED 


Stability Augumentation System for Light Aircraft 
Providing Pilot Assist and Turn. 
PATENT-3 730 461 74-26 1C Not available NTIS 


Vertical Rate Reference Computer for Control of a 
VTOL or STOL Aircraft at a Constant Flight Path 


74-18 SI PC$4.75/MF$2.25 


Angle. 

PATENT-3 800 127 74-17 17G Not available NTIS 
KNEPPER, D. H. JR. 

Remote Sensing Aids Geologic Mapping. 

N73-32279/4G1 7402 8G PC$3.25/MF$2.25 
KNEPPER, DANIEL H. 


Geologic and Mineral and Water Resources Investiga- 
tions in Western Colorado Using ERTS-1 Data. 
E74-10330 74-10 8F PC$4.25/MFS$2.25 


Geologic Information from Satellite Images, 
E74-10507 74-16 8G PC$3.75/MFS2.25 


KNEPPRETH, NORWOOD P. 


Techniques for the Assessment of Worth. 
AD-784 629/8GI 74-22 12B PC$4.75/MF$2.25 


KNIBB, ROBERT R. 


A Weather Data Radio Telemetry System. 
COM-74-10533/9GI 7409 9F PC$3.75/MF$2.25 


KNICKLE, HAROLD N. 
Treatment of Wastewater from Fish and Shellfish 


Processing Plants. 

PB-235 925/5GI 74-24 13B PC$3.75/MF$2.25 
KNIFFEN, D. A. 

Celestial Diffuse gamma Radiation Above 30 Mev Ob- 

served by Sas-2. 

N73-33779/2GI 7402 3B PC$3.25/MF$2.25 


Gamma Radiation from the Crab Nebula Above 35 


Mev. 
N74-32241/3GI 74-25 3A PC$3.25/MF$2.25 
Sas-2 Observations of gamma Rays from the Galactic 


Plane. 
N73-33778/4GI 7402 3B PC$3.25/MF$2.25 


Sas-2 Observations of the High Energy gamma Radia- 
tion from the Vela Region. 
N74-18422/7GI 74-12 3B PC$3.25/MF$2.25 


PA-585 


KNIFFKI, K. D. 


Light Scattering on He-3/He-4 Mixtures in the 
Hydrodynamic and Critical Regions Lichtstreuung an 
He-3/He-4 Mischungen im Hydrodynamischen und 


Kritischen Bereich. 
N74-30110/2G1- 74-24 20M PC$4.75/MF$2.25 
KNIGHT, D. W. 


Advanced Reactivity ones Facilities. A 
Description and Performance Evaluatio 
IDO-17005 74-12 18E PCSS. 50/MF$2.25 


KNIGHT, F. D. 


Data Management for Scientific Modular Systems. 
DP-MS-72-65 74-02 9B PC$3.00/MF$2.25 


KNIGHT, GENE 


The Empirical Derivation of Equations for Predicting 
Subjective Textual Information. 
AD-786 427/5GI 74-25 53 PC$3.7S/MF$2.25 


KNIGHT, H. GARY 


Issues Before the (3rd), United Nations Conference on 
the Law of the Sea, 
COM-74-11023/0GI 74-15 SD Reprint 


Legal Impediments to the Use of Interstate Agree- 
ments in Coordinated Fisheries —— Programs: 
States in the N.M.F.S. Southeast Regio 
COM-73-11910/9GI 74-01 6C Css. 25/MF$2.25 


~ gag United States Oceans Policy: Perspective 
COM-74-10575/0GI 
KNIGHT, J. A. JR. 


Radiation Chemistry of Mono-Substituted Aromatic 
Compounds. Progress Report, 15 January 1973--15 


January 1974. 
74-13 7E PC$3.25/MF$2.25 


74-10 SD Reprint 


ORO-3519-15 
KNIGHT, J. D. 


Radiochemical Measurements on Kiwi-Bla. Summary 
Report. 


LA-2748 74-16 18N PC$7.75/MF$2.25 
KNIGHT, J. W. 

Two-Fluid Model of the Solar Corona. 

N74-27307/9GI 74-20 3B PC$3.25/MF$2.25 


KNIGHT, JOHN T. JR. 


Helicopter Downwash Data 
AD-780 754/8GI 74-17 1C_ PC$3.75/MF$2.25 


KNIGHT, KENNETH L. 
Effects of Salt Marsh Impoundments on Mosquito 


Population: 
PB-235 264/9G1 
KNIGHT, P. L 


Reprint: Spontaneous Emission Between Mirrors. 
AD-772 250/7G 74-05 20F Reprint 


KNIGHT, R. C. 
Attitudes and Preferences of Occupants of Military 
on Housing Communities. Volume I. Executive 
AD-777 769/1GI 74-12 SK PC$4.25/MF$2.25 
KNIGHT, R. E. 


Dynamics of Motorcycle Impact 1971-1973. Volume 1, 
Summary Report. Results of Crash Test Program and 
Computer Simulation. 

PB-226 592/4G1 74-05 13L PC$3.75/MF$2.25 


KNIGHT, R. G. 


Final Report for FY 1965 on Tungsten--Uranium Diox- 
ide Materials for NASA. Part I. Preparation of High 
Purity Uranium Oxide Powders. Part II. Cladding and 


74-23 6F PC$4.75/MF$2.25 


Joining of Tungsten Cermets by Plasma Spraying. Part 

Ill. = ating of Uranium Dioxide Particles. 

K-164 74-07 183) PC$7.75/MF$2.25 
KNIGHT, R. J. 


Concept for a Satellite-Based Advanced Air Traffic 
Management System. Volume VIII. Operational Logic 
Flow Diagrams for a Generic Advanced Air Traffic 
Management System. 


PB-234 271/SGI 74-20 17G PC$7.00/MF$2.25 
KNIGHT, R. L. % 

Electromagnetic Pulse Environment Studies. 

AD-780 939/SGI 74-17 18C =PC$5.25/MF$2.25 


KNIGHT, RICHARD I. 
Electron Beam Semiconductor High Current Video 
Pulser 


AD-783 435/1GI 74-20 9E PC$3.25/MF$2.25 
KNIGHT, ROBERT L. 

Conjoint so sped Estimation for Residential Land 

Use Policy Evaluation, 

AD-786 s85/0GI 74-25 13B PC$3.75/MF$2.25 
KNIGHT, W. E. 


Cleaning and Corrosion Control of Avionics Equip- 
ment at All Levels of Maintenance. 
AD-784 975/SGI 74-23. 1C =PC$3.25/MF$2.25 


KNIGHT, WILLIAM 
Oil-on-Water Sensor. 


PA- 586 


AD-784 104/2GI 74-22 17E PC$7.25/MF$2.25 
KNILL, G. 

Thermal Diffusion of Lithium into High Purity Single 

Crystal Silicon. 

AERE-R-6935 74-09 18D PC$3.00/MF$2.25 


KNISELEY, R. M. 
Cooperative Group to Study Localization of 


Radiopharmaceuticals. 
ORAU-118 74-02 60 PC$4.00/MF$2.25 


KNISELEY, R. N. 


Analytical Applications of Inductively Coupled 
Plasma-Optical Emission Spectroscopy. 
IS-T-626 74-12 7D PC$6.50/MF$2.25 


KNITTEL, G 
Routine Method for the Analytical Determination of 
the Fluoride Content of Purex Process Solutions. 
KFK-1678 74-06 7B PC$3.25/MF$2.25 
KNITTEL, GEORGE H. 
Reprint: The Analysis and Design of Dual-Polarization 
Square-Waveguide Phased Arrays. 
AD-777 621/4GI 
KNITTEL, M. R. 
Small, Low-Frequency, Electro-Mechanical Projector 
Design and Analysis. 
AD-769 214/8GI 74-01 9A PC$3.75/MF$2.25 
KNITTEL, MAX R. 


A Finite-Element Approach to the Analysis of Tangen- 
tially Polarized Piezoelectric-Ceramic Free-Flooded 
Cylinder Transducers. 

AD-783 031/8GI 74-20 9A PC$4.25/MF$2.25 


Underwater Multiple Scattering of Light for System 
Designers. Part I. An Exponential Multiple-Scattering 
Mode. Part I. Evaluation of the Exponential Multiple- 


Scattering Mode’ 
74-04 20F PC$S5.25/MF$2.25 


74-12 9E Reprint 


1. 
AD-771 357/1GI 


KNITTLE, R. C. 
Acoustic Velocity Correlator. 
AD-785 729/SGI 74-24 171 PC$3.75/MF$2.25 


KNOBEL, YU. A. 


Thermochemistry of Nitro Compounds, 
TT-73-53054 74-13 7D PC$8.50/MF$2.25 


KNOBLACH, W.C. 


Hearing Protection of Earmuffs Worn over Eyeglasses. 

AD-785 386/4GI 74-23 6Q PC$3.75/MF$2.25 
KNOEBEL, D. H. 

Heat Transfer Laboratory of the Savannah River 

Laboratory. 

DP-1319 74-06 181 PC$4.00/MF$2.25 
KNOEFLER, NESTOR B. 


Flame Retardant-Smolder Resistant Multiple Density 

Cotton Batting Products. 

PAT-APPL-410 581 74-18 ILE PC$3.25/MF$2.25 
KNOEPFLER, NESTOR B. 


Vapor-Phase Reaction Apparatus for Treating Cellu- 

losic Textile Materials and Garments. 

PATENT-3 709 005 74-10 7A Not available NTIS 
KNOLL, ANDREW H. 

Late Pleistocene Evolution of the Collosphaerid 

‘Buccinosphaera invaginata’ Haeckel. 

PB-225 272/4GI 74-02 8A PC$3.75/MF$2.25 


Radiolaria as Paleoclimatic Indicators: Pleistocene Cli- 

matic Fluctuations in the Equatorial Pacific Ocean. 

PB-225 275/7GI 74-02 8A PC$3.75/MF$2.25 
KNOLL, CHARLES R. 


Flushing and Water Quality Characteristics of Small- 
Boat Marinas. 


PB-234 323/4GI 74-21 13B PC$4.25/MF$2.25 
KNOLL, G. F. 

Absolute Fission Cross-Section Measurements. 

COO-2025-4 74-11 20H PC$3.00/MF$2.25 
KNOLL, K. C. 


Reaction of High Salt Aqueous Plus Organic Waste 
with Soil. Interim Report. 
BNWL-CC-313 74-09 18G PC$3.00/MFS$2.25 


KNONOVALOV, B. 
Conversion with Space--Translation. 


AD-776 933/4GI 74-11 22A PC$3.25/MF$2.25 
KNOPF, F. W. 

Engagement Logic and System Specification and 

Validation. 

AD-915 241/4GI 74-12 1SC PC$3.25/MF$2.25 
oe ag Logic and System Specification and 
AD SIS 73 158/7GI 74-14 1SC PC$3.25/MF$2.25 

KNOPF, W. H. 
Aluminum Etchant Control Study. 
BDX-613-955 74-08 7D PC$3.00/MF$2.25 


KNOPP, JEROME 
Temporal Reference Line Holograms from a Water 


Surface. 
AD-778 482/0GI 74-14 20D PC$4.25/MF$2.25 


KNOPPIK, N 


Microstrip Disc Resonators. 
N74-31712/4GI 74-25 9E PC$3.75/MF$2.25 


KNORR, G. 
Existence and Stability of Strong Potential Double 


Layers. 
CO0-2059-35 74-22 4A PC$5.00/MF$2.25 


Numerical  pcrenn of the Vlasov Equation. 
COO-2059-25 74-02 201 PC$3.25/MF$2.25 


KNORR, G. E. 


Numerical and Analytical Investigation of Nonlinear 
Properties of the Vlasov Equation. Progress Report. 
COO-2059-37 74-22 201 + PC$4.00/MF$2.25 


KNORR, KLAUS 


Long Term Projections of Political and Military Power, 
AD-777 691/7GI 74-12 15D PC$7.S0/MF$2.25 


KNOTEK, M. L. 


Correlation Effects in Hopping Conduction: A Treat- 
ment in Terms of Multi-Electron Transitions, 
AD-769 839/2GI 74-02 20L PC$4.25/MF$2.25 


In-Situ Transport Measurements on Uhv Grown a-Ge 
Samples. 
SLA-73-7074 74-17 20L PC$4.00/MF$2.25 


Reprint: Application of Difference Equations to a 
Square Application of Difference Equations to a 
Square Hall Plate with Finite Interior Driving and Hall 
Electrodes. 

AD-770 659/1GI 74-03 20L Reprint 


Reprint: Thickness Dependence of Hopping Transport 
in Amorphous-Ge Films. 


AD-769 810/3GI 74-01 20L Reprint 
The Structure of the Pseudogap of a Ge, 
AD-770 095/8GI 74-02 20L PC$3.25/MF$2.25 


KNOTHE, K. 


Variational Principles of Elastostatics with Relaxed 
Continuity Requirements and Their Applicability to the 
Finite Element Method Variationsprinzipien der 
Elastostatik MIT Gelockerten Stetigkeitsforderungen 
und Ihre Verwendbarkeit im Rahmen der Methode der 
Finiten Elemente. 
N74-32360/1GI 
KNOTIK, K. 


Chemical and Electrochemical Methods aad Decon- 
solidation of Graphitic Reactor Fuel Bodie 
SGAE-2143 74-04 18) PCS3. 25/MF$2.25 


KNOTT, EUGENE F. 


The Computation of High Frequency Scattering. 
AD-772 737/3GI 74-06 20N PC$3.75/MF$2.25 


CW Measurements of Right Circular Cones, 
AD-769 976/2GI 74-02 171 PC$7.00/MF$2.25 


KNOTT, H. W. 


Magnetically Induced Lattice Distortions in the Neptu- 
nium Monopnictides. 
CONF-731104-7 


KNOTT, J. F. 


Relationship Between Critical Tensile Stress and Frac- 
ture Toughness in Mild Steel. 
COO-3084-20 74-02 11F PCS$3.50/MF$2.25 


KNOTT, J. M. 
Sediment Discharge in the Trinity River Basin, Califor- 


nia. 
PB-232 962/1GI 74-16 8H PC$4.25/MFS$2.25 
KNOTT, M. M. 
Determination of the Adequacy of Helmet Ventilation 
in a Prototype Navy MK-12 and the MK-5 Hard Hat 


Diving Apparatus. 

AD-784 984/7GI 74-23 6K PCS$3.75/MF$2.25 
KNOTT, PAUL R. 

Supersonic Jet Exhaust Noise Investigation. 

AD-786 467/1GI 74-25  20A PC$8.75/MFS$2.25 
KNOTT, R. A. 


Geology and Material Property Comparisons for the 


Middle Gust Test Sites. 
AD-778 163/6GI 74-13 8G PCS$3.75/MFS$2.25 


KNOTT, RANDY A. 
Effect of Loading Rate on the Stress-Strain Charac- 
teristics of a Clay Shale in Unconsolidated-Undrained 


Triaxial Compression. 

AD-771 926/3GI 74-05 8M PC$S5.75/MFS$2.25 

Material Property Investigation for Project MIDDLE 

GUST, Events IV and V. Report 1. Subsurface Ex- 

ploration and Laboratory Test Results, 

AD-771 920/6GI 7495S 18C PC$12.50/MFS$2.25 
KNOTT, ROGER L. 


Production of N5-Methyltetrahydrohomofolic Acid and 
Related Reduced Derivatives of Homofolic Acid. 


74-25 20K PC$4.25/MF$2.25 


74-06 20L PC$3.00/MFS$2.25 





— 





ER eR nek 


eee SORTA EP ES = 


PAT-APPL-498 187 


KNOTTER, F. RALPH 


Reprint: The Design of Near-Perfect Instrument Trans- 
formers of Simple and Inexpensive Construction. 
COM-74-S0888/8GI 74-24 9A Not available NTIS 


KNOTTS, LOUIS H. 


An Analysis of Polarization Data for Late-Type Giant 
and Supergiant Stars, 
AD-769 $10/9GI 74-01 3B PC$6.25/MF$2.25 


KNOUSE, STEPHEN B. 


Relationships Among an Individual Intelligence Test 
and Two Air Force Screening and Selection Tests. 
AD-781 033/6GI 74-17 53° PC$3.25/MF$2.25 


KNOWLES, C. E. 
Reprint: Salinity Determination from Use of CTD Sen- 


sors. 
COM-74-11595/7GI 
KNOWLES, CHARMIAN D. 


Alternative Programs: A Grapevine Survey, 
PB-229 728/1GI 74-11 SK PCS4. 25/MF$2.25 


KNOWLES, E. D. 


Nuclear EMP: Cable Shielding Effectiveness Testing. 
PEM-14 74-12. 9A PC$3.25/MF$2.25 


Nuclear EMP: Measuring Connector Shielding Effec- 
tiveness During Vibration. 
PEM-IS 74-12 18F PC$3.00/MF$2.25 


KNOWLES, H. B. 


Physics Input to Negative Pion Therapy. 
LA-5300-MS 74-02 6E PC$S.4S/MF$2.25 


KNOWLES, J. K. 


Reprint: On a Class of Conservation Laws in 
Linearized and Finite Elastostatics. 
AD-773 634/1GI 74-07 20L Reprint 


KNOWLES, JAMES C. 


Identification of Economically Distressed Areas. 
COM-73-12019/8GI 74-04 SC PC$4.75/MF$2.25 


KNOWLES, JAMES K. 
Finite-Deformation Analysis of the Elastostatic Field 
Near the Tip of a Crack: Reconsideration and Higher- 


Order Results. 
74-15 20K PC$4.25/MF$2.25 


74-25 7C PC$3.25/MF$2.25 


74-25 83 Reprint 


AD-779 072/8GI 


Reprint: On the Spatial Decay of Solutions of the Heat 
Equation. 
AD-773 635/8GI1 


KNOWLES, KNOWLEN F. 


Testing of Conformal Coating by Using a Ther- 
momechanical Test Method to Measure the Glass 
Transition (Tg) Property. 

AD-786 525/6GI 74-25 11C PC$4.25/MF$2.25 


KNOWLES, ROBERT C. 


Airline Industry Financial Analysis with Respect to 
Aircraft Noise Retrofit Programs 1972-1978. 
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and ress. 
UCRL-75644(Rev.1) 74-21 8H PC$4.75/MF$2.25 
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Numerical Simulation of the Transport and Diffusion 
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UCRL-S1530 74-16 8H PC$4.00/MF$2.25 
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Reprint: Specific Murine B-Cell Activation by 
Synthetic Single and Double Stranded Polynucleotides. 
AD-774 $42/5GI 74-08 6P Reprint 
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74-07 6E Reprint 
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KNYSH, A. I. 

Development of Wheat Varieties and Agricultural 

Equipment, 
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An Analytic Continuation of Propagators in a Particle 


Exchange Model. 
N74-10660/0GI 74-04 20H PC$3.25/MF$2.25 
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KEK-73-1 74-21 20G PC$4.00/MF$2.25 
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High-Tip-Speed, Low-Loading Transonic Fan Stage. 
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High-Tip-Speed, Low-Loading Transonic Fan Stage. 
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tion Processes. 
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an Iron-Free Magnetic Double-Lens Spectrometer. 

KFK-EXT-3-73-2 74-06 20H PC$S5.25/MF$2.25 
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Dispensor and Method of Use. 
PATENT-3 425 791 74-07 13B Not available NTIS 


KOBISK, E. H. 
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ter Materials. 
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Preparation, Testing, and Analysis of Zinc Diffusion 
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Numerical Calculations of Velocity and Pressure Dis- 
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Triangular Singularity in Partial-Wave Analysis of 
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74-22 7D Reprint 
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ITF-73-36-E 74-02 20H PC$4.00/MFS$2.25 
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ITF-74-53P 74-24 20H PC$4.00/MFS$2.25 
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FEI-385 74-10 20D PC$5.25/MF$2.25 
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FEI-418 74-25 20D PC$5.50/MF$2.25 
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FEI-417 74-25 20D PC$5.00/MF$2.25 
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SLAC-Trans-165 74-23 3B PC$4.00/MF$2.25 
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BUP-I1 74-17 7D PC$4.00/MF$2.25 

Scaling Law for Proton Ionization Cross Sections for 
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BUP-S9 74-16 7D PC$4.00/MF$2.25 
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BUP-S8 74-17 7D PC$4.25/MF$2.25 
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AD-771 140/1GI 74-04 1C PC$4.25/MF$2.25 
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KFK-EXT-3-73-3 74-08 20H PC$8.25/MF$2.25 
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Evaluation of the Cryofit Tube Joining System in 
Selected Plutonium Chemical Processing Solutions. 
RFP-2134 74-12 13E PC$4.00/MF$2.25 
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74-16 13B (Order as COM-74-11013) 


KOLPACK, RONALD L. 


Reprint: Santa Barbara Channel Region Revisited. 
COM-74-10254/2GI 7406 SD Reprint 


KOLPAKOV, A. A. 
Dependence of Pathomorphological Changes in the 
Gastric Mucosa on the Functional Condition of the 
Cortex and Subcortical Formations of the Brain 


N74-17845/0GI 74-12 6S PC$3.25/MF$2.25 


KOLPAKOV, A. YA. 
The Influence of Magnetic Field on Turbulent Flow 


with a Shift--Translation. 
AD-784 702/3GI 


KOLPAKOV, L. F. 


Data Gathering System on the Basis of Minicomputer 
in Investigation of Parameters Using a Proton 
Synchrotron. 
JINR-P9-7407 


KOLSKY, HERBERT 


The Mechanical Behavior of Plastics and Metals at 


High Rates of Loading. 
AD-783 442/7GI 74-20 LIL PC$3.75/MF$2.25 


KOLSRUD, GRETCHEN S. 
Diagrammatic Guide Signs for Use on Controlled Ac- 
cess Highways. Volume I. Recommendations for Dia- 


grammatic Guide Signs. 
PB-226 077/6GI 74-04 13B PC$4.25/MF$2.25 


Diagrammatic Guide Signs for Use on Controlled Ac- 
cess Highways. Volume III. Traffic Engineering 
Evaluation of Diagrammatic Guide Signs. Part 1. 
Technical Overview of the 1-495 (Capital Beltway)/I- 
70S Field Study. 

PB-226 078/4GI 74-04 13B PC$4.25/MF$2.25 


Diagrammatic Guide Signs for Use on Controlled Ac- 
cess Highways. Volume III. Traffic Engineering 
Evaluation of Diagrammatic Guide Signs. Part 2. The 
1-495 (Capital Beltway)/I-70S Field Study. 

PB-226 079/2GI 74-04 13B PC$10.00/MF$2.25 


Diagrammatic Guide Signs for Use on Controlled Ac- 
cess Highways. Volume III. Traffic Engineering 
Evaluation of Diagrammatic Guide Signs. Part 3. 
Synthesis and Conclusions. 

PB-226 080/0GI 74-04 13B PC$S.75/MF$2.25 
Diagrammatic Guide Signs for Use on Controlled Ac- 
cess Highways. Volume III. Traffic Engineering 
Evaluation of Diagrammatic Guide Signs. Appendixes 


A, B, and C to Part 2 
PB-226 081/8GI 13B PCS$8.75/MF$2.25 


KOLTSOV, V. P. 


The N2, a New Level--Translation. 
AD-783 659/6GI 74-21 14B PC$3.25/MF$2.25 


The Use of Various Contact Materials for Current Col- 

lection--Translation. 

AD-781 029/4GI 
KOLTUN, D. S. 

Nuclear Structure Theory. Annual Progress Report, 

October 1, 1972--September 30, 1973. 

COO-2171-21 74-02 20H PC$3.00/MF$2.25 

Nuclear Structure Theory. Annual Technical Progress 

Report, July 1, 1973--June 30, 1974. 

COO-2171-39 74-22 20H PC$4.00/MF$2.25 
KOLTUNOV, I. A. 

Estimation of Unknown Parameters Based on Experi- 

mental Data. 

KHFTI-73-2 
KOLTUNOV, M. A. 


Dynamics of Elastic Snapping--Translatio 
AD-778 514/0GI 74-14 20K PCS3. 25/MF$2.25 


74-22 20D PC$3.25/MF$2.25 


74-08 20G PC$3.00/MF$2.25 


74-04 


74-17 9A  PC$3.25/MF$2.25 


74-06 12A PC$3.00/MF$2.25 


KOLYADIN, V. I. 


Thermal Conductivity of Uranium Dioxide. 
18] PC$4.00/MF$2.25 


IAE-2227 74-11 





KOMAR,C.A. 


Analysis of Factors Influencing Fracture Initiation and 
Orientation in Oil Reservoir Sandstone. 
PB-228 738/1GI 74-09 81 PC$3.75/MF$2.25 


KOMAR, J. J. 


Electron Beam Analysis of the Properties of Molecular 
Nitrogen and Nitric Oxide in the AFFDL 2-Foot Elec- 
trogasdynamics Facility. 
AD-779 087/6GI 


KOMAR, PAUL D. 


Development and Erosion History of Bayocean Spit, 
Tillamook, Oregon, 
COM-74-10077/7GI 


KOMAREK, P. 
Cryogenics for Power Supply with Super-Conducting 


Magnets. 
JUL-956-TP 74-12 10B PC$18.50/MF$2.25 


Design of a Mhd Saddle Magnet for the Project Vegas 
Il 


74-18 7D PC$4.25/MF$2.25 


74-05 8C PC$6.25/MF$2.25 


JUL-984-TP 
KOMAROV, N. M. 
Measurement of Some Characteristics of a Steam- 


Liquid Stream in a Pipe at Pressure at 68.6 Bar. 
FEI-421 74-25 20D PC$8.25/MFS$2.25 


KOMAROYV, V. 
Gas Furnace Air Pre-Heater Device for 100 Automo- 


biles--Translation. 
AD-776 574/6GI 


KOMAROV, V. E. 


Ionic Activity in Molten Salts--Translation. 
AD-784 171/1GI 74-22. 7D PC$3.25/MF$2.25 


KOMAROYV, V. F. 
Effect of Organic Semiconductor Additives on the 


Thermal Decomposition of Barium Azide--Translation. 
AD-786 798/9GI 74-25 7B PC$3.25/MF$2.25 


KOMAROYV, V. I. 


Energy Dependence of the Cross Section of Fast Deu- 
teron Knock-out from Li, Be, and C by 380 to 665 
Mev Protons. 

JINR-P1-7352 74-08 20H PC$3.00/MF$2.25 


Spectra of Fast Helium-3, Tritium, and Helium-4 
Nuclei Produced in Interactions of 665 Mev Protons 
with Light Nuclei. 
JINR-P1-7784 


KOMAROYV, V. V. 


Determination of the Spin and Parity of the Level of 
the exp 12 C Nucleus (19.39 Mev) from the Analysis of 
the exp 11 B(P,3 alpha ) Reaction. 

JINR-P15-7705 74-15 20H PC$4.00/MF$2.25 


KOMASHCHENKO, V. N. 


Heterogeneous Solar Converters Based on Polycrystal- 

line Cadmium Sulfide and Selenide--Translation. 

AD-776 551/4GI 74-11 10B PC$3.25/MF$2.25 
KOMATSU, K. 


Dynamic Responses of the Structural Model with 
Built-Up Wings and a Fuselage (1). 
N74-22673/9GI 74-18 IC PC$3.75/MF$2.25 


KOMELJI, T. 


Damage to Vegetation when Exposed to Ozone and 

High Oxidant Concentrations. 

N74-15336/2GI 74-09 
KOMER, R. W. 


Bureaucracy Does Its Thing: Institutional Constraints 

on U.S.-GVN Performance in Vietnam, 

AD-770 405/9GI 74-02 SD Not available NTIS 
KOMINE, H. 


Development of Tunable Infrared Parametric Oscilla- 

tors and Coherent Tunable Source Spectroscopy. 

AD-777 131/4GI 74-12. 20F PC$4.25/MFS2.25 
KOMISSAROV, L. V. 


Experiments with Uranium--Water Lattices from the 
Fuel Elements of a Vver-1000 Reactor with Absorbing 


Elements. 
IAE-2183 74-04 18K PC$3.25/MF$2.25 


Measurement of Spectral Indices in a Uranium--Water 
Lattice with Fuel Elements of a Vver (Water Cooled 


Power Reactor). 
IAE-2242 74-08 18K PCS3.00/MFS2.25 


KOMMUNARSKAYA, A. D. 
Selection of the Griseofulvin Producer “Pen. nigricans 
Thom’ through the Action of Mutagenic Factors-- 
Translation. 
AD-778 681/7GI 


KOMOCHKOV, M. M. 
Shielding from the Neutrons Generated in Targets by 
Protons with the Energy from 25 to 400 Mev. 
JINR-P16-7335 74-09 20G PCS$3.00/MFS2.25 
KOMORI, R 


Brine Concentration by Electrodialysis, Phase II. 
PB-229 629/1GI 74-10 7A PCS7.25/MFS$2.25 


74-21 10B PC$6.25/MF$2.25 


74-11 13F PC$3.25/MF$2.25 


74-20 20H PC$4.25/MF$2.25 


13B PC$3.25/MF$2.25 


74-14 6M PCS3.25/MFS$2.25 









KONDRATYEV, K. Y. 


KOMOV, V. F. 
The Mechanism of Combustion Propagation in Certain 
Heterogeneous Systems after a Shock Wave--Transla- 


tion. 
AD-776 889/8GI 21B PC$3.25/MF$2.25 


KONAKH, N 

Electronics in Soviet Health Resorts. 

N74-14957/6GI 74-09 6B PC$3.25/MFS$2.25 
KONAREVSKIHL, A. A. 


Price List No. 45 for the Reappraisal of Specialized 
Communciations, Radio and Television Equipment as 
of | January 1973, 
IPRS-62920 


KONASHENOK, V.N. 
On the Problem of an Analytical Approximation of the 
Restructuring of the Distribution Spectrum of Drops of 
Clouds with an Active Influence on Them--Translation. 
AD-773 508/7GI 74-07 4B PC$3.25/MF$2.25 
KONCEN, RAYMOND E. 
Laser Image and Power Level Detector Having Ther- 
mographic Phosphor. 
PATENT-3 743 835 
KONCHESKY, J. L. 


Continuous Monitoring of Coal by a Neutron Moisture 
Meter. 
PB-225 276/5GI 


KONCHESKY, JAMES L. 


Rotary Particle Distributor for Minimizing Particle Size 
Segregation in a Bin. 
PATENT-3 576 262 


KONDO, A 


Reprint: Research for a Uniform Quality Grading 
System for Tires V. Effect of Environment on Tread 
Wear Rate. 


74-11 


74-24 17B PC$7.50/MF$2.25 


74-26 20F Not available NTIS 


74-04 81 


PC$3.25/MF$2.25 


74-07 131 Not available NTIS 


COM-73-S0916/8GI 74-01 13F Not available NTIS 
KONDO, H. 
Experimental Investigation of Two-Dimensional 


Cascade Performance with Blunt Trailing Edge Blade 
Sections at Transonic Inlet Mach Number Range. 


N74-10322/7GI 74-04 21E PC$4.25/MFS$2.25 
KONDO, S. 

Analytical Study on Failure Propagation Between Fuel 

Subassemblies. 

JAPFNR-130 74-13 181 PCS$4.00/MF$2.25 


Measurement of Flow around a Local Blockage in a 
Fuel Assembly. 


JAPFNR-150 74-21 181 + PCS$7.S0/MF$2.25 
KONDO, T. 
Metallurgical Modification of Austenitic Stainless 


Steels for Uses in Fbr, a Preliminary Survey 
JAPFNR-147 74-21 IF PCS6. SoImrs?. 2s 


KONDRASHEYV, S. Y. 


Study of Polarization of Light Scattered by Sea Water. 
N74-20321/7GI 74-14 83 PCS$3.25/MFS$2.25 


KONDRAT’EV, V. I. 
Calculation of the Bor-60 Reactor Assembly Cooling in 


a Gaseous Medium 
SRARI-P-176 PCS4.00/MF$2.25 
KONDRATENKOV, V. I. 


Investigating the Thermophysical Properties of Heat- 
Resistant Pyroceramic Coating--Translation. 
AD-778 590/0GI 74-14 11C PC$3.25/MFS2.25 


KONDRATEV, E. 
Means of Decreasing the Draft Resistance of Cultiva- 
tors (Puti Anizheniya Tyagogo Soprotivleniya Kultiva- 
torov), 
PB-232 147-T/GI 2C =PCS$3.25/MFS$2.25 
KONDRATEV, K. YA. 


Atmospheric Radiation Studies (Radiatsionne Iss- 
ledovaniya v Atmosfere), 
0 


74-02 181 


74-15 


TT-74-500 74-12 4A PCS$7.50/MF$2.25 
Radiation Characteristics of the Atmosphere and the 
Earth's Surface, 

TT-71-58003 74-12 4A  PCS$13.25/MFS$2.25 


Satellite Climatology--Translation. 

AD-773 498/1GI 74-07 4B PCS3.75/MFS2.25 
KONDRATEVA, I. 

Recent Petroleum Exploration in the USSR, 

IPRS-61591 74-12) 81 + PCS3.25/MFS$2.25 
KONDRATOVA, A. V. 

Modification of Convective Clouds by Jets--Transla- 

tion. 

AD-776 730/4GI 
KONDRATYEV, K. L. 

Garp Atlantic Tropical Experiment and Radiation Fac- 

tors in the Weather and Climate. 

N74-28074/4GI 74-20 4B PC$3.25/MFS$2.25 
KONDRATYEV, K. Y 


Advanced Results of the First Expedition after a Pro- 
gram of Complex Energy Experiments (Kenex-70). 


74-11 4B PCS$3.75/MFS$2.25 


PA-593 


KONDRATYEV, K. Y. 


N74-19969/6GI 74-14 4A PC$3.25/MF$2.25 
Certain Characteristics of the Fields of the Outgoing 
Thermal Radiation of the Venus and MARS At- 


mosphere. 
N74-20499/1GI 74-14 3B PC$3.25/MF$2.25 


Cosmic Distance Indication of the Natural Environ- 


ment. 
N74-19971/2GI 74-14 8F PC$3.25/MF$2.25 


Determination of Certain Characteristics of Soil Ac- 
cording to Microwave Radiation Data 
N74-19968/8GI 74-14 8M PC$3.25/MF$2.25 


Determination of Physical Characteristics of Surface 
Soil Layer According to Radio Thermal Emission. 
N74-19966/2GI 74-14 8M PC$3.25/M7$2.25 


The Meteorology of MARS. 
N74-20526/1GI 74-14 3B PC$4.25/MF$2.25 


Remote Detection of Pollution of Water Reservoirs 
and Phytoplankton by Optical Methods. 
N74-19970/4GI 74-14 13B  PC$3.25/MF$2.25 


Space Ecology (Based on Materials of 22D Interna- 
tional Congress on Astronautics. 
N74-19967 74-14 8F PC$3.25/MF$2.25 


Studies of the Environment from Space. 
N74-19044/8GI 74-13 8F PC$3.25/MF$2.25 


KONDRATYEYV, V. 5S. 


Aerospace Vehicles as Objects of Contro 
N74-25539/9GI 74-19 1A pes? 25/MF$2.25 


KONDRATYUK, V. L. 


Biological Activity of N-Monalkylamides of Alkyl 
Methylphosphonates--Translation. 
AD-784 165/3GI 74-22 6A PC$3.25/MF$2.25 


KONDRIKOV, B. N. 
— of Nitric and Nitrous Acid Esters--Trans- 


AD-770 890/2G1 
KONDROTAS, A 


The Role of Biologically Active Substances for the 
Development of Anaphliactic Shock--Translation. 
_  AD-787 351/6GI 74-26 6P PC$3.25/MF$2.25 
KONEGEN, RUDOLF R. 
Intervalometer for Parachute Flare Launcher. 
PATENT-3 745 877 74-09 19A Not available NTIS 
KONEN, DOLORES A. 
2-Hydroperoxycarboxylic Acids and their Preparation. 
PAT-APPL-348 554 74-13 7C PC$3.25/MF$2.25 
Protecting Ischemic Myocardium, Minimizing Infarct 
Size, and Enhancing Myocardial Repair. Myocardial 
Ischemia: Changes in Energy Conservation, and 
Specific Interventions Designed to Improve Cardiac 


Contratility. 
74-13 6E PC$4.75/MF$2.25 


7403 7D PC$3.25/MF$2.25 


PB-231 508/3GI 
KONEV, E. V. 


Combustion of Vegetative Materials Using Different 
Compositions of the Surrounding Medium--Translation. 
AD-770 468/7GI 74-02 21B PC$3.25/MF$2.25 


KONEV, YU. E. 
Actinomycetes from Arid Soils of Kyzyl-Kum Which 
from Antibiotics against Phytopathogenic Fungi-- 
Translation. 
AD-778 $74/4GI 74-14 6M PC$3.25/MF$2.25 


The Morphological and Biological aaa of 

‘Act Endus Gottlieb et al'--Translatio: 

AD-778 526/4GI 74-14 6M "PCS3. 25/MF$2.25 
KONG, J. A. 

Appendix to Theory of Radio-Frequency Inter- 

ferometry in Geophysical Subsurface Probing, Numeri- 


cal Results. 
N74-28887/9GI 74-22. 8M PC$11.25/MF$2.25 


Reprint: Comments on ‘Further Remarks on the Princi- 
ple of Virtual Power’. 
AD-785 760/0G 74-24 203 Reprint 


Surface Electrical Properties Experiment. Part 2: 


Theory of Radio-Frequency Interferometry in 

Geophysical Subsurface Probing. 

N74-28301/1GI 74-20 3B PC$S.75/MF$2.25 
KONGSOE, H. E. f 

Analysis of Feed Pump System: Improvements. 

RISO-M-1661 74-13. 181 PC$3.50/MF$2.25 


KONIGSBERT, ROBERT L. 


Myoelectrically Controlled Prothesis. 
PATENT-3 735 425 74-26 6L Not available NTIS 


KONIJN, PETER 


An Econometric Model of Minority Hiring Among 
Manufacturing Industries, 


PB-224 809/4GI 74-01 SI PC$4.75/MFS$2.25 
KONIN, A. D. 

Measurement of the Positive Muon Lifetime. 

JINR-P1-7892 74-21 20H PC$4.00/MF$2.25 


Multiwire Proportional Chamber for alpha-Spectro- 
graph. 


PA-594 


JINR-P13-7755 74-15 18D PC$4.00/MF$2.25 
KONINGSBERGER, ROSINE M. 

Hawaii's Floating City Development Program. Con- 

struction Site Selection. 

COM-74-11046/1GI 74-15 13B PC$4.25/MF$2.25 
KONISH, H. J. JR.. 

A Study of Fracture Phenomena in Fiber Composite 


Laminates. 
N73-33456/7G1 74-02 11D PC$S5.25/MF$2.25 


A Study of Fracture Phenomena in Fiber Composite 
Laminates. Volume II 


AD-771 796/0G1 “74-05 11D PC$S.75/MF$2.25 
KONISHCHEY, D. E. 


Geophysical Equipment and Measurements, 
JIPRS-62753 74-23. 8N PC$3.25/MF$2.25 


KONKS, V. A. 


Production of Ultracold Neutrons (Ucn) in a Stationa- 
ry Reactor Bbp-K. 
JINR-P3-7457 74-10 18E PC$3.00/MF$2.25 


KONNICK, P. J. 


MC2810 High-Voltage Connector Characteristics and 
Development Report. 
SLA-73-206 


KONO, KEISUKE 


New Ship Strength Research Laboratory of MHI 
Nagasaki Technical Institute. 
PB-233 042/1GI 74-16 133° PC$3.25/MF$2.25 


KONO, N 


Distortions of Sonic Boom Pressure Signature by 
Sound and Turbulence Interaction. 
N74-15405/SGI 74-09 20A PCS$3.75/MF$2.25 


KONONENKO, V. I. 


Four-Canal Svch Plasma Electromagnetic Emission. 
KHFTI-73-15 74-10 201 PC$3.00/MF$2.25 


KONONOV, A. M. 


poe oe of Soil by Equipment (Uplotnenie Pochvy 
‘egatami), 
8 2s 197-T/GI 74-01 2C PC$3.25/MF$2.25 


KONONOV, B. A. 


Energy Losses and Electron Paths in Single Crystals-- 
Translation. 
AD-772 015/4GI 


KONOPA, LEONARD J. 


Fish as a Household Menu Item. Attitudes of Con- 
sumers in Cuyahoga and Summit Counties, Ohio, 
COM-74-10914/1GI 74-13 6H PC$S5.75/MF$2.25 


Market Segmentation by AID (Automatic Interaction 
Detector) Analysis of Household Consumers of Fish in 
Cuyahoga and Summit Counties, Ohio, 

COM-74-11302/8GI 74-19 SC PC$5.25/MF$2.25 


A Marketing Communications and Physical Distribu- 
tion System to Provide the Midwest with Coastal Fish, 
COM-74-11466/1GI 74-22 SC PC$4.25/MF$2.25 


Reprint: Marketing Practices of Retailers Handling 
Fish in the Akron and Cleveland Areas. 
COM-73-50645-12-07/GI 

74-06 SC (Order as COM-73-50645-12) 


Reprint: Marketing Practices of Wholesalers Handling 
Fish in the Akron and Cleveland Areas. 
COM-73-50645-69-06/GI 

74-01 SC (Order as COM-73-50645-09) 


KONOPKIN, O. A. 


The Capacity of Man to Estimate Probability Charac- 
teristics of Alternative Stimuli--Translation 


74-04 9A PC$4.00/MF$2.25 


74-05 20L PC$3.25/MF$2.25 


AD-785 153/8GI 74-23 SA PCS4. 25/MF$2.25 
Psychological Problems in the Regulation of Activity, 
JPRS-61315 74-11 St PC$6.25/MF$2.25 


KONOTOP, V. A. 
— Waves in Axissymmetric Twisted Flows--Trans- 


latio’ 
AD-778 510/8GI 
KONOTOP, V. V. 


Analysis of the Operation of a Bank with Stored Ener- 
gy of 625 KJ in a Physical Model--Translation. 
AD-785 984/6GI 74-24 9E PC$3.25/MF$2.25 


KONOVALOV, B. 


Living on Another Planet. 
N74-15798/3GI 74-10 6F PCS$3.25/MF$2.25 


Mars in the Eyes of Geologists. 


74-14 20D PC$3.25/MF$2.25 


N74-22440/3GI 74-17 3B PC$3.25/MF$2.25 
Wind and Solar Power Engineering--Translation. 
AD-786 844/1GI 74-25 10A PC$3.25/MF$2.25 


KONOVALOV, B. K. 

Horizons in Space Biology and Medicine, 

IPRS-61600 74-13 6E PC$3.25/MFS$2.25 
KONOVALOV, B. S. 

Nature of the a sub 3 Meson. 

SLAC-Trans-163 74-14 20H PCS$3.25/MF$2.25 


KONOVALOV, V.G. 


Investigation of a Penning Discharge at Low Pressure. 
N74-22353/8GI 74-17 201 PC$3.25/MF$2.25 


KONOZENKO, I. D. 


State and Prospects of Radiation Physics of Semicon- 
ductors of A2B6 Compounds--Translation. 
AD-773 265/4GI 74-07 20L PC$3.25/MF$2.25 


KONRAD, WILLIAM L. 
The Parametric Radiator as a Wide-Band Calibration 


Source. 
AD-775 287/6GI 74-09 17A PC$3.25/MF$2.25 
KONRADI, A 


Reprint: Observations of Proton Spectra (1.0 < or = 
Ep < or = 300 kev) and Fluxes at the Plasmapause. 
COM-74-10243/5GI 74-06 4A Reprint 


KONSHIN, M. D. 
Use of a Panoramic Aerial Camera in Aerosurveying-- 
Translation. 
AD-784 162/0GI 74-22 8B PC$3.25/MFS$2.25 
KONSTANTINOV, B. P. 
Inhabited Space, Part 2. 
N74-32500/2GI 
KONSTANTINOV, K. M. 


Particular Features of the Structure and Decay of Un- 
— Beta-Solid Solutions of the Ti-V System--Trans- 


74-26 22A PC$7.00/MF$2.25 


AD. 770 462/0GI 74-02 11F PC$3.25/MF$2.25 
KONSTANTINOV, V. V. 


3,4-Benzpyrene Content in Skinless Frankfurters 
Produced on a continuous-flow Line--Translation. 
AD-785 978/8GI 74-24 6H PC$3.25/MF$2.25 


KONSTANTINOV, YU. O. 


Radioactive lodine in the Problem of Radiation Safety. 
AEC-tr-7536 74-23 8H PC$7.60/MF$2.25 


KONSTANTINOVA, L. A. 
Effect of DEAE-Dextran and Dimethylsulfoxide on 
the Results of Titration of Parainfluenza, Respiratory 
Syncytial and Rhinoviruses in Cell Cultures--Transla- 
tion. 
AD-777 001/9GI 74-11 6M PC$3.25/MF$2.25 
KONSTANTINOVSKAYA, L. A. 


Kuuzikh--A Valuable Food Product (Kuuziku--Tsennyi 
Pishchevoi Produkt), 
TT-72-51079 


KONTIS, ANGELO L. 
Analysis of Deflection-of-the-Vertical Inner-Zone 


74-08 6H PC$3.25/MF$2.25 


Methods. 

AD-776 225/SGI 
KONTOROV, D 

Introduction to Radar Systems Engineering--Transla- 


74-10 8E PC$4.75/MF$2.25 


tion. 

AD-771 077/SGI 74-04 171 PC$10.50/MFS$2.25 
KONTORSHCHIKOVA, O. M. 

Research in Agrometeorological Forecasting, 


JPRS-60549 74-04 2D PC$3.25/MFS$2.25 
KONVENT, G. 
pe og Excitations in Anharmonic Ferromagnetic 
rystal. 


TNR. P4-7145 
KONYA, KAZUO 


Reprint: Infrared Studies of Coordination Compounds 

Containing High Oxidation-State Metals. I. Diarsine 

Complexes. . 

AD-776 690/0GI 74-11 7D Reprint 
KONYAKHINA, S. S. 


The Generation of Nuclei of Cosmic Rays of Solar 


74-02 20L PC$3.25/MF$2.25 


Origin. 

N74-20458/7GI 
KONYGIN, N. V. 

Motor Transportation in Consumer Cooperatives-- 

Translation. 

AD-786 816/9G1 74-25 13F PC$7.50/MF$2.25 


KONYSBAEV, K. K. 


The Stress, Originating in the Soil during Its Interac- 
tion with a Working Tool (Napryazheniya, Voz- 
nikayushchie v Pochve pri ee Vzaimodeistvii s 
Rabochim Organom), 
PB-232 035-T/GI 


KONZ, S. 

Reprint: Personal Cooling with Dry Ice. 

AD-783 317/1GI 74-20 6P Reprint 
KONZ, S. A. 


Computer Simulation of Optimal Control of an In- 
tegratec Human Thermal System by Response Surface 
Methodology, 

PB-234 660/9GI 74-21 6Q PC$4.75/MFS$2.25 
Reprint: An Integrated Human Thermal System and Its 
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Cost Analysis of Avionics Equipment. 
AD-781 132/6GI 74-17 1C PCSS.75/MFS$2.25 
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AD-779 202/1GI 74-15 20K "css. 25/MF$2.25 
Large Bends in Plates Rectangular in Plan-View and in 
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Translation. 
AD-776 754/4GI 74-11 20K PC$3.25/MF$2.25 
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AD-782 554/0GI 74-19 20K PC$3.25/MF$2.25 


KORNUTA, KEITH A. 


Evaluation of Electric Pressure Fryers. 
AD-769 591/9GI 74-01 1SE PC$3.75/MF$2.25 


KORNYUSHIN, YU. V. 


Energy and Volume Changes in a Crystal Containing 
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AD-776 129/9GI 74-10 20L PC$3.25/MF$2.25 


KOROBAN, N. T. 
State-of-the-Art and Prospects of Magnetoelectric 
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Systems and Controllable Electrical Drives--Transla- 
tion. 
AD-773 893/3GI 
KOROBEINICHEV, O. P. 


On the Mechanism of Catalyst Action on the Com- 
bustion of Condensed Systems--Translation. 
AD-780 372/9GI 74-16 21B PC$3.25/MF$2.25 


KOROBKOVA, T. P. 
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KOROBOV, O. S. 


Phase Transformations During Thermal Treatment of 

Alloy VT18. 
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KOROL, E. 


A Production Line Diagnostic Station--Translation. 
AD-785 976/2GI 74-24 13F PC$3.25/MF$2.25 


KOROLEYV, V.I. 


Aerodynamics of Airfoils, 
IPRS-62363 74-20 20D PC$3.75/MF$2.25 


Motion of Vehicle with Lifting Airfoils over Rippled 
Water Surface, 
JPRS-62337 


KOROLEV, V.L. 


Measurement of Temperatures during haw Pyrolysis 
of Polymethy! Methacrylate--Translatio 
AD-770 946/2GI 7403 7D PCS3. 25/MF$2.25 


KOROLEYV, V. P. 


Determination of Mass Ablation in Heat-Shielded 
Materials According to the Data of Measurements of 
the Deformation of Loaded Shells--Translation. 

AD-783 449/2GI 74-20 16D PC$3.25/MF$2.25 


KORONKEVICH, V. P. 


Interferometer of a Laser Gravimeter--Translation. 
AD-778 556/1GI 74-14 8E PC$3.25/MF$2.25 


The Precision of Measurements 
Gravimeter--Translation. 
AD-778 544/7GI 


KOROP, B. V. 


The State and Prospectives of the Development of 
Tonal Telegraphy--Translation. 
AD-775 203/3GI 74-09 


KOROP, E. D. 


Acceleration of Ions by a Relativistic Electron Beam, 
IPRS-60651 74-04 201 PC$3.25/MF$2.25 


KOROSTELEV, P.G. 


Thermoelectric Properties of Arsenopyrites from Cer- 
tain Tin-Ore Deposits of the Komsomolsk Region-- 
Translation. 

AD-776 565/4GI 


KOROSTELEV, YU. A. 
— Break Indicator for a Turbomachine--Transla- 


AD-779 834/1G1 74-16 21E PC$4.25/MFS$2.25 


Contactless Measuring of Vibrations in the Rotor 
Blades of Turbines--Translation. 
AD-780 365/3GI 74-16 21E PC$3.25/MF$2.25 


KOROSTELOV, V.G. 


Convection Burning of Porous Explosives--Translation. 
AD-777 439/1GI 74-12 21B PC$3.25/MF$2.25 


KOROSTOFF, EDWARD 
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74-07 10B PC$3.25/MF$2.25 


74-24 13H = PC$3.25/MF$2.25 


74-19 20D PC$3.25/MF$2.25 
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74-14 8E PC$3.25/MF$2.25 


17B =PC$3.25/MF$2.25 
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KOROTKIKH, YU. G 


Investigation of the Reaction of a Spherical Shell to 
Power and Thermal Shock--Translation. 
AD-785 993/7GI 74-24 20K PC$3.25/MF$2.25 


Numerical Study of Dynamic Properties of Materials-- 
Translation. 
AD-778 509/0GI 


KOROTKIN, YU. S. 


Formation of Cyclotron Targets from Transplutonium 
and Rare-Earth Elements by Electrodeposition from 
Isobutyl Alcohol. 
JIN R-P6-7400 


KOROTKOV, A. I. 
Combustion of Mixed ‘Homogenized’ System--Transla- 


74-08 6P Reprint 
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74-08 20G PC$3.00/MF$2.25 
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AD-769 574/SGI 74-01 21B PC$3.25/MF$2.25 


Convection Burning of Porous Explosives--Translation. 
AD-777 439/1GI 74-12 21B PC$3.25/MF$2.25 


KOROTKOV, D. I. 


The Effect of Three Day Hypodynamia on Liver 
Function. 
N74-28566/9GI 


KOROTKOVA, G. I. 


Experimental Study of the Allergenic Action of Ortho- 
and Para-Nitrochlorobenzene--Translation. 
AD-773 903/0GI 74-07 6T PC$3.25/MF$2.25 


KOROVIN, YU. M. 
Corrosion in Narrow Gaps of Copper-Alloyed Stainless 


Steels--Translation. 
AD-778 385/SGI 74-14 LIF PC$3.25/MF$2.25 


Protection of Metals (Selected Translations)--Transla- 


tion. 

AD-777 422/7GI 
KORSAK, ANDREW J. 

Markov Models and Dynamic Analysis of ASW Effec- 
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AD-780 447/9GI 


KORSAK, K. 
Rough Terrain Ground Handling System for Helicop- 


ters. 
AD-778 758/3GI 


KORSHAK, V. V. 


Levoglucosan Polyethers, I. Polymerization of 
Levoglucosan and Its Ethers (Poliefiry Levoglyu- 
kozana. I. Polimerizatsiya Levoglyukozana i Ego 
Efirov), 

TT-71-51003 74-16 7C PC$3.25/MF$2.25 
Polybenzimidazoloxazoles - A New Class of Ther- 
moresistant Copolymers--Translation. 

AD-783 562/2GI 74-21 7C PC$3.25/MFS$2.25 
Successes in the Creation of Thermoresistant Polymers 
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Derivatives--Translation. 

AD-783 050/8GI 74-20 7C PC$3.75/MF$2.25 
Thermal Stability of Polyheteroarylenes--Translation. 
AD-786 035/6G1 74-24 7C PC$3.75/MFS$2.25 


KORSHUNOV, L. A. 


Synthesis of a Zirconium-Phosphate-Based lon 

Exchanger in Nitric Acid Solutions. 

SRARI-P-180 74-02 7B PC$3.00/MFS$2.25 
KORSMO, THOMAS BROCK 


A Study of the Presidential Internships in Science and 
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AD-782 323/0GI 
KORST, H. H. 
Side Vector Control Through Jet Wall Interactions in 
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AD-775 486/4GI 74-09 
KORSUNTSEV, I. G. 


Exhaust Cooling Tower--Translation. 
AD-770 436/4GI 7402 13M_ PCS$3.25/MFS$2.25 


KORTANEK, KENNETH O. 

Numerical Aspects of Pollution Abatement. 

PB-232 781/SGI 74-16 13B PC$3.25/MFS$2.25 
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74-22 6S PC$3.25/MF$2.25 


74-12 11F PC$3.25/MF$2.25 
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KORWAR, RAMESH M. 
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JINR-P1-7784 
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KOSEL, T. 
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KOSHELENKO, I. V. 
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KOSINA, Z. 

Investigation of gamma-Rays from the Radiative Cap- 
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AD-783 691/9GI 
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IAE-2309 74-25 7D PC$4.00/MF$2.25 
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KOSTKO, O. K. 
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ITF-74-12P 74-24 20L PC$4.50/MF$2.25 
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KOSTYRIN, YU. M. 
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Effect of Underground Explosions and Changes in 
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Seismic Waves during Underground Nuclear Explo- 
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AD-782 543/3GI 74-19 
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KOSYREV, YU. M. 


Method of Obtaining Geminate Bis-(Difluoroamino) 
Compound--Translation. 
AD-776 883/1GI 
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tions Based on Germanium and Cadmium and Zinc 
Selenides-- 


Translation. 

AD-771 406/6GI1 74-04 2L PC$3.25/MF$2.25 
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Stereoscopic Electron Microfractography of Cast Iron. 
PB-228 414/9GI 74-10 11F PC$3.25/MF$2.25 

KOTAS, P. 

Determination of Zn and Cu in the Periphery Nerves 
of Rats Suffering from Sulfur and Carbon Neuropathy. 
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KOTCH, M. A. 
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Method of Paper and lon-Exchange Chromatography-- 
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AD-786 804/5G 74-25 6P PC$3.25/MF$2.25 
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Technical Economic Analysis of the Enterprise Cost of 
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KOTLYAREVSKII, I. L. 
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Experience in Operating Titanium Equipment in a 
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AD-769 322/9GI 74-01 
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11F PC$3.25/MF$2.25 
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N74-26594/3GI 74-20 6S PC$3.75/MF$2.25 


Predicting Resistance to G-Forces by the Aid of a 
Decompression Functional Test. 
N74-30471/8GI 74-24 6S PC$3.25/MF$2.25 


KOTRAS, T. 
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AD-782 630/8GI 74-19 1C PC$4.75/MF$2.25 
KOTSEV, I. N. 

Belov Color Groups and the Magnetic Structure Clas- 

sification. 

JINR-P4-7513 74-12 20L PC$3.00/MF$2.25 

Methods of Color Symmetry and the Theory of 
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The Magnetic Interpretation of the Belov 
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KOTT, J. 
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Experiment with Special Fuel Assemblies. 
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KOTTENSTETTE, J. P. 
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KOTTER, JAMES I. 
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Fiber Distribution and Ribbon Forming Syste 
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Modulation Spectroscopy of Disordered Solids. 
AD-775 830/3GI 74-10 20L PC$4.25/MF$2.25 


KOTTLOWSKI, FRANK E. 


Geologic Analysis and Evaluation of ERTS-A Imagery 
for the State of New Mexico. 
E74-10314 74-09 


KOTTWITZ, D. 


Construction and Mode of Operation of the Electrical 
System of the General-Purpose Engineering Machine 


DOK (II)--Translation. 
AD-779 593/3GI 13F PC$3.25/MF$2.25 


KOTULA, BRUNO 5S. 


Precision Trimmer for an Encapsulated Specimen. 
PATENT-3 799 029 74-24 14B Not available NTIS 


KOTYRLO, G. K. 
Thermal Diagrams of Thermoelectrical Devices--Trans- 
lation. 
AD-787 420/9GI 
KOTZ, S. 
Extended Occupancy Probability Distribution Critical 


Points. 
AD-782 227/3GI 74-19 12A PC$3.75/MF$2.25 


Reprint: Extended and Multivariate Tukey Lambda 
Distributions. 

AD-778 676/7GI 74-14 12A_ Reprint 
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8G PC$3.25/MF$2.25 
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Physical Properties of the Powder Polyethylene 
Produced by  Radiation-Induced Polymerization 
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KOURI, D. J. 


Channel T and K Operators and the Heitler Damping 
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COO-3235-28 74-11 20H PC$3.00/MF$2.25 
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Soviet Material on Internal Wave Effects, No. 2, Oc- 
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cally Modified Protein Isolates for Use as Food In- 
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Microbial Degradation of Petroleum in Continental 
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The Dyadic Diffraction Coefficient for a Curved Edge. 
N74-28710/3GI 74-22 9E PC$4.75/MF$2.25 
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KOVACS, A 
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KOVAL, A. D. 
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Experimental Investigation of Local Heat Transfer 
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Reprint: Dispersion Curves for Surface Electromag- 


netic Waves with Damping. 
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KOWALSKI, DANIEL C. 
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KOWALSKI, EDWARD J. 
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COM-74-11624/SGI 74-25 6C PC$3.75/MF$2.25 

Calculation of Trawling Gear Drag, 

COM-74-11623/7GI 74-25 6C PC$4.25/MF$2.25 


Calculation of Trawling Gear-Trawler Interaction, 
COM-74-11590/8GI 74-25 6C PC$5.25/MF$2.25 


KOWALSKY, N. B. 
An Analysis of Pilot Error-Related Aircraft Accidents. 
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Dynamic Stabilization of NB sub 3 SN Tape Supercon- 
ductors. 

ORNL-TM-4391 74-06 20L PCS$3.00/MF$2.25 
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TOS: A Text Organizing System. Volume II. Appen- 
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KOZINER, V. B. 
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AD-787 671/7GI 
KOZLIK, LUDEK A. 
Optimization of SYSTRAN System. 
AD-777 850/9GI 74-13. SG PC$5.75/MF$2.25 
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The Thermodynamic Properties of Air--Translation. 
AD-784 838/SGI 74-23, 4A PC$3.25/MF$2.25 
KOZLOV, A. N. 
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Translation. 
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KOZLOV, G. L. 


Characteristics of Diffusers in Shock Tube--Transla- 
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AD-780 376/0GI 74-16 21E PC$3.25/MFS$2.25 
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Laser--Translation. 
AD-783 445/0GI 74-20 20E PC$3.25/MF$2.25 


Experimental Investigations of the Light Amplification 
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Light Amplification in a Pulsed Gas-Dynamic Laser 
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KOZLOV, L. V. 
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Heat Flow Distribution in the Outer Electrode in a 
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AD-774 402/2GI 74-08 201 PC$3.25/MFS2.25 


The Use of Plasma Accelerators in Technology--Trans- 


in Russian-English 


74-26 SG PC$5.75/MF$2.25 


74-05 7A PC$3.25/MF$2.25 


74-18 20E PC$3.25/MFS$2.25 


74-08 22A PC$10.25/MF$2.25 
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AD-785 483/9GI 74-23 14E PC$3.25/MF$2.25 
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KOZLOVA, T. V. 


Investigation of the Effect of Furacilin (Nitrofurazone) 
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Process of Griseofulvin Biosynthesis--Translation. 
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KOZLOVSKH, I. V. 
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tegration in Three-Nucleon Nuclei. 
ITF-74-44P 74-24 20H PC$4.25/MF$2.25 
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An Interpretation of the Observed Oxygen and 
Nitrogen Enhancements in Low Energy Cosmic Rays. 
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KOZLOVTSEVA, Z. I. 
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KOZLOWSKI, M. 


Energy Distributions of alpha Particles Emitted in the 
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INR-1468 74-06 20H PC$3.00/MF$2.25 
KOZLOWSKI, S. 
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KOZOL, EUGENE T. 
Dielectric Membrane Storage Display Tube. 
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KOZUBOVSKIL, S. F. 


The Hypercomp-80 TM System for Direct Modeling of 
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Autocorrelation and a Methods of Measuring 
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IPRS-62823 74-25 21C PC$3.75/MF$2.25 
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Functional Tests in the Study of Water-Salt Exchange 
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N74-11886/0GI 74-06 6S PC$3.25/MF$2.25 
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Mellin Poles and Structure Functions. 

ITF-73-165-P 74-16 20H PC$4.00/MF$2.25 
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ITF-73-43-P 74-02 20H PC$3.00/MF$2.25 
Some Features of Automodelity. 
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KRAAN, D. J. 

The Electronic Band Structure of Vanadium Oxide 
(Vo). 
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74-26 3B PC$3.75/MF$2.25 


74-10 7D PC$3.25/MF$2.25 


74-14 83 PC$3.75/MF$2.25 


74-05 9B PC$3.25/MF$2.25 
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74-24 PC$4.75/MF$2.25 
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PC$4.25/MF$2.25 
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Beschreibung des Satelliten Symphonie. 

N73-33113/4GI 74-02 22B PC$3.25/MF$2.25 
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KRAEMER, M. 
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KRAEMER, P. M. 


Biohazards Manual. 
LA-5267-M 74-14 63 PC$4.00/MF$2.25 
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LA-UR-73-1721 74-13 6C PC$3.00/MF$2.25 
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LA-UR-73-1722 74-13 6C PC$3.00/MF$2.25 


Chromosome G-Banding and DNA Constancy in 
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LA-UR-74-146 74-14 6C PC$3.50/MF$2.25 
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Classification and Genesis of Submarine Iron-Man- 
ganese Deposits, 
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KRAEPELIEN, T. 


Correlation Between the Deposition of exp 137 CS and 
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KRAEV, V. I. 


Economic Substantiation in the Design of Seagoing 
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KRAEVA, G. A. 
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IPRS-61252 7 6C PC$3.25/MF$2.25 


KRAFCIK, ROBERT J. 
An Analysis of Various Primer Vent Configurations in 
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AD-774 838/7GI 19A PC$3.75/MF$2.25 


KRAFT, AVRAM R. 


Reprint: The Relationship of Circulating Endogenous 
Endotoxin to Hemorrhagic Shock in the Baboon. 
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Development of Criteria for Printing Color Reconnais- 
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Under Dynamic Viewing Conditions. 

AD-781 123/SGI 74-17 14E PC$4.75/MF$2.25 


Prediction of Ta t Acquisition Performance of Aerial 
Observers and otointerpreters with and without 


Stereoscopic Aids. 

AD-781 122/7GI 17H = PCS$S5.25/MF$2.25 
KRAFT, EDWIN H. 

Develop, Fabricate and Test High Strength 

Directionally Sulidified Eutectic Alloys. 

AD-778 65S/1GI 74-14 11F PC$4.75/MF$2.25 
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The Behavior of Statistically Heterogeneous Ex- 
cavated Earth Slopes. 


74-14 20H PC$3.00/MF$2.25 
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PB-224 916/7GI 
KRAFT, M. L. 

Applicability of the Meyers Process for Chemical 

Desulfurization of Coal: Initial Survey of Fifteen 

be 252 083/661 74-14 21D PC$7.25/MF$2.25 
KRAFT, RICHARD 


Uniqueness and Existence for the Integral Equation of 
Interreflections. 
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KRAFT, SIDNEY 


Radar Altimeters for Automatic Landing Systems. 
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KRAFT, W 


Four Channel Miniature Transmitter for Transmitting 
Electroencephalograms from Small Animals. 
N74-26634/7GI 74-20 6L PC$3.25/MF$2.25 


KRAG, WILLIAM E. 


Electron Beam Induced Degradation in EBS Diodes. 
AD-780 $21/1GI 74-16 9A PC$4.25/MF$2.25 


Reprint: Schottky Barrier GaAs EBS Amplifier. 
AD-771 890/1GI 74-05 9A Reprint 


A Simple Technique for Recording Optical Signatures. 
AD-777 152/0GI 74-12 17H = PC$3.25/MF$2.25 


Visible Magnitude of Typical Satellites in Synchronous 
Orbits. 
74-23 22C =PC$3.75/MF$2.25 


74-02 8M PC$7.25/MF$2.25 
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KRAIMER, WILLIAM A. 


Farfield Extremely Low Frequency Propagation Mea- 
surements, May 72. 
AD-778 328/SGI 


KRAINOV, B. N. 


Susceptibility of Paramagnetic Copper-Nickel Alloys-- 
Translation. 
AD-771 687/1GI 


KRAISS, K. 


Text Representation by Strokewriting Textdarstellung 
Nach Dem Schreibstrahlverfahren. 
N74-11048/7GI 7405 9B PC$4.75/MF$2.25 


KRAJCINOVIC, D. 


Evaluation of Ex-Reactor Loading Event on High- 
Fluence Ebr-II Control-Rod Thimble SE3. 
ANL/EBR-68 74-09 181 PC$S.00/MFS$2.25 


KRAJEC, ANDREW C. 


Machine for Information Display and Simulation 
(MIDAS). 
AD-914 142/SGI 


KRAKOW, WILLIAM 


A High Resolution Electron Microscope Study of the 
Omega Transformation in Zr-Nb Alloys. 
AD-785 267/6GI 74-23 IF "Pcss. 75/MFS$2.25 


KRAKOWSKI, R.A. 


Aspects of theta Pinch Power Plant Development. 
CONF-731114-45 74-11 18A PC$3.00/MFS$2.25 


Comparative Analysis of D-T Fusion Reactor Radioac- 


tivity and Afterheat. 
LA-UR-74-629 74-20 18A PC$4.25/MFS$2.25 


Conceptual Design of a theta-Pinch Power Plant. 
CONF-731114-21 74-08 18A PC$3.00/MFS$2.25 


Ergonic Optimization and Parameter Study of the Rtpr 
Burn Cycle. 
18A PCS$4.00/MF$2.25 


74-13, 17B  PC$3.75/MF$2.25 


74-05 20L PC$3.25/MF$2.25 


74-23: YE PC$3.75/MF$2.25 


LA-UR-74-617 74-20 


Evaluation of Major Material Problems Anticipated for 
the Reference theta-Pinch Reactor (Rtpr). 
LA-UR-73-1653 74-10 118A PC$3.00/MFS$2.25 


Review of Sf{x/Ftr First-Wall Research and Develop- 


ment Program at Lasl. 
LA-UR-74-628 74-21 118A PCS$4.00/MFS$2.25 


Surface Effects at the First-Wall of the Reference 
theta-Pinch Reactor (Rtpr). 
LA-UR-74-42 74-14 18A PC$3.00/MFS$2.25 


Technological Assessment of the Reference theta- 


Pinch Reactor (Rtpr). 
LA-UR-74-870 74-22 18A PC$S5.00/MF$2.25 


Update of First-Wall Insulator Requirements for the 
Reference theta-Pinch Reactor (Rtpr). (A Summary 
Review of Material Reported Since April 1973). 

LA-UR-74-627 74-21 118A PCS$4.75/MF$2.25 


KRAL, S. F. 
Observation of Circulation in Rotating Superfluid Heli- 
um. 
COO-1 569-100 74-09 20M PC$10.25/MFS$2.25 
KRALL, ALBERT D. 
Progress Toward the Crosstie Memory, 
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AD-772 485/9GI 74-06 9B PC$4.25/MF$2.25 


Series Electrical, Parallel Thermal Gunn Devices. 
PATENT-3 697 831 74-01 9A Not available NTIS 


KRAMARENKO, V. A. 


Investigation of a 90-Channel PB Glass Cherenkov 
Hodoscope. 
JINR-P1-7309 74-06 18D PC$3.00/MF$2.25 


KRAMER, A 
Reprint: Effect of Temperature on Lipid Extraction 
3 — Properties of Fish Protein Concentrate 
COM.74-10349/0G1 
KRAMER, ANTHONY J. 
Self Normalizing Spectrum Analyzer and Signal Detec- 


74-07 6H Reprint 


tor. 

PATENT-3 815032 74-26 9E Not available NTIS 
KRAMER, D. 

Detection of Ceramic Surface Defects by Reflected 

Laser Light. 

SLA-74-186 74-24 11B PC$4.00/MF$2.25 

Effect of Neutron Irradiation on Types 316, 321, and 

Sandvik 12R72 Stainless Steels. 

AI-AEC-13130 74-25 11F PC$4.00/MF$2.25 
KRAMER, D. K. 

Contamination of Hybrid Microcircuit Mirrors by Ox- 

idized Tantalum. 

SLA-73-1019 


KRAMER, E. J. 


Study of the Interaction Between Magnetic Fluxoids 
and Crystal Defects in Type II Superconductors. 
COO-3169-17 74-09 20L PC$3.75/MF$2.25 


KRAMER, G. 


Absorption Corrections in a Mueller--Regge Analysis 
of Inclusive Photo- and Electroproduction 
DESY-74-6 74-18 20H Pcss .00/MF$2.25 


Effective Range Expansion for Electron--Neutrino and 
Electron--Antineutrino Scattering. 

DESY-73-55 74-18 20H PC$3.75/MF$2.25 
Inclusive Photo- and Electroproduction of Pions in the 
Triple Regge Region. 

DESY-73-35 74-08 20H PC$4.00/MF$2.25 
Quasi-Three-Body E exp + E exp - Annihilation. 
DESY-73-64 74-16 20H PC$S.75/MF$2.25 


Stichel Relations in the Mueller--Regge Theory of In- 
clusive Photo- and Electroproduction. 
DESY-74/25 74-25 20H PC$4.75/MF$2.25 


T-Channel Selection Principles for Electroproduction 
of Pions. 
DESY-73-38 


KRAMER, GERALD H. 


Reprint: On a Class of Equilibrium Conditions for 
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AD-775 335/3GI 74-09 12B Reprint 
KRAM £R, GLORIA 


Methods for Predicting Job-Ability Requirements: II. 
Ability Requirements as a Function of Changes in the 
Characteristics of an Electronic Fault-F inding task. 

AD-785 868/1GI 74-24 SJ} PC$4.75/MF$2.25 


KRAMER, H. A. 


Study of the Effects of a Disaster at Grand Coulee 
Dam Upon the Hanford Works 


74-10 9E PC$3.00/MF$2.25 


74-09 20H PC$3.00/MF$2.25 


HW-15882 74-12 8H PC$3.00/MF$2.25 
KRAMER, I. R. 

The Influence of Environment on Crack Behavior. 

AD-783 337/9GI 74-20 11F PC$3.25/MF$2.25 


KRAMER, IRVIN R. 


Effect of Vacuum Environment on Mechanical 
Behavior. 


AD-778 484/6GI 74-14 11F PC$4.25/MF$2.25 
KRAMER, J. J. 

CdS Solar Cell Development, 

PB-236 245/7GI 74-26 10B PC$3.75/MF$2.25 
KRAMER, J. L. 4 


An Analytical Study of Reduced-Gravity Propellant 


Settling. 
N74-19390/SGI 74-13 211 PC$4.25/MF$2.25 
KRAMER, JOHN P. 


Muscoid-Fly Octosporeosis. 
AD-785 871/SGI 74-24 6F PC$3.25/MF$2.25 


KRAMER, K. H. 


Powder Metallurgical Production of High-Temperature- 
Resistant, Dispersion-Hardened, Temperable Nickel- 
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N74-32964/0GI 74-26 11F PC$3.25/MFS$2.25 


KRAMER, L. 
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CONF-730907-16 


74-12 6R PC$3.00/MFS2.25 
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KRAMER, MARC 
Industrial Chemicals Solid Waste Generation. The Sig- 
nec of oe Change, Resource Recovery, and 
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KRAMER, MARC P. 
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74-07 20H PC$3.00/MF$2.25 
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some and Implement Methods for Destructive 
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KRAMER, R. 
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KRAMER, SAMUEL 


Building Performance in the 1972 Managua 
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AD-780 821/SGI 74-17 6T PC$3.75/MF$2.25 
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Measurement of Viscoelastic Properties of Some 

Recent Marine Sediments by a Torsionally Oscillating 
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AD-769 417/7GI 74-01 83 PC$4.75/MF$2.25 
KRAMER, W. 

Model Tests for the Emergency Cooling System of the 
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74-16 8C PC$4.75/MF$2.25 
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KRAMKOWSKI, RICHARD S. 
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Health Hazard Evaluation/Toxicity Determination. 
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PB-232 585/0GI 74-16 63 PC$3.25/MF$2.25 
Health Hazard Evaluation/Toxicity Determination. 
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PB-232 580/1GI 74-16 63 PC$3.25/MFS$2.25 


Health Hazard Evaluation/Toxicity Determination. 
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PB-232 732/8GI 74-16 63 PC$3.25/MFS2.25 


Health Hazard Evaluation/Toxicity Determination. 
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PB-229 127/6GI 74-10 63 | PCS$3.25/MFS2.25 
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TID-26449 74-04 6E PC$7.25/MF$2.25 
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PB-227 747/3GI 74-10 6A PC$3.25/MF$2.25 
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PB-228 760/5GI 74-09 6A PC$3.25/MF$2.25 
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Proceedings of the Workshop on Bio-Solar Conver- 
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74-07 9B Reprint 


74-20 20H PC$4.00/MF$2.25 


1973, 
PB-236 142/6GI 74-25 10B PC$4.75/MF$2.25 
KRAMSKOWSKI, RICHARD S. 
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Reprint: Unimolecular Decomposition of the Long 
Lived Complex Formed in the Reaction of Fluorine 
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periments. 
AD-773 846/1GI 


LEEBL, ROBERT G. 
Article Removal Device for Glovebox. 
PATENT-3 776 284 74-24 131 Not available NTIS 


Shipping and Storage Container for High Power Densi- 
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PB.235 493/4G1 74-23 13B  PC-GPO/MF$2.25-NTIS 
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The Job Improvement Service: A Demonstration Pro- 
ject in Occupational Mental Health and an Investment 
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Techniques. 
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LEES, R. M. 
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COM-74-50517/3GI_ 74-16 7D Not available NTIS 
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LEESE, GRADY W. 
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LEFAIVRE, RICK 
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LEFEBRE, DAVID 
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Processing and Post-Calibration. 
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Reprint: The Pseudo Melting Potential Effect. 
AD-772 271/3GI 74-05 7D Reprint 
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N74-14440/3GI 74-08 21E PC$3.25/MF$2.25 
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74-23, 211 + PC$4.25/MF$2.25 


74-07 20D PC$4.25/MF$2.25 
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LEFEBVRE, J.J. 
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LEFEUVRE, R. F. 
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Conflicting Structures, 
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Immune Response Following Primary Oral and Sub- 
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Systems. 8K Program with Overlay. 
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(REREX) Remote Readout Experiment for Clouds and 
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20, 1973 at Storrs, Connecticut, 

PB-232 430/9GI 74-15 8H PC$7.25/MF$2.25 
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Recent Works on the Improvement and the Control of 
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CEA-CONF-2472 74-13 18) PC$3.25/MF$2.25 


LEFORT, M. 
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Reprint: A Multiwire Proportional Chamber System for 
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Method and Device for Detection of Surface Discon- 
tinuities or Defects. 
PATENT-3 830 094 74-26 14B Not available NTIS 
LEGG, G. G. 
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Atomic and Nuclear Research with Accelerators. In- 

terim Progress Report, January 1, 1972--October 1972. 

COO-2130-104 74-22. 7D PC$4.50/MF$2.25 
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— and Graphite Composites. A Bibliography with 
Abstracts. 
COM-73-11959/6GI 74-03 11D PC$20.00/MF$20.00 
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Nonuniform Flows over Sharp and Spherically Blunted 
Cones AT A of Attack. 

AD-780 483/4GI 74-16 20D Reprint 


LEWIS, CURTIS W. 


Reprint: The Long-Haul Fishery of North Carolina. 
COM-73-50645-12-06/GI 
74-06 6C (Order as COM-73-50645-12) 

LEWIS, D. 

TOSS Exchange Center. 

AD-783 613/3GI 74-21 9B PC$5.25/MF$2.25 
LEWIS, D.C. 

Reprint: Anchimeric Assistance in Photobromination 

of Alkyl! Halides. 

AD-774 413/9GI 74-08 7E Reprint 

Reprint: Bridged Bromine and Chlorine Free-Radical 


Intermediates. Free-Radical Halogenations of 2- 
Halobutanes. 


AD-772 248/1GI 74-05 7E Reprint 
LEWIS ,D.M 

Studies of Regeneration of Mammalian Skeletal 
Muscle. 

AD-784 823/7GI 74-23 6P = PC$3.25/MF$2.25 


LEWIS, DAVID W. 
Fitting of Lower Extremity Prosthetics. 


PB-236 053/5GI 74-24 6L PC$4.25/MF$2.25 
LEWIS, DELMAR J. 

Terminal Independent Support Syste: 

AD-772 755/SGI 74-06 9B "Css. 75/MF$2.25 
LEWIS, E. L. 


Reprint: Determination of the Vapor Pressure of Ru- 
bidium by Optical Absorption. 

COM-74- "0165/1G1 74-10 7D Not available NTIS 
Reprint: Resonance Broadening of Hanle-Effect 
Signals in Rubidium. > 

COM-74-50726/0GI_ 74-22 7D Not available NTIS 


LEWIS, EDWARD A. 


Atmospheric Probe System for Passive Telemetry 
PAT-APPL-419 695 74-18 4A PCS$3. 25/MES2. 25 
High Resolution, Very Short Pulse, lonosounder. 
PAT-APPL-379 026 74-15 4A PC$3.25/MF$2.25 
Single Cycle Transmitter. 

PATENT-3 792 358 74-17 17B Not available NTIS 


Tests of Long Wire Deployment from Supersonic 


Rockets. 
AD-773 966/7GI 74-08 4A PC$3.75/MF$2.25 
LEWIS, EYAN G. 


Meausrement and Predictors of Physician Per- 
Somanes: Two Decades of Intermittently Sustained 


esearch. 
PB-224 $43/9GI 74-01 SI PC$6.25/MFS$2.25 
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LEWIS, FRANK M. 
Propeller Excited Hull and Rudder Force Measure- 


ments. 
AD-769 850/9GI 74-02 133 PC$3.75/MF$2.25 
LEWIS, G. W. 


Effect of Damper on Overall and Blade-Element Per- 
formance of a Compressor Rotor Having a Tip Speed 
of 1151 Feet Per Second and an Aspect Ratio of 3.6. 

N74-26248/6GI 74-19 21E PC$4.75/MF$2.25 


LEWIS, G. W. JR. 
Design and Performance of a High-Pressure-Ratio, 
Highly Loaded Axial-Flow Transonic Compressor 
Space. 
N74-33221/4GI 74-26 21E PC$4.75/MF$2.25 
Overall and Blade-Element Performance of a 1.20- 
_— Fan Stage at Design Blade Setting 
A a 
N74-33230/SGI 74-26 21E PC$4.75/MF$2.25 
LEWIS, GEORGE D. 


Investigation of Centrifugal Force a Reynolds 
Number Effects on Combustion Proces: 
AD-787 865/SGI 74-26 21B PCSé. 25/MF$2.25 


LEWIS, GORDON H. 


Nonroutine Decision Making 
AD-781 999/8GI 


LEWIS, HOMER D. 


Method for Producing UO2 Loaded Refractory Metals. 
PATENT-3 778 380 74-20 183 Not available NTIS 


7419 5] PC$4.25/MF$2.25 


LEWIS, J. A. 

Cryogenic Transfer Hoses: Heat Leak Tests. 

AD-784 355/0GI 74-22 13K PC$3.25/MF$2.25 
LEWIS, J. E. 


a. c. Conduction in Bis (catena-poly(methylarsenic)) an 

Organic Ladder Polymer. 

AD-782 697/7GI 74-20 20L PC$3.75/MF$2.25 
LEWIS, J. H. 


Nerva Irradiation Program. Gtr 23, Volume I. Com- 
bined Effects of Reactor Radiation and Cryogenic 
Temperature on Nerva Structural Materials. 
FZK-394-1 74-06 18) PC$10.25/MF$2.25 
Nerva Irradiation Program. Gtr 23, Volume 1: Com- 
bined Effects of Reactor Radiation and Cryogenic 
Temperature on Nerva Structural Materials. 
N74-20240/9GI 74-14 21F PC$6.25/MF$2.25 
LEWIS, J. P. 


Hematopoietic Repopulation Following Irradiation In- 
jury. Progress Report, September 1, 1972--June 15, 
1973. 

UCD-34-P-187-3-A 74-02 6R PC$3.00/MF$2.25 
Hematopoietic Repopulation Following Irradiation In- 
jury. Progress Report, September 1, 1973--June 1, 
1974. 

UCD-34P187X2 

LEWIS, J.T. 


Material Property Investigation for Project MIDDLE 

GUST, Events I, Il, and III. Report 1. Subsurface Ex- 

ploration and Laboratory Test Results. 

AD-771 036/1GI 74-04 19D PC$15.25/MF$2.25 
LEWIS, J. W. L. 


Argon Condensation in Free-Jet Expansions. 
AD-782 445/1GI 74-19 20D PC$3.75/MF$2.25 


Nitrogen Condensation in a Sonic Orifice Expansion 


Flow. 

AD-783 254/6GI 74-20 7D PC$3.75/MF$2.25 
LEWIS, JAMES L. 

Modelling, Characterization and Measurement of 

Oscillator Frequency Instability. 

AD-785 862/4GI 74-24 9E PC$6.25/MF$2.25 
LEWIS, JOHN B. 

Elastomeric Polyester-Derived Polyurethanes Contain- 

ing 12-Hydroxymethyl-Tetrahydroabietanol. 

PATENT-3 708 450 74-09 7C Not available NTIS 

Hydroxy-Methylated Derivatives of Resin Acids, their 

use in Elastomeric Polyurethanes. 

PATENT-3 702 338 74-11 7C Not available NTIS 


Process for Preparing Polyurethanes from Hydroxy- 

Methylated Derivatives of Resin Acids. 

PATENT-3 732179 74-09 7C Not available NTIS 
LEWIS, L. G. 

Phasor: A Control Computer Method for Displaying 

Amplitude and Phase of Ripple Components in the 

ing Magnet Voltage. 

CONF-740522-11 74-21 20G PC$4.00/MF$2.25 

LEWIS, LAWRENCE R. 


Scattering from Dielectric-Covered Periodic Screens of 
Small Rectangular Apertures, 
AD-782 027/7GI 74-19 9E PC$4.25/MF$2.25 


LEWIS, LOWELL N. 


Evaluation of Remote Sensing in Control of Pink Boll- 
worm in Cotton. 
E74-10026 


74-24 6R PC$4.50/MF$2.25 


74-03 2D PC$3.25/MF$2.25 








Evaluation of Remote Sensing in Control of Pink Boll- 
worm in Cotton. 
E74-10503 


LEWIS, M. J. 


Measurements of Temperature and Pressure Behind 
the Incident and Reflected Shocks in a Shock Tube. 
N73-33220/7GI 74-02 20D PC$3.75/MF$2.25 


LEWIS, M. N. 


Reprint: Oscillator Strengths for the 3d-4p and 4p-4d 
Transitions in Sodium-Like Ions. 
AD-772 342/2GI 


LEWIS, MARK F. 


Flying High: The Aeromedical Aspects of Marihuana, 
AD-775 889/9GI 74-10 SJ PC$3.25/MF$2.25 
Utility of Several Clinical Tests of Color Defective Vi- 
sion in Predicting Daytime and Nighttime Performance 
with the Aviation Signal Light Gun, 

AD-777 563/8GI 74-12 6P PC$3.25/MF$2.25 


LEWIS, MICHAEL L. 


Reprint: Higher-Order Relativistic Contributions to the 
Zeeman Effect in Helium. 
AD-774 617/SGI 


LEWIS, MYRON S. 


Management of the Army Reserve by the Army 
Reserve. 
AD-779 344/1GI 74-15 1SC PC$3.25/MF$2.25 


LEWIS, OWEN 


Vertical Tapeline Microwave Coupler for Paramagnetic 
Spin Resonance. 
PATENT-3 742 399 74-09 9E Not available NTIS 


LEWIS, P. A. W. 
Statistical Approaches to Managing Manpower Data 


74-15 2C PC$3.7S/MF$2.25 


74-05 7D Reprint 


74-08 7D Reprint 


Bases, 
AD-776 538/1GI 74-11 SI PC$3.75/MF$2.25 


Statistical Tests of Some Widely Used and Recently 

Proposed Uniform Random Number Generators. 

AD-773 747/1GI 74-07 12A PC$3.25/MF$2.25 
LEWIS, P. S. 

Ballistic Mode Mercury Orbiter Mission Opportunity 

Handbook. 

N73-32745/4GI 74-02 22A_ PCS$5.75/MF$2.25 

Ballistic Mode Mercury Orbiter Mission Opportunity 

Handbook Extension. 

N74-21491/7GI 
LEWIS, P. S. JR. 


Melting of Uranium Alloys. 

Y-DA-5323 74-14 1I1F PC$9.50/MF$2.25 
LEWIS, PORTER JR. 

Configuration and Management Analysis of the Naval 


Postgraduate School Telephone System. 
AD-777 863/2GI 74-13 17B PC$S.25/MF$2.25 


LEWIS, R. A. 

Autonomous Manipulation on a Robot: Summary of 

Manipulator Software Functions. 

N74-20023/9GI 74-14 6D PC$4.75/MF$2.25 

Variable-Temperature Rodded Zone Project: Design 

Summary Report. 

ANL-7639 74-10 I8E PC$7.60/MF$2.25 
LEWIS, R. 1. 

Exact Solutions for Conical Mixed Flow Rotors. Part 

2: Cambered Blades of Finite Thickness. 

N74-12989/1GI 74-07 21E PCS$3.75/MFS$2.25 
LEWIS, RICHARD E. 

Correlation of Microstructures with Fracture 

Toughness Properties in Metals. 

AD-772 103/8GI 74-05 11F PC$S5S.75/MF$2.25 
LEWIS, RICHARD EARL 

An Investigation of Variable Operating and Safety 

Level (VOSL) Stocking and Funding Policy. 

AD-776 303/0GI 74-11 ISE PC$4.25/MF$2.25 
LEWIS, ROBERT C. 

Outdoor Recreation. A Legacy for America. Appendix 

A. An Economic Analysis, 

PB-226 646/8GI 74-06 SK PC$11.50/MF$2.25 
LEWIS, ROBERT E. 

Reprint: ‘Ctenophyllus (Geusibia) triangularis’ Sp. N. 

from Nepal, and Discussion of the Subgenera of 

“Ctenophyllus’ (Siphonaptera: Leptopsyllidae). 

AD-781 433/8GI 74-18 6C Reprint 


LEWIS, ROBERT EDWIN JR. 


Anaerobes Isolated from Saint Louis Bay, Mississippi. 
COM-74-10078/5GI 74-04 6M PC$3.75/MF$2.25 


LEWIS, ROBERT W. 
Effect of Adhesive on the Impact Pemeenee of 


Laminated Plastics for Windshield Application 
AD-769 735/2G1 74-01 111 PCS3. 25/MFS2.: 25 


Effect of Interlayer on Impact Resistance of Acryl- 
ic/Polycarbonate Laminates, 
AD-785 634/7GI1 74-24 111 PC$3.25/MF$2.25 


74-15 22A PC$S.75/MF$2.25 


LEWIS, ROGER 


Photochemistry of Perfluorocyclobutanone. 
AD-778 696/SGI 74-14 7E PC$3.25/MF$2.25 


LEWIS, ROGER S. 
Direct and Triplet-Benzene-Sensitized Photolysis of 


Perfluorocyclobutanone at Low Pressures. 
AD-787 793/9GI 74-26 7E PC$3.25/MF$2.25 


Non-Radiative Transitions in the First Excited Singlet 

Stage of Perfluorocyclobutanone: Fluorescence Decay 

Times and Fluorescence Excitation 

AD-787 792/1GI 74-26 7D PC$3.25/MF$2.25 
LEWIS, SAMUEL R. 

Deformation Monitoring of Underground Openings by 


Photographic Techniques. 
PB-234 064/4GI 


LEWIS, T. A. 
Environmental Impact Assessment Study for Army 


Military Programs. 
AD-771 062/7GI 13B PC$6.25/MF$2.25 


LEWIS, T. H. 


State Air Data Information Survey. 
PB-228 621/9GI 74-09 38 PC$5.75/MF$2.25 


LEWIS, W. A. 
The Application of Belt 


Earthworks, 
PB-234 667/4GI 


LEWIS, W. M. 


Report of Ecological Research at Savannah River 
Ecology Laboratory. Annual Report, August 1971-- 
May 1, 1974. 
SRO-819-1 


LEWIS, WAYNE C. 


Basic Properties of Three Medium-Density Hard- 
boards. 
AD-784 565/4GI 74-22 


LEWIS, WILLIAM M. 


Study of Importance of Backwater Chutes to a 
Riverine Fishery. 
AD-786 544/7GI 
LEWONTIN, RB. C. 


Study of Mathematical Models of Mutation and Selec- 
tion in Multi-Locus Systems. Annual Progress Report, 
December 1, 1972--November 30, 1973. 

COO-1437-10 74-18 6C PC$4.00/MF$2.25 


Study of Mathematical Models of Mutation and Selec- 
tion in Multi-Locus Systems. Three ton Lae Re- 
port, December 1, 1970--November 30, 

COO-1437-12 74-18 6C PCs OO/MFS2. 25 


LEYAOUANC, A. 


Configuration Mixing and Deep Inelastic Scattering of 
Polarized Leptons by Polarized Nucleons. 
N74-30138/3GI 74-24 20H PC$3.25/MF$2.25 


A Study of Neutrino-Production of Nucleon Isobars in 
the Quark Model. 
N74-22339/7GI 


LEYDA, W. E. 


Creep Failure under Uniaxial and Multiaxial Stress 
Conditions. Annual Report, January 1, 1972--December 
31, 1972. R and D Report Lr:72:4213-01:1. 

ORNL-SUB-3654-1 74-24 11F PC$7.75/MF$2.25 


LEYDEN, C. J. 


Bendix-Friez Wrist Depth Gauge. 
AD-780 415/6GI 74-16 6K PC$3.25/MF$2.25 


The Design of an Adjustable Breathing Bag Exhaust 
Valve for Closed and Semi-Closed Circuit Scuba. 
AD-780 664/9GI 74-17 6K PC$3.25/MF$2.25 


Emerson Mixed-Gas Scuba: Further Preliminary 
Evaluation of the Flow Characteristics of the Proto- 
type Regulator-Orifice Unit; Preliminary Evaluation of 
Mouthpiece, Check Valves, and Hose Assembly. 

AD-781 228/2GI 74-18 6K PC$3.75/MF$2.25 


Evaluation of a Proposed Underwater Swimmer's Life 


Jacket. 
AD-780 417/2GI 74-16 6K PC$3.75/MF$2.25 


Evaluation of Circle Clamp Corp. Deep Sea Divers 
Hose Clamps, 
AD-780 164/0GI 74-16 6K PC$3.25/MF$2.25 


An Evaluation of the Rand Flow Indicator as a Warn- 
ing Device in the Constant-Mass-Flow Supply Circuit 
of a Semi-Closed Circuit Scuba. 

AD-780 320/8GI 74-16 6K PC$4.75/MF$2.25 


Evaluation of the Rex Oxygen Analyzer-Controller for 
Underwater Breathing Apparatus, 
AD-778 809/4GI 74-14 6K PC$3.75/MF$2.25 


Linde Mixed-Gas Constant Mass Flow Regulator: 
Preliminary Evaluation of the Flow Characteristics of 


the Prototype Regulator. 
AD-780 161/6GI 74-16 6K PC$3.25/MF$2.25 


Miscellaneous Considerations Regarding Closed Circuit 
Oxygen Scuba. 
AD-781 258/9GI 


74-19 81 PC$3.75/MF$2.25 


74-04 


Conveyors in Road 


74-23, 13C_ =-PC$3.75/MF$2.25 


74-24 6F PC$8.00/MF$2.25 


11L PC$3.25/MF$2.25 


74-25 6C PC$6.25/MF$2.25 


74-17 20H PC$4.75/MF$2.25 


74-18 6K PC$3.75/MF$2.25 


Mouthpiece Mounted Check Valves for Demand Type 
Diving Apparatus. 
AD-780 666/4GI 74-17 6K PC$3.25/MF$2.25 


Northill Air Lung Field Changes. 


AD-783 905/3GI 74-21 6K MFS$2.25 


LEYDEN, ROBERT 


Reprint: Ganges Cone: A Wide Angle Seismic Reflec- 

tion and Refraction Study. 

AD-774 007/9GI 
LEYDERMAN, A. Y. 


Injection Currents in spapentaene with Deep 

Polarizable quad Cente: 

N74-18374/0G 74- 12 20L = PC$3.25/MF$2.25 
LEYENDECKER, E. V. 

Residential Buildings and Gas-Related Explosions. 

COM-74-10127/0GI 7405 13M PCS. .75/MF$2.25 
LEYERLE, R 


The Determination of the Structure of Low Tempera- 
ture Triplet Energy Traps Using PMDR Methods. I. 
The Magnetic Axes of Hexachlorobenzene Excimers. 

AD-776 268/5GI 74-10 7D PC$3.25/MF$2.25 


LEYERS, H. J. 


Behaviour of Gas Thermometers in the Temperature 
Range from 300 to 3000 K. 
JUL-1009-RX 74-17 


LEYKAUF, H. 


The Planetary Boundary Layer of the Atmosphere. 
N74-14060/9GI 74-08 4B PC$10.00/MF$2.25 


LEYMARIE, R. 


Climatology of the Airport of Tahiti-Faaa Climatologie 
de !'Aeroport de Tahiti-Faaa. 
N74-12307/6GI 74-06 4B PC$4.25/MF$2.25 


Climatology of the Airport of Tahiti-Faaa Climatologie 


de l’Aeroport de Tahiti-Faaa. 
N74-17362/6GI1 74-11 4B PC$4.25/MF$2.25 


LEYNAERT, J. 


Aerodynamic Aspects of the Problems of Air-Intakes 
and Exhaust for a Supersonic Transport Aircraft 
N74-14748/9GI 74-09 1A PC$3.25/MFS2.25 


LEYSE, R. H. 


Pwr Flecht Final Report Supplement. 
WCAP-7931 74-07 181 PC$15.25/MF$2.25 


LEZBERG, E. A. 
Emission Calculations for a Scramjet Powered Hyper- 
sonic Transport. 
N74-12445/4GI 
LEZHEBOKOV, I. I. 


Method for Automatic Control of the epee of Zone 
Melting without a Crucible--Translatio 
AD-770 891/0GI 74-03 13H PCS3. 25/MF$2.25 


LHERMENIER, A 


Irradiation of a Broken Fuel Pin in a Sodium Loop. 
CEA-CONF-2425 74-09 18) PC$3. 25/MES2. 25 


Irradiation of a Broken Pin in a Sodium Circuit. 
AEC-tr-7491 74-13 181 PC$4.00/MF$2.25 


LHIAUBET, G. 


Calorimetric Measurement of Residual Power of Rap- 
sodie and Fortissimo Fuel Elements. 
AEC-tr-7477 74-06 183 PC$4.50/MF$2.25 


Calorimetric Measurement of the Energy Released by 
exp 235 U Fission Products for Cooling Times 
Between 70 Sec and 7X10 exp 6 Sec. 

AEC-tr-7472 74-06 20H PC$3.25/MF$2.25 


LI, C. Y. 


Grain Boundary Sliding and Structure. ama Re- 
port, December 1, 1972--November 30, 197 
COO-2172-3 74-17 11F PCS$3 ‘O/MFS2. 25 


LI, CHE-YU 
Reprint: Ripening of Platinum Particles on Aluminum 
xide 


AD-784 602/SGI 
LI, ELLEN 

Reprint: 2,3-Naphtho-2,5-bicyclo(2.2.0)hexadiene. 

AD-782 188/7GI 74-19 7C Reprint 
LI, G. C. 

Calculated Dose Distributions for Initial Experiments 

with the Superconducting Pion Channel, 

PB-227 928/9GI 74-10 6R PC$3.75/MF$2.25 
LI, H. A. 

Seosteiee of the Long Term Frequency Stability of 

Stable Laser Structures. 

AD-783 711/SGI 
LI, H. F. 


Reprint: Efficiency in Generalized Pipeline Networks. 
AD-786 086/9G1 74-24 9B Reprint 


7408 8] Reprint 


14B  PC$S.75/MF$2.25 


74-06 21E PC$3.75/MF$2.25 


74-22 +11F Reprint 


74-21 20E PC$3.25/MFS$2.25 


LI, J.C. M. 


ga of Simultaneous Processes in Plastic Deforma- 


coo- 2296-3 74-11 LIF PC$3.00/MF$2.25 


LIBBY, E. L. 


Reprint: Plastic Deformation and 
tion in Alpha-Brass. 


AD-785 820/2GI 74-24 11F Reprint 


Reprint: Stress Fields and Energies of Interface 
Curved Dislocations. 
AD-786 325/1GI 74-25 20L Reprint 


Luders Band 


LI, K. P. 


Syllable Detection in Continuous Speech, 
14.07 SG PC$3.25/MF$2.25 


AD-773 776/0GI 
LI, LORETTA 
Some fee ond a Test for Concordance of Two 


Groups of Rank: 
AD-784 390/761 74-22. 12A_ PC$3.25/MF$2.25 


LI, MING-YU 
The Effects of Agricultural Pesticides in the Aquatic 
Environment, Irrigated Croplands, San Joaquin Valley. 
PB-230 397/2GI_ 74-12 6F PC-GPO/MF$2.25-NTIS 
LI, PETER 
Error Analysis of a Remote Transient Heat Flux Sen- 


sor. 

AD-787 534/7GI 74-26 
LI, ROBERT C. M. 

Reprint: Propagation in Periodically 

Waveguides with Higher Symmetries. 

AD-782 769/4GI 74-20 9A Reprint 
LI, SHENG S. 


Solid State Materials and Devices, 
AD-769 962/2GI 7402 2L PC$3.75/MF$2.25 


Solid State Materials and Devices. 
AD-781 165/6GI 74-17 9A PCS$S.75/MF$2.25 


LI, TING Y. 


An Investigation of Hypersonic Viscous Merged Flow. 
AD-774 726/4GI 74-08 20D PC$4.25/MFS$2.25 


LIANG, S. S. 


Sediment Transport in Random Waves. 
AD-772 106/1GI 74-05 8C PC$S.25/MF$2.25 


LIANG, T. 


Cornell University Remote Sensing Pri 
N74-27806/0GI 74-20 8B Pess 3 25/MFS2. 25 


Remote Sensing Program. 
N74-22026/0GI 74-17 8F PC$5.75/MF$2.25 


LIAO, K. H. 


Reprint: Measurement of Hyperfine Structure of the 4 
Doublet S(1/2) State of Na23 by Cascade Radio- 
Frequency Spectroscopy. 
AD-772 $77/3GI 
LIAO, P. F. 
Reprint: Photon-Echo Nuclear Double Resonance and 
Its Application in Ruby. 
AD-774 672/0GI 74-08 
LIAS, S. G. 


Reprint: A Novel lon-Molecule Reaction Involving 
Cleavage of the Carbonyl Bond in Ketones and Al- 
dehydes. 

COM-74-50881/3G1 74-24 7C Not available NTIS 


Reprint: Chemical Ionization Mass Spectra. XXI. 
Reactions in t-CSHIICI, t-CSHIIBr, t-CSHIIOH, and 
t-CSHIISH. 

COM-74-S0891/2GI_ 74-24 7C Not available NTIS 


Reprint: lon-Clustering of the Cations in the High 
Energy Irradiation of Nitrous Oxide. 
COM-74-50898/7GI_ 74-25 7E Not available NTIS 
Reprint: Photolysis of Alkyl lodides at 147.0 om. The 
Reaction H + C(n)H(2n+1)I yields HI + C(n)H(2n+ 1). 
COM-74-50874/8GI 74-24 7E Not available NTIS 
Reprint: Primary Processes in the Photolysis of 
Propane: The Use of HI as a Radical Scavenger. 
COM-74-50889/6GI 74-24 TE Not available NTIS 
LIAU, ANN C. 
Mechanics of Cable Mooring Systems. Volume VI. A 
Computer Program for Analyzing The Steady State 
Configuration of a Tri-Moored Array with Included 
Rigid and Deformable Members. 
AD-786 186/7GI 74-24 133 PC$4.25/MF$2.25 


Mechanics of Cable Mooring Systems. Volume VII. 

The Steady-State Behavior of a Pyramid Array 

System. 

AD-786 187/SGI 133. PC$4.25/MFS$2.25 
LIAW, C-Y. 


Repthapaie Re se - S Ankpmeette Tower Struc- 
tures urrounded by W 


AD-773 052/6GI 74.06 13M PC$7.00/MFS2.25 
LIBAI, SHMUEL 


Discontinuous Magnetofluidynamic Flows. 
AD-769 700/6GI 74-01 201 PCS4.25/MFS2.25 


LIBBY, E. L. 
Accelerated Wear Test to Lifejackets. 
AD-787 154/4GI 74-26 6G PC$3.25/MFS$2.25 
Accelerated Wear Tests to Lifejackets. 
AD-787 161/9GI 74-2 6G PC$3.75/MFS$2.25 


19F PC$4.25/MF$2.25 
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74-06 7D Reprint 


7D Reprint 
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UBBY, KENNETH R. JR. 


LIBBY, KENNETH R. JR. 


An lon-Exchange Process for Recovery of Chromate 
From Pigment Manufacturing. 
PB-233 641/0GI 74-18 7A PC$S5.25/MF$2.25 


LIBBY, LEONA M. 


ARPA Workshop on Needs of the Department of 
Defense for Catalysis. Volume II. Proceedings Held at 
Santa Monica, Calif. on November 5-6 1973. 


AD-777 734/SGI 74-12 7A PC$11.25/MF$2.25 
Historical Climatology 
AD-780 121/0GI 74-16 4B PC$4.75/MF$2.25 


LIBBY, LEONA MARSHALL 


ARPA Workshop on Needs of the Department of 
Defense for Catalysis. Volume I. Summary of Results 
of Particular Interest to the DOD. 

AD-777 753/5GI 74-12 7D PC$3.25/MF$2.25 


LIBBY, PAUL A. 
AGARD Technical Meeting on Atmospheric Pollution 


by Aircraft Engines. 
AD-771 777/0GI ® 74-05 13B PC$3.25/MF$2.25 


The Fluid Dynamics Aspects of Air Pollution Related 
to Aircraft Operations, 
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PATENT-3 812 232 74-19 7B Not available NTIS 
LINDWEDEL, JAMES H. 

Temperature Cycling Device. 

PATENT-3 807 216 74-26 14B Not available NTIS 
LINDZEN, RICHARD S. 


Reprint: Effect of Photochemical Models on Calcu- 
lated SS and Cooling Rates in the Stratosphere. 
COM-73-50496-11-01/GI 


74-10 4B (Order as COM-73-50496-11) 
LINEBACK, L. D. 


Development of High Temperature Materials for Solid 
Propellant Rocket Nozzle Applications. 
N74-28236/9GI 74-20 21H PC$6.25/MF$2.25 


LINEBAUGH, R. M. 


Thesaurus for EDU Diving Information Center (DIC). 
AD-784 931/8GI 74-23 SB PC$4.75/MF$2.25 


LINEBERGER, W.C. 


Reprint: High Resolution Photodetachment Studies of 
Negative Ions. 
AD-785 561/2GI 74-23 7E Reprint 


Reprint: Laser Slate meee of NO2(-). 
AD-786 092/7GI 74-24 7E Reprint 


LINEHAN, JEAN D. 


A Chance to Get Ahead. Proficiency Examinations for 
Clinical Laboratory Personnel. 
PB-236 178/0GI 74-25 SI PC$4.25/MF$2.25 


Proficiency Examinations for Clinical Laboratory Per- 
sonnel 


PB-231 403/7G1 74-13 6E PC$3.25/MF$2.25 

Proficiency Examinations for Clinical Laboratory Per- 

sonnel. 

PB-231 404/SGI 
LINER, GAINES H. 


Economic Analysis of Water Supply Needs and Alter- 
natives in a Multi-County Industrial Area 
PB-233 842/4GI 74-18 13B PC$S.25/MF$2.25 


LINER, JEROME C. 


Device for Preparing Elemental Carbon Enriched in 
Carbon-13. 
PATENT-3 796 545 74-24 7A Not available NTIS 


LINETSKH, YA. L 


Compounds of Rare Earth Metals with Cobalt (RC0S) 
as Materials for Permanent Magnets, 
JPRS-60877 74-06 20L PC$3.25/MF$2.25 


LINEVSKY, MILTON J. 
Chemical Laser Systems. 


74-13 6E PC$3.75/MF$2.25 


AD-778 358/2GI 74-13 20E PC$3.75/MF$2.25 

Spectroscopy of Metal Oxides. 

AD-772 752/2GI1 7406 7D PC$4.75/MF$2.25 
LINFIELD, R. F. 


Electromagnetic Location ong Prototype and Com- 
munication Station Modificatio: 
PB-226 660/9GI 74-06" 81 PC$S.25/MF$2.25 


Trapped Miner Location and Communication System 
Development Program. Volume I. Development and 
Testing of an EM Location System. 

PB-235 605/3GI 74-26 81 PC$7.00/MF$2.25 


Trapped Miner Location and Communication System 
Development Program. Volume III. Monitoring, Locat- 
ing and Communication System for Normal Mine 
Operation and Post-Disaster Rescue Operations. 

PB-235 607/9GI 74-26 81 PC$4.75/MF$2.25 


Trapped Miner Location and Communication System 
Development Program. Volume IV. Performance Test 
and Evaluation of a Full Wave Location Transmitter, 

PB-235 608/7GI 74-26 81 PC$4.25/MF$2.25 


LINFORD, R. M. F. 
Flame Detector Operable in Presence of Proton Radia- 


tion. 
PATENT-3 825 760 7424 14B Not available NTIS 
— Emission Properties of Aircraft Combustible 


ADT 213/7GI 7402 7D PC$S.25/MF$2.25 
LING, C. 

} arewteg mg J Design of a Six Degree of Freedom 

Moving Simulator Control System. 

N74-10299/7GI 74-04 14B PC$6.25/MF$2.25 
LING, F. F. 

Low Friction Coatings for Icebreakers. 

AD-784 361/8GI 74-22 11C PC$6.25/MF$2.25 


A Thermal, Thermoelastic, and Wear Analysis of 

High-Energy Disk Brakes. 

N74-18325/2GI 74-12 131 =PC$4.25/MF$2.25 
LING, F. W. 


Metal-Grown Oxide-Metal Composites. 






PA-662 


AD-776 414/SGI 
LING, FU-WEN 


Reprint: An X-Ray Examination of Deformation in 
Beta Ti-V Alloys. 
AD-772 046/9GI 74-05 11F Reprint 


Reprint: Deformation Behavior and Texture Develop- 
ment in Beta Ti-V Alloys. 





74-11 





11D = =PC$7.S0/MF$2.25 


AD-777 637/0GI 74-12 11F Reprint 

Reprint: Thermal Etching of Beta Ti-V Alloys. 

AD-772 045/1GI 74-05 11F Reprint 
LING, H. Y 

Reprint: Surface Microstructure of Selected Sil- 

icoflagellates. 

AD-787 380/SGI 74-26 8A _ Reprint 
LING, HSIN-LI 

Reprint: Report on the II Planktonic Conference. 

AD-787 752/SGI 74-26 8A _ Reprint 
LING, HSIN YI 


Reprint: Late Cretaceous (Maestrichtian) Silicoflagel- 
lates from the Alpha Cordillera of the Arctic Ocean. 
AD-770 917/3GI 7403 83 Reprint 


Reprint: Polycystine Radiolaria from Surface Sedi- 
ments of the Northern Tasman Sea. 
AD-787 761/6GI 74-26 8G _ Reprint 


Reprint: Radiolaria and Silicoflagellates from the 
Hayama Group, Kanagawa Prefecture, Japan. 
AD-787 760/8GI 74-26 8G Reprint 


Reprint: Radiolaria: Leg 19 of the Deep Sea Drilling 
Project (28). 
AD-787 767/3GI 74-26 8G Reprint 


Reprint: Silicoflagellates and Ebridians from Leg 19 


(27). 
AD-787 765/7GI 74-26 8G Reprint 


Reprint: Upper Cretaceous and Cenozoic Selicoflagel- 
lates and Ebridians. 


AD-787 756/6GI 74-26 8G Reprint 
LING, K. H. 

Reprint: lodination of Cobrotoxin. 

AD-774 O11/1GI 74-08 6T Reprint 
LING, S. C. 


Data Processing Programs for Nonlinear Analysis of 
Aortic Flow in Living Dogs, 
PB-235 997/4GI 74-26 6P PC$3.75/MF$2.25 


LINGENFELTER, R. E. 


Gamma Ray Lines from Solar Flares. 
N74-32246/2GI 74-25 3B PC$3.75/MF$2.25 


LINGG, A. J. 
The Influence of Organic Decomposition on Carbon 
Dioxide, Hydrogen Sulfide, Dissolved Oxygen, and 


Algae Growth in the Dworshak Reservoir. 
PB-226 252/SGI 74-05 8H PC$3.75/MF$2.25 


LINGG, ROBERT 
The Development of a Test for the Potability of Water 


Treated by a Direct Reuse System. 
AD-771 131/0GI 74-04 13B PC$4.25/MF$2.25 
LINGLE, GEORGE L. 
Sounds Produced by the Gray Whale, ‘Eschrichtius 
robustus’, 
COM-74-50189-04-10/GI 
74-16 8A (Order as COM-74-50189-04) 


LINGWOOD, DAVID A. 


R and D Utilization Strategies and Functions: an 
Analytical Comparisonof Four Systems. 
PB-227 254/0GI 74-07 SA PC$10.25/MF$2.25 


LING, N. T. 


Application of Vapor Phase Deposits, Using Separated 
Flux Components, to the Development of Ferrimag- 
netic Materials Etude d'Applications des Depots en 
Phase Vapeur Avec Apport de Composants en Flux 
Separes a la Realisation de Materiaux Ferrimag- 
netiques Rapport Final 
N74-22389/2GI 


LINHART, SAMUEL B. 

Control of Vampire Bats. 

PATENT-3 818 100 74-19 6F Not available NTIS 
LININGER, RONALD L. 

Air Weather Service Weather Modification Program 

(FY 1973). 

AD-770 928/0GI 74-03 4B PC$3.75/MF$2.25 

Annual Survey Report (7th) on the Air Weather Ser- 

vice Weather Modification Program (FY 1974). 

AD-782 704/1GI 74-20 4B PC$3.25/MF$2.25 
LINK, KENT A. 

Lockheed Aircraft Corporation - Case Studies. 

AD-782 316/4GI 74-19 SC PC$4.25/MF$2.25 
LINK, LEWIS E. JR. 

Application of Remote Sensors to Army Facility 

Management. 

AD-775 407/0GI 74-09 1SE PCS$6.25/MF$2.25 


“74-17 20B PCS3.25/MFS$2.25 





LINKLATER, G. D. 


The 1971-72 Great Lakes Ice Season, 
COM-73-90027-01 -04/GI 
74-26 4B (Order as COM-73-90027-01) 
LINKO, N 


The Invisible Protect the Plants--Translation. 
AD-777 205/6GI 74-12 6C PC$3.25/MF$2.25 


LINN, J. G. 


Quality of Life in Kickapoo Valley Communities, 

PB-228 651/6GI 74-09 SK PC$S5.25/MF$2.25 
LINNANDER, ROBERT JAMES 

Laboratory Development and Tensile Testing of Gra- 

phite/Glass/Epoxy Hybrid Composite Materials. 

AD-783 860/0GI 74-21 11D PC$4.25/MF$2.25 
LINNEBUR, E. J. 


Thermonuclear Burn Characteristics of Compressed 
Deuterium--Tritium Microspheres. 
LA-5403-MS 74-06 18A PC$4.00/MF$2.25 


LINNEHAN, D. G. 


Bureau of Mines Research Programs on Recycling and 
Disposal of Mineral-, Metal-, and Energy-Based 


Wastes. 
PB-227 476/9GI 74-08 81 PC$4.25/MF$2.25 


LINNER, L. 


Parallel Operation of a Synchronous Generator and an 
Infinitely High-Powered Network when Driven by a 
Honnef-Gross Wind Turbine. 

N74-15762/9GI 74-10 10B PC$3.25/MF$2.25 


LINNIK, YU. V. 
Gamma Distribution and Partial Sufficiency of 


Polynomials--Translation. 
AD-772 450/3GI 74-06 12A PC$3.25/MF$2.25 


LINS, HARRY F. JR. 


Urban and Regional Land Use Analysis: CARETS and 
Census Cities Experiment Package. 
E74-10581 74-19 8B PC$3.25/MF$2.25 


LINS, THOMAS W. 


An Evaluation of Subsurface Techniques for Aquifer 
Prediction in Complex Sedimentary Systems, 
PB-234 426/SGI 74-20 8H PC$3.75/MF$2.25 


LINS, WILLIAM F. 


Human Vibration Measuring Instrument, 
AD-785 648/7GI 74-24 6S PC$3.25/MF$2.25 


LINSAY, ROBERT B. 


Effects of Logging on Salmon Populations in Coastal 
Streams. 
COM-74-10595/8GI 74-11 6C PC$3.75/MF$2.25 


LINSCHITZ, H. 


Photochemical Reactions of Complex Molecules in 
Condensed Phase. Progress Report, May |, 1972--April 
30, 1973. 

COO-3117-3 74-24 7E PC$4.00/MF$2.25 


Reaction Patterns and Kinetics of the se no am 
of n- <-T, cdc to n-Methylcarbazo! 
COO-3117-4 74-24 TE PC$S. 2S IMFS2. 25 


LINSKY, J. L. 


Reprint: High-Spectral-Resolution Measurements of 
the H 1 1216 A and Mg II 2800 A Emissions from Arc- 
turus. 


COM-74-50398/8GI_ 74-13 3B Not available NTIS. 


Reprint: One- and Multi-Component Models of the 
Upper Photosphere Based on Molecular Spectra. I: 
The Violet System of CN (0,0). 

COM-74-50247/7GI_ 74-10 3B Not available NTIS 


Reprint: One- and Multi-Component Models of the 
Upper Photosphere Based on Molecular Spectra. III: 
CH(00) Lambda3144 of the CH C-X System. 

COM-74-51022/3GI_ 74-26 3B Not available NTIS 


Reprint: One- Multi-Component Models of the Upper 
Photosphere Based on Molecular Spectra. Il. CN(1,1) 
of the CN Violet System. 

COM-74-50830/0GI 74-23 3B Not available NTIS 


LINSKY, V. A. 


Lead Telluride Alloyed with Indium and Lanthanum - 

Translation. 

AD-786 794/8GI 
LINTON, LEWIS W. 


The GLOBALL Computer Program and GLOBEMAP 

- A Special Purpose Three-Dimensional Plotter Subrou- 

tine, 

AD-785 869/9GI 
LINTON, T. D. 

Reprint: A New Class of Decentralized Filters for In- 

terconnected Systems. 

AD-785 818/6G1 74-24 12A_ Reprint 
LINVILLE, BILL 


Bureau of Mines Energy Program, 1973. 
PB-234 682/3GI 74-22 21D PC$4.75/MFS$2.25 


74-25 20L = PC$3.25/MFS2.25 


74-24 8E PCS$3.75/MFS$2.25 






LINVILLE, RAY P. 


Design-To-Cost: 
Weapon System. 
AD-769 199/1GI 


LINZ, ARTHUR 


Blue-Green Laser Material. 
AD-782 649/8GI 74-19 20E PC$S.75/MF$2.25 


LINZER, M. 


Reprint: Failure Prediction in Structural Ceramics 
Using Acoustic Emission. 
COM-74-S015S4/SGI 74-11 


LIONETTI, FABIAN J. 


Cryopreservation of Human Red Cells in Liquid 
Nitrogen with Hydroxyethyl Starch. 
AD-785 275/9GI 74-23 6L PC$3.75/MF$2.25 


LIOT, F. 


Function and Respiratory Rhythm in Obese People. 
N74-22756/2GI 74-18 6P PC$3.25/MF$2.25 


LIOTTA, CHARLES L. 


The Interaction of Water with Organic Solute Species. 
PB-227 250/8GI 74-06 7D PC$6.25/MF$2.25 


LIPARI, N. O. 


Surface Structure Determination by Low-Energy Elec- 
tron Diffraction. 
SLA-73-5795 and A 


LIPATOV, V. B. 


The Effect of Clouds on the Identification of the 
Earth’S Surface in Visual Observations and Photog- 
raphy from Space. 

N74-25953/2GI 74-19 14E PC$3.25/MF$2.25 


Identification and Evolution of a Dust-Sand Storm 
Above North Africa from Meteorological Satellite Pic- 
tures. 
N74-25892/2GI 
LIPEROVSKIY, V. A. 


Plasma Instabilities and Model Radio Aurora. 
N74-30161/SGI 74-24 4A  PC$3.75/MF$2.25 


LIPINSKA, E. 


Calculation of Parameters of the Unipotential Electro- 
static Lens. The Programme for Computer Odra 1204. 
INP-852 74-15 20G PC$4.25/MF$2.25 


LIPINSKI, M. E. 


Rural At-Grade Intersection Illumination. 
PB-234 993/4GI 74-22 13B PC$4.75/MF$2.25 


LIPKIN, H. J. 


Reprint: Tests of Higher Symmetries. 
COM-74-50298/0GI 74-12 20H Not available NTIS 


LIPKIN, J. 


Subsequent Yielding of an Aluminum Alloy Following 

Cyclic Prestraining. 

SLA-74-197 
LIPMAN, D. 


Technology in the Public Schools . 
N74-17668/6GI 74-11 SI 


LIPMAN, J. A. 


Liquid Crystal Display Panel. 
AD-787 328/4GI 74-26 9E PC$4.25/MF$2.25 


LIPMAN, JAMES A. 


Rework of Linear Integrated Circuits. 
AD-786 024/0GI 74-24 9E PC$4.25/MF$2.25 


LIPMAN, R. A. 
A Ferromagnetic Storage Cell with a Setting from 2 to 


8--Translation. 
74-18 9B PC$3.25/MF$2.25 


An Examination of Its Use in 


7401 SA PCS$S.25/MF$2.25 


11B Not available NTIS 


74-07 20L PC$4.00/MF$2.25 


74-19 4B PC$3.25/MF$2.25 


74-22, 11F PC$S.50/MF$2.25 


PC$4.75/MF$2.25 


AD-781 628/3GI 


Standardization of the Switching Current of Metallic- 
Tape Cores for Multi-Stable Ferromagnetic Elements-- 
Translation. 
AD-783 997/0GI 
LIPMAN, R. L. 


Reprint: Forearm Amino Acid Metabolism During 
Chronic Physical Inactivity. 
AD-774 114/3GI 


LIPOMA, P. C. 


Data Storage, Image Tube Type. 
PATENT-3 778 786 74-07 9B Not available NTIS 


LIPOW, M. 
Software Reliability Study. 
AD-787 784/8G1 74-26 9B PC$5.25/MF$2.25 
LIPOW, PETER 
All-Bias Designs for Spline Functions. Part I. 
AD-780 644/1GI 74-17 12A  PC$3.75/MF$2.25 
All Bias Designs for Spline Functions, Part II. 
AD-780 645/8GI 74-17 12A  PC$3.25/MF$2.25 
LIPP, J. A. 
Reprint: Effect of Benzodiazepine Derivatives on 
Soman-Induced Seizure Activity and Convulsions in 
the Monkey. 
AD-784 483/0GI 


74-22. 9B PC$3.25/MF$2.25 


74-08 6P Reprint 


74-22 60 Not available NTIS 


LIPP, W. 


Estimation of Structural Strength under Combined 
Cyclic Load Abschaetzung der Bauteilfestigkeit bei 
Zusammengesetzter Schwingbeanspruchung. 

N74-12564/2GI 74-06 11F PC$3.75/MF$2.25 


LIPPERT, FREDA JANE 
Law, Mental Disorders and the Juvenile Process. 


Volume I. 
PB-236 115/2GI 74-23, SJ PC$7.25/MF$2.25 


Law, Mental Disorders and the Juvenile Process. 
Volume III. 
PB-236 866/0GI 


LIPPERT, J. 


Environmental Radioactivity in Denmark in 1972. 
RISO-291 74-12 8H PC$7.00/MF$2.25 


Environmental Radioactivity in Greenland in 1972. 
RISO-293 74-12 8H PC$3.00/MF$2.25 


Environmental Radioactivity in the Faroes in 1972. 
RISO-292 74-13. 8H PC$3.25/MP$2.25 


LIPPERT, T. E. 


Evaluation and Demonstration of the Capillary Suction 
Sludge Dewatering Device. 
PB-232 358/2GI 74-15 


LIPPET, LEWIS JR. 


Scan Conversion Through Electroluminescent Storage 
Panels. 
PATENT-3 680 087 


LIPPIAN, JOSEPH M. 


The Transportation of Hazardous Materials: Transport 
of Benzene by Tank Car. 
AD-771 105/4GI 74-04 


LIPPIATT, T. 
Military Applications of 
Systems, 
AD-787 394/6GI 


LIPPINCOTT, E. P. 


Measurement of exp 10 B(N,T) Cross Section in a Fast 
Neutron Spectrum. 
HEDL-TME-73-49 


LIPPMAA, E. 


A Study of the Effect of Radio-Frequency and 
Microwave Electromagnetic Fields on the Enzyme- 
Substrate Reaction in Aqueous Solutions and Organic 
Solvents, 

JPRS-62537 


LIPPMAN, STEVEN A. 


Countable State Continuous Time Dynamic Pro- 
gramming with Structure, 
AD-782 266/1GI 74-19 12B PC$3.75/MF$2.25 


A New Technique in the Optimization of Exponential 
Queueing Systems, 
AD-769 169/4GI 


LIPPS, H. 


Isaac: A System for Interactive Scintigram Acquisition 
and Analysis by Means of a Computer. 
DESY-DV-73-1 74-07 18D PC$4.50/MF$2.25 


LIPSCHULTZ, F. P. 


Reprint: Removable Interdigital Electrodes for Surface 
Wave Studies. 
AD-777 $47/1GI 


LIPSCOMB, WILLIAM N. 


Reprint: ‘Ab Initio’ Self-Consistent Field and Configu- 
ration Interaction Study of Beryllium Borohydride. 
AD-777 S11/7GI 74-12 7D Reprint 


Reprint: Ab Initio Self-Consistent-Field Study of 
Boron Halides: B4F4 and B4CI4. 
AD-782 721/SGI 74-20 7D Reprint 


Reprint: Crystal and Molecular Structure of Ammonia- 
Isothiocyanoborane, NH3-BH2NCS. 
AD-777 742/8GI 74-12 7B Reprint 


Reprint: Crystal and Molecular Structure of 
Tetramethylammonium C,C’-Diphenylun- 
decahydrodicarba-nido-dodecaborate(1-). 

AD-777 612/3GI 74-12 7B Reprint 


Reprint: Localized Molecular Orbitals and Chemical 
Reactions. II]. A Study of Three-Center Bond Forma- 
tion in the Borane-Diborane Reaction. 

AD-782 718/1GI 74-20 7D Reprint 


Reprint: Localized Orbitals in Large Boron Hydrides. 
B16H20 and Related Molecules. 
AD-782 722/3GI 74-20 7D Reprint 


Reprint: Molecular Structure and Two Crystal Struc- 
tures of 6-Isothiocyanodecaborane, 6-B10H13NCS. 
AD-777 591/9GI 74-12 7B Reprint 


Reprint: Self-Consistent Field Wave Functions of 
Boron Hydrides and Ions: B8H12, B9HIS, B6H6 2-, 
B10H10 2-, and BIOH14 2-. 

AD-777 741/0GI1 74-12, 7D Reprint 


Reprint: Thermal Rearrangements of Icosahedral Car- 
boranes. Molecular and Crystal Structure of 5,12- 


74-26 SJ) PC$S.75/MF$2.25 


13B PC$4.75/MF$2.25 


74-02 9E Not available NTIS 


13L = PC$4.75/MF$2.25 


Speech Understanding 


74-26 17B PC$S5.75/MF$2.25 


74-04 20H PC$4.00/MF$2.25 


74-21 6A PC$3.25/MF$2.25 


74-01 12B PC$4.25/MF$2.25 


74-12 20L Reprint 


USITSA, V. S. 


Dichloro-1,7-dimethyl-1 ,7-dicarba-'closo'- 
dodecaborane(12). 
AD-777 613/1GI 74-12 7B Reprint 


Reprint: Three-Center Bonds in Electron-Deficient 

aes. The Localized Molecular Orbital Ap- 

proach. 

AD-777 614/9GI 74-12 7D Reprint 
LIPSICAS, M. 

Nuclear Magnetic Resonance Study of the Gas-Liquid 

Critical Point in Hydrogen and Its Isotopic Modifica- 

tions. Final Report, May 1, 1968--February 28, 1974. 

COO-3584-3 74-26 20M PC$4.00/MF$2.25 
LIPSITT, H. A. 

Reprint: Stress Relaxation in Thoriated Nickel Alloys. 

AD-773 236/SGI 74-07 =11F Reprint 
LIPSITT, HARRY A. 

The International Conference on the Strength of 

Metals and Alloys (3rd): The Microstructure and 

Design of Alloys, Cambridge, England, Held in 20-25 


August 1973. 
AD-774 865/0GI 74-09 #11F PC$3.25/MF$2.25 
LIPSKA, ANNE E. 


Development and Evaluation of Practical Self-Help 

Fire Retardants. 

AD-770 615/3GI 
LIPSKII, YU. N. 

Global Small-Scale Mapping of the Moon--Translation. 

AD-775 878/2GI 74-10 3B PC$3.25/MF$2.25 
LIPSKIY, Y. N. 


A Unified System of Selenodetic Coordinates from 
Nine Catalogues on the Visible Hemisphere of the 


Moon. 

N74-19484/6GI 74-13 3B =PC$7.25/MF$2.25 
LIPSON, H. G. 

Reprint: Small Absorption Coefficient Measurement by 


Calorimetric and Spectral Emittance Techniques. 
AD-787 243/SGI 74-26 20E Reprint 


LIPTAIL, R. G. 
Nondestructive Evaluation Concepts Applied to Indus- 


trial Use of Acoustic Emission. 
RFP-2060 74-16 


LIRA, E. PATRICK 
Synthesis of New Antimalarial Drugs (i- and 9- 


Anthraceneaminoalcohols). 
AD-771 121/1GI 74-04 


LISCH, H. J. 
The Influence of a Zero-Calorie Diet on Cardiac Per- 
formance in Overweight Women with Normal Circula- 


tory Systems. 
N74-30469/2GI 


LISCOM, KENNETH L. 


Reprint: Sonic Tags Sockeye Salmon, ‘Oncorhynchus 
nerka’, Give Travel Time Through Metropolitan 
Waters. 
COM-73-50645-09-07/GI 
7401 6C 


LISENKO, C. E. 
Plasma Behavior with Large Discharge Currents in 
Tokamak-4. 
MATT-Trans-112 
LISENKOV, A. N. 
Planning of an Experiment in 
Heterogeneity Planirovaniye 
Usloviyakh Neodnorodnostey. 
N73-33513/SGI 74-02 
LISENKOV, YU. 
Northern and Winter Oils for Diesel Engines--Transla- 
tion. 
AD-785 983/8GI 
LISEVITSKAYA, L. I. 
Effect of an Onion Skin Preparation on the Cholesterol 
Level in the Blood and Aorta of White Rats in Experi- 
mental Hypercholesterinemia (Vliyanie Preparata iz 
Cheshyi Repchatogo Luka na Soderzhanie 
Kholesterina v Krovi i Aorte Belykh Krys pri Eksperi- 
mentalnoi Giperkholesterinemii), 
TT-72-51132 74-26 60 PCS$3.25/MFS$2.25 
LISIENKO, V. G. 
Ejecting Capacity of Ejector with Mixing Chamber-- 


Translation. 
74-16 13K PC$3.25/MFS$2.25 


7402 7D PC$4.25/MF$2.25 


14B PC$6.00/MF$2.25 


7C_ PC$4.25/MF$2.25 


74-24 6P PC$3.25/MF$2.25 


(Order as COM-73-50645-09) 


74-13, 201 + PC$3.25/MF$2.25 


Conditions of 
Eksperimenta V 
12A PC$7.25/MF$2.25 


74-24 11H PC$3.25/MFS2.25 


AD-779 832/SGI 


Investigation of the Ejection Capacity of Mixers 
Which Partially Limit the Jet and the Flame--Transla- 


tion. 
AD-776 735/3GI 


LISITANO, G. 
Rf-Plasma Heating with L-Structures. 


74-11 20D PC$3.25/MF$2.25 


IPP-I11-8 
LISITSA, V. S. 


Collisional Electron Broadening of Stark Sublevels of 
an Atom of Hydrogen in a Plasma. 


74-02 201 =PC$3.75/MFS$2.25 


PA-663 











IAE-2232 


LISKE, E. 


Reprint: Electroencephalogram and Aerospace Safety. 
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LONG, LENNART E. 
Airport Loop Detector System. 
PAT-APPL-407-213 74-04 17G PC$3.25/MF$2.25 
Universal Function Module. 
PAT-APPL-424 853 74-11 9E PC$3.25/MF$2.25 
LONG, R. K. 
Calculated Absorption Coefficients for DF Laser 


Frequencies. 
AD-775 373/4G1 74-09 20F PC$4.75/MF$2.25 


Calculated Absorption Coefficients for Lo-Vibrational 


CO Laser Frequencies. 
AD-778 454/9GI 74-14 20F PC$4.75/MF$2.25 


Measured N20-N2 Absorption at Five DF Laser 
Frequencies. 
AD-778 949/8GI 


LONG, R. L. JR. 
Evaluation of Pre-Bond Etchants in Hybrid Microcir- 


cuit Processing. 
SLA-73-1049 74-17 9E PC$6.50/MF$2.25 


LONG, RICHARD P. 


Application of Electro-Osmosis to Marginal Soils. 
PB-228 330/7GI 74-09 13B PCS. 25/MF$2. 25 


LONG, ROBERT R. 
The Influence of Shear on Mixing across Density In- 


terfaces. 
AD-780 449/5GI 74-16 20D PC$3.75/MF$2.25 


Mass and Salt Transfers and Halocline Depths in an 
Estuary. 
AD-787 112/2GI1 
LONG, S. A. T. 
Analytical Expressions for Position Error in Triangula- 
tion Solution of Point in Space for Several Station 


Configurations. 
N74-28286/4GI 74-20 22C PC$3.75/MF$2.25 


Derivation of Formulas for Root-Mean-Square Errors 
in Location, Orientation, and Shape = Triangulation 
Solution of an Elongated Object in Spa 

N74-26283/3G1 74-19 17H *PCS3. 75/MF$2.25 


Derivation of Transformation Formulas Between 
—— and Geodetic Coordinates for Nonzero Al- 


Ne. 29253/3G1 74-22 8E PC$3.25/MF$2.25 


A Simplified Holographic-Interferometry Technique 

for Real-Time Flow Visualization and Analysis. 

N74-20313/4GI 74-14 20D PC$3.75/MF$2.25 
LONG, STEPHEN E. 

Multishot Thermal Battery. 

AD-785 584/4GI 74-23 10C =PC$4.25/MF$2.25 
LONG, STEPHEN INGALLS 

Transport Mechanisms in Liquid Phase Epitaxial 

Growth of Gallium Arsenide. 

AD-784 859/1GI 74-23 20B PC$7.50/MF$2.25 
LONG, STEVEN KENNETH 

An Analysis of the Future Alternatives for the Mon- 

terey Marina and Harbor. 

AD-769 759/2GI 74-01 13B PC$5.75/MF$2.25 
LONG, STUART A. 

An Experimental Investigation of the Impedance of 

Cavity-Backed Slot Antennas. 

AD-772 644/1GI 74-06 9E PC$6.25/MF$2.25 

A Mathematical Model for the Impedance of Cavity- 

Backed Slot Antennas, 

AD-774 466/7G1 74-08 9E PC$3.75/MF$2.25 

A Theoretical and Experimental Investigation of Com- 


binations of Slot and Linear Antennas, 
AD-781 781/0GI 74-18 9E PC$4.25/MF$2.25 


LONG, W.C. 


Technique al Extending the Frequency Range of 
Digital Divid 
PATENT.3 764 ‘790 74-04 9E Not available NTIS 


74-14 7D PC$3.75/MF$2.25 


74-26 83 PC$3.25/MF$2.25 


LONG, W.G. 
Development of Fine Diameter Mullite Fiber. 
N74-32988/9GI 74-26 ILE PC$4.75/MF$2.25 
Dielectric Monitoring of an Epoxy Cure. 
AD-784 633/0GI -74-22 111 PCS$3.75/MF$2.25 
LONG, W.R. 
Vehicle Disablement Study. Executive Summary 
PB-231 330/2GI 74-13 13F PC$3. 75/MES2. 25 


Vehicle Disablement Study. Pilot Program, Volume III: 
Data Processing Guide. 
PB-232 260/0G 74-15 13L PCS$7.25/MF$2.25 


Vehicle Disablement Study. Pilot Program, Volume IV: 
Data Compendium. 


PB-232 261/8GI 74-15 13L PCS$8. ~yeerg 
Vehicle Disablement Study. Technical Repo: 
PB-231 352/6GI 74-13 13F PCS$S. $5 7SMFS2. 25 


LONG, WILLIAM CAMIELLE 
An Analysis of Maintenance Planning Information 
Requirements for Integrated Logistic Support Oriented 
to the Naval Ordnance Systems Command. 


PA-670 


AD-769 390/6GI 74-01 ISE PC$S.75/MF$2.25 
LONG, WILLIAM G. 

Reinforced Thermoplastics. 

AD-782 760/3GI1 74-20 11D PC$3.75/MF$2.25 
LONGACRE, ANDREW JR. 

Frequency Conversion with Josephson Junctions. 

PATENT-3 671 848 74-02 9E Not available NTIS 
LONGACRE, R. S. 

K-Matrix Fits to pi N Implies N pi and N pi pi in the 

Hoe Region Sqrt S = 1.3 to 2.0 Gev 

LBL-948 74-14 20H PC$3.00/MF$2.25 
LONGAKER, H. L 


Growth Response of a Marine Phytoplankton Coc- 
colithus Huxleyi, to Various Chemical Forms of 
obalt 


Cc ’ 
RLO-2227-T12-44 
LONGBOTHUM, R. L. 

Properties of Water Vapor Relevant to Its Measure- 

ment in the Stratosphere and Mesosphere 

N74-17113/3GI 74-11 4A PCSS.25/MF$2.25 
LONGENBACH, ROGER G. 

A Study in Air Force Supervision. An Analysis of the 

Problems Encountered in the Transition from Opera- 

tive Employee to Supervisor. 

AD-769 503/4GI 74-01 SL PC$S 75/MF$2.25 
LONGEROT, C. D. 

Emr 6130 Computer on-Line Station: Calcomp 566 X- 


Y Plotter. 
SLA-73-1118 


LONGEST, JAMES W. 
Investigation of the Public and Private Interests in the 


Chesapeake Bay Area. 
PB-226 767/2GI 74-06 13B PC$3.75/MF$2.25 


LONGINCTTI, L. D. 


Crystalline Field Effects in Intermetallic Compounds. 

AD-780 968/4GI 74-17 20L PC$3.75/MF$2.25 
LONGINOV, A. V. 

Concerning High-Frequency Heating of a Heterogene- 

ous Plasma. I. 

KHFTI-72-1 74-08 201 PC$3.75/MF$2.25 

Concerning High-Frequency Heating of a Heterogene- 

ous Plasma. li. 

KHFTI-72-2 
LONGLEY, CHARLES S. 


Torsional Shear Damped Foundation Member. 
PATENT-3 744 782 74-26 131 Not available NTIS 


LONGLEY, H. JERRY 


Development of the GLANC EMP Code. 
AD-774 773/6GI 74-09 18C PC$3.75/MF$2.25 


Improvements in the Treatment of Compton Current 
and Air Conductivity in EMP Problems. 
AD-769 914/3GI 74-02 18C PC$3.75/MF$2.25 


Time Domain Treatment of Media with Frequency-De- 

pendent Electrical Parameters. 

AD-770 158/4GI 74-02 8G PC$3.75/MF$2.25 
LONGLEY, JAMES W. 

Longley’s Normalized Modified Gram-Schmidt Al- 

gorithm Linear Least Square Regression Analysis (6 

programs), 

PB-230 443/4GI 

74-12 12A Mag Tape $97.50;Foreign $122.50 

Normalized Modified Gram-Schmidt Algorithm for the 

Solution of Linear Least Squares Equations, 

PB-230 442/6GI 74-11 12A  PC$4.75/MF$2.25 
LONGMAN, R. W. 

Dynamics of Flexible Spinning Satellites with Radial 

Wire Antennas. 

N74-17572/0GI 74-11 22B PC$3.75/MF$2.25 


LONGMIRE, C. L. 


A Method for Estimating the X-Ray Produced Elec- 

tromagnetic Pulse Observed in the Source Region of a 

High-Altitude Burst. 

AD-774 152/3GI 74-08 18C PC$3.75/MF$2.25 
LONGMIRE, CONRAD L. 


Development of the GLANC EMP Code. 


74-25 8A PC$6.25/MF$2.25 


74-16 9B PC$4.75/MF$2.25 


74-08 201 PC$4.00/MF$2.25 


AD-774 773/6GI 74-09 18C PC$3.75/MFS$2.25 
Direct Interaction Effects in EMP. 
AD-777 748/SGI 74-12. 18C =PC$3.75/MF$2.25 


Improvements in the Treatment of gaa Current 
and Air Conductivity in EMP Problem 
AD-769 914/3GI 74-02 18C PCS3. 75/MF$2.25 


Time Domain Treatment of Media with Frequency-De- 
pendent Electrical Parameters. 
AD-770 158/4GI 74-02 8G PC$3.75/MF$2.25 


LONGMORE, MYRON J. 


Improving Research and Development Decision-Mak- 
ing for the User. 
AD-783 801/4GI 74-21 SA PCS$4.75/MF$2.25 


LONGO, ALEXANDER A. 
Preliminary Evaluation Plan for US Army Compu- 
terized Training System. 
AD-777 783/2GI 74-13, SI PC$4.75/MF$2.25 
LONGRIGG, J.C. H. 


Cabtrack Studies: Data Sheets for Track Layouts. 
AD-781 896/6GI 74-19 13B PC$3.75/MF$2.25 


LONGTON, R. W. 


Reprint: Pathologic Response of Gingiva to an Amino 
Acid Increase. 
AD-776 638/9GI 74-11 6E Reprint 


Reprint: Production of Lesions in Various Tissues by 
Amino Acids. 
AD-774 $44/1GI 


LONGTON, ROBERT W. 


Reprint: Chromatography of Rare Basic Amino Acids. 
AD-776 644/7GI 74-11 6A Reprint 


LONGUEMARE, C. 


Nuclear Muon Capture and Short-Range Correlation 
Effects. 
FRNC-TH-379 74-02 20H PC$7.50/MF$2.25 


LONGWELL, A. CROSBY 


Reprint: Gamete Cross Incompatibility and Inbreeding 
in the Commercial American Oyster, ‘Crassostrea vir- 
ginica’ Gmelin. 

COM-74-10063/7G1 74-04 6C Reprint 


Reprint: Genetics of the American Oyster, 
“Crassostrea virginica’ Gmelin. 
COM-74-50849-10/GI 

74-24 6C (Order as COM-74-50849) 


Reprint: Some Impressions Regarding Genetics and the 
Fisheries of Japan. 
COM-74-50849-17/GI 

74-24 6C (Order as COM-74-50849) 


LONGWELL, PAUL A. 


Tubular Membrane and Membrane Support Manufac- 
turing Process. 
PATENT-3 601 159 74-06 7A Not available NTIS 


LONGWILL, STANLEY M. 
Tracer Liquid Release Tube Having Frangible Ele- 


ments at Opposite Ends of the Tube. 
PATENT-3 116 450 74-11 81 Not available NTIS 


LONGWORTH, J. W. 
Fluorescence Anisotropy Spectra of Proteins and 


Energy Transfer. 
CONF-740441-3 74-20 6A PCS$4.50/MFS$2.25 


Luminescence of Lysozyme--Lactalbumin Family of 
Proteins. 
CONF-740441-7 74-23 6A PC$4.75/MF$2.25 


Luminescence of Model Indole-Disulphide Com- 
pounds. 
CONF-740441-2 74-20 6A PC$4.00/MFS2.25 


Luminescent Properties of Angiotensin II and Its 
Analogues. 
CONF-740441-6 74-23 7C PC$4.00/MFS$2.25 


Studies of the Conformation and Self-Association of 
Cyclic Decapeptides by Triplet--Triplet Energy 
Transfer. 
CONF-740441-1 
LONKY, MARTIN L. 


Evaluation of an All-Purpose Communica- 
* tion/Protective Helmet. 
PB-230 219/8GI 74-11 6Q  PC$3.75/MFS2.25 


LONNGREN, K. E. 


Laminar Electrostatic Shock Waves Generated by an 
lon-Beam. 
IPPJ-156 74-18 201 PCS$4.50/MFS$2.25 


LONSDALE, HAROLD K. 


Method of Chemically Modifying Asymmetric Mem- 
branes. 
PATENT-3 806 564 74-14 7A Not available NTIS 


LONSDALE, PETER F. 


Cruise Report, CATO Leg 3. 
PB-226 692/2GI 74-06 83 PCS$3.75/MFS$2.25 


Reprint: Current-Controlled Abyssal Sedimentation: 
Samoan Passage Equatorial West Pacific. 
AD-782 859/3GI 74-20 83 Reprint 


Reprint: On the Flow of Water through the Samoan 
assage. 

AD-777 933/3GI 

LONSDORFER, J. 


Respiratory and Right Heart Function in Different 
Types of Obese Patients. 
N74-30472/6GI 


LONTAIL, L. 


Status Report of the Design Study Analysis and the 
Design of a 10 MW Compact MHD Generator System. 
AD-783 824/6GI 74-21 10B PC$9.25/MFS2.25 


74-08 6T Reprint 


74-20 6A PC$4.25/MF$2.25 


74-13 8C_ Reprint 


74-24 6P PCS$3.75/MFS$2.25 
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LONTKA, K 

Investigation of Europium Compounds by Means of 

the Moessbauer Spectroscopy. 

INP-832 74-07 20L PC$3.00/MF$2.25 
LOO, B. W. 

Evaluation of the Erc Virtual Impactor. 

LBL-2468 74-14 7D PC$4.00/MF$2.25 
LOO, GEORGE W. T. 

Is Micronesia a Suitable Alternative for Okinawa. 

AD-779 348/2GI 74-15 SD PC$3.75/MF$2.25 
LOO, KENNETH 

Portable Etching System for Holeswrilled in 

PAT-APPL-326 208 74-14 13H PCS$3. OSMES2. 25 
LOOK, D. L. 

Reprint: Electrical Characteristics of Aluminum-Im- 

planted Zinc Selenide. 


AD-786 248/S5GI 74-24 20L Reprint 
LOOMIS, B. A. 

Void Swelling of Niobium and Niobium + 1 W/O Zir- 

conium Alloy. 

CONF-731114-19 74-08 LIF PC$3.00/MF$2.25 


LOOMIS, HARLAN W. 


Concave Nonlinear Optimization Under Constraints 
with Integer Valued Variables. 
AD-770 127/9G1 74-02 12B  PC$3.75/MF$2.25 


LOOMIS, ROBERT M. 


Estimating Fire-Caused Mortality and Injury in Oak- 
Hickory Forests. 
PB-226 474/SGI 74-05 2F PC$3.25/MF$2.25 


Predicting the Losses in eta ell pea and Quali- 
ty From Fires in Oak-Hickory Fore: 
PB-235 360/SGI 74-22 F “Pcs .25/MF$2.25 


LOOMIS, T. A. 
Reprint: Lethality, Antiesterase and Hemicholinium- 
like Actions of a Series of Bisquaternary Ammonium 
Compounds. 
AD-786 933/2GI 74-25 6A Reprint 
Reprint: Two Active Structures for Hemicholinium-like 
Action. 
AD-786 269/1GI 
LOOMIS, TED A. 


Structure-Activity Relationships on Compounds Hav- 
ing Neuro-Muscular Activity. 
AD-782 491/SGI 74-19 60 PC$3.75/MF$2.25 


LOOMIS, WILLIAM H. 


The C-SA Acqusition Process: Myth or Muff. 
AD-772 607/8GI 74-06 1C PC$3.75/MF$2.25 


LOOPER, LARRY T. 


Career Area Rotation Model: User's Manual. 
AD-771 679/8GI 74-05 SI PC$7.50/MF$2.25 


LOOS, J. 8. 


Neutral Particle Production from pi exp + p Interac- 
tions at 10.5 Gev/C. 
TID-26612 74-24 20H PC$4.00/MF$2.25 


Pion Production in 10.5 Gev/C pi exp +- --Neon Colli- 


sions. 
TID-26609 74-23 20H PC$5.50/MF$2.25 
LOOSANOFF, VICTOR L. 


Method for Controlling Boring Sponges and Other 
Pests of Commerical Mollusks. 
PATENT-2 955 068 74-09 6F Not available NTIS 


Method of Treating Oyster Shells and other Collectors 

to Diminish Predation. 

PATENT-3 103 202 
LOOSE, J. D. 


Steady State Thermal Radiometers. 
PATENT-3 819 419 74-20 14B Not available NTIS 


LOPAC, V. 


Two Neutron Holes States in the Even N = 80 Nuclei. 
LYCEN-7315 74-02 20H PC$3.25/MF$2.25 


LOPARDO, VINCENT J. 

Forces on a Coanda Surface. 

AD-775 950/9GI 74-10 20D PCS$3.75/MF$2.25 
LOPATA, V. J. 


Variable-Temperature Apparatus for Pulse Radiolysis 
Studies at Whiteshell Nuclear Research Establishment. 
AECL-4670 74-18 7E PC$4.25/MF$2.25 


LOPATIN, A. I. 
Anaphylactic Shock from Analgin--Translation. 
AD-770 938/9GI 74-03 6E PC$3.25/MF$2.25 
LOPATKIN, M. G. 
A Drum for Multilayered Coiling of Cable--Translation. 
AD-781 311/6GI 74-18 131 PC$3.25/MF$2.25 
LOPATNIKOV, V. I. 
Some Results of Investigation of the Natural Electrical 
Field at Sea, 
IPRS-62181 


74-24 60 Reprint 


"74.09 6C Not available NTIS 


74-17 83 PCS$3.2S/MF$2.25 


LOPES, FRANCIS J. 


An Analysis of the Strategy of Flexible Response. 
AD-779 347/4GI 74-15 1SG PC$3.25/MF$2.25 


LOPEZ, EDWARD L. 
Smoke Emission from Burning Cabin Materials and the 


Effect on Visibility in Wide-Bodied Jet Transports. 
AD-776 963/1GI 74-11 1B PC$S.75/MF$2.25 
LOPEZ, G. 


Decarboxylation of Dl-Dopa Studied by exp 14 CO sub 

2 Analysis in Parkinsonian and Manganic Patients. 

CONF-740708-27 74-24 6A PC$4.00/MF$2.25 
LOPEZ, GLENN 


Engineering a Victory for Our Environment: A 
Citizens’ Guide to the U.S. Army Corps of Engineers 


PB-231 974/7GI 74-14 13B  PC$10.25/MF$2.25 
LOPEZ, L. 

Piw Compiler. 

COO-2383-0010 74-24 9B PC$6.75/MF$2.25 


LOPEZ, MICHAEL L. 


A Theoretical Method for Calculating the Aerodynamic 
Characteristics of Arbitrary Jet-Flapped Wings. 
Volume I. The Elementary Vortex Distribution Jet- 
Wing Lifting Surface Theory. 

AD-773 939/4GI 74-07 1A  PC$S.75/MF$2.25 


LOPEZ, RAUL ERLANDO 
Reprint: Cumulus Convection and Larger Scale Circu- 
lations. II. Cumulus and Mesoscale Interactions. 


COM-73-50496-12-02/GI 
74-11 4B (Order as COM-73-50496-12) 


LOPEZ-TOLEDO, A. A. 
On the Design of Optimal Input Signals in System 
Identification. 
N74-20171/6GI 74-14 12A PC$3.75/MF$2.25 
LOPILATO, S. A. 


Development and Application of Nondestructive 
Methods for Predicting Mechanical Properties of Ad- 
vanced Reinforced Nonmetallic Composites. 

AD-771 774/7GI 74-05 11D PC$4.75/MF$2.25 


LOPUKHOVSKII, V 


Aircraft Glass Flaw Detection--Translation. 
AD-783 736/2GI 74-21 IC PC$3.25/MF$2.25 


LORAIN, H. 


Synthetic Slowing-down Models and the C/sub n/ 
Method. Applications to Fast Neutron Exponential Ex- 
periments. 

CEA-N-1604 74-04 18K PC$15.25/MF$2.25 


LORAN, B. I. 
Environmental Factors in Coal Liquefaction Plant 


Design, 
PB-235 802/6GI 74-23 7A  PC$3.25/MF$2.25 
LORAND, JOHN P. 


Reprint: Radicals and Scavengers. III. The Cage Effect 
in the Maerua of ‘tert’-Butyl Diphenyl- 
peraceta 

AD-785 $22/8G1 74-24 7C Reprint 


Reprint: Radicals and Scavengers. IV. Cage Effects in 
the Decomposition of tert-Butyl Peresters which 
Generate the Stable Radicals Triphenylmethy! and 1,1- 
Diphenylneopentyl. 

AD-786 360/8GI 74-25 7C Reprint 


Reprint: Radicals and Scavengers. V. Steric Hindrance 
and Cage Effects in the Decompositions of Several 
tert-Butyl Peresters. 

AD-786 200/6GI 74-24 7C Reprint 


Reprint: Radicals and Scavengers. VI. The Absolute 
Rate Constant for Reaction of ‘tert'-Butoxy Radical 
with Toluene by a Competition Technique. 

AD-786 095/0GI 74-24 7C Reprint 


LORD, A. N. 

Utility Plotting Modules. 

KAPL-M-7325 74-25 9B PC$6.75/MF$2.25 
LORD, GARY E. 

Reprint: Characterization of the Optimum Data 


Acquisition and Management of a Salmon Fishery as a 
Stochastic Dynamic Program. 
COM-73-50437-04-09/GI 

74-08 6C (Order as COM-73-50437-04) 


LORD, J. H. 
Technical and Institutional Aspects of Common 
Trenching. 
ORNL-HUD-28 74-26 13B PC$7.60/MF$2.25 
LORD, J. J. 


ss Report, May 15, 1973--March 5, 1974. 
RLO-2225-T-27-4 74-22 20H PC$4.00/MFS2.25 


Proton Interactions in Heavy Nuclei at 200 Gev. 


RLO-2225-T-27-3 74-06 20H PC$3.00/MFS2.25 
LORD, R. S. 

Conceptual Design Study for the Ormak-F/Bx Facility. 

CONF-731114-12 74-08 18A PC$3.00/MF$2.25 


LORD, W. P. 


LORENZ, WALTER C. 


Lunar Orbital Mass Spectrometer Experiment. 

N74-17160/4GI 74-11 14B  PC$7.00/MF$2.25 
LORD, W. T. 

Performance Testing of a 3kW Hydrogen Resistojet. 

AD-786 442/4GI 74-25 21C PC$3.25/MF$2.25 
LORDI, J. A. 


Effects of Finite Duct Length and Blade Chord on 
Noise Generation by a Rotating Blade Row, 
AD-782 165/SGI 74-19 21E Not available NTIS 


Theoretical Studies on Fan Noise Generation by a 
Transonic Compressor Blade Row. 
AD-782 038/4GI 74-19 20A PC$4.25/MF$2.25 


LORDS, JAMES L. 


Reprint: Rate Effects in Isolated Turtle Hearts In- 
duced by Microwave Irradiation. 
AD-780 072/5GI 


LORE, J. 
Properties and Behavior under Irradiation of a Gra- 
phite for the Fuel Block of a High Temperature Reac- 
tor. 
CEA-CONF-2527 74-14 18] PC$3.00/MF$2.25 
LORE, J. D. 


Electrical Conductivity Measurements of Molten-Salt 
Fluxes from an Electroslag Remelting Process. 


74-16 6R Reprint 


Y-1947 74-22 13H PC$4.00/MFS2.25 
LOREE, T. R. 

Laser Pulse Shaping with Nonlinear Materials. 

LA-5323-MS 74-02 18A PC$4.00/MF$2.25 
LORELL, K. R. 


All Sky Pointing Attitude Control System. 
PAT-APPL-403695 74-02 17G PC$3.75/MF$2.25 


LOREN, J. 


Antenna Element for an Antenna Array Module An- 
tennelement for Gruppantennmodule. 
N74-12926/3GI 74-07 9E PC$3.25/MF$2.25 


LORENCE, GRACE A. 
Improving Estimates of Wilderness Use from Manda- 
tory Travel Permits. 
PB-234 795/3GI 
LORENTS, D. C. 


Reprint: Low-Energy Inelastic Scattering of He(2 
triplet S) on He(1 singlet S). 
AD-786 995/1GI 74-25 7D Reprint 


Studies of E-Beam Pumped Molecular Lasers. 
AD-787 079/3GI 74-26 7D PC$4.25/MF$2.25 


LORENTS, DONALD C. 


Atomic and Molecular a Transfer Processes. 
AD-771 136/9GI 74-04 7D PC$3.75/MF$2.25 


LORENTZ, DONALD C. 
Excimer Formation and Decay Processes in Rare 


Gases. 

AD-778 326/9GI 74-13 20E PC$4.25/MFS$2.25 
LORENTZEN, FRIDTJOV VOGT 

Cold: Physiology, Protection and Survival, 

AD-787 011/6GI 74-25 6G PC$3.75/MF$2.25 
LORENZ, A. 

Design Aspects: mg Effects, Part 4 (Section B) 

of the Tory II-C Prog 

UCRL-7036(Pt. “sB) 74 12. 18N PCS$S.25/MFS2.25 


Measurements and Analysis of Nuclear Radiation from 


Tory lic. 
UCRL-12262(Summ.) 74-12 18N PC$3.00/MF$2.25 


Nuclear Heating of Tory I1-C Hafnium Control Rods. 
UCRL-6834-T(Summ.) 74-12 181 PC$3.00/MFS$2.25 


Radiation Heating of Some Components Near the Tory 

lia Core. 

UCID-4114 74-08 21F PCS$3.00/MFS2.25 

Review of Neutron Detection Methods and Instru- 

ments. 

UCID-16325 74-04 18D PCS$4.75/MF$2.25 
LORENZ, P. B. 

Use of Centrifugal Measurements of Wettability to 

Predict Oil Recovery. 

PB-231 103/3GI 
LORENZ, PHILIP B. 

Radioactive Tracer Pulse Method of Evaluating Frac- 


turing of Underground Oil Shale Formations. 
PB-225 349/0GI 74-02 81 PCS$3.75/MFS$2.25 


74-22. 2F PC$3.25/MF$2.25 


74-12 81 PC$3.75/MFS$2.25 


LORENZ, R.A 
Behavior of Highly Radioactive lodine on Charcoal. 
CONF-740807-10 74-25 18F PC$5.00/MFS2.25 


LORENZ, WALTER C. 
Economic Availability of Byproduct Fluorine in the 
United States. (In Two Sections): |. Utilization of 
Byproduct Fluosilicic Acid in the Manufacture of Alu- 
minum Fluoride. 2. Utilization of Byproduct Fluosilicic 
A cid in the Manufacture of Calcium Fluoride. 


PB-226 724/3GI 74-06 7A PCSS.25/MFS$2.25 


PA-671 


LORENZELLI, N. 
Dechannelization at Low Temperatures by Irradiation 


Defects in Iron. 
CEA-CONF-2334 74-07 11F PC$3.00/MF$2.25 


Metallurgy and Thermodynamics of a Carbide Fuel 
Containing Inactive Fission Products: Simulation of Ir- 
radiated Nuclear Fuel. 

CEA-R-4465 74-02 18] PC$8.50/MF$2.25 


LORENZI, P. 
Reactor-Noise and Stochastic Neutronics at C.S.N. 
Casaccia: Advancements 1970--1972. 
RT/FI-(73)26 74-10 18K PC$3.50/MF$2.25 
LORENZINI, DINO A. 
Linear Vibration Testing of Gycroscopes. 
AD-770 994/2GI 74-03 17G PC$3.75/MF$2.25 


A Root Locus Analysis of a Seismic Isolation Control 
System, 


AD-783 615/8GI 74-21 17G = PC$3.75/MF$2.25 
Testing of Precision Inertial Gyroscopes, 
AD-784 266/9GI 74-22 17G_ PC$4.25/MF$2.25 


LORENZO, C. F. 


Reduce 2: A Computer Program for the Symbolic 
Reduction of Large Block Diagrams. 
N74-28689/9GI 74-22 9B PC$4.75/MF$2.25 


LORENZO, HECTOR H. QUIROGA 


Reprint: Contribution to a Study of the Population of 
the White Tuna (‘Thunnus alalunga’ Bonnaterre, 1788) 
in the North Atlantic. 
AD-774 345/3G1 


LORI, A. 


Evaluation of Neutron Fluxes and gamma-Rays Dose 
in the Vertical Channels of the Source Fast Reactor 
Tapiro for Radiobiological Studies. 


74-08 6C Not available NTIS 


RT/BIO-(73)32 74-15 18E PC$5.00/MF$2.25 
LORIERS,,H. 

Htr Fuel Element Irradiations. 

CEA-CONF-2529 74-14 18E PC$3.00/MF$2.25 
LORINCZ, D. 

Airfoil Wake Vortex Characteristics in the Far Field. 

N74-22625/9GI 74-18 1A  PC$3.25/MF$2.25 


LORMAN, WILLIAM R. 


Seawater Absorption by Precast Portland Cement 

Concrete Containing Lightweight Aggregate, 

AD-775 255/3GI 74-09 133 PC$3.75/MF$2.25 
LORREK, W. 


Effect of Hydrostatic Pressure on Yield Stress and 
Strain Properties of Metallic Working Materials Ein- 
fluss von Hydrostatischem Druck Auf Fleissspannung 
i. Formaenderungsvermoegen Metallischer Werk- 
stoffe. 


N74-29977/7GI 74-24 13H PC$S.75/MF$2.25 
LORSCH, HAROLD G. 
Latent Heat and Sensible Heat Storage for Solar Heat- 


ing Systems. 
PB-236 190/SGI 74-26 10A PC$3.75/MF$2.25 
LORSCHIEDTER, J. 

Problems of Temperature Control of High Capacity 
Communication Satellites and Their Means of Solution 
Probleme und Loesungswege der Temperaturkontrolle 
bei Nachrichtensatelliten Grosser Leistung. 
N73-33866/7G1 74-02 17B PC$3.75/MF$2.25 


LORTON, PAUL V. 


Comparison of Student Performance and Attitude 
under Three Lesson-Selection Strategies in Computer- 
Assisted Instruction. 

AD-773 953/SGI 74-08 SI PC$4.25/MF$2.25 


LorY, C. B. 


Evaluation of Selected Strapdown Inertial Instruments 

and Pulse Torque Loops, Volume |. 

N74-32099/5GI 74-25 17G PC$S.25/MF$2.25 
LORY, EARL 


Chemical Excitation via Laser Radiation: Vibration- 
Vibration Energy Transfer Processes. 


AD-773 585/SGI 74-07 7D PC$S.75/MF$2.25 
LOS, JERZY 

The Walrasian and Von Neumann Equilibria: A Com- 

parison. 

AD-774 251/3GI 74-08 SC PC$3.75/MF$2.25 
LOS, L. I. 


Content of Copper, Manganese, Molybdenum, Nickel 
and Lead in Certain Food Products of Plant Origin in 
the Saratov Region (Soderzhanie Medi, Margantsa, 
Molibdena, Nikelya i Svintsa v Nekotorykh 
Pishchevykh Produktakh Rastitelnogo Proiskhozdeniya 


Saratovskoi Oblasti), 
TT-72-51123 74-08 2A PC$3.25/MF$2.25 


LOSCHKE, P. C. 


Flight Evaluation of Advanced Control Systems and 
Displays on a General Aviation Airplane. 
N74-27499/4GI 74-20 1B PC$4.25/MF$2.25 


PA-672 


LOSCUTOFF, A. V. 


G-189A Analytical Simulation of the Integrated Waste 
Management-Water System Using Radioisotopes for 
Thermal Energy. 
N74-28629/5GI 


LOSCUTOFF, W. V. 


Study of Dynamics of X-14B VTOL Aircraft. 
N74-21661/S5GI 74-17 1B PC$8.50/MF$2.25 


LOSEV, M. L. 


“Wave Duct’ Antenna with Modulated Phase Velocity 

and Multiple Use of the Array--Translation. 

AD-772 012/1GI 74-05 9E PC$3.25/MF$2.25 
LOSEV, N. P. 

Methods of Materials Mechanical Testing under Ir- 

radiation. Part I. Creep--Rupture Tests. 

SRARI-P-208 74-10 183 PC$3.75/MF$2.25 


Testing the Performance of Dkm-6 Engines under Ir- 

radiation. 

SRARI-P-184 
LOSEY, G. S. 


Marine and Freshwater Aquarium Systems for Tropi- 
cal Animals. 
COM-74-11417/4GI 


LOSHIN, AL 


Research Program on Multi Dimensional Matrix Ad- 

dressing Techniques. 

AD-774 143/2GI 
LOSHKAREV, M. A. 

Tests of Glass-Fiber-Reinforced Plastics for Thermal 

Shock--Translation. 

AD-781 675/4GI 74-18 11D PC$3.25/MF$2.25 


LOSOTO, O. 


A ‘Flight’ in a Trainer--Translation. 
AD-771 635/0GI 74-05 22B PC$3.25/MF$2.25 


In the Armchair of the Tester--Translation. 
AD-773 289/4GI 74-07 6E PC$3.25/MF$2.25 


Waiting for Launches--Translation. 

AD-770 863/9GI 74-03 22D PC$3.25/MF$2.25 

“We Have Link-Up’--Translation. 

AD-772 054/3GI 74-05 22A PC$3.25/MF$2.25 
LOSS, F. J. 

Fracture Toughness Characterization of Shipbuilding 

Steels. 

AD-785 034/0GI 74-23 11F = PC$3.75/MF$2.25 

Generalized Procedures for the Use of Plane Strain 

and Elastic-Plastic Fracture Mechanics Options in the 

Modernization of Nuclear Standards. 

AD-769 217/1GI 74-01 18E PC$3.75/MF$2.25 
LOTENS, W. A. 


The Role of Stereoscopic Vision in Ground to Ground 
Target Acquisition. 


74-22 22B = PC$8.50/MF$2.25 


74-12 21C PC$4.00/MF$2.25 


74-22 6C PC$4.75/MF$2.25 


74-08 9E PC$7.25/MFS$2.25 


N74-25640/5GI 74-19 6P PC$3.25/MF$2.25 
LOTER, G. 

Roundness in Externally Ground Round Work. 

N74-21076/6GI 74-15 13H PC$3.25/MF$2.25 
LOTH, JOHN L. 


Lifting Surface Analysis Using Chordwise Load Seg- 
ments, 
AD-775 336/1GI 74-09 1A  PC$4.75/MF$2.25 


Navy V/STOL Aerodynamics. 
AD-786 222/0GI 74-24 1A PC$6.25/MF$2.25 


Thrust Augmented Wing Sections in Potential Flow. 
AD-786 221/2GI 74-24 1A° PC$S.75/MF$2.25 


LOTHNER, DAVID C. 


A Test of a Photographic Method for Determining 
Cubic-Foot Volume of Pulpwood. 
PB-226 465/3GI 74-05 11L PC$3.25/MF$2.25 


LOTSPEICH, FREDERICK B. 


Environmental Guidelines for Development Roads in 
the Subarctic. 
PB-235 932/1GI 74-26 13B PC-GPO/MFS$2.25-NTIS 


Low Winter Dissolved Oxygen in Some Alaskan 
Rivers. 
PB-234 443/0GI 74-21 13B PC-GPO/MF$2.25 


LOTT, L. A. 


Acoustic Emission Source Location on a Nonspherical 
Surface. 
RFP-2090 74-10 14B PC$3.00/MF$2.25 


Acoustic Emission Source Location on a Nonspherical 

Surface of Revolution. 

RFP-2090 74-09 14B PC$4.00/MF$2.25 
LOTT, LAUREN R. 

Double Mixing Doppler Simulator. 

PATENT-3 745 579 74-26 171 Not available NTIS 
LOTT, M. 

Calorimetric Measurement of Residual Power of Rap- 

sodie and Fortissimo Fuel Elements. 

AEC-tr-7477 74-06 18) PCS$4.50/MFS2.25 


Calorimetric Measurement of the Energy Released by 
exp 235 U Fission Products for Cooling Times 
Between 70 Sec and 7Xi0 exp 6 Sec. 

AEC-tr-7472 74-06 20H PC$3.25/MF$2.25 


Effective Cross Sections for the Creation of Damages. 
CEA-CONF-2267 74-09 11F PC33.75/MF$2.25 


Simulation by Bombardment with Ni exp + Ions of 
Medium Energy of the Effects of Irradiation Produced 
in a Reactor in Nickel and in Austenitic Steels. 

CEA-CONF-2354 74-07 IF PC$3.75/MF$2.25 


LOTT, ROBERT A. 


Study into the Operational Characteristics of a Recoil- 
less Rifle Mounted on Army Helicopters. Volume II. 
Analysis of the Flow Field Generated During the Fir- 
ing of a Recoilless Rifle. 

AD-785 514/1GI 74-23 19F PC$4.002.25 


LOTTET, G. C. 


Production of a Fe exp - Beam by Cathode Sputtering 
in a Penning Source. 
IPNO-72-6 74-11 20G PC$3.00/MF$2.25 


LOTTIG, R. A. 


Steady-State Inlet Temperature Distortion Effects on 
the Stall Limits of a J85-Ge-13 Turbojet Engine. 
N74-17507/6GI 74-11 21E PC$3.75/MF$2.25 


LOTTS, A. L. 


Progress in the Thorium--Uranium 233 Reprocessing-- 
Refabrication Technology. 
CONF-740501-4 74-18 18] PC$4.00/MF$2.25 


LOTZ, W. 
Linear L = 1 Stellarator Experiments Using a Shaped 


Coil. 
IPP-1/130 74-02 18A PC$4.25/MF$2.25 
LOUCKS, DANIEL P. 


Planning and Analysis of Metropolitan Water 
Resources Systems. 
PB-235 257/3GI 74-23 13B PC$19.25/MF$2.25 


A Selected Annotated Bibliography on the Analysis of 
Water Resource Systems. Volume V, 
PB-235 336/SGI 74-23 13B PC$10.50/MF$2.25 


A Selected Annotated Bibliography on the Analysis of 
Water Resource Systems. Volume 4, 
PB-229 894/1GI 74-11 13B PC$12.00/MF$2.25 


Studies in the Analysis of Metropolitan Water 
Resource System. Volume VIII. Some Data and 
Methods for Analyzing Metropolitan Wastewater 
Reclamation and Reuse Systems. 

PB-230 435/0GI 74-11 13B PC$6.25/MFS$2.25 


Studies in the Analysis of Metropolitan Water 
Resource Systems. Volume X. Optimal Real-Time 
Control of Urban Stormwater Drainage. 


PB-236 858/7GI 74-26 13B PC$7.00/MF$2.25 
LOUD, W. 8. 

Investigation in Nonlinear Mechanics. 

AD-781 599/6GI 74-18 12A PC$3.25/MFS$2.25 


LOUDON, DAVID L. 
Economic Impact: 1973 Newport International Sailboat 
Show. 
COM-74-11663/3GI 74-26 SC PC$3.25/MFS$2.25 


LOUGHMAN, WILLIAM F. JR. 


An Analysis of the 66XX AFSC (Air Force Specialty 
Code) within AFLC. 
AD-777 251/0GI 74-12) SI PCS$S.25/MF$2.25 


LOUGHMILLER, GROVER C. 


Meausrement and Predictors of Physician Per- 
formance: Two Decades of Intermittently Sustained 
Research. 


PB-224 543/9GI 74-01 SI PCS6.25/MFS$2.25 
LOUGHRAN, G. A. 


Heterocyclic Polymers Derived from _ 1,2,4,5- 
Naphythalene tetracarboxylic Acid Dianhydride. 
AD-774 746/2GI 74-08 7C PC$3.75/MF$2.25 
LOUIS, H. 


Collection of Ultrasonic Velocity Data as a Function 
of Pressure for Polycrystalline Solids. 


UCRL-51508 74-21 14B PC$7.60/MFS$2.25 
LOUIS, J. F. 

Studies on Transonic Turbines with Film Cooled 
Blades. 

AD-786 739/3GI 74-25 21E PCS$4.25/MF$2.25 


LOUIS, JEAN F. 


Disk Geometry MHD Generator for High Voltage High 

Power Aircraft Requirements. 

AD-775 749/SGI 74-10 21C PCS$S.25/MFS$2.25 

Investigation of Factors Affecting Heat Transfer to 

Turbine End Walls. 

AD-769 878/0GI 
LOUIS, NICK 

An Experimental Study of the Reverse Percolation 

Lofting Process in a Sand Medium. 

AD-772 $31/0GI 74-06 18C PCSS5.25/MFS$2.25 


74-02 21E PC$3.75/MF$2.25 




















LOUISELL, WILLIAM H. 
Reprint: Transverse-Mode Discrimination in Three- 


Mirror Resonators. 
AD-784 725/4GI 


LOUREIRO, A. P. 
eae of naa Structure of Zircaloy-2 on Its Mechanical 
LEEN: iste) 74-25 11F PC$S5.50/MF$2.25 


LOURENCO, A. P. 


Makrofol as Fission Fragments Detector. 
IEA-323 74-25 18D PC$4.00/MF$2.25 


LOURIE, MADELEINE 
Evaluation of Consumer Health Training and Educa- 


tion Programs. 
PB-225 282/3GI 74-02 SI PC$S5.75/MF$2.25 


LOUSTAUNAU, CHERIE 


Foreign Trade Regulations of Turkey. 
COM-73-50182-63/GI 
74-05 SC PC-GPO/MF$2.25-NTIS 


74-22 20F Reprint 


LOUTFI, ADEL 
Reprint: Studies of Bladder Stone Disease in Egyptian 
Children. Parts I thru VII. 
AD-784 770/0GI 
LOUTFY, R. O. 
Reprint: Correlation between the n,pi* Triplet Energy 
of Some Acetophenones and the Corresponding Elec- 
troreduction Potentials. 
AD-774 663/9GI 74-08 7D Not available NTIS 


LOUTFY, RAFIK O. 


Reprint: Dual Phosphorescence from 5-Methyl- 
bicyclo(4.3.0(1,5)) Non-1-en-3-One. 
AD-774 665/4GI 74-08 7D Not available NTIS 


LOUTHAN, M. R. JR. 
Effect of Hydrogen on Metals. 


74-23 6E Reprint 


DP-MS-73-68 74-25 11F PC$4.25/MF$2.25 
Metallographic Studies of Hydrogen-Embrittled Nickel. 
DP-MS-74-17 74-25 11F PC$4.00/MF$2.25 


LOUX, SUZANNE B. 

Management Performance in Public Housing, 

PB-234 248/3GI 74-19 SK PC$6.00/MF$6.00 
LOVALL, D. D. 

Electric Field Measuring and Display System. 

PATENT-3 820095 74-20 14B Not available NTIS 
LOVAS, F. J. 


Reprint: Microwave Spectra of Molecules of As- 
trophysical Interest. III. Methanol. 
COM-74-S0105/7GI 74-08 7D Not available NTIS 


Reprint: Microwave Spectrum of BF. 
COM-74-50746/8GI 74-21 7D Not available NTIS 


Reprint: Spectroscopic Studies of the SO2 Discharge 
System. I. The Microwave Spectrum and Structure of 


$20. 
COM-74-50833/4GI_ 74-24 7D Not available NTIS 


Reprint: Spectroscopic Studies of the SO2 Discharge 
System. Il. Microwave Spectrum of the SO Dimer. 
COM-74-50834/2GI 74-24 7D Not available NTIS 


LOVAS, FRANK J. 


Microwave Spectra of Molecules of Astrophysical In- 
terest. II. Methyleneimine. 
COM-74-SO101/6GI 74-08 7D Not available NTIS 


Reprint: Microwave Spectra of Molecules of As- 
trophysical Interest. I. Formaldehyde, Formamide, and 
Thioformaldehyde. 

COM-74-50099/2GI_ 74-08 7D Not available NTIS 


Reprint: Reaction of BF3 with NH3: Microwave Spec- 
trum of BF2NH2. 
COM-74-50026/S5GI 


LOVCHIKOVA, G.N. 


Inelastic Scattering of Fast Neutrons by Cr, Ni, Y, Zr, 
and W Nuclei. 


74-06 7D Not available NTIS 


BNL-tr-545 74-10 20H PC$3.50/MF$2.25 
LOVE, J. C. 

p+ dhe 61 Ni Moessbauer Studies of Substituted Ni 

CONF.731104- 13 74-12 20L =PC$3.00/MF$2.25 
LOVE, J. E. 

Flight Study of a Vehicle Operational Status and Moni- 

toring System. 

N74-13725/8GI 74-08 1C PC$3.25/MF$2.25 
LOVE, JOEN T. 


Reprint: Initial Conditions of N X N Systems with 

Discontinuous Higher Order Input Signals. 

AD-776 830/2GI 74-11 12A Reprint 
LOVE, M. D. 


Dipole Response Coefficient for Cylindrical Channels 
in Neutron Diffusion Theory. 
AECL-4826 74-24 20H PC$8.25/MF$2.25 


LOVE, S. L. 
Water Vapor Accumulation in a Weapon System. 


SAND-74-5028 74-22 19A PC$4.00/MF$2.25 


LOVE, T. A. 
Gamma-Ray Production Due to Neutron Interactions 
with Fluorine and Lithium for Incident Neutron Ener- 
ies Between 0.55 and 20 Mev: Tabulated Differential 


ross Sections. 
ORNL-TM-4538 74-18 20H PC$6.25/MF$2.25 


Gamma-Ray Production Due to Neutron Interactions 
with Magnesium for Incident Neutron Energies 
Between 0.8 and 20 Mev: Tabulated Differential Cross 
Sections. 
ORNL-TM-4544 74-21 20H PC$8.50/MF$2.25 
Gamma-Ray Production Due to Neutron Interactions 
with Tin for Incident Neutron Energies Between 0.75 
and 20 Mev: Tabulated Differential Cross Sections. 
ORNL-TM-4406 74-07 20H PC$4.75/MF$2.25 
Gamma-Ray Production Due to Neutron Interactions 
with Zinc for Incident Neutron Energies Between 0.85 
and 20 Mev: Tabulated Differential Cross Sections. 
ORNL-TM-4464 74-14 20H PC$4.75/MF$2.25 
Gamma-Ray Production from Neutron Interactions 
with Nickel for Incident Neutron Energies Between 1.0 
and 10 Mev: Tabulated Differential Cross Sections. 
ORNL-TM-4379 74-07 20H PC$5.45/MF$2.25 
Gamma-Ray Production from Neutron Interactions 
with Silicon for Incident Neutron Energies Between 
1.0 and 20 Mev: Tabulated Differential Cross Sections. 
ORNL-TM-4389 74-09 20H PC$8.50/MF$2.25 
LOVE, W.A. 
Forward Neutral Vee Production by Negative Pions at 
24 Gev/C. 
BNL-18188 74-07 20H PC$3.00/MF$2.25 
Higher Statistics Investigation of K/sub S/ exp 0 K 
exp - Decay of the a sub 2- Produced by 23 Gev/C pi 
exp - on Hydrogen. 
BNL-19000 74-25 20H PC$4.25/MF$2.25 
LOVE, W.F. 
Lattice Vibrations in Noncrystalline Solids. 
COO-3151-28 74-06 20L PC$3.75/MF$2.25 
Reprint: Low-Temperature Thermal Brillouin Scatter- 
ing in Fused Silica and Borosilicate Glass. 
AD-772 406/SGI 74-05 20L Reprint 


LOVE, W. K. 

Plasma Tests of Sprayed Coatings for Rocket Thrust 

Chambers. 

N74-29216/0GI 74-22 21H = PC$4.25/MF$2.25 
LOVELACE, NORMAN L. 

AUTO-QUAL Modeling System. 

PB-227 032/0GI 74-06 8H PC$9.25/MF$2.25 
LOVELACE, ROY C. 

Method for Storing Radioactive Combustible Waste. 

PATENT-3 764 552 74-13 18G Not available NTIS 
LOVELADY, HUBERT G. 


Reprint: Separation of Individual Tocopherols from 

Human Plasma and Red Blood Cells by Thin-Layer 

and Gas-Liquid Chromatography. 

AD-771 900/8GI 74-05 6A PC$3.25/MF$2.25 
LOVELAND, R. B. 


Magnetic Field Survey at White Sands Missile Range, 
New Mexico. 
AD-770 919/9GI 74-03 8N PC$3.25/MF$2.25 


Project Foggy Cloud V, Panama Canal Warm Fog 

Dispersal Program 

AD-773 473/4GI 
LOVELESS, FRED M. 


A Photogrammetric and Tracking Network Analysis 


Program. 
AD-774 809/8GI 74-09 22C PCS$S.75/MF$2.25 


LOVELESS, STEPHEN 
Reprint: Postburn Edema of the Upper Extremity: 
Evaluation of Present Treatment. 
AD-770 408/3GI 
LOVELL, HAROLD L. 
An Appraisal of Neutralization Processes to Treat Coal 
Mine Drainage. 
PB-231 249/4GI 74-12 13B + PC-GPO/MF$2.25 
LOVELL, JAMES 
Enroute Performance Assurance from User Aircraft 


Tracks. 
AD-787 454/8GI 74-26 17G PC$7.25/MFS$2.25 


LOVELL, RON 
A Report on the Oregon State University Sea Grant 
Program 1972-1973. 
COM-74-10850/7GI 
LOVEMAN, DAVID B. 
CTL - Compass Test Language, 
AD-782 863/SGI 74-20 9B PCS$7.00/MFS2.25 
LOVILL, J. E. 


Comparison of the Southern and Northern Hemisphere 
General Circulation Characteristics as Determined by 
Satellite Ozone Data. 


74-07 4B PC$4.75/MF$2.25 


7402 6E Reprint 


74-12 83 + PC$3.25/MF$2.25 









LOWDER, J. ELBERT 


UCRL-75556 74-17 4B PC$S.7S/MFS2.25 


Final Report on Environmental Definition Program for 
Period Ending June 30, 1974. 
UCID-16565 74-24 4B PC$4.00/MF$2.25 


LOVING, HUGH B. 


Optical Plumbing Device for Establishing from an 
Aerial Location the Position of a Mark on the Ground. 
PATENT-3 276 311 §=674-11 8B Not available NTIS 


LOVLIE, R 
Reprint: Rock Magnetism and Paleomagnetism of 
Some Intrusions from Virginia. 
AD-774 702/SGI 74-08 8G Reprint 
LOVLIE, REIDAR 
Reprint: Magnetic Properties of Deep-Sea Drilling Pro- 
ject Basalts from the North Pacific Ocean. 
AD-773 221/7GI 74-06 8N_ Reprint 


LOVORN, FLOYD T. 
An Investigation of Mean Temperature Structure and 
Internal Waves in Puget Sound Central Basin. 
AD-774 115/0GI 74-08 83 PC$4.25/MF$2.25 
LOVRIEN, CLARK E. JR. 


UH-IN Salt Water Spray Ingestion Tests (Category II 
Follow-On Test Program). 
AD-905 038/6GI 74-15 1C PC$4.25/MF$2.25 


LOVVORN, J. L. 


Description of the Facility Radiation and Contamina- 
tion Alarm System Installed in the High Radiation 
Level Examination Laboratory, Bldg. 3525. 

ORNL-TM-1251(Rev.) 74-06 1i8D PCs. 25/MF$2.25 


LOW-BEER, A. DEG. 


Report of the Bioassay Laboratory, July 1972 Through 
June 1973. 
LBL-2448 74-11 6R PC$4.00/MF$2.25 


LOW, J. R. JR.. 


The Effect of Microstructure and Strength on the 
Fracture Toughness of an 18 Ni, 300 Grade Maraging 


Steel. 
N74-31987/2GI 74-25 IF PC$3.75/MF$2.25 


The Effect of Microstructure on the Fracture 
Toughness of Titanium Alloys. 
N74-15182/0GI 74-09 11F PC$4.25/MFS$2.25 


Grain Boundary Segregation of Impurities in Metals 

and Intergranular Brittle Fracture. 

AD-781 301/7GI 74-18 11F PC$3.75/MF$2.25 

An Investigation of the Plastic Fracture of High 

Strength Steels. 

N74-22200/1GI 74-17 IF PC$7.25/MF$2.25 
LOW, JACK JR. 

Simultaneous Line-of-Sight Terrain Effects on 

Remoted Weapon Systems. 

AD-781 971/7GI 74-19 16D PC$3.75/MFS$2.25 
LOW, RICHARD D. H. 


Microphysical and Meteorological Measurements of 
Fog Supersaturation. 


AD-771 056/9GI 74-04 4B PC$3.25/MF$2.25 
Microphysical Evolution of Fog. 
AD-776 334/SGI 74-11 4B PC$3.75/MF$2.25 
LOWAK, H. 


The Fatigue Strength of Joints Considering the In- 
fluence of Secondary Bending. 
N74-32350/2GI 74-25 1C PCS$4.75/MF$2.25 


Flight-by-Flight Tests with Notched Specimens Using 
a Wing Upper Surface Load Spectrum Einzelflugver- 
suche an Kerbstaeben MIT Dem Kollektiv der Trag- 
flaechenoberdecke. 

N74-11839/9GI 74-06 1A PCS$4.25/MFS2.25 


A Standardized Load Sequence for Flight Simulation 
Tests on Transport Aircraft Wing Structures Standar- 
disierter Einzelflug-Belastungsablauf fuer Schwing- 
festigkeitsversuche an Tragflaechenbautcilen von 


Transportflugzeugen. 

N74-11841/SGI 74-06 1A PCS$4.25/MF$2.25 
LOWDE, N. A. 

Precision Mounts for Laser Optics 

N74-18157/9GI 74-12 20E PC$3.25/MFS2.25 


LOWDER, ELBERT J. 
Reprint: Aerosol Clearing with a 10.6-micrometer 


Precursor Pulse. 
AD-785 085/2GI 74-23 20E Reprint 
LOWDER, J. ELBERT 


Reprint: a -Energy CO2 Laser Pulse Transmission 
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LOWE, R. P. 
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Reprint: Patent Accessory Canals: Incidence in Molar 
Furcation Region. 
AD-775 944/2GI 


LOWMAN, P. D. 


Studies of the Major Planet Satellite Systems. 
N74-22484/1GI 74-17 22C =PC$4.25/MF$2.25 
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LU, T. L. 

Copper Diffusion in Cadmium Sulfid 

PB-236 244/0GI 74-26 7D “pcs. 25/MF$2.25 
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Superconducting Toroidal Magnets for Fusion Feasi- 
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Health Hazard Evaluation/Toxicity Determination. 
North American Rockwell, Automotive Division, 


Grenada, Mississippi. 
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‘Crassostrea virginica’. 


COM-74-10074/4GI 74-04 6C Reprint 


MACINNIS, J. B. 
Vestibular F quilibrium and Balance. 
AD-779 301/1GI 74-15 6S PC$4.75/MF$2.25 


MACINTYRE, M. N 
Structural Variations among the Chromosomes of Nor- 


mal Humans. 

COO-78-310 74-14 6C PC$3.00/MF$2.25 
MACINTYRE, WILLIAM G. 

Investigation of Surface Films - Chesapeake Bay Ea- 

trance. 

PB-232 968/8GI 74-17 13B PC-GPO-MF$2.25-NTIS 
MACIOLEK, JOHN A. 

Aquatic Survey of the Kona Coast Ponds, Hawaii 


Island. 
COM-74-11037/0GI 74-15 6F PC$4.75/MF$2.25 


PA-683 








MACIUCA, C. 


MACIUCA, C. 
Burn-out Correlation to Scale Water with Freon. 
RT/ING-(74)7 74-24 13A PC$6.25/MF$2.25 


Method of Models in the Reproduction of the Burn-out 
Phenomenon of Water with Freon. 
RT/ING-(74)6 74-24 183 PC$4.75/MF$2.25 


MACK, CHARLES H. 


Process of Imparting Creasability of Cellulosic and 
Other Hydroxy-Containing Polymeric Fibers and 
Fabrics by Reaction of N-Methylol Setentres | in the 
Presence of Phosphorylating Agents and Produc 

PAT-APPL-399 013 74-20 WE PC$3. 25/MFS2. 25 


MACK, D. A. 
Techniques for Continuous Monitoring of Hydrocar- 


bons. 
LBL-2099 7404 7D PC$4.00/MF$2.25 
MACK, D. R. 


Reprint: Magnetostriction of Si-Doped YIG at Low 
Temperatures. 
AD-776 838/5GI 74-11 20L Reprint 


MACK, EUGENE J. 
The Microstructure of Radiation Fog at Travis Air 


Force Base. 
AD-774 459/2G1 74-08 4B PC$4.25/MF$2.25 
MACK, G. 


Clebsch--Gordan Expansion for O(2H + 
JINR-E2-7977 74-23 20H Pcss: 2S/MFS2. 25 


MACK, BR. A. 


An Experimental Investigation of Torque Noise in 
Satellite Bearings. 
AD-786 782/3G 74-25 131 PC$3.75/MF$2.25 


MACK, R. J. 
A Study of Methods Which Predict Supersonic Flow 
Fields from Body Geometry, Distance, and Mach 
Number. , 
N74-10030/6GI 7404 1A PC$3.25/MF$2.25 
MACK, R. M. 


A Study of the Implementation of the National En- 

vironmental Policy Act by the United States Navy. 

PB-233 133/8GI 74-17 SA PC$9.50/MF$2.25 
MACK, RICHARD B. 


An Implementation of Conventional Methods of Mea- 
suring the Amplitude and Phase of Backscatter Fields. 


AD-770 015/6GI 74-02 20N PC$3.75/MF$2.25 
MACKAY, A. 

apes a of the Thermal Conductivity and Viscosi- 

ty of Carbon Dioxide. 

NEL-563 74-21 7D PC$4.00/MF$2.25 
MACKAY, D. BR. 


Reprint: NBS Information Services on Engineering 


s. 
COM-74-$0823/SGI 
MACKAY, R. S. 


Exploring the Possibility of Following the Movements 
of a Bird from an Artificial Earth Satellite. 
N74-19794/8GI 74-14 6C PC$3.25/MF$2.25 


MACKENROTH, ELVIS 


Surface Jet Stream Excess Temperature Analysis. 
PB-226 120/4GI 7405 13B PC$3.75/MF$2.25 


MACKENTHUN, ARDEN 
Alpha | Antitrypsin Deficiency and Respiratory Dis- 


case. 
PB-231 041/SGI 74-12 6E PC$3.75/MF$2.25 
MACKENTHUN, W. 


Neuwerk Windmill Power Generation Plant. 
N74-15740/SGI 74-10 10B PC$3.25/MF$2.25 


MACKENZIE, CLYDE L. JR. 
Method of eaten orbs Shells and other Collectors 
Diminish Preda 


to 
74-09 6C Not available NTIS 


74-25 SB Not available NTIS 


PATENT-3 103 202 


MACKENZIE, FRANKLIN FORSTHOVE 


A Practical Voiceband Television System Design. 
AD-769 690/9GI 74-01 17B PC$4.75/MF$2.25 


MACKENZIE, GERALD L. ' 


Gas Generating Solid Propellant Containing 5- 
Aminotetrazone Nitrate. 
PATENT-3 734 789 74-26 19A Not available NTIS 


Hydrogen Gas Generating Composition and Method 


for the Same. 
PATENT-3 674 702 74-02 7A Not available NTIS 
MACKENZIE, I. K. 


Determination of Equilibrium Vacancy Density in 
Copper and Brass from Positron Trapping Measure- 
ments at Temperatures to the Melting Point. 

CONF-7206100-2 74-14 20L PC$3.00/MF$2.25 


MACKENZIE, J.D. 
Characterization of Semiconducting Glasses for Use as 


Bolocon Layers. 
AD-780 118/6GI 74-16 20L PC$4.75/MF$2.25 


PA-684 


Reprint: Direct Calculation of Young's Modulus of 
Glass. 


AD-784 645/4GI 74-22 11B_ Reprint 
Reprint: High Pressure-Induced Flow and Hardness of 
Glasses. 

AD-784 644/7GI 74-22, 11B Reprint 


MACKENZIE, K. R. 


Reprint: A Large Volume Quiescent Plasma in a 
Uniform Magnetic Field. 
AD-777 322/9GI 


MACKENZIE, T. A. 


Studies of Large Scale Atmospheric Energetics. 
COM-74-10275/7GI 74-06 4B PC$4.75/MF$2.25 


MACKENZIE, W. E. 


Cleaning and Corrosion Control of Avionics Equip- 
ment at All Levels of Maintenance. 
AD-784 975/SGI 74-23, 1C PC$3.25/MF$2.25 


MACKENZIE, W. H. 


Reprint: Organizing New England Commercial Fisher- 
men at the Regional Level. 
COM-74-10584-03/GI 
74-11 SA (Order as COM-74-10584) 
MACKENZIE, WILLIAM 
Ultrastructural Pathogenesis of Lesions Produced by 
Exposure to Oxygen Difluoride with Correlative Light 


Microscopy, 
AD-770 292/1GI 74-02 6T PC$4.25/MF$2.25 
MACKENZIE, WILLIAM F. 


Reprint: Comparative Aspects of Mastocytosis in Man 
and Animals with Report of a Case in a Baboon. 
AD-783 215/7GI 74-20 6E Reprint 


MACKENZIE, WILLIAM H. 


Marine Affairs Journal. Number 1, December 1973, 
COM-74-10584/2GI 74-11 SD PC$S.25/MF$2.25 


MACKEY, M. D. 
Reprint: Structure of the Mercury/Ethylene Carbonate 


Interface. 
AD-782 986/4GI 74-20 7D Not available NTIS 


Reprint: Structure of the Mercury/Ethylene Carbonate 
Interface. Part 1. Variation in Double Layer Capacity 
with the Nature of the Electrolyte. 

AD-776 078/8G1 74-10 7D Not available NTIS 


Reprint: Structure of the Mercury/Ethylene Carbonate 
Interface. Part 2. Adsoprtion of Iodide Ion from Solu- 
tions of Constant Ionic Strength. 

AD-776 079/6GI 74-10 7D Not available NTIS 


MACKI, J. M. 


Corrosion and Stress-Corrosion Cracking of Welded 
Uranium-6 Weight Percent Niobium. 
RFP-2033 74-12 11F PC$4.00/MF$2.25 


Corrosion Studies in Plutonium--Nitric--Hydrofluoric 
Solutions. 
RFP-2162 74-14 11F PC$4.00/MF$2.25 


Evaluation of the Cryofit Tube Joining System in 
Selected Plutonium Chemical Processing Solutions 
RFP-2134 74-12 13E *PCS4.00/MFS2. 25 


MACKIE, PHILIP 


Foreign Production, Supply and Distribution of Grains 
(1960/61 thru 1972/73) and Cotton (1947/48 thru 
1972/73) in Metric Units, 
PB-232 065/3GI 

74-14 2B Mag Tape $97.50;Foreign $122.50 


MACKIE, ROBERT R. 
Personnel Technology: Using on Inexpensive Com- 
ren System to Teach Performance-Oriented 
AD-785 029/0GI 74-23 SI PC$6.25/MF$2.25 
MACKIE, WILLIAM L. 


Intumescent Fillers for Paints. 
PATENT-3 697 422 74-01 11C Not available NTIS 


Method of eee Foamed in Place Building 


Containing Heating W 

PATENT-3 668 287 74.03 13M_ Not available NTIS 
MACKIN, ROBERT F. 

Method for Shucking and Eviscerating Bivalve Mol- 

PATENT-3 $94 860 
MACKINNON, A. M. 

Reprint: Selenium and Hepatic Microsomal 


Renews. 
AD-776 845/0GI 74-11 6A_ Reprint 
MACKINNON, ROBERT F. 


Reprint: On the Calculation of Ray-Acoustic Intensity. 
AD-781 352/0GI 74-18 20A Reprint 
Reprint: The Asymptotic Expansions of Hankel Trans- 
forms and Related | 4 

AD-770 759/9GI 7403 12A_ Not available NTIS 

MACKLEM, P. T. 
Smoking and Chronic Airways Obstruction. 
PB-225 $29/7G1 74-04 6E PC$4.25/MF$2.25 


74-12 201 Reprint 


74-06 6H Not available NTIS 


MACKLIN, R. L. 


Flight Path 7 Neutron Capture Cross Sections: Data 
Analysis Programs 
ORNL-TM-4527 


MACKOWIAK, E. 
Serial Semiconductor Memories and Refresh Memo- 


ries. 
CEA-CONF-2515 
MACLAY, R. E. 
Dams2, Project Formulation - Structure Site Analysis, 
PB-233 777/2GI 
74-21 13B Mag Tape $97.50;Foreign $122.50 
DAMS2, Project Formulation - Structure Site Analy- 
sis, User's Guide. 
PB-233 776/4GI 74-20 13B PC$4.25/MF$2.25 


ECON? - Project Formulation - Economics, 
PB-233 781/4GI 

74-21 13B Mag Tape $97.50;Foreign $122.50 
acs ep Project Formulation - Economics - Computer 


User's Guide, 
PBas3 780/6GI 74-21 13B PC$3.25/MF$2.25 


Project Formulation - Hydrology, Computer Program. 
PB-233 779/8GI 

74-21 13B Mag Tape $97.50;Foreign $122.50 
Project Formulation - Hydrology, Computer Program 
User's Manual. 
PB-233 778/0GI 74-21 13B PC$6.25/MF$2.25 


WSP2 - Water Surface Profile Program, 
PB-233 775/6GI 
74-21 13B Mag Tape $97.50;Foreign $122.50 


WSP2 - Water Surface Profile Program, User's Guide, 

PB-233 774/9GI 74-21 13B PC$3.75/MF$2.25 
MACLEAN, D. I. 

Reprint: Dissociation of Diatomic Molecules. I. Effect 

of Limited Numbers of Rotational States. 

AD-776 522/SGI 74-11 7D Reprint 
MACLEAN, DONALD L. 

Design and Construction of a One Meter Vacuum UI- 

traviolet Spectrometer 

AD-770 057/8GI 
MACLEAN, JAMES B. 

Reprint: Paroxysmal Vertical Ocular Dyskinesia. 

AD-782 795/9GI 74-20 6E Reprint 
MACLEOD, IAIN D. G. 


The Visibility of Aperiodic Bar Patterns: Predictions of 
a Space-Domain Model. 
PB-226 220/2GI 74-04 6P PC$3.75/MF$2.25 


The Visibility of Gratings: A Space-Domain Model. 

PB-226 218/6GI 74-04 6P PC$4.25/MF$2.25 
MACLEOD, MALCOLM A. 

a Determination of Diffusion Se in a 

Flow by Chemical Tracer Technique: 
AD-782 617/SGI 74-19 4B PC$3. 25/MFS2. 25 

MACLEOD, S. 

Air-to-Ground Target Acquisition with Night Vision 

Devices, 

AD-769 345/0GI 74-01 SJ PC$3.25/MF$2.25 
MACLEOD, SHELTON 

Flare Effectiveness Factors: A Guide to Improved 

Utilization for Visual Target Acquisition 

AD-773 806/SGI 74.07 19A PC$4.75/MFS2.25 
MACLOWRY, JAMES 

Bacteria Detector. 

PATENT-3 819 489 74-18 6M Not available NTIS 
MACMANUS, J. P. 

Reprint: The Calcium-Dependent Stimulation of 

Thymic Lymphoblast DNA Synthesis and Proliferation 

by a Low Concentration of Cortisol. 

AD-769 128/0GI 74-01 6A Not available NTIS 
MACMICHAEL, D. C. 


Development of Methodologies and Procedures for 

Identifying STS Users and Uses. 

N74-27456/4GI 74-20 SA PC$7.00/MF$2.25 
MACMILLAN, D. P. 

Post-Mortem Examination of Kiwi-a. 

LA-2430 7 18] PC$7.75/MF$2.25 
MACMILLAN, N. H. 

Chemomechanical Control of Sliding Friction Behavior 

in Nonmetals. 

AD-771 449/6GI 7404 11B PC$3.75/MFS$2.25 

Reprint: Somé Limitations in the Use of Morse Poten- 

tials for Calculating Ideal Strengths of Metals. 

AD-772 411/SGI 74-05 11F Reprint 
MACMILLAN, NORMAN H. 

Glass Fracture Chemistry. 

AD-775 001/1GI 7409 11B PC$4.75/MF$2.25 
MACMURDO, K. W. 


Exp 252 CF Activation Analysis at the Savannah River 
Laboratory. 


74-15 20G PC$4.00/MF$2.25 


74-18 9B PC$7.50/MF$2.25 


"74-02 20F PC$S.25/MF$2.25 





—a77~ 





DP-MS-74-23 74-21 7D PC$6.50/MF$2.25 


Nuclear Charge Distribution in Fission: Fractional In- 
dependent Yield of exp 135 Xe from Thermal-Neutron- 
Induced Fission of exp 245 cm and exp 249 CF. 

DP-MS-73-29 74-02 20H PC$3.00/MF$2.25 


MACNAIR, RICHARD N. 
Acrylic Acid Grafting on Nylon and Cotton Fabrics by 
Ionizing Radiation. 
AD-771 944/6G1 74-05 11E PC$3.75/MF$2.25 


Protective Clothing Fabric. . 
PATENT-3 744 534 74-22 IIE Not available NTIS 


MACNAMARA, F.N. 
Study of the Status of Arbovirus Infections in the 
Solomon Islands (A Survey for Evidence of Arbovirus 
Infections and of Certain Other Infections in the 
British Solomon Islands Protectorate). 
AD-773 592/1GI 74-07 6E PC$3.25/MF$2.25 


MACNEIL, J. D. 


Reprint: Electron-Donor-Acceptor Complexing Re- 
agents in the Analysis of Pesticides. VI. Influence of 
Structure in Detection and Identification. 

AD-774 518/SGI 74-08 7C Not available NTIS 


MACNEIL, JAMES D. 

Reprint: Electron Donor-Acceptor Reagents in the 

Analysis of Pesticides. VII. A Simple Model System 

Hydrolysis of Some Carbamate Pesticides. 

AD-769 160/3GI 74-01 7C Not available NTIS 
MACNEIL, ROBERT L. 

Photographic Processing Method. 

PATENT-3 759 712 74-22 14E Not available NTIS 
MACNICHOL, EDWARD F. JR. 

Testing Method and Apparatus for the Confirmation of 

Monitored Electrocerebral Silence. 

PATENT-3 807 387 = 74-16 6B Not available NTIS 


MACNICOL, B. 


The Darwin Thunderstorm Turbulence Study, Februa- 
ry 1969. 
N74- 19261/8GI 


MACOMBER, G. 


Reprint: Electronic Conductivity in the Presence of 
Acoustoelectric Domains. 
AD-778 969/6GI 74-14 20L Reprint 


Reprint: Luminescence from Acoustoelectric Domains 

in CdSe. 

AD-786 363/2GI 74-25 20L Reprint 
MACOMBER, GEORGE 

Electroluminescence in II-VI Compounds. 

AD-771 $83/2GI 74-04 20L PC$4.25/MF$2.25 
MACOMBER, H. L. 

California Four Cities Program, 1971 - 1973. 

N74-28443/1GI 74-20 13B PC$3.75/MF$2.25 
MACOMBER, ROBERT J. 


Application of ERTS-1 Data to the Protection and 
Management of New Jersey's Coastal Environment. 
E74-10391 74-11 13B PC$3.25/MF$2.25 


MACOMBER, ROBERT T. 


Application of ERTS-1 Data to the Protection and 
Management of New Jersey's Coastal Environment. 
E74-10010 74-03 83 PC$3.25/MF$2.25 
Application of ERTS-1 Data to the Protection and 
Management of New Jersey's Coastal Environment. 
E74-10247 74-08 8C PC$4.25/MF$2.25 
MACON, JOHN A. 
Water and Waste Management in Poultry Processing. 
PB-235 $59/2GI 74-23 13B PC$7.S0/MF$2.25 
MACPHAIL, I. 
Microscopic Examination of Graft Copolymerisation of 
Acrylamide Paper. 
AERE-R-7504 
MACPHEE, CRAIG 


The Effects of River Fluctuations Resulting from 
Hydroelectric Peaking on Selected Aquatic Inver- 
tebrates. 

PB-232 268/3GI 74-14 6F PC$3.75/MF$2.25 


Fish Culture by Squawfish Population Eradication. 

PATENT-3 389685 74-08 6C Not available NTIS 
MACPHERSON, HERBERT G. 

Single Fluid Molten Salt Nuclear Breeder Reactor. 

PATENT-3 743 577 74-06 181 Not available NTIS 
MACPHERSON, R. E. 

Effect of Partial Blockages in Simulated Lmfbr Fuel 

Assemblies. 

CONF-740401-13 74-21 181 PC$4.50/MF$2.25 

Effects of a Strong Magnetic Field on Boiling of 


Potassium. 
ORNL-TM-4218 74-13 18A PC$3.75/MF$2.25 


74-13 4B PC$4.75/MF$2.25 


74-07 7C PC$3.00/MF$2.25 


MACPHERSON, R. W. 


Holographic Interferometer for Measurement of 
Plasma Densities. 


N74-16427/8GI 74-10 14E PC$3.75/MFS$2.25 


Variable Attenuator for Tea CO2 Lase! 
N74-13208/5GI 74-07 20E PCSS. 25/MF$2.25 


MACPHERSON, WILLIAM J. 

A Mathematical Approach to Decision Making. 

AD-774 244/8GI 74-08 1SC PC$3.25/MF$2.25 
MACRAE, C. DUNCAN 


Manpower Programs to Reduce Inflation and Unem- 
ployment: Manpower Lyrics for Macro Music, 
PB-234 $22/1GI 74-20 SI PC$6.00/MF$6.00 


MACREYNOLDS, WILLIAM K. 
Workshop on Research Methodologies for Studies of 


Energy, Food, Man, and Environment, 
PB-236 143/4G1 74-26 2D PC$4.25/MF$2.25 


MACRI, BRUNO J. 
Development of High Temperature Resistant Materials 


for Use in Naval Ordnance. 

AD-777 122/3GI 74-12 11D PC$3.75/MFS$2.25 
MACSWINEY, J. F. 

Facilities Provided by the Aldermaston Mechanical 

Cataloguing and Ordering System (Amcos) Used in the 

Awre Library. 

AWRE-44-47-32 
MACVICAR, M. 


Research in Materials Science. 
AD-773 886/7GI 74-07 20F PC$8.75/MF$2.25 


Research in Materials Science. 
AD-782 573/0GI 74-19 20F PC$7.00/MF$2.25 


MACWATERS, JOHN T. 


Compilation of Indirect Source Monitoring Studies. 
PB-234 009/9GI 74-20 13B PC$4.75/MF$2.25 


MACWILKINSON, D. G 


Correaltion of Full-Scale Drag Predictions with Flight 
Measurements on the C-141A Aircraft. Phase 2: Wind 
Tunnel Test, Analysis, and Prediction Techniques. 
Volume |: Drag Predictions, Wind Tunnel Data Analy- 
sis and Correiation. 

N74-18679/2GI 74-13 1A  PC$6.25/MF$2.25 


Correlation of Full-Scale Drag Predictions with Flight 
Measurements on the C-141A Aircraft : Phase 2: Wind 
Tunnel Tests, Analysis, and Prediction Techniques. 
Volume 2: Wind Tunnel Test and Basic Data. 

N74-18680/0GI 74-13, 1A  PC$7.00/MF$2.25 


MADACSI, JOHN P. 
Activated, Recurable, Durable-Press Fabrics. 
PAT-APPL-293 744 74-12 11E PC$3.25/MF$2.25 
MADANSKY, L. 


Nuclear Moments and Nuclear Structure. Annual 
Progress Report, June |, 1973--April 30, 1974. 
COO-3274-13 74-20 20H PC$7.25/MF$2.25 


MADARAS, BARBARA K. 


Real-Time Space and Nuclear Effects on Solar Cells 
(Accelerated Evaluation Methods). 
AD-774 592/0GI 74-08 10B PC$5.25/MF$2.25 


MADARIAGA, RAUL 


Reprint: Spectral Splitting of Toroidal-Free Oscilla- 
tions Due to Lateral Heterogeneity of the Earth's 
Structure. 

AD-787 799/6GI 


MADATOVA, E. G. 
Study of Thermal Vacancies in Metals and Alloys of 
FeAl by the Method of Electrotransport, 
TT-70-59075 74-06 11F PC$3. 25/MF$2.25 
MADDEN, EDWARD B. 
Mississippi River and Tributaries Project-Problems 
Relating to Changes in Hydraulic Capacity of the Mis- 
sissippi River. 
AD-785 $32/3GI 74-23 13B PC$3.75/MFS2.25 
MADDEN, M 


Reprint: Study Excitation Transfer in Dye Mixtures by 
Measurements of Gain Spectra. 
AD-772 921/3GI 


MADDEN, R 
The Shock Tube as a Tool for Dynamic Testing of 


74-17 9B PC$4.50/MF$2.25 


74-26 8G Reprint 


74-06 7D Reprint 


Fabrics. 

N73-32157/2G1 7402 14B_ PC$3.75/MFS2.25 
MADDEN, R. O. 

Urinary Indicators of Stress: ryt ” Exposure to 

Simulated Sonar Noise for 8 to 23 D 

AD-780 094/9GI 74-16 6S “Pcs3. 25/MF$2.25 
MADDEN, R. P. 


Reprint: New Reference Spectrophotometer. 

COM-73-S0899/6GI_ 74-01 14B Not available NTIS 

Reprint: Resonances in the Photoionization Continuum 

of Lithium I (55 to 70 eV). 

COM-73-S0952/3GI 74-02 7E Not available NTIS 
MADDEN, RICHARD 


Three-Directional Load Transducer. 
AD-776 356/8GI 74-11 14B  PCS$3.75/MF$2.25 





MADHAVA, N. M. 


MADDEN, RICHARD O. 


Hemostatic Alterations Following Severe Dysbaric 
Stress. 
AD-787 065/2GI 


MADDEN, S. J. JR.. 


A Simplified Model for the Gravitational Potential of 
the Atmosphere and Its Effect on the Geoid. 
N74-16031/8G1 74-10 8E PC$3.25/MF$2.25 


MADDIN, ROBERT 


Plasticity, Recovery and Crystallization in Metals. 
AD-781 977/4GI 74-19 LF PC$3.25/MF$2.25 


MADDOX, ROBERT A. 


A Study of Tornado Proximity Data and an Observa- 
tionally Derived Model of Tornado Genesis, 
COM-74-11038/8GI 74-18 4B PC$S.25/MF$2.25 


MADDOX, WAYNE L. 


Loading Disk for Photometric Analyzer of Rotary Cu- 
vette Type 
PATENT: 3744974 74-06 14B Not available NTIS 


MADDUX, GENE E. 


On Speckle Diffraction Interferometry for Measuring 
Whole Field Displacements and Strains. 
AD-774 047/SGI 74-08 14B PC$4.25/MFS$2.25 


MADELAINE, G. 
New Data Concerning the Safety of Miners in Urani- 


74-26 6S PC$3.25/MF$2.25 


um Mines. 
CEA-CONF-2539 
MADEN, D 


Spine: A Multiprocessing Data Acquisition System for 
a > + ay Physics ———— 
RL-7 4-18 18D PC$4.00/MFS2.25 


MADER, CHARLES L. 

Numerical Simulation of Tsunamis, 

COM-74-11262/4GI 74-19 8C PC$4,.25/MF$2.25 
MADER, D. L. 

Reprint: Highly Excited States of the Helium Atom. 

AD-773 013/8GI 74-06 7D Reprint 
MADEWELL, C. E. 


Uses of Power Plant Discharge Water in Greenhouse 
Production. 
CONF-740317-1 


MADEWELL, JOHN E. 


Reprint: RPC1 from the AFIP2. 
AD-774 605/0GI 


MADEY, R. 


Energetic-Neutron Spectrometry. Annual Progress Re- 
port, | April 1973--31 March 1974. 
C00- 2231-21 74-21 18D PCS$7.00/MFS$2.25 


Energetic Neutron Spectrometry. Final Report, 
December 1, 1967--March 31, 1972. 
COO-3258-1 74-09 18D PCS6.75/MFS2.25 


Neutron Spectra at 0 exp 0 from 724-Mev Protons on 
Be and Cu. 


74-18 8H PC$3.00/MFS$2.25 


74-16 2C PC$4.00/MFS$2.25 


74-08 6E Reprint 


COO-2231-16 74-22 20H PCS4.00/MFS2.25 

Neutron Spectrometry from 200 Mev to | Gev. 

COO-2231-12 74-22 18D PCS4.00/MFS2.25 
MADEY, T. E. 


Reprint: Interaction of Oxygen with Polycrystalline 
Tungsten. I. Sticking Probabilities and Desorption 
Spectra. 

COM-74-50873/0GI 74-24 7D Not available NTIS 


Reprint: Use of X-Ray Photoelectron Spectroscopy for 
Studies of Gases Chemisorbed on Metals. 
COM-74-51009/0GI_ 74-26 7D Not available NTIS 


MADEY, THEODORE E. 


Reprint: Adsorption of Oxygen on W(100): Adsorption 
Kinetics and Electron Stimulated Desorption 
COM-74-50855/7G1 74-24 7D Not available NTIS 


Reprint: Chemisorption of H2 on W(100): Absolute 
Sticking Probability, Coverage, and Electron Stimu- 
lated Desorption. 

COM-74-50851/6GI 74-24 7D Not available NTIS 


Reprint: ESCA Study of Carbon Monoxide and Ox- 
ygen Adsorption on Tungsten. 
COM-74-S0512/4GI_ 74-16 7D Not available NTIS 


Reprint: ESCA Study of Fractional Monolayer Quanti- 

ties of Chemisorbed Gases on Tungsten. 

COM-74-S0320/2GI 74-12 7D Not available NTIS 
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Pathology and Toxicology: Modern Concepts and 
Techniques for Assessment of Long-Term Low-Dose 


Studies of Toxicity. 
PB-226 274/9GI 7405 6T PC$6.25/MFS$2.25 
MAHAGIN, D. E. 


Boron Carbide Thermal Conductivity. 
HEDL-SA-578 74-09 1B PCS$3.50/MFS2.25 


Boron Carbide Thermal Conductivity. 
HEDL-TME-73-78 7409 11B PC$S.45/MF$2.25 


Neutron Irradiation Damage in Boron Carbide. 
BNWL-SA-4732 74-04 183 PCS$3.00/MFS$2.25 


MABAJAN, K. K. 


Estimation of H(Plus) Fluxes at Polar Regions. 
N74-16054/0GI 74-10 4A PC$3.25/MFS$2.25 


Neutral Wind Velocities Calculated from Temperature 


Measurements a Magnetic Storm and the Ob- 
served lonospheric Effects. 
N74-16053/2GI 74-10 4A PC$3.25/MFS$2.25 
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MAHALINGAM, R. 


MAHALINGAM, R 
Atmospheric Rain Washout of Elemental Gaseous 


lodiae. 

BNWL-SA-4837 74-21 8H PC$S.50/MF$2.25 
MAHAN, G. D. 

Simplified Theory of X-Ray Edge in Metal: 

RLO-2041-91 74-04 20L PCS3. 00/MF$2.25 


MAHAN, R. E. 
The Denolepeset of a 
Nitrogen/O zygen Supply System 
N74-31581 74-25 6K PC$S.75/MF$2.25 
MAHAN, W. M. 
Effects of Thermal Treatments Upon Concentratability 
of a Nonmagnetic Iron Ore 
PB-225 268/2G1 74-04 81 PC$3.25/MF$2.25 
Rapid Particle Size Analysis by Hydrosizing and 
Nuclear Sensing 
PB-233 seaiscr 74-18 81 PC$3.25/MF$2.25 
Thermal Energy Recovery by Basic Oxygen Furnace 
Offgas Preheating of Scrap. 
PB-234 718/SGI 74-23, 11F PC$3.25/MF$2.25 
MAHAN, WARREN M. 


Method and Apparatus for Rapid Particle Size and 
Mass Analysis 
PAT-APPL_438 152 74-11 7D PC$3.25/MF$2.25 


Sealing System for Blast Furnace Bells for High Pres- 
sure Top Operation. 
PATENT-3 ert 906 74-10 13A Not available NTIS 


Selective Oxidation of Ferrous Scrap. 
PATENT-3 630675 74-07 \11F Not available NTIS 


MAHAR, JAMES F. 


Emergency Operations Systems Development: Civil 
Defense Rescue Phase II. 
AD-776 350/1GI 74-11 1SC PC$5.25/MF$2.25 


MAHAR, MICHAEL E. 


Engineering Evaluation of Age Life Extension, T-10 
Troop Main Parachute. 
AD-779 956/2GI 74-16 IC PC$3.75/MF$2.25 


Computer Enhancement of Weak-Beam Images. 
CALT-767-P-3-32 74-18 14B PC$4.00/MF$2.25 


MAHER, GEORGE C. 
Starch Polyethyleniminothiourethane Additives for 


Non-Cryogenic 


Paper. 

PATENT-3 436 305 74-18 11L Not available NTIS 
MAHER, GEORGE G. 

Molded Articles and Films. 

PATENT-3 787 220 74-16 111 Not available NTIS 


Starch Polyethylenimino Thiourethane Reinforced 


Rubbers. 

PATENT-3 542 708 74-17 113 Not available NTIS 

Starch Xanthate Derivatives used in Papermaking 

PATENT-3 730 829 74-11 LIL Nota available NTIS 
MAHER, JOHN F. 


Adherence of Blood Components to Artificial Kidney 

Membranes. Effects of Dialysance of Low and Middle 

Molecular Weight Solutes. 

PB-232 664/3GI 74-16 6L PC$3.75/MF$2.25 
MAHER, MICHAEL B. 


Microstraining and Disinfection of Combined Sewer 

Overflows. Phase II. 

PB-235 771/3GI 74-25 13B PC-GPO/MF$2.25-NTIS 
MAHER, R. A. 

A Programmable Wideband Pseudorandom Coded 

Modem Using Surface Acoustic Wave Devices. 

AD-779 697/2GI 74-15 9E PC$6.25/MF$2.25 
MAHER, W.E. 

Double-Pulse Laser Interaction Experimen 

AD-784 868/2G1 74-23 20E PCS 25/MF$2.25 
MAHER, WILLIAM J. 

Ecology of Pomarine, Parasitic, and Long-Tailed 

Jaegers in Northern Alaska. 

AD-785 270/0GI 74-23 6C Not available NTIS 
MAHEUS, D. 

Reprint: Equilibrium Cationic Polymerization of 

Tetrahydrofuran in Benzene. 

AD-782 592/0GI 74-19 7C Not available NTIS 
MAHEW, JAMES 

Reprint: Variations in the Catch Success of Channel 

Catfish and Carp in Baited Hoop Nets. 

COM-74-10335/9GI 74-07 6C Reprint 


MAHLBERG, DONALD 8. 


The Military and the Media: A Ptoblem of Perception. 
AD-783 802/2GI 74-21 SD PC$4.25/MF$2.25 
MAHLER, J. 
Ps - 2-D Computer Analysis of an Hdl Stress Wave 
witch. 
UCID-16532 74-24 9B PC$4.00/MF$2.25 
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Repitention of Lil in Jsexp: Calibration of Mp35n 


Alloy. 
UCID-16438 74-14 20L PC$4.00/MF$2.25 
MAHLER, L. M 


Energy Systems for Implanted Circulatory Assist 

Devices (H-Pump Program). 

PB-232 182/6GI 74-15 6L PC$5.25/MF$2.25 
MAHLSTEDE, J. P. 

Remote Sensing in lowa Agriculture: Identification and 

Classification of Iowa's Crops, Soils and Forestry 

Resources Using ERTS-i and Complimentary Un- 

derflight Imagery. 

E74-10367 74-11 2D PC$3.25/MF$2.25 
MAHLSTEDE, JOHN P. 


Remote Sensing ia lowa Agriculture. 


E74-10020 74-03 2B PC$3.25/MF$2.25 

Remote Sensing in lowa Agriculture. 

E74-10167 74-06 2D PC$3.25/MF$2.25 
MAHLUM, D. D. 


Relative Quantity of Airborne Plutonium Deposited in 

the Respiratory Tract and on the Skin of Rats. 

BNWL-SA-4867 74-20 6R PC$4.00/MF$2.25 
MAHNKEN, CONRAD 

Reprint: Salmon for New England Fisheries, Part III: 

Developing a Coastal Fishery for Pacific Salmon. 

COM-73-50645-10-03/GI 

74-04 6C (Order as COM-73-50645-10) 

MAHNKEN, CONRAD V. W. 


Reprint: Salmon--Future Harvest from the Antarctic 


Ocean. 
COM-74-50189-05-04/GI 
74-19 6C (Order as COM-74-50189-05) 


MAHON, H. I. 
Design and Construction of a Large Brackish Water 
Desalination Module. 
PB-227 177/3G1 74-06 7A PC$5.25/MF$2.25 


Development of a One-Pass Hollow Fiber Seawater 
ae 0 Module Having a Capacity of 2500-3000 
PB.227 089/0GI 74-06 7A PC$4.25/MF$2.25 
High Rejection Hollow Fiber Membranes for Desalina- 


tion of Sea Water. 

PB-226 735/9GI 74-05 7A PC$4.25/MF$2.25 
MAHON, JOHN 

Portable Repair Apparatus. 

PAT-APPL-298 209 74-15 IC PC$3.25/MF$2.25 
MAHONEY, G. H. 

Evaluation of a .S. Diver's Corp. - Pressure Indicator 

Stationary Gaug: 

AD-777 eoa/iGh 74-12 14B PC$3.25/MF$2.25 


MAHONEY, J. A. 


Diffusion Effects in Batch Reactors. 
NYO-2807-67 74-25 7E PC$4.25/MF$2.25 


MAHONEY, J. P. 


Reprint: Low Temperature Magnetic Properties in 
BaFe(12-x-y-z)Zn(x)Ti(y)Mn(z)O(19). 
AD-775 610/9GI 74-10 20L Reprint 


MAHONEY, J. V. 


Reprint: Experimental Evidence for the Formation of a 
Singlet Ground State at Low Temperatures in the 
Dense Kondo System CeAl3. 
AD-785 758/4GI 


MAHONEY, JOHN B. 


Reprint: A Fin Rot Disease of Marine and Euryhaline 
Fishes in the New York Bight. 
COM-73-11898/6GI 74-01 6C Reprint 


MAHONEY, JOSEPH P. 
Low Temperature Magnetic Properties in BaFe(12-x-y- 


z) Za(x)Tily)Ma(z)O19. 
AD-770 361/4GI 74-02 20L PC$3.25/MF$2.25 
MAHONEY, R& 


Reprint: Effect of Subcritical Microstructure on the 

Viscosity of a Sodium Borosilicate Glass. 

COM-74-50757/SGI_ 74-22 7D Not available NTIS 
MAHONY, T. D. 

Effects of Intracavitary Irradiation by Californium-252. 


74-24 20L Reprint 


BNWL-SA-4679 74-12 6R PC$3.00/MF$2.25 
MARR, H. 

Reprint: Noncollinear-Beam Second-Harmonic Genera- 

tion in CuCl. 

AD-772 060/0GI 74-05 20F Reprint 

Reprint: Optical Simulation Experiment for X-Ray 

Holography. 

AD-777 $1S/8GI 74-12 20F Reprint 

Reprint: Use of Metastable Ions for a Soft X-Ray 

AD-782 615/9GI 74-19 7D Reprint 
MARTAB, M. A 


A Bureau of Mines Direct-Reading Azimuth Protrac- 
tor. 


PB-228 688/8G1 74-09 81 PC$3.25/MF$2.25 


Determination of Attitudes of Joints Surveyed With a 
Borescope in Inclined Boreholes. 
PB-228 665/6GI 74-10 81 PC$3.25/MF$2.25 


MAHTAB, M. ASHRAF 
A Computer Program for Clustering Data Points on the 


Sphere. 
PB-231 285/8GI 74-12 12A PC$4.25/MF$2.25 
MAHUNKA, L. 


Investigation of the exp 191 TL Implies exp 191 Hg 
Implies exp 191 au Decay. 


JINR-P6-7582 74-13 20H PC$3.00/MF$2.25 
MAIANI, L. 

Charmed Particles and Heavy Leptons. 

ISS-L-73-13 74-21 20H PC$4.50/MF$2.25 

Recent Developments in the Theory of Weak Interac- 

IS8-72/16 74-04 20H PC$3.75/MF$2.25 
MAIANU, E. 


Neutron Population Fluctuation Analysis to Determine 
the Kinetic Nuclear Reactor Parameters 
IFA-FR-105-1973 74-13 18K PC$4.00/MFS2.25 


MAIDENS, WILLIAM A. Ill. 


Editorial Processing Centers. A Study to Determine 
Economic and Technical Feasibility. Annex Part III. 
The Design of Four System Configurations for 
Publishing Scientific and Technical Journals. 

PB-234 962/9GI 74-22. SB PC$5.25/MF$2.25 


MAIDMENT, J. R. 
Beam Separation in the Epic Il E exp + --E exp - Op- 


tion. 

RL-73-70 74-02 20G PC$3.00/MF$2.25 
Beam Separation in the Epic II E-p Optio 

RL-73-91 74-04 20G PCS3. 00/M F$2.25 


pong Field Requirements in the Electron Ring of Epic 
1. 


RL73- $2 74-04 20G PC$3.00/MF$2.25 


Good Field Requirements in the Proton Ring of Epic 
IV. 
RL-73-80 74-02 20G PC$3.00/MF$2.25 


MAIENSCHEIN, F.C. 


Fission-Product Afterheat: A Review of Experiments 
Pertinent to the Thermal-Neutron Fission of exp 235 


U. 
ORNL-TM-4197 74-06 18K PC$7.00/MF$2.25 


MAIER, ALBERT 
Health Hazard Evaluation/Toxicity Determination. 


Arco Polymer Incorporated, Monaca, Pennsylvania. 
PB-232 729/4GI 74-16 63 PC$3.75/MFS$2.25 


MAIER, ALBERT A. 


Health Hazard Evaluation/Toxicity Seen. 
Bata Shoe Company, Inc., Belcamp, Mary 
PB-229 080/7GI 74-10 63 athe IS/MFS2. 25 


Health Hazard Evaluation/Toxicity Determination. 
Gaylord Finishing, Inc., Rutherford, New Jersey. 
PB-229 154/0GI 74-10 63) PC$3.25/MF$2.25 


Health Hazard Evaluation/Toxicity Determination. 
Keener Associates, Inc., Hyattsville, Maryland. 
PB-229 158/1GI 74-10 63 PC$3.25/MFS$2.25 


Health Hazard Evaluation/Toxicity Determination. 
Penn Rare Metals Divison, Kawecki Beryico Indus- 
tries, Inc., Revere, Pennsylvania. 

PB-229 084/9GI 74-10 63) PC$3.25/MF$2.25 


Health Hazard Evaluation/Toxicity Determination. 
Redmond Finishing Company, East Stroudsburg, 
Pennsylvania. 

PB-229 506/1GI 74-11 63 + PC$3.25/MF$2.25 
Health Hazard Evaluation/Toxicity Determination. 
Strum Machine Co., Inc., Barboursville, West Virginia. 
PB-232 566/0GI 74-16 63 PC$3.25/MFS$2.25 
Health Hazard Evaluation/Toxicity Determination. 
Westinghouse Electric Corporation, Bloomfield, New 


Jersey. 
PB-232 563/7GI 74-16 63 PC$3.25/MFS$2.25 


MAIER, D. 

Polymorphy of Americium Sesquioxide and Contribu- 

tions to the Stability of the Modifications of the Rare 

Earth Oxides. 

KFK-1844 7404 11B PC$7.50/MFS2.25 
MAIER, JAMES J. 

Redundant Area Coding System. 

PATENT-3 743 765 74-09 9D Not available NTIS 
MAIER, W. J. 


A Survey of Organic Carbon Constituents in Natural 
Fresh Waters, 
PB-236 794/4GI 74-26 8H PC$3.25/MFS2.25 


MAIGETTER, ROBERT Z. 
Interactions of Various Air Pollutants on Causation of 
Disease. 


Pulmonary 
PB-230 933/4GI 74-12 6E PC$4.25/MF$2.25 
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MAIGNE, J. P. 
Determination of the Particle Size Distribution of an 


Aerosol Using a Diffusion Battery 
CEA-R-4549 74-13 148 PC$7.25/MF$2.25 


MAILEN, J.C. 
Chemical Development Section B Semiannual Progress 
Report, March 1, 1973 to August 31, 1973. Part I. 
ORNL-TM-4370 74-16 7D PC$30.50/MF$2.25 


Iodine Scrubbing from off-Gas with Concentrated 

Nitric Acid. 

CON F-740807-15 74-25 18G PC$4.00/MF$2.25 
MAILEN, JAMES C. 

Compact Dynamic Multistation Photometer Utilizing 

Disposable Curvette Rotor. 

PATENT-3 798 459 74-25 14B Not available NTIS 


Dynamic Multistation Photometer-Fluorometer. 
PATENT-3 763 374 74-14 14B Not available NTIS 


Rotor for Multistation Photometric Analyzer. 
PATENT-3 744975 74-06 14B Not available NTIS 


Separation of Californium from Other Actinides. 
PATENT-3 761 564 74-07 7B Not available NTIS 
MAILLARD, M. J. 
Study of Exchangeable Radiostrontium in Rats. Coex- 
istence of Two Groups of Bone Forms: Diffusible and 
Nondiffusible. 
CEA-CONF-2466 
MAILLART, JOYCE D. 
Navy Airlift Model (NAVLIFT) User's Manual 
AD-780 230/9GI 74-16 15G PC$4.75/MF$2.25 
MAILLART, JOYCE L. 
Programmer's Manual for the Navy-Modified Logistics 
Composite Model, L-COM (NAVMOD). Volume I. 
AD-778 694/0GI 74-14 1SE PC$7.25/MF$2.25 


Programmer's Manual for the Navy-Modified Logistics 
Composite Model, L-COM (NAVMOD). Volume II. 


74-16 6R PC$4.00/MF$2.25 


AD-778 695/7GI 74-14 SE PC$9.25/MF$2.25 
MAILLET, E. 

Thermodynamic Considerations for Helium Turbine 

Projects. 

CEA-N-1654 74-14 18E PC$3.00/MF$2.25 
MAILLIE, F. H. 


Calculation of 5 Inch/54 Muzzle Blast and Post Ejec- 
tion Environment on Projectile. 
AD-774 866/8GI 7409 19D PC$S5.25/MF$2.25 


MAILLOUX, R. J. 


Method and Apparatus for ye egy 2 Grating Lobes 
in an Electronically Scanned Antenna Array 
PAT-APPL-374 830 74-17 9E PCs}. 75/MFS2. 25 


Wide Scan Angle Antenna Utilizing Surface Wave and 

Multiple Element Array Modes of Operation. 

PAT-APPL-415 895 74-18 9E PC$3.25/MF$2.25 
MAILLOUX, ROBERT J. 


Experimental Studies of a —— Mode Array 
Technique for Limited Scan Applicatio 
AD-775 081/3GI 74-09 9E PCs3. 75/MF$2.25 


Metallized Channel Guide Antenna. 
PATENT-3 739 391 74-08 9%E Not available NTIS 


pod Overlapped Sub-Array for Limited Scan Applica- 


AD-715 082/1GI 74-09 9E PC$3.25/MF$2.25 


Phased Array Antenna with Array Elements Coupled 
to Form a Multiplicity of Overlapped Sub-Arrays. 
PAT-APPL-495 475 74-25 9E PC$3. 25/MFS2. 2s 


MAILYAN, E. S. 
Changes in the Gas Metabolism, Gas Homeostasis and 
Tissue Respiration in the Rat During Prolonged 
Hypokinesis. 
N74-16824/6GI 74-11 6S PC$3.25/MF$2.25 
MAIN, WILLIAM A. 
The Causes of Fires on Northeastern National Forests. 
PB-234 792/0GI 74-21 2F PC$3.25/MF$2.25 


The Causes of Fires on Northeastern National Forests. 
PB-235 826/SGI 74-23 2F PC$3.25/MF$2.25 


MAINMAN, BARBARA L. 


Reprint: Solute Radical Inactivation of the Sulfhydryl 
Enzyme Papain - Sensitization and Protection. 
AD-772 472/7GI 74-06 6A Not available NTIS 


MAINOUS, ELGENE G. 


Reprint: Restoration of Resected Mandible by Grafting 
with Combination of Mandible Hom t and Au- 
togenous Iliac Marrow, and Postoperative Treatment 
with Hyperbaric Oxygenation. 
AD-780 605/2GI 


MAINVILLE, CHARLES R. 


State of the Art Review of Oil Containment Barriers 

for Use at Offshore Terminals. 

COM-74-10212/0GI 74-06 13] PC$4.75/MF$2.25 
MAIRS, ROBERT L. 


Application of ERTS-1 Data to the Protection and 
Management of New Jersey's Coastal Environment. 


74-17 6E Reprint 


E74-10010 74-03 83 PC$3.25/MF$2.25 


Application of ERTS-1 Data to the Protection and 
Management of New Jersey's Coastal Environment. 
E74-10247 74-08 8C PC$4.25/MF$2.25 


Application of ERTS-1 Data to the Protection and 
Management of New Jersey's Coastal Environment. 
E74-10391 74-11 13B PC$3.25/MF$2.25 


MAIS, KENNETH F. 


Reprint: A Subpopulation Study of the Pacific Sardine. 
COM-74-10051/2GI 74-04 6C Reprint 


MAISON, JACK R. 
Flanged Acrylic Plastic Hemispherical Shells for Un- 


dersea Systems. 
AD-769 213/0GI 74-01 133 PC$S.25/MF$2.25 


Large, High-Pressure Vessels for Simulating the Deep 
Ocean. 
AD-776 575/3G1 74-11 14B PC$13.00/MF$2.25 


MAITI, H. S. 


Reprint: Electrical Conductivity of Pure and CaO- 

Doped ThO2 Ceramics. 

AD-780 177/2GI 74-16 11B Reprint 
MAITLAND, GEORGIA 

Reprint: Frequency Spectrum Analysis of Speech 

Changes During Open Sea Habitat and Hyperbaric 

Chamber Dives. 

AD-787 864/8GI 74-26 6S Reprint 


Reprint: Structural Analysis of Hyperbaric Speech 
under Three Gases. 

AD-781 048/4GI 74-17 6S Reprint 
A Set of Tables of the Relative Speed of Sound in 
Various Diving Gas Mixtures. 

AD-780 414/9GI 74-16 20A PC$3.75/MF$2.25 


MAITRA, 8S. 
Relationship of Nitrogen Content to the Susceptibility 
of Austenitic Stainless Steels to Stress Corrosion. 
Final Technical Report. 
ORO-4052-8 74-12 IF PC$10.75/MF$2.25 
MAJDIC, MAJDA 


Reprint: Recrystallization of Titanium Alloy TiAbV4. 
AD-787 821/8GI 74-26 11F Not available NTIS 


MAJIDZADEH, K. 


Feasibility Study and Preliminary Design of a System 
for Rapid Evaluation of Rational Pavement Designs. 
PB-229 922/0GI 74-11 13B PC$S.75/MF$2.25 


Verification of Fracture Mechanics Concepts to Pre- 

dict Cracking of Flexible Pavements. 

PB-228 159/0GI 74-10 13B PC$10.00/MF$2.25 
MAJIDZADEH, KAMRAN 


Field Study of Performance of Continuously Rein- 
forced Concrete Pavements. 
PB-236 398/4GI 74-26 13B PC$7.25/MF$2.25 


MAJKA, Z 


Microscopic Model of the Elastic Scattering of Medi- 
um Energy alpha Particles. 
INP-823 74-06 20H PC$3.75/MF$2.25 


Microscopic Model of the Elastic Scattering of Medi- 


um Energy alpha Particles. 
INP-823 74-09 20H PC$3.75/MF$2.25 


MAJOR, MAURICE W. 

Aleutian Strain Measurements. 

COM-74-11472/9GI 74-23 8K PC$3.25/MF$2.25 
MAJOR, S. 


Bioenvironmental Effects Associated with Nuclear 
Power Plants; a Selected Bibliography. First Ad- 
dendum. 

BMI-X-654 74-25 181 PC$23.25/MFS$2.25 


MAJUMDAR, D. P. 
Electro-Primakoff Effect. 
COO-1112-191 74-10 20H PC$4.25/MF$2.25 


Energy Dependence of Mean Square Charged Mul- 
tiplicity in Regge--Mueller Formalism 
CO0-1112-169 74-06 20H PCS3.25/MFS2.25 


Model for the Leading Light Cone Singularity of the 


Current Commutator. 
COO-1112-193 74-10 20H PC$3.00/MF$2.25 


Problems in Electromagnetic Mass-Difference Calcula- 


tions. 
COO-1112-142 74-10 20H PC$3.00/MF$2.25 


MAJUMDAR, P. 


The Role of Some Precipitants in mad re 
Rolling of Low Carbon Micro-Alloyed Ste 
PB-230 215/6GI 74-11 LIF PCS). Sonarse. 25 


MAJUMDAR, SAURINDRANATH 


Low Cycle Fatigue Behavior and Crack Propagation in 
Some Steels, 
AD-780 180/6GI 74-16 11F PC$3.75/MFS$2.25 


Transient Analysis of Fatigue Crack Propagation under 
a Step Increase in Loading 
AD-780 188/9GI 74:16 11F PC$3.25/MFS$2.25 


MAKER, H. J. 


MAK, TING HEI 


Diffraction of Acoustic Surface Wave by Fused 
Quartz Wedges, 
AD-777 $29/9GI 


MAKALSKII, L. M. 


Experimental Study of Charging of Particles 0.2-4 
Micrometers in Size by lons of Air--Translation. 
AD-786 117/2G1 74-24 7D PC$3.25/MF$2.25 


74-12 9A PC$S.25/MF$2.25 


MAKAR, H. V. 
Copper Removal from Molten Ferrous Scrap: A Pilot 
Plant Study. 
PB-234 054/SGI 74-19 IF PC$3.25/MF$2.25 
MAKAR, R. 


System of the Automatic Temperature Control for a 
Small Resistance Furnace. 
INP-830 74-06 13A PC$3.00/MF$2.25 


System of the Automatic Temperature Control for a 

Small Resistance Furnace. 

INP-830 74-10 13A PC$3.00/MF$2.25 
MAKARCHENKO, A. F. 

The Hypothalamus and the Allergic Processes--Trans- 


tion. 
AD-778 $79/3G1 74-14 6P PC$3.25/MF$2.25 
MAKARENKO, YU. L. 


Occupational Diseases of the Skin and Respiratory Or- 

gans in Personnel Working in the Production of Cer- 

tain Medications--Translation. 

AD-780 335/6G1 74-16 63 PC$3.25/MF$2.25 
MAKARETZ, I. K. 


Artificial Clods as a Medium for Combating Wind Ero- 

sion of Soil (Iskusstvenne Komki kak Sredstvo Borby 

s Vetrovoi Eroziei Pochvy), 

PB-230 876-T/GI 74-12 2C_ PC$3.25/MFS$2.25 
MAKAROV, A. A 


The Kinetics of Two-Stage Selective Photodissociation 
of Molecules by Laser Emission--Translation. 
AD-784 852/6GI 74-23. 7E PC$3.75/MF$2.25 


MAKAROV, A. S. 


Experimental Investigation of Local Heat Transfer 
from a Plate in the Region of Laminar to Tu 
Boundary Layer Transition. 

N74-17972/2GI 74-12 20D PC$3.25/MF$2.25 


MAKAROV, E. F. 
Lead Telluride Alloyed with Indium and Lanthanum - 


Translation. 
AD-786 794/8GI 74-25 20L PC$3.25/MF$2.25 
MAKAROV, R. 


Determination of Time Suitability of Technical Diag- 

nostics of Construction Machines--Translation 

AD-786 826/8G1 74-25 13C PC$3.25/MFS2.25 

Flight Dictates Training 

N74-21737/3GI 
MAKAROV, V. I. 


Tectonic, Geological Studies of Earth Using Space 


Photographs, 
JPRS-61581 74-12 8G PC$3.75/MF$2.25 


MAKAROV, Y. A. 
High-Speed Logarithmic Photodetectors with Wide 


Input Signal Range. 
N74-20018/9GI 74-14 20F PC$3.25/MF$2.25 


MAKAROVA, M. P. 
Oxidizing Transformation in Prolonged Storage of Ir- 
radiated Pork--Translation. 
AD-784 338/6GI 74-22 6H PC$3.25/MF$2.25 
MAKAROVA, T. P. 
Radiochemical Method for the Determination of Urani- 
um, Neptonium, Plutonium, Transplutonium, and Rare 
Earth Elements, in Samples of Aerosols, Radioactive 
Fallout and in Soils. 
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MANKO, N. I. 


Selective Concentration of Bacteria and Rickettsia 
with the Aid of Polycondensation Immunosorbents-- 
Translation. 

AD-777 759/2GI 


MANLEY, OSCAR P. 


Modeling of Optical IR Backgrounds. 
AD-774 751/2GI 74-08 4A PC$4.75/MF$2.25 


Research Concerning X-Ray Emission of Magnetoac- 
tive Plasmas. 
AD-775 087/0GI 


MANLEY, T. ROGER 


Research and Development Professionals: An Ex- 

amination of the Personal Value Systems and Opera- 

tive Goals of the Scientists, Engineers and Managers 

in One Government R and D Organization. 

AD-786 877/1GI 74-25 $3 PC$4.25/MFS$2.25 
MANN, A. K. 

Flux Independent Measurements of Deep Inelastic 


Neutrino Processes. 
COO-3071-26 


MANN, A. R. 
RETROSPEC 1 - Information Retrieval from a Com- 


puterised Database, 
PB-234 295/4GI 


MANN, CHARLES N. 


Two Cable Tension-Controlied Carriage 

PATENT-3 718 262 74-06 13C Net ‘available NTIS 
MANN, D. B. 

Asrdi Oxygen Technology Survey. Volume 6: Flow 

Measurement Instrumentation. 

N74-28938/0GI 74-22 14B PCS$S.25/MF$2.25 

An Evaluation of Selected Angular Momentum, Vortex 

Shedding and Orifice Cryogenic Flowmeters. 

COM-74-50430/9GI 

74-15 14B PC-GPO/MFS$2.25-NTIS 

Reprint: Measurements of Liquefied Natural Gas in 

Commerce. 

COM-74-50414/3GI 74-13 21D Not available NTIS. 
MANN, D. R. 

Double Tracer Studies to Optimize Conditions for the 

Radiochemical Separation of Plutonium from Large 

Volume Sea Water Samples. 

COO-3563-12 7406 7D PC$3.00/MFS$2.25 


74-17 SA PCS$S.25/MF$2.25 


74-12 6M = PC$3.25/MF$2.25 


74-09 201 PC$3.75/MFS$2.25 


7402 20H PC$3.00/MFS$2.25 


74-20 SB PC$3.25/MFS$2.25 
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MANN, D. R. 






Procedure for Analysis of Americium in Marine En- 
vironmental Samples. 

COO-3563-8 74-06 83 PC$3.00/MF$2.25 
MANN, HORACE C. JR. 

Production of Urea-Ammonium Sulfate. 

PATENT-3 785 796 74-08 7A Not available NTIS 
MANN, J. ¥. 


Some Abnormalities in the Fatigue Behaviour of Low- 
Oxygen Copper Bar. 



























































N74-16210/8GI 74-10 11F PC$3.25/MF$2.25 
Some Phenomenological Aspects of Scatter in Fatigue. 
N73-32796/7GI 74-02 20L PC$3.75/MF$2.25 











MANN, JOSEPH B. 
Reprint: Relativistic Hartree-Fock Compton Profiles. 



























































AD-776 447/SGI 74-11 7D Reprint 
MANN, L. G. 

Capture gamma-Ray Research at Lawrence Livermore 

Laboratory. 

UCRL-75726 74-25 20H PC$4.00/MF$2.25 
MANN, M. J. 














One-Dimensional Shock Wave Formation by an Ac- 
celerating Piston. 
N74-30626/7GI 74-24 20D PC$6.25/MF$2.25 


Subsonic Annular Wing Theory with Application to 
Flow About Nacelles. 
N74-32414/6GI 74-26 1A PC$4.75/MF$2.25 


MANN, N. R. 


Approximately Optimum Confidence Bounds for 
System Reliability Based on Component Test Data, 
AD-772 918/9GI 74-06 14D PC$3.75/MF$2.25 


Approximately Optimum Tests and Confidence Bounds 
for Reliability Parameters. 
AD-776 787/4GI 74-11 12A PC$3.25/MF$2.25 


Simple, Efficient Closed-Form Approximations for 
Beta Percentiles, Exponential Prediction Intervals and 
Confidencé Bounds on Expotential and Binomial 
Parameters, 

AD-775 804/8GI 74-10 112A PC$3.75/MF$2.25 


MANN, NANCY R. 


A New Approach to the Determination of Exact and 
Approximate One-Sided Prediction Intervals for Nor- 
mal and Lognormal Distributions, with Tables. 

AD-781 289/4G1 74-18 12A  PC$3.75/MF$2.25 


Reprint: A New Goodness-of-Fit Test for the Two- 
Parameter Weibull or Extreme-Value Distribution with 
Unknown Parameters. 




































































































































































AD-773 209/2GI 74-06 12A_ Reprint 
Reprint: Confidence Bounds for System Reliability. 
AD-783 150/6GI 74-20 14D Reprint 














A Survey and Comparison of Methods for Determining 
Confidence Bounds on System Reliability from 
Subsystem Data. 

AD-782 065/7GI 74-19 14D PC$3.25/MF$2.25 


MANN, R. A. 
Reprint: Infrared Absorption of Small Silicon Particles 


with Oxide Overlayers. 
AD-779 160/1GI 74-15 20L Reprint 


MANN, W.B. 


Reprint: Low-Level Radioactivity Measurements. 
COM-74-50764/1GI_ 74-23 18H Not available NTIS. 


Reprint: Needs for Radioactivity Standards and Mea- 
surements in Different Fields. 
COM-74-50767/4GI_ 74-23 18H Not available NTIS 


Reprint: Present Status in the Field of Internal Gas 


Counting. 
COM-74-50790/6GI 74-23 18D Not available NTIS 


Reprint: Radioactive Calorimetry - A Review of the 
Work at the National Bureau of Standards. 
COM-74-50766/6GI_ 74-23 18D Not available NTIS 


Reprint: Sum-Peak Counting with Two Crystals. 
COM-74-50763/3GI_ 74-23 18D Not available NTIS 


Reprint: The National Bureau of Standards 4PiBeta- 

Gamma Coincidence-Counting and Gamma-Ray Inter- 

comparator Automatic Sample Changers. 

COM-74-50765/8GI 74-23 18D Not available NTIS 
MANN, WAYNE A. 


The Impact of Conversion to the Metric Measurement 
System on Aircraft Maintenance at Base Level. 
AD-769 186/8GI 74-01 1C PCS$4.75/MFS$2.25 


MANN, WILLIAM C. 


Domain-Independent Automatic Programming. 
AD-777 956/4GI 74-13 9B PCS$3.25/MF$2.25 


MANNA, ZOHAR 


The Validity Problem of the 91-Function, 

AD-785 164/5GI 74-23 9B PC$3.25/MF$2.25 
MANNEY, C. H. 

Applicability of Speech Bandwidth Compression 

Techniques in Mine Electromagnetic C ommunications. 
PB-226 781/3GI 74-06 17B PC$3.25/MF$2.25 

























































































































































































































































PA-696 





MANNING, C. R. JR. 


Development of High Temperature Materials for Solid 
Propellant Rocket Nozzle Applications. 


N74-28236/9GI 74-20 21H PC$6.25/MF$2.25 
MANNING, G. 

Ideas on Physics with Epic. 

RL-73-154 74-12 20H PC$4.25/MF$2.25 

Scientific Case for Epic. 

RL-74-078 74-24 20G PC$S5.50/MF$2.25 


MANNING, J. E. 


Noise Control Handbook for Diesel-Powered Vehicles. 
PB-236 382/8GI 74-24 2A PC$7.25/MF$2.25 
Prediction and Control of Rail Transit Noise and 
Vibration - A State-of-the-Art Assessment. 

PB-233 363/1GI 74-17 13B PC$8.50/MF$2.25 

MANNING, J. R. 

Reprint: Correlated Complete-Path Equations for Dif- 
fusion in an Electric Field. 

AD-778 1S1/1GI 74-13 LIF Reprint 
Reprint: Diffusion in Copper and Copper Alloys. Part 


1. Volume and Surface Self-Diffusion in Copper. 
COM-74-50426/7GI_ 74-13 11F Not available NTIS 


MANNING, JAMES M. 

Treatment of Sickle Cell Anemia. 

PAT-APPL-180 900 74-17 6E PC$3.25/MF$2.25 

Treatment of Sickle Cell Anemia. 

PATENT-3 833 724 74-25 6E Not available NTIS 
MANNING, R. J. 

Cueing Designator. 

AD-780 937/9GI 74-17 19E PC$4.75/MF$2.25 
MANNING, RAYMOND B. 


Marine Flora and Fauna of the Northeastern United 

States. Crustacea: Stomatopoda. 

COM-74-50487/9GI 

74-15 8A PC-GPO/MF$2.25-NTIS 

MANNING, THOMAS J. 

Soviet Politico-Military Strategy for Europe, 1977- 

1984: Implications for the United States and NATO. 

AD-783 797/4GI 74-21 SD PC$4.25/MF$2.25 
MANNING, THOMAS K. 

A Loading History Study of Selected Highway Bridges 

in Louisiana. 

PB-224 924/1GI 74-02 13B PC$4.75/MF$2.25 
MANNIS, LAURENCE S. 

Application of the Navy Average Grade Model to the 

Naval Underwater Systems Center. 

AD-770 056/0GI 74-02 SI PC$3.75/MF$2.25 
MANNOS, JAMES L. 

Some Techniques for Testing Pseudo-Random Number 

Sequences. 

AD-785 379/9GI 74-23 12A  PC$3.75/MF$2.25 


MANNOV, G. 


Burn-out, Circumferential Film Flow Distribution, and 
Pressure Drop for an Eccentric Annulus with Heated 


Rod. 
RISO-M-1623 74-02 20M PC$4.00/MF$2.25 
MANNS, W.G. 


Apparatus for the Determination of the Compressibili- 
ty and Related Properties of Rare Earth Solutions as a 
Function of Temperature, Pressure, and Concentra- 
tion. 

IS-T-593 74-16 14B PC$12.00/MF$2.25 


MANOHAR-MAHARAJ, VESHPATI 


Spring Run-Off and Nutrient-Seawater Density Cor- 
relations in the Massachusetts Bay, 
COM-74-10407/6GI 74-08 83 PCS$7.25/MFS$2.25 


Spring Run-Off and Nutrient-Seawater Density Cor- 

relations in the Massachusetts Bay. Part I. Spring Run- 

Off into Massachusetts Bay, 1973, 

COM-74-10407-01/GI 

74-08 83 (Order as COM-74-10407) 

MANOLL, R. E. 

Advanced Test Reactor Internals Vibration Summary, 

May 1968. 

BAW-1322 74-25 181 PC$32.50/MFS2.25 
MANOLY, A. E. 

Broadband Transmitter Tube. 


AD-771 996/6GI 74-05 9A PCS3.25/MFS$2.25 
Broadband Transmitter Tube. 
AD-774 822/1GI 74-09 9A PCS$3.75/MFS2.25 
Broadband Transmitter Tube. 
AD-778 155/2GI 74-13 9A  PC$3.25/MFS2.25 
Broadband Transmitter Tube. 
AD-786 617/1GI 74-25 9A PCS4.75/MFS$2.25 


MANOLY, GEORGE R. 

Supplemental Report on the Vibragimbal Multisensor 
Environmental Tests and Rapid Reaction. 

AD-783 624/0GI 74-21. 17G PC$3.75/MFS$2.25 








MANOWITZ, B. 


Field Measurement of Rates of Oxidation of SO2. 

BNL-17977 74-04 7B PC$3.00/MF$2.25 

Isotope and Concentration Measurements of Strato- 

spheric Sulfate. 

BNL-18617 74-18 4A PC$3.00/MF$2.25 
MANRY, M. T. 

Picture Processing Using One-Dimensional Implemen- 

tations of Discrete Planar Filters. 

AD-776 049/9GI 74-10 9B PC$3.75/MF$2.25 
MANS, R. J. 

Enzymatic Synthesis of Eukaryotic Nucleic Acids. 

Progress Report, August 1, 1973--July 31, 1974. 

ORO-3982-27 74-18 6A PC$4.00/MF$2.25 
MANSARD, B. 

Gamma Scanning at the Leci (Cen Saclay) and at the 

Lama (Cen Grenoble). 

CEA-CONF-2416 74-09 183 PC$4.00/MF$2.25 


Incidents and Accidents Due to Electricity in Very 
High Activity Cells. Prevention and Combating 
Methods. 

RFP-Trans-136 74-02 181 PC$3.00/MFS$2.25 


Some Results on the Deposits Formed During Use on 
Fuel Element Casings. 
CEA-CONF-2514 74-15 183 PC$3.50/MF$2.25 


MANSELL, D. H. L. 


A Frequency Response Analysis System for the Mea- 
surement of the Dynamic Mechanical Properties of 
Non-Metallic Materials. 

AD-769 335/1GI 74-01 111 PC$3.7S5/MF$2.25 


MANSELL, DENNIS N. 
Beam Scanner for High Power Laser. 
PATENT-3 731 106 74-06 20E Not available NTIS 
Fan Geometry Mixing Laser. 
PATENT-3 725 816 74-08 20E Not available NTIS 


Laser Beam Scanning Device. 
PATENT-3 738 168 74-08 20F Not available NTIS 


Spiral Grooved Liquid Cooled Laser Mirror. 
PATENT-3 731 992 74-06 20E Not available NTIS 


MANSFIELD, J. 


Cdc 6600 Data Manager. A Multi-Dimensional Tabu- 

lated Function Manager and Linear Interpolator. 

SLL-73-215 74-17 9B PC$4.50/MFS$2.25 
MANSFIELD, M. 

Reprint: Application of Conformational Analysis 

Techniques to the Prediction of Heats of Formation 

and Gas-Phase Thermodynamic Functions. 

AD-772 158/2GI 74-05 7D Reprint 
MANSFIELD, PETER B. 

Tissue Cultured Endothelium for Vascular Prosthetic 

Devices. 

PB-225 359/9GI 74-04 6L PC$4.75/MFS$2.25 


MANSFIELD, RICHARD 

A Formal System of Computation, 

AD-785 051/4GI 74-23 9B PC$3.25/MFS$2.25 
MANSFIELD, W. P. 


Development of a Fuel Injection System for Use in 

Tracer Experiments on Mixing in Diesel Engine Com- 

bustion Chambers. 

N74-19406/9GI 74-13 21G = PCS3.75/MFS$2.25 
MANSIUS, C. A. 

100-N Design Bases. Part IV. Functional Requirements 

of the Nuclear Control and Safety Systems. Project 

CAI-816. 

HW-57046 74-02 181 PCS$3.00/MFS2.25 
MANSON-BAHR, P. E. C. 

Reprint: Studies on the Experimental Transmission of 

‘Capillaria philippinensis’ in Monkeys (1). Clinical Stu- 

dies of ‘Capillaria philippinensis’ (2). Discussion. 


AD-770 757/3GI 74-03 6E Reprint 
MANSON, J. A. 

Polymer Impregnated Concrete: Field Studies, 

PB-234 047/9GI 74-20. 13C =PCS3.75/MFS2.25 

Polymer-Impregnated Concrete: Laboratory Studies, 

PB-234 046/1GI 74-20 13C PCS3.75/MFS2.25 


MANSON, JAMES E. 
Reprint: Instrumental Recalibration and Refinement of 


Solar Ultrasoft X-ray Intensities. 
AD-787 247/6GI 74-26 3B Reprint 


Reprint: The Spectrum of the Quiet Sun Between 30 
and 128 A for November, 1965. 
AD-787 887/9GI 74-26 3B Reprint 


MANSON, S. T. 
Angular Distribution of Photoelectrons from Atomic 


Oxygen, Nitrogen, and Carbon. 
N74-23288/SGI 74-18 7D PCS$3.25/MFS$2.25 


Photoelectron Angular Distributions as a Probe of 
Anisotropic Electron-lon Interactions. 
N74-18338/SGI 74-12. 7D PCS$3.25/MFS2.25 

















MANSOUR, M 
Oscillations in a Class of Pulse Control Systems. 
N74-15310/7GI 74-09 12A_ PC$3.25/MF$2.25 


MANSOUR, M. M. 
Servo-Controlled Intravital Microscope System. 
PAT-APPL-394 149 74-13 6L PC$3.75/MF$2.25 
MANSOUR, NOSHI S. 
Reprint: Studies of Bladder Stone Disease in Egyptian 
Children. Parts I thru VII. 
AD-784 770/0GI 
MANTEL, T. D. 
Nonlinear Wave Propagation in Plasmas Propagation 
Non Lineaire des Ondes dans les Plasmas. 
N74-18363/3GI 74-12 201 PC$4.25/MF$2.25 
MANTELL, LEROY H. 
An Ecnometric Study of Returns to Scale in the Bell 


System. 
PB-231 513/3GI 74-13 17B PC$S.25/MF$2.25 


MANTENIEKS, M. A. 
Investigation of Mercury Thruster Isolators. 
N73-32617/SGI 74-02 21C PC$3.25/MF$2.25 
MANTER, JOSEPH M. 
A Subsonic Method for Predicting the Separation 
Trajectories of Aircraft Stores in the Pitch Plane. 
AD-787 696/4GI 74-26 1C PC$4.25/MF$2.25 
MANTHE, RICHARD M. 


200 MGD Activated Sludge Plant Removes Phosphorus 
by Pickle Liquor. 
PB-228 561/7GI 74-09 13B MFS$2.25-NTIS 


MANTHURUTHIL, J. C. 
Reprint: Scattering of Neutrons by Carbon from 7 to 9 


74-23 6E Reprint 


MeV. 
AD-771 362/1GI 
MANTLIK, F. 


Experimental Research of Local Hydrodynamic Condi- 
tions in Flat Channels with Longitudinal Fins. Ii. 
UIV-3153-R 74-24 20D PC$6.50/MF$2.25 


MANTROM, DAVID D. 
Fireball Entrainment Study. 


74-04 20H Reprint 


AD-771 276/3GI 74-04 18C PC$3.75/MF$2.25 
Fireball Entrainment Study. 

AD-780 192/1GI 74-16 18C PC$S.25/MF$2.25 
Multiburst Study. 

AD-780 193/9GI 74-16 18C PC$3.75/MF$2.25 


MANTRY, DALE E. 


A Methodology for Evaluating Manufacturing Environ- 
mental Impact Statements for Delaware's Coastal 


one. 
PB-231 472/2GI 74-12 13B  PC$9.25/MF$2.25 


MANTUS, M. 


Implementation and Extension of the Impulse Transfer 
Function Method for Future Application to the Space 
Shuttle Project. Volume 1: Analysis and Correlation 


Studies. 
N74-28334/2GI 74-20 22B PC$5.25/MF$2.25 


MANTYLA, A. W. 


Reprint: A Comparison at Sea of Manual and Au- 
toanalyzer Analyses of Phosphate, Nitrate, and Sil- 


icate. 
AD-778 127/1GI 
MANTZ, ARLAN W. 


Infrared Spectral Reflectance of Plume Species on 
Cooled Low Scatter Mirrors. 
AD-777 285/8GI 74-12, 7D PC$7.50/MF$2.25 


MANUCEAU, J. 
Translation Invariant States in Quantum Mechanics. 
CNRS-CPT-73-P-547 74-08 203 PC$4.25/MF$2.25 
MANUEL, HENRY F. 


Alternative Economic Development Policies for Indian 
Communities. Dressing for ea Window: Papago Indi- 
ans and Economic Developme 

COM-74-11492/7GI 423 “sc PC$5.25/MF$2.25 


MANUKHINA, T. I. 


Stationary Potentials and Anodic Polarization of 
Platinum and Palladium in a Molten Eutectic Mixture 
of Alkali Metal Carbonates--Translation. 

AD-785 933/3GI 74-24 7D PC$3.25/MF$2.25 


MANUKIAN, S. G. 


A Device for Suppressing Regular Interference in 
Reception of Wide-Band Frequency Modulated 
Signals--Translation. 

AD-781 849/SGI 74-18 17B PC$3.25/MF$2.25 


MANVEL, BENNET 
Reprint: Reconstruction of Square-Celled Animals. 
(Point-Deleted Subgraphs with Geometric Constraints). 
AD-775 971/SGI 74-10 12A_ Reprint 
MANWARREN, THOMAS A. 


Zoom Feed Technique Study. 
AD-778 439/0GI 74-14 9E PC$S.25/MF$2.25 


74-13 83 Reprint 





MANWEILER, R. W. 





Measurement of Shock ray eninge in Air by a 
Yielding Foil Membrane hy Gaug 
ORNL-4868 74-02 ra " PCS4.00/MF$2.25 


MANYCH, A. P. 
High Gradient Superconducting Quadrupole Magnetic 
Lens with 30 mm Aperture. 
JINR-P13-7297 74-08 20G PC$3.00/MF$2.25 
MAPILY, YVONNE 


The NMCSSC Quick-Reacting General War Gaming 
System (QUICK) Programming Specifications Manual. 
Volume III. Simulation Output Subsystems. Part B. 


Change 5. 
AD-782 495/6GI 74-19 18SG PC$11.25/MF$2.25 
MAPLE, C. G. 


Data Base Design Considerations for a Key Word 
Based Retrospective Information Retrieval System. 
IS-3389 74-23 9B PC$4.00/MF$2.25 


Description of a Batch Operated Retrospective Infor- 
mation Retrieval System. 
1S-3387 74-24 SB PC$4.00/MF$2.25 


Design and Suggestions for Implementation of an on- 
Going Retrospective Retrieval System. 
1S-3383 74-22 SB PC$4.00/MFS$2.25 


Operation and Maintenance of the Rare-Earth Informa- 
tion Center’S Information Retrieval System (Ricirs). 


IS-3388 74-24 SB PC$4.00/MF$2.25 
Sdi Operating and Maintenance Manual. 
IS-3390 74-24 SB PC$S5.45/MF$2.25 


MAPLE, ELWOOD 
Micropulsation Observations of the Auroral Oval 


oundary. 
AD-779 761/6GI 74-18 4A PC$3.75/MF$2.25 


MAPLE, M. B. 
Magnetic Properties of Metals and Alloys Under Pres- 


sure. 
AD-770 062/8GI 74-02 20L PC$3.25/MF$2.25 


Reprint: Calorimetric Investigation of the Continuous 
Demagnetization of Ce Impurities in Superconducting 


La, Th Alloys. 
AD-778 243/6GI 74-13. 20L Reprint 


Reprint: Electron Spin Resonance and Superconduc- 
tivity in Gd(x)La(1-x)Al2 Intermetallic Compounds. 
AD-771 556/8GI 74-04 20L Reprint 


MAPLES, AMOS LEE 


The Monterey Peninsula Airport in the 1970's and 
1980's: A Demand Forecast. 
AD-776 280/0GI 74-10 1E PC$S.25/MF$2.25 


MAPLES, G. 


Combustion of Hydrogen-Air Jets in Local Chemical 
Equilibrium: A Guide to the Charnal Computer Pro- 


gram. 
N74-29638/SGI 74-24 21B PC$4.75/MF$2.25 
Performance of Gas-Augmented Waterjet Propulsion 
System. 

AD-770 896/9GI 74-03 13] PC$5.75/MF$2.25 


MAPLES, GLENNON 


The Development of a Computer-Aided Conceptual 
Submarine Design Evaluation Tool. 
AD-771 448/8GI 74-04 133 PC$6.25/MF$2.25 


MAPLES, JOHN S. 
Reprint: Coupling of Glucose-6-Phosphate 
Dehydrogenase and Hemoglobin S Screening to Auto- 
mated Determinations of Blood Group and Type. 
AD-773 677/0GI 74-07 6A_ Reprint 
MAPLES, M. D. 
Pallot: A Fortran Code That Produces Graphical 
Representations of Nuclear Blackout Effects Along a 
Reentry Trajectory. 
UCRL-51426 74-09 18C PC$S.45/MF$2.25 
Ponder: A Fortran Code That Graphically Represents 
Nuclear Blackout Effects. 
UCRL-S1391 74-09 18C PC$S.45/MF$2.25 
MAPLES, PETER K. 


Reprint: Lewis Acid-promoted Vinyl Rearrangement 
and Halogea Exchange of Platinum-fluoro-olefin Com- 


plexes. 
AD-777 132/2GI 74-12 7B Reprint 
MAPLETON, ROBERT A. 

Reprint: Electron Capture from Argon by Multiply 


Charged Atomic-Oxygen Ions. 
AD-773 995/6GI 74-08 7D Reprint 


Reprint: Electron Capture from He((1s)2) by Protons. 


Ill. 
AD-778 122/2GI 74-13 7D Reprint 
MAPP, PATRICIA 
Women in Apprenticeship. Why Not. 
PB-227 727/SGI 74-07 SI PC$7.S0/MF$2.25 
MAR, B. W. 
Assessment of Selected Rann Environmental 
Modelling Efforts, 









PB-227 217/7G1 74-07 13B PC$4.25/MF$2.25 





MARA, GLENN L. 


Method for Producing Spike-Free Electron Beam Par- 

tial Penetration Welds. 

PATENT-3 780 256 74-22 13H Not available NTIS 
MARA, RICHARD M. 

Time Domain Measurement of Microwave Absorbers 

9-16 GHz Frequency Band. 

AD-779 815/0GI 74-16 17D PC$3.75/MF$2.25 
MARADUDIN, A. A. 


Reprint: Effects of Strains on Optical Mode Properties 
in Crystals of the Rocksalt and Zinc-blende Structures. 
AD-781 117/7GI 74-17 20L Reprint 


Reprint: Indirect Interaction of Adatom Pairs via the 


Phonon Field. 
AD-782 116/8GI 74-19 7D Reprint 


Reprint: Rectangular-Ridge Vibrational Modes. 
AD-785 745/1GI 74-24 9A Reprint 
Reprint: Vibrational Edge Modes for Small-Angle 


Wedges. 
AD-778 152/9GI 74-13 20A_ Reprint 


Reprint: Vibrational Edge Modes for Wedges with Ar- 
bitrary Interior Angles. 
AD-772 497/4GI 74-06 20A_ Reprint 


Reprint: Vibrational Modes on a Rectangular Ridge. 

AD-785 743/6GI 74-24 9A Reprint 

Vibrational Edge Modes for Small Angle W $. 

AD-773 474/2GI 7407 20L PC$3.25/MFS$2.25 
MARAGOS, JAMES E. 

Coral Transplantation: A Method to Create, Preserve, 


and Manage Coral Reefs. 
COM-74-11284/8GI 74-19 6C PC$3.75/MF$2.25 


MARAK, R. R. 


Reprint: Seasonal Distribution and Growth of Larval 
Herring (Clupea harengus L.) in the Georges Bank- 
Gulf of Maine Area from 1962 to 1970. 

COM-74-10068/6GI 74-04 6C Reprint 


MARAN, &. P. 


Possible Relationships Between Solar Activity and 
Meteor ical Phenomena. 


N74-29072/7G1 74-22 4B PCS$11.S0/MFS$2.25 
MARANCI, A. 
Reprint: The Fracture of Glassy Polymers. 
AD-775 551/SGI 74-09 111 Reprint 
MARANGIO, G. 


Radiochemical Problems Related to Post-Irradiation 
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AD-781 229/0GI 74-18 6K PC$3.75/MF$2.25 
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tor: Preliminary Evaluation of the Flow Characteristics 
of the Prototype Regulator, 

AD-780 212/7GI 74-16 6K PC$3.25/MF$2.25 
Solubilities of Calcium Sulfate Dihydrate at 25 exp 0 C 
in Brackish Waters and Their Concentrates; Effect of 
Calgon Additive and Predictions for Reverse Osmosis 


Processes. 
ORNL-4914 74-04 7A PC$S.4S/MFS2.25 


MARSHALLSAY, P. G. 
The Improvement in Mach Number Distribution and 
Reduction of Pressure Fluctuations in the Transonic 
Working Section of Wind Tunnel S.1. 
N74-10303/7GI 74-04 14B PC$3.25/MF$2.25 
MARSICANO, F. 
Construction and Testing of a Precision Calorimeter. 
NIM-1582 74-16 14B PC$4.25/MF$2.25 
MARSIK, S. J. 
Developable Images Produced by X-Rays Using the 
Nickel-Hypophosphite System. 3: The Latent Image 
and Trapped Hydrogen. 
N74-13830/6GI 74-08 7E PC$3.25/MF$2.25 


Production of Pure Metals. 

PATENT-3 826 726 74-24 I11F Not available NTIS 
Radiolytic Preparation of Anhydrous Tin (2) Chloride. 
N73-33082/1GI 74-02 7E PCS$3.25/MFS2.25 


Trapping of Hydrogen Atoms in X-Irradiated Salts at 

Room Temperature and the Decay Kinetics. 

N74-13825/6GI 74-08 TE PC$3.25/MFS$2.25 
MARSOLAIS, E. BYRON 

Development of Orthotic Systems for the Quadriplegic 

Patient. 

PB-234 599/9GI 74-20 6L PCS7.00/MFS$2.25 
MARSTEN, ROY E. 

An Algorithm for Nonlinear Knapsack Problems. 

AD-780 929/6GI 74-17 12B PC$3.75/MF$2.25 
MARSTON, C. 

Large Enthalpy Extraction Experiments in a Non- 

Equilibrium Magneto-H ydrodynamic Generator, 

AD-784 288/3GI 74-22 10B PC$3.25/MF$2.25 
MARSTON, C. 


CO2 MHD Laser: Analysis, Design and Shock Tunnel 
Experiments. 
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AD-782 226/5GI 74-19 20E PC$3.25/MF$2.25 


Investigation of High Power MHD Gas Lasers. 
AD-773 975/8GI 74-08 20E PC$3.75/MF$2.25 


Investigation of High Power MHD Gas Lasers. 
AD-785 911/9GI 74-24 2E PC$3.75/MF$2.25 


MARSTON, CHARLES H. 


Electrode Studies and Recent Results of Nonequilibri- 
um MHD Generator Experiments. 
AD-781 744/8GI 74-18 10B PC$3.25/MF$2.25 


MARSTON, P. C. 


Reprint: Recent Developments in the Synthesis of a 
Class of Lumped-Distributed Filters. 
AD-782 762/9GI 74-20 9A_ Reprint 


MARTEL, C. J. 


A Preliminary Assessment of Wet Systems for Re- 
sidential Refuse Collection. 
PB-234 496/8GI 74-21 13B PC$7.00/MF$2.25 


MARTEL, CHARLES R. 


Aircraft Turbine Engine Fuel Corrosion Inhibitors and 
Their Effects on Fuel Properties. 
AD-787 191/6GI 74-26 21D PC$3.75/MF$2.25 


MARTEL, R. J. 


Amplitude Steered Antenna Array. 
PAT-APPL-263230 74-02 9E PC$3.25/MF$2.25 


Amplitude Steered Array. 
PATENT-3 806 932 74-15 9A Not available NTIS 


MARTEL, RICHARD A. 
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AD-776 807/0GI 74-11 9E PC$4.25/MF$2.25 


MARTEL, ROBERT J. 


Water Supply Management Alternatives for Rhode 
Island. 


PB-231 362/SGI 74-12 13B  PC$4.25/MF$2.25 
MARTEL, Y. 


The Effect of Residual Impurities on the Ductility of 
alpha-Uranium, 


AD-779 210/4GI 74-15 11F PC$3.25/MF$2.25 
Effect of Residual Impurities on the Ductility of alpha 
--Uranium. 


DREV-TN-2098/74 74-25 11F PC$4.00/MF$2.25 
Reprint: Short Communication, Metallographic 
Preparation of Boron Carbide. 

AD-786 980/3GI 74-25 11B Not available NTIS 

MARTELET, C. 

Extraction of Fluorides with the Help of Several Or- 
ganic Antimony Derivatives. 

LYCEN-7307 74-09 7D PC$7.00/MF$2.25 


Synthesis, Radiochemical Labeling, and Properties of 
Some Aryl- and Alkylstibines and Their Halide Deriva- 


tives. 
LYCEN-7341 
MARTELL, C. J. 


Effect of Particle Size on the Carrier-Distillation Anal- 
ysis of Puo sub 2 . 

LA-UR-74-356 74-16 7D PC$3.25/MF$2.25 
Effect of Particle Size on the Carrier--Distillation 
Analysis of Puo sub 2 . 
LA-5454 

MARTEN, K. 

Superheated Steam--Corrosion Loop for the Investiga- 


tion of the Corrosion Mechanism under Conditions of 
Heat Transfer and in an Isothermal State. 


74-15 7E PC$4.00/MF$2.25 


74-13 7D PC$4.00/MF$2.25 


KFK-1842 74-08 183 PC$6.00/MF$2.25 
MARTENS, H. 

Reprint: On the Poincare Relation. 

AD-782 501/1GI 74-19 12A_ Reprint 


MARTENS, H. H. 


Evaluation of Solid Sorbents for Sampling SO2, HCl, 

and HF from Stationary Sources. 

AD-784 813/8GI 74-23 7D PC$3.25/MF$2.25 
MARTER, W. L. 

Control and Treatment of Radioactive Liquid Waste 

Effluents at the Savannah River Plant. 

DP-1349 7a-14 18G PCSS ~ reas 25 

Radioactivity in the Environs of Steel Cree 

DPST-70-435 74-13 8H PCS$3 SSO/MFS2. 25 
MARTI, K. 

Fission Products of Superheavy Elements. An In- 


vestigation of the Naturally Occurring Fission Products 
of Elements Heavier Than Uranium. 


N74-28151/0GI 74-20 18G PC$3.25/MF$2.25 
MARTICH, JOVO S. 


Precision Trimmer for an Encapsulated Specimen. 
PATENT-3 799 029 74-24 14B Not available NTIS 


MARTIN, A. M. 


Aerial Photograph, Remote Sensing, Satellite Photo- 
graph Luftbild, Fernerkundung, Satellitenaufnahme. 
N74-21035/2GI 74-15 14E PC$3.25/MF$2.25 
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MARTIN, ANTHONY J. 


Advanced Feasibility Investigation for Determining 


Army Helicopter Gas Turbine Engine Maximum Power 
Available 


AD-786 546/2GI 
MARTIN, B. E. 
Power Supply Module 


74-25 21E PC$6.25/MF$2.25 


RFP-2303 "74-23 18D PC$4.00/MF$2.25 
Scaler Modules for Radiation Detection Systems. 
RFP-2300 74-16 18D PC$4.00/MF$2.25 
Single Channel Pulse-Height Analyzer with Readout. 
RFP-2304 74-26 18D PC$4.00/MF$2.25 
Timer Modules for Radiation Detection Systems. 
RFP-2301 74-16 18D PC$4.00/MF$2.25 


MARTIN, BARRY E. 
Tentative Method for the Calibration of Nitric Oxide, 
Nitrogen Dioxide, and Ozone Analyzers by Gas Phase 
Titration. 
PB-231 S71/1GI 

MARTIN, BRIAN 
Reprint: Design Criteria for Finite-Difference Models 
for Eddy Diffusion with Winds that Gurantee Stability, 


Mass Conservation, and Nonnegative Masses. 
COM-73-50496-06-08/GI 


74-01 4B (Order as COM-73-50496-06) 
MARTIN, C. J. 
A Reciprocal Theorem for a Mixture Theory. 
N74-26362/SGI 74-19 20K PC$3.75/MF$2.25 
Research on Synthesis of High-Strength Aluminum Al- 
loys. Part Il. 
AD-777 159/SGI 74-12 11F PC$S5.75/MF$2.25 


MARTIN, CHADWICK 


An Investigation Into the Extent and Cause of 

Eutrophication in Canyon Ferry Reservoir, Montana. 

PB-235 337/3GI1 74-23 6C PC$3.75/MF$2.25 
MARTIN, D. G. 


Some Further Developments in the Previously Derived 
Analytical Model for Calculating Stresses and Strain 
Rates in the Coatings of Htr Fuel Particles. 
AERE-R-7611 74-16 18E PC$4.50/MF$2.25 
MARTIN, D. J. JR. 
Compensation Based on Linearized Analysis for a Six 
Degree of Freedom Motion Simulator. 
N74-10301/1GI 74-04 14B  PC$3.75/MF$2.25 
Motion Software for a Synergistic Six-Degree-of- 
Freedom Motion Base. 
N74-11096/6GI 74-05 1A  PC$3.75/MF$2.25 
MARTIN, D. S. JR. 
Evidence for Extended Interactions Between Metal 
Atoms from Electronic Spectra of Crystals with 
Square Complexes. 
IS-M-17 
MARTIN, D. W. 
A Study to Define Meteorological Uses and Per- 
formance Requirements for the Synchronous Earth 
Observatory Satellite. 
N74-20186/4GI 
MARTIN, DALE A. 
Reclaiming of Superalloy Scrap. 
PATENT-3 607 236 74-07 LIF Not available NTIS 
MARTIN, DAVID H. 


Reprint: Epidemiology of the Venezuelan Equine En- 
cephalomyelitis Virus Complex. 
AD-774 719/9GI 

MARTIN, E. R. 


Arithmetic Box for Enrichment Meter and Neutron 
Assay Instruments. 


74-13, 7D PC$3.25/MF$2.25 


74-22 7D PC$4.50/MF$2.25 


74-14 4B PC$6.25/MF$2.25 


74-08 2E Reprint 


LA-5394-MS 74-04 18D PC$4.00/MF$2.25 
Computer-Oriented gamma Scan System. 
LA-5379-MS 74-04 18D PC$4.00/MF$2.25 


Field Assay of Plutonium with a New Computerized 
Segmented gamma Scan Instrument. 


LA-UR-74-924 74-22 18G PC$4.25/MF$2.25 
Passive Segmented gamma Scan Operation Manual. 
LA-5652-M 74-24 183 PC$S.45/MF$2.25 


Uf sub 6 Enrichment Monitor: Operating Procedures 
Manual. 
LA-5485-M 74-14 183 PC$4.00/MFS$2.25 


MARTIN, EDWARD J. 
State of Maryland Waste Oil Recovery and Reuse Pro- 


gram. 
PB-234 446/3GI 74-20 13B PC-GPO/MF$2.25 
MARTIN, EDWIN 


Reprint: Memory Codes and Negative Transfer. 
AD-783 162/1GI 74-20 53° Reprint 
Reprint: Serial Learning: A Multilevel Access Analy- 
sis. 

AD-785 926/7GI 74-24 SI Reprint 
Reprint: Stimulus Encoding in A-B, A-D Transfer. 
AD-787 897/8GI 74-26 $3 Reprint 


Reprint: Stimulus Encoding in Learning and Transfer 
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MARTIN, F. D. 
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AD-784 040/8GI 74-22 14D PC$4.75/MF$2.25 
MARTIN, FRANK L. 
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AD-784 735/3GI 74-23 4B PC$3.75/MF$2.25 
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Measurement of X-Ray Cross Sections Relevant to a 
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AD-775 $47/3GI 74-09 14B PC$3.75/MF$2.25 


MARTIN, G. 


Intergranular Migration as a Tool for the Study of the 
Structure of the Interior of Joints. 
CEA-CONF-2444 74-08 11F PC$3.00/MF$2.25 


MARTIN, G. A. 


Clinical Aspects of Drug-Induced Diseases of the 
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N74-13772/0GI 
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Effectiveness of Selected Fuel Additives in Controlling 
Pollution Emissions from Residual-Oil-Fired Boilers. 
PB-225 037/1GI 74-01 7A PC$3.75/MF$2.25 
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74-25 8A PC$4.25/MF$2.25 


74-08 60 PC$3.25/MF$2.25 


ARH-2384 74-09 18G PC$3.00/MF$2.25 
MARTIN, G. G. 

Bibliography on Stress Wave Emission, 1950--1972. 

ARL-MET-1 74-02 14B PC$4.25/MF$2.25 
MARTIN, G. L. 


Equilibrium Concentrations of N2H4 and Its Decom- 


position Products at Elevated Temperatures and Pres- 
sures. 
N73-32031/9GI 


MARTIN, GEORGE R. 


Reprint: Procollagen Peptidase Deficiency in a Form 
of the Ehlers-Danlos Syndrome. 
AD-783 204/1GI 


MARTIN, GLENN E. 
Control of Rotating Exciters for Power System Damp- 


74-02 7D PC$4.75/MF$2.25 
74-20 6P Reprint 


ing. 
PATENT-3 465 235 74-11 10B Not available NTIS 
MARTIN, H. 


Radio Frequency Emission Characteristics and Mea- 
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and Industrial, Scientific and Medical Equipment. 

AD-771 099/9GI 74-04 9C PC$4.75/MF$2.25 
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Abstracts of Papers Presented at Scientific Meetings. 
AD-785 873/1GI 74-24 6C PC$3.25/MFS$2.25 
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RFP-2105 74-06 183 PC$3.00/MFS$2.25 


MARTIN, HARRY 
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AD-771 088/2GI 


MARTIN, HENRY L. 
Life Cycle Cost Study of Army Spectrometric Oil Pro- 
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AD-786 501/7GI 74-25 14B PC$4.25/MF$2.25 
MARTIN, I. M. 
ae Precipitation in Brazilian Geomagnetic Anoma- 
ly During Magnetic Storms. 
N74-19084/9CH 74-13 4A PC$3.25/MF$2.25 
MARTIN, J. 
Buried Line Sensor Evaluation for Biss. Part I. 1974, 
Line Sensors and Evaluation Philosophy. 
SLA-74-5195 74-18 14B PC$4.50/MFS$2.25 
Determination of Carbon and Nitrogen in Silicon and 
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EURISOTOP-87 74-09 7D PCS$S.75/MFS$2.25 
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CEA-CONF-2368 74-14 6R PC$3.00/MF$2.25 


74-04 9C PCS$S.75/MF$2.25 
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Proton Interactions in Heavy Nuclei at 200 Gev. 
RLO-2225-T-27-3 74-06 20H PC$3.00/MF$2.25 


A Suggestion for Improving Flap Effectiveness by 


Heat Addition. 
N74-18662/8GI 74-13 20D PC$4.25/MF$2.25 


MARTIN, J. A. JR. 
AIREM Program Manual. A Computer Code for Cal- 
culating Doses, Population Doses, and Ground Deposi- 


tions Due to Atmospheric Emissions of Radionuclides. 
PB-235 390/2GI 74-23 18H PC$S.75/MF$2.25 


MARTIN, J. B. 


A Rationalization of Mode Approximations for 
Dynamically Loaded Rigid-Plastic Structures Based on 
a Simple Model. 

AD-773 118/SGI 74-06 13M PC$4.25/MF$2.25 


Reprint: On Optimality Conditions for Trusses with 
Nonuniform Stress Constraints. 


AD-776 440/0GI 74-11 20K Reprint 

Uses of Power Plant Discharge Water in Greenhouse 

Production. 

CONF-740317-1 74-16 2C PC$4.00/MF$2.25 
MARTIN, J. F. 


Cyclic Mechanical Tests and an Appropriate Analytical 
Stress-Strain Model for A36 Steel. 
AD-780 802/SGI 74-17 1IF PC$4.25/MF$2.25 


Local Stress-Strain Approach to Cumulative Fatigue 

Damage Analysis. 

AD-777 462/3GI 74-12 LIF PC$4.75/MF$2.25 
MARTIN, J. H. 


Commissioning and Utilization of a Synchrotron for 

High Energy Physics Research. 

CONF-731115-4 7407 20G PC$3.00/MF$2.25 
MARTIN, J. 1. 


Electroretinograms (ERGs) and Visually-Evoked 
Responses (VERs) in the California Sea Lion 


(Zalophus californianus). 
AD-772 534/4GI 74-06 6C PC$3.75/MF$2.25 


MARTIN, J. J. 
The Role of Instrumentation and Testing in Space Mis- 
sion Reliability, 
AD-787 103/1GI 74-26 14B  PC$3.25/MF$2.25 
MARTIN, J. R. 


Msfc Skylab Operations Support Summary 
N74-29281/4GI 74-22 22D PCSS. 75/MF$2.25 


MARTIN, J. SPERLING 


Editorial Processing Centers. A Study to Determine 
Economic and Technical Feasibility. Annex Part Il. A 
Review of Relevant Technology to the Publication of 
Scientific and Technical Journals. 

PB-234 961/1GI 74-22 SB PC$4.25/MF$2.25 


MARTIN, J. T. 


Lritran Language. 
UCID-15589 74-26 9B PC$4.00/MF$2.25 


Ltss: Livermore Time-Sharing System. Part III. 
peovcnad Program Production. Chapter 207. Lritran 


Language Used with the Chat and Star Compilers 
TID-26533 74-15 9B PC$12. 35/MES2. 25 
MARTIN, J. W. 


Nuclear Meter for Monitoring the Sulfur Content of 
Coal Streams. 
PB-228 678/9GI 74-09 81 PC$3.25/MF$2.25 


MARTIN, JAMES B. 


Reprint: An Experimental Comparison of Solution Al- 
gorithms for the Single-Machine Tardiness Problem. 
AD-777 625/SGI 74-12 12B Reprint 


MARTIN, JAMES F. 
Force and Moment Characteristics of Passenger Car 
Tires. 
PB-231 359/1GI 74-12 13F PC$6.25/MF$2.25 
MARTIN, JOEL J. 


Growth and Hardening of Alkali Halides for Use in In- 
frared Laser Windows. 
AD-782 468/3GI 74-19 20E PC$3.25/MF$2.25 
Growth and Hardening of Alkali Halides for Use in In- 
frared Laser Windows. 
AD-783 328/8GI 74-20 20E PCS$3.75/MF$2.25 


Growth and Hardening of Alkali Halides for Use in In- 
frared Laser Windows. 
AD-784 750/2GI 74-23, 20E + PC$3.25/MF$2.25 


MARTIN, JOHN ANTHONY 


A Study of the Relationship between Electromyo- 

graphic Activity of Muscles of i Thigh and Total 

Force Developed by Cycling Subject 

AD-787 444/9GI 74-26 6P *Pcss. 75/MF$2.25 
MARTIN, JOHN B. 


Reprint: Optimality Conditions for Fully Stressed 


signs. 
AD-773 639/0GI 74-07 20K Reprint 


MARTIN, JOHN J. 


The Colorimetric Determination of Trace Quantities of 
N,N’-Di-t-butylethylenediimine(CS 815799) by the 3- 
Methyl-2-Benzothiazolinone Hydrazone Hydrochloride 
uae and 4,5-Dihydroxynaphthalene-2,7-Disulfonic 
Acid, Disodium Salt(Chromotropic Acid) Methods. 
AD-775 810/SGI 74-10 7C PC$3.25/MF$2.25 


MARTIN, JOHN J. JR. 
Chemical Treatment of Plating Waste for Removal of 
Heavy Metals. 
PB-227 363/9GI 74-07 13B PC-GPO/MF$2.25-NTIS 
MARTIN, JOHN R. 


The Role and Progress of the Office, Assistant Vice 

Chief of Staff in the Management of Army Resources. 

AD-771 757/2GI 74-05 1SC PC$6.25/MF$2.25 
MARTIN, JOHN S. 


Diagnostic Methods and Instability Suppression 
Techniques for a Mirror Geometry Plasma with Radial 


Electric Fields. 
AD-777 575/2GI 74-12 201 + =PC$3.75/MF$2.25 


Electron Plasma Density Determinations with a 50 
GHz Fabry-Perot Interferometer. 
AD-774 453/SGI 74-08 201 PC$3.75/MF$2.25 


Real Time Langmuir Probe Data Reduction by a 

Minicomputer for a Collisionless Plasma. 

AD-776 800/SGI 74-11 201 PC$5S.75/MF$2.25 
MARTIN, JOSEPH E. 

Treatability of ja Film-Forming Foams Used for 

Fire Fighti 

AD-775 3 I 74-09 13B PC$4.75/MF$2.25 
MARTIN, JOSEPH W. 

Measuring the Incombustible Content of Mine Dust 

Using Backscatter of Low Energy Gamma Rays. 

PATENT-3 505 $20 74-05 7D Not available NTIS 
MARTIN, K. G. 

Roof Drainage, 

PB-228 618/SGI 74-09 13M PC$3.25/MF$2.25 
MARTIN, K. L. 

Lime Disinfection of Sewage Bacteria at Low Tem- 

perature. 

PB-228 565/8GI 74-09 13B PC-GPO/MF$2.25-NTIS 
MARTIN, KENNETH 

Facilitating the Exploitation of ERTS Imagery Using 

Snow Enhancement Techniques. 

E74-10180 74-06 8B PC$3.25/MF$2.25 
MARTIN, KENNETH R. 

Facilitating the Exploitation of ERTS-1 Imagery Using 

Snow Enhancement Techniques. 

E74-10080 74-03 8G PC$4.25/MFS$2.25 


MARTIN, LEWIS A. JR. 
Cuba: Communist Outpost. 
AD-779 353/2GI 74-15 SD PC$3.75/MF$2.25 
MARTIN, LUTHER G. JR. 
Variation of the Results of Routine Concrete Tests 
Using Standard and Accelerated Curing Methods. 
PB-231 018/3GI 74-12 13C =PC$4.75/MF$2.25 
MARTIN, M. 


Computer Program to Calculate Low Energy Electron 
Diffraction Intensities. 


LBL-1418 74-15 20B PC$7.75/MF$2.25 
MARTIN, M. J. 

Radioactive Atoms: Supplement I. 

ORNL-4923 74-08 20H PC$4.00/MFS2.25 
MARTIN, M. S. 

Gastric Ulcers in Rats Caused by Restraint in a Metal 

7a i7ei2eG1 74-12. 6S PC$3.25/MF$2.25 


MARTIN, NANCY 

Convergence Properties of a Class of Probabilistic 

Adaptive Schemes Called Sequential Reproductive 

Plans, 

PB-235 486/8GI 74-25 12A PC$4.25/MF$2.25 
MARTIN, NEIL J. 

Mexico and Her Role in the Western Hemisphere. 

AD-774 160/6GI 74-08 SD PC$4.25/MFS$2.25 
MARTIN, P. 

Electron Beam Welding. 

CEA-CONF-2523 74-18 13H PCS$3.75/MFS$2.25 
MARTIN, P. J. 

Determination of the Availability of Appropriate Aged 

Flight Rocket Motors. 

N74-17S11/8GI 74-11 21H PC$4.25/MFS$2.25 
MARTIN, P. W. 

Measurement of Partial Capture Cross Sections for 

Neutron Energies Above 10 Kev. 

AAEC/E-302 74-25 20H PC$4.00/MFS$2.25 
MARTIN, PATRICIA W. 

A Comprehensive Key Word Index and Bibliography 

on Instructional System Development. 


MARTIN, STANLEY B. 


AD-777 192/6GI 74-12 SI PC$7.50/MFS$2.25 
MARTIN, PATRICIA Y. 

Vocational Rehabilitation for Disabled Public 

Assistance Clients: A Follow Up Study of Four Pro- 

PB-236 $60/9G1 74-25 $K PC$S5.25/MF$2.25 
MARTIN, PAUL E. 

Direction Finding Interferometer for a Linear FM 


Signal. 
PAT-APPL-300 934 74-15 17C PC$3.25/MF$2.25 
Direction Finding Interferometer for a Linear FM 


Signal. 
PATENT-3 815 135 74-26 17C Not available NTIS 


MARTIN, PETER JR. 
Reduction of Friction and Wear in the M55! Sheridan 
Recoil Mechanism. 
AD-777 $43/0GI 74-12 19C PC$3.25/MFS$2.25 


MARTIN, QUENTIN W. 
Instrumentation for Engineering Management of a 
Multi-Purpose River Basin System (Trinity River 
Basin, Texas). Real-Time Engineering Management of 
a an teen River Basin System. 
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PB-231 867/3GI 74-13 13B = PC$7.50/MF$2.25 
MARTIN, R 

Aircraft Noise in Residential Areas: Measurement and 

Evaluation. 

N74-31503/7GI 74-25 20A PC$3.25/MF$2.25 


Aircraft Noise in Urban Areas. Measurement and 
Evaluation Fluglaerm in Wohngebieten - Messung und 


Beurteilung. 
N74-26481/3GI 74-20 20A PC$3.25/MF$2.25 


MARTIN, R. F. 


Reprint: Neutron Diffraction Refinement of an Or- 
dered Orthoclase Structure. 
COM-73-50877/2GI_ 74-01 8G Not available NTIS 


MARTIN, R. L. 
High Energy Polarized Beam at the Zgs. 
CONF-740522-13 74-21 20G PC$4.00/MF$2.25 


MARTIN, R. TORRENCE 
Frost Susceptibility of Massachusetts Soils Evaluation 
of Rapid Frost Susceptibility Tests. 
PB-232 198/2GI 74-15 8M PC$8.50/MF$2.25 
MARTIN, RICHARD 


A Plan for Assessing Changes in the Support Cost and 
Reliability of the G-200 Cyroscope and LN-12 Plat- 


form. 

AD-787 189/0GI 74-26 17G PC$3.25/MF$2.25 
MARTIN, RICHARD D. 

Separator for Negatively Phototactic Housefly Larvae 

from Chicken Hen Excreta. 

PATENT-3 716 371 74-23 2C Not available NTIS 
MARTIN, ROBERT M. 


Joint Army Navy Air Crew Impact Injury Prevention 


Program. 

AD-777 713/9GI 
MARTIN, ROBERT M. Ill 

A Study of the Frequency Distribution of the Time-to- 

Failure for Sixteen Measurement Functions of the 260 

AFP.-1 (Simpson) Multimeter. 

AD-769 185/0GI 7401 1SE PC$S.25/MFS$2.25 
MARTIN, ROBERT W. 

Unfurlable Isotropic Antenna. 

PATENT-3 715 759 74-08 9E Not available NTIS 
MARTIN, ROGER J. 


Partitioned-Data-Set Utility Routines for the Control 
Data CDC-6700 Computer. 
AD-783 945/9GI 74-21 9B PCS3.75/MFS$2.25 


MARTIN, S. 


Reprint: An Experimental Study of the Resonant Insta- 
bility of an Internal Wave of Mode 3 Over a Range of 
Driving Frequencies. 


74-12 6S PC$3.75/MF$2.25 


AD-787 381/3GI 74-26 8C Reprint 
MARTIN, S. M. 

Reprint: A ae for Regional Culture Collections of 

Microorganism 

AD-783 s4/8GI 74-20 6M Not available NTIS 
MARTIN, SEELYE 


Reprint: Ice Stalactites: Comparison of a Laminar 

Flow T! with Experiment. 

AD-781 581/4GI 74-18 8L Reprint 

Reprint: The Evolution of Under-Ice Meh Ponds, or 

Double Diffusion at the Freezing Point. 

AD-785 321/1GI 74-23 83 Reprint 

Studies Related to the Heat and Mass Balance of Sea 

Ice and Its Desalination. 

AD-771 443/9GI 74-04 8L PC$4.75/MF$2.25 
MARTIN, STANLEY B. 


Evaluation of the Nuclear Fire Threat to Urban Areas. 
AD-779 340/9GI 74-15 1S8C PCS$3.75/MFS2.25 


PA-705 










ee ee 


8h 6 


ae @ 


as 


_ 


ac em ae 











MARTIN, STEPHEN G. 


MARTIN, STEPHEN G. 


Politico-Military Implications of Soviet Mideast Policy. 
AD-774 245/SGI 7408 SD PC$3.25/MF$2.25 


MARTIN, T. A. 
Wind Tunnel Test Results for the Direction Controlled 
Antitank (DCAT) Missile At Mach Numbers from 0.64 
to 2.50. 
AD-784 121/6GI 74-22. 19A PC$8.50/MF$2.25 
MARTIN, THOMAS G. 


Microbial Degradation of Petroleum in Continental 
Shelf Sediments. 
AD-772 698/7GI 


MARTIN, V. S. 


Macrokinetic Processes in Porous Media (Fuel Cells)-- 
Translation. 
AD-781 204/3GI 74-18 10B PC$13.25/MF$2.25 


MARTIN-VEGA, L. A. 


Min - Max Deployment Problems. 
AD-783 957/4GI 74-22 1SG PC$3.25/MF$2.25 


MARTIN, W.C. 


ps ra Classifications of the Resonance Lines of Eu- 
jum III. 
ce M-73-50908/SGI 74-02 7D Not available NTIS 


Reprint: Energy Levels of Neutral Helium (4He 1). 
COM-74-S0106/SGI 74-08 7D Not available NTIS 


Reprint: Low-Energy Level Structure of Neutral Ceri- 


74-06 8A PC$3.25/MF$2.25 


um (Ce I). 

COM-74-50753/4GI_ 74-22 7D Not available NTIS 
MARTIN, W. E. 

Fiber- and Integrated-Optic Communication Technolo- 


By. 
AD-771 402/S5GI 74-04 17B PC$3.75/MF$2.25 
MARTIN, W. H. 


Compilation of Published Information on Elemental 
Concentrations in Human Organs in Both Normal and 
Diseased States. 4. Data Summary Ordered by Specific 
Health State, Subordered by Atomic Number, Organ, 
and Suborgan. 


UCRL-5S1013(Pt.4) 74-04 6A PC$7.60/MF$2.25 


MARTIN, W. J. 
Behavior of Highly Radioactive Iodine on Charcoal. 
CONF-740807-10 74-25 18F PC$5.00/MF$2.25 


Interim Report on Fission-Product Release During 
Operation of the Second Peach Bottom Core. 
CONF-731004-1 7402 18G PC$3.00/MF$2.25 


MARTIN, W. W. 


Development of Carbide--Carbon Composite Fuel Ele- 
ments for Rover Reactors. 
LA-5005 74-02 21F PC$3.25/MF$2.25 


MARTIN, WAYNE R. 


International Commitment and the Linkage to Threat: 
An Indicators and Measurement Approach. 
AD-777 981/2GI 74-13 SD PC$3.75/MF$2.25 


MARTIN, WILLIAM A. 


Automatic Generation of Customized, Model Based In- 
formation Systems for Operations Management. 
AD-771 303/SGI 74-04 9B PC$3.25/MF$2.25 


MARTIN, WILLIAM W. 


Method of Making a Carbide-Graphite Composite 
Nuclear Fuel. 
PATENT-3 810 962 74-26 18J Not available NTIS 


MARTIN, WILLIAN B. 

Epileptic Seizure Warning System. 

PAT-APPL-412 496 74-17 6L PC$3.75/MF$2.25 
MARTINA, E. FRANK 


On the Access of Solar Protons to the Synchronous 
Altitude Region. 
AD-778 932/4GI 74-14 4A  PC$3.75/MF$2.25 


MARTINDALE, KENNETH W. 


Area Handbook for Japan, 
AD-787 236/9GI 74-26 SC PC-GPO/MF$2.25-NTIS 


MARTINDALE, W.R. ° 


Heat-Transfer Tests of Two Space Shuttle Orbiter 
Configurations at Mach Number 8 


AD-772 687/0GI 74-06 22B PC$3.75/MF$2.25 
MARTINE, J. E. 

aw of Source Location Error by Computer Simula- 

AD-775 069/8GI 74-09 17G PC$3.25/MF$2.25 
MARTINEAU, B. 


Human Cytomegalovirus (Cmv) and Indirect Immu- 

nofluorescence in Disseminated Lupus Erythematosus. 

N74-28565/1GI 74-22 8 PC$3.25/MF$2.25 
MARTINEC, M. 

Incidence of Lung Cancer among Miners in the Ore 

Mines of Northern Bohemia. 

BNWL-tr-84 74-04 6R PC$3.25/MF$2.25 


PA-706 


MARTINELLI, P. 


Analytical Applications of Sealed Radioactive Sources 
in the Textile Industry. 
CEA-CONF-2181 74-09 18B PC$3.00/MF$2.25 


MARTINELLI, RAMON U. 
1.06 Micron Intensified Silicon Target TV Camera 
Tube. 
AD-779 011/6GI 
MARTINET, R. L. 


Electronically Controlled Filters and Multicouplers. 
AD-779 384/7GI 74-15 9E PC$3.75/MF$2.25 


MARTINEZ, A 


Switching Phenomena and Memory Effects in n-Type 
Metal Silicon Schottky Diodes. 
N74-17939/1GI 74-12 9A PC$3.25/MF$2.25 


MARTINEZ, ADELAIDO J. 


Certain Microbial Insecticides and Methods of 
Preparation Thereof. 
PATENT-3 702 359 74-11 6F Not available NTIS 


MARTINEZ, C. 
Tectonic Physics Subprogram Structural Geology of 
Bolivia’S Northern High Plateau (Southern Peru and 


Northern Chile). 
N74-15072/3GI 74-09 8G PC$3.25/MF$2.25 
MARTINEZ, E. B. 


Operation Homecoming. Volume I, Part I. Systems 


74-15 9A PC$S.25/MF$2.25 


Manual. 
AD-783 195/1GI 74-20 1SD PC$8.75/MF$2.25 


Operation Homecoming. Volume I, Part 2. Systems 
Manual. 
AD-783 194/4GI 74-20 SI PC$8.50/MF$2.25 


MARTINEZ, E. L. 


Investigation of Ozone and Ozone Precursor Concen- 
trations at Nonurban Locations in the Eastern United 
States. 

PB-236 931/2GI 74-26 13B PC$7.50/MF$2.25 


MARTINEZ, GEORGE M. 


Electrolytic Apparatus for Molten Salt Electrolysis. 
PATENT-3 622 491 74-07 7A Not available NTIS 


Method of Adding Refractory Metal Halides to Molten 
Salt Electrolytes. 
PATENT-3 600 284 74-06 LIF Not available NTIS 


MARTINEZ, MARIA RAMOS 


Automated Estimation of Kinetic Rate Parameters and 
Mechanisms of Gas Phase Chemical Reactions. 
AD-774 304/0GI 74-08 7D PC$9.25/MF$2.25 


Estimation of Gas-Phase Thermokinetic Parameters. 
Volume I. A Fortran Program for Computing the Ther- 
mochemical Properties of Complex Gas Molecules by 
the Method of Group Additivity. Book 1. Volume II. 
Definition of Requirements for Estimation of Kinetic 
Parameters, 

AD-769 631/3GI 74-01 7D PC$6.25/MF$2.25 


MARTINEZ, PRUDENCIO JR. 


Mineral Ore Exploration Apparatus Utilizing Neutron 
Activation. 
PATENT-3 463 922. 74-10 7D Not available NTIS 


MARTINI, C. 
The Measurement of Large Wind Energy Generators. 
N74-22703/4GI 74-18 10B PC$3.25/MF$2.25 
MARTINI, M 


Benchmark Experiment of Neutron Propagation in 
Iron. 

RT/FI-(73)19 74-08 20H PCS$3.00/MF$2.25 
Long-Lived Sodium Activity from a Fast Reactor. 
RT/FI-73)18 74-08 20H PC$3.75/MF$2.25 


Studies and Experiments on Core Safety Performed at 
Usts (Cnen). 
RT/ING-(73)7 74-08 181 PC$3.50/MF$2.25 


MARTINI, W. R. 


Implanted Energy Conversion System. 
PB-224 921/7GI 74-01 6L PC$4.25/MF$2.25 


MARTINICH, S. J. 


Raster Display Graphics Generator Study. 
AD-770 342/4GI 74-02 9B PC$6.25/MFS$2.25 


MARTINNELLI, ALCIDES JR. 


Methods for Producing Tempeh. 
PATENT-3 228 773 74-18 6H Not available NTIS 


MARTINOT, H. 
High Frequencies Properties of the MOS Transistor. 
N74-17938/3GI 74-12, 9A PCS$3.75/MFS$2.25 
MARTINOV, A. I. 
Study of Regional Cerebral Circulation--Translation. 
AD-775 214/0GI 74-09 6P PC$3.25/MF$2.25 
MARTINS, A. N. 


A Practical Circuit for Hydrogen Clearance Blood 
Flow Measurement. 
AD-783 $20/0GI 74-21 6L PC$3.25/MFS$2.25 


MARTINS, VASCO C. 


Picosecond Pulse Reflector Antenna Investigation. 
AD-774 132/SGI 74-08 9E PC$9.25/MFS$2.25 


MARTINSON, L. W. 


A Preliminary Investigation of Bird Classification by 
Doppler Radar. 
N74-17887/2GI 74-12 171 =PC$3.75/MF$2.25 


MARTINSON, OTTO B. 
Sad on Pricing Methodology and Cost Esti- 


AD-895 237/8G1 74-13 ISE PC$S5.75/MF$2.25 
MARTINSON, R. H. 

Multiple Crystal Holder for Ultrasonic Measurement. 

COO-3153-91 74-06 14B PC$3.00/MF$2.25 
MARTO, PAUL J. 


The Thermal Performance of Air-Cooled Circuit 
Boards Used in Standard Electronic Package Designs. 
AD-781 365/2GI 74-18 9E PC$3.75/MF$2.25 


MARTON, DIANE S. M. 


Minority Groups in North Vietnam. 
AD-787 388/8GI 74-26 SK PC-GPO/MF$2.25-NTIS 


MARTON, GEORGE M. P. 


Analysis of the Dynamic Response of the Human Ver- 
tebral Column. 
AD-780 627/6GI 


MARTOSUDIRDJO, S. 


Thermodynamics of Alloys: Studies of Nickel-Gallium, 
Nickel-Germanium and Nickel-Rhodium Alloys. 
AD-786 609/8GI 74-25 11F PC$3.75/MF$2.25 


MARTSINKEVICH, L. M. 


Study of Statistical Characteristics of Sea Wave Slopes 
According to Charts of Wave Stereophotography. 
N74-19043/0GI 74-13 8C PC$3.25/MF$2.25 


MARTY, R. 


Projections of the Ampullary Cristae of the Utricle in 
the Primary Centers of the Vestibule. Microphysiologi- 
cal Study and Anatomofunctional Correlations. 

N74-20722/6GI 74-15 6P PC$3.25/MF$2.25 


MARTYNOV, A. D. 
Canal-Loop with Natural Circulation of the Coolant 


for Irradiation of Fuel Elements. 
FEI-433 74-25 18E PC$4.00/MFS2.25 


MARTYNOV, D. Y. 


Estimates of Water Content in the Atmosphere of 
Venus According to Data from Radio-Astronomical 
Measurements and Space Probes. 

N74-22445/2GI 74-17 3B PC$3.25/MF$2.25 


MARTYNOV, V. I. 


Investigation of the Re-Establishment of Impulse Elec- 
trical Strength after Discharge in Spark Chambers with 
Small Clearance. 

ITEF-25 74-11 18D PC$3.25/MFS$2.25 


MARTYNOVA, N. F. 


Application of Mathematical Statistics Methods to the 
Study of Artificial Earth Satellite Movement Near the 
Center of Mass. 
N74-33283/4GI 


MARTYNOVA, O. J. 

Behavior of Corrosion Products in Water-Steam 

Systems at High Temperatures. 

AEC-tr-7527 74-21 IF PCS$3.25/MFS2.25 
MARTYNOVSKII, V. S. 

Energy Efficiency of Regenerative Air Machines 

Operating on the Open System--Translation. 

AD-772 457/8GI 74-06 13A PCS3.25/MFS2.25 
MARTYNYUK, A. A. 

Polynomial Approximation of the Solution to a Non- 

linear Equation--Translation. 

AD-771 730/9GI 74-05 12A PCS$3.25/MFS2.25 
MARTYNYUK, V. V. 

Surgical Treatment of Cancer of the Rectosigmoid Re- 

gion of the Colon, 

PB-225 063/TGI 74-01 6E PCS3.25/MFS2.25 
MARTZ, HARRY F. JR. 


Empirical Bayes Estimation in Quality Control and Re- 
liability: an Exposition and Ilustration. 


74-17 SE PC$S.25/MF$2.25 


74-26 22C PC$3.75/MFS2.25 


AD-786 230/3GI 74-24 14D PCS3.75/MFS2.25 

Empirical Bayes Single-Sample Acceptance Sampling. 

AD-773 357/9GI 74-07 14D PCS6.25/MFS2.25 
MARU, A 


Basic Studies on Vented Fuel. 1. Development of 
Vented Fuel. 
JAPFNR-140 74-14 18E PCS$7.75/MFS$2.25 


MARUBAYASHI, H 


New Method of Color Television Camera System 
Composition, Ccu-Less Color TV Camera. 
N74-15835/3GI 74-10 17B PC$3.25/MFS2.25 


SATA ToT 


ascete:& 


PET PARED TDS 


depen neren RNS 


ee en ae ee ee 


LL Te a PRT ST 





SALI AAAS NALD Do PFO 


AEM 


ESSN enm 





: 


Pen 


Sena ea a eo] 


SPARES LES, 


TE ETI TE ENED BNL 


POT LAN SOT 


MARUSCHAK, GARY F. 

Reprint: Respiration and Metabolism in Two Baleen 

Whale Calves. 

COM-74-50189-04-01/GI 

74-16 8A (Order as COM-74-50189-04) 

MARUSICH, N. I. 

Hydrogenation of a Series of Unsaturated Compounds 

in the Presence of Complex Catalysts (Gidrirovanie 

Ryada Nepredelnykh Soedinenii v Prisutsvii Komplek- 

snykh Katalizatorov), 

TT-72-51144 
MARUSKA, H. P. 

Synthesis of Compound Semiconducting Materials and 

Device Applications; Gallium Nitride Light Emitting 

Diodes. 

AD-772 503/9GI 
MARUSKA, W. O. 

Low Spin-Deceleration Safing and Arming Mechanism. 

PAT-APPL-392 379 74-12 19A PC$3.25/MF$2.25 
MARUYAMA, S. 

Dose Rate Distribution in the Central-Source Type 

Wet-Wall Reactor of Radiation Ethylene Polymeriza- 

tion Pilot Plant-Picw. 

JAERI-M-5485 
MARVEL, CARL S. 


Preparation of Polybenzimidazoles in the Presence of a 
Sulfone Solvent. 
PATENT-3 784 517 74-16 7C Not available NTIS 


MARVEL, KENNETH D. 


Reprint: Effect of Click Intensity on Round-Window 
Potentials in Cats. 
AD-786 048/9GI 


MARVIN, BARBARA 


Area Handbook for Senegal. 
AD-787 545/3G1_ 74-26 SC PC-GPO/MF$2.25-NTIS 


Area Handbook for the United Republic of Cameroon, 
AD-776 959/9GI_ 74-11 SC PC-GPO/MF$2.25-NTIS 


MARVIN, E. 


User Manual for LIFE1 Computer Program. 
AD-774 849/4GI 74-09 9B PC$4.25/MF$2.25 


MARVIN, E. L. 


Numerical Solution of Three-Dimensional Elasticity, 
AD-785 653/7GI 74-24 20K PC$3.25/MF$2.25 


MARWEDE, M. 


Comparison Study of a 2.5 MGD Vertical Tube 
Evaporator Upflow Versus Downflow. 
PB-232 366/5GI 74-15 7A PC$5.75/MF$2.25 


MARWEDE, M. E. 


Conceptual Design and Cost Estimate of a Vapor 
Compression VTE/MSF Desalting Plant. 
PB-232 698/1GI 74-16 7A PC$8.50/MF$2.25 


Conceptual Design and Cost Estimate 2.5 MGD Direct 

Contact Condensation Multistage Flash Desalination 

Plant. 

PB-252 762/SGI 74-16 7A PC$S.25/MF$2.25 
MARX, GEORGE L. 

Counseling in Probation and Parole: A Research Re- 


74-26 7C PC$3.25/MF$2.25 


74-06 9A PC$7.25/MF$2.25 


74-25 7D PC$3.2S/MF$2.25 


74-24 53 Reprint 


port. 

PB-234 858/9GI 74-21 SI PC$6.25/MF$2.25 
MARX, HERBERT W. 

Bioengineering Design and Development of Lower Ex- 


tremity Orthotic Devices. 
PB-236 494/1GI 
MARX, J. N. 
Report on the Measurement of the Total Cross Section 
and Luminosity at Isabelle. A Summary of Existing 
Crisp Reports. 
BNL-18524 
MARX, K. D. 
Electrical Equivalence of Two Different Radiation-In- 
sensitive Cable Designs. 
SLL-74-5223 74-21 9A PC$4.00/MF$2.25 


Instability of Difference Methods for Cylindrical and 

Spherical Elastic Waves. 

SCL-DC-720079 74-02 20K PC$3.75/MF$2.25 
MARYANOVICH, S. 

GVS-100 Analog Section--Translation. 

AD-784 743/7GI 74-23 9B PC$3.25/MF$2.25 
MARYNICK, DENNIS S. 

Reprint: ‘Ab Initio’ Self-Consistent Field and Configu- 

ration Interaction Study of Beryllium Borohydride. 

AD-777 S11/7GI 74-12, 7D Reprint 

Reprint: Self-Consistent Field Wave Functions of 

Boron Hydrides and Ions: B8H12, B9H1S, B6H6 2-, 


Bi0H10 2-, and BIOH14 2-. 
AD-777 741/0GI 


74-25 6L PC$S.75/MF$2.25 


74-13 20G PCS$3.25/MF$2.25 


74-12 7D Repriat 


MARYNOWSKI, CHESTER W. 
Future Applications of Desalting Processes for Reduc- 
tion of Industrial Water Pollution. 
PB-225 124/7GI 74-02 13B PC$4.25/MF$2.25 


Pyrolysis of Coal in a Fluidized Bed with an Induction 


Plasma. 
PB-235 318/3GI 74-23 7A PC$8.50/MF$2.25 


MARYOTT, A. A. 
Reprint: Dipole Moments of CISFS and CF3SFS5 from 


the Dielectric Relaxation Spectra of the Vapors. 
COM-74-50754/2GI_ 74-22 7B Not available NTIS 


Reprint: Effective Collision Numbers for Angular Mo- 
mentum Relaxation from Nuclear Relaxation Studies 
of Simple Liquids. 

COM-74-50434/1IGI 74-14 7D Not available NTIS 


Reprint: Vapor Phase Dielectric Relaxation Spectra 
and Dipole Moments of Paraldehyde and ‘cis’-1,3,5- 
Trimethyicyclohexane. 

COM-74-51002/SGI_ 74-26 7C Not available NTIS 


Reprint: 35Cl and 19F NMR Spin-Lattice Relaxation 
Time Measurements and Rotational Diffusion in Liquid 
103F 


COM-74-50822/7GI_ 74-23 7D Not available NTIS 
MARYYAMA, X. 


Reprint: Electron Scattering from 19F and 40Ca. 
COM-73-S0907/7GI1_ 74-02 20H Not available NTIS 


MARZEK, R. A. 


Tool for Use in Lifting Pin Supported Objects. 
PATENT-3 832 764 74-26 131 Not available NTIS 


MARZETTA, LOUIS A. 


Engineering and Construction Manual for an Instru- 
ment to Make Burn Hazard Measurements in Con- 
sumer Products. 
COM-74-50181/8GI 

74-08 14B PC-GPO/MF$2.25-NTIS 


Thermesthesiometer. 
PAT-APPL-407 532 


MARZWELL, N. 


An Investigation of PLZT for Integrated Optics. 
AD-777 065/4GI 74-12. 11B  PC$S5.25/MF$2.25 


MARZWELL, N. I. 


Effect of Manganese and Phosphorus Concentration 
on the Atomic Distribution Function of Amorphous 
Pd--Mn--P Alloys. 

CALT-822-58 74-11 20L PC$4,00/MF$2.25 


Effect of Manganese and Phosphorus Concentration 
on the Atomic Distribution Function of Amorphous 
Pd--Mn--P Alloys. 

CALT-822-58 74-21 + 11F PC$S.00/MFS$2.25 


Electric and Magnetic Properties of Pd--Mn--P 
Amorphous Alloys. 


74-04 6L PC$3.75/MF$2.25 


CALT-822-55 74-10 20L PC$S5.25/MF$2.25 
Magnetic and Electrical Proper.ies of Amorphous Pd-- 
Co--P Alloys. 
CALT-822-53 74-04 20L PC$4.25/MF$2.25 
Magnetic and Electrical Properties of Amorphous Pd-- 
Co--P Alloys. 
CALT-822-53 74-06 20L PC$4.25/MF$2.25 
MAS, P. 


Determination of the in-Pile Irradiation Parameters of 
Structural Materials. Resistance Variation Detector. 
CEA-CONF-2356 74-14 183 PC$3.00/MF$2.25 


MASAGUTOYV, R. F. 
Calculation of the Heat Transfer Crisis of a Steam-- 
Liquid Mixture on the Basis of a Model of the Diffu- 
sion of Drops During Current Twist by Internal 
Ribbing of the Pipe. 

FEI-308 7402 20M PC$3.00/MF$2.25 

MASAMICHI, AIKAWA 
Reprint: Morphological Study of Microgametogenesis 
of ‘Leucocytozoon simondi’. 
AD-787 226/0GI 


MASARYK, J. S. 

Diffusion of Gases in Glass. 

LBL-1818 74-02 7D PC$7.00/MFS$2.25 
MASCH, FRANK D. JR. 


Establishment of Operational Guidelines for Texas 
Coastal Zone Management: Interim Report on 
Estuarine Modeling 
PB-232 660/1GI 


MASCHKE, A. W. 
200-Gev Isa with Room Temperature Magnets. 
BNL-18635 74-13 20G PC$4.00/MF$2.25 
MASCHKE, E. K. 
Choice of the Tokomak Line, and the Physical 
Problems of Confined Toroidal Plasmas. 
CEA-CONF-2433 74-07 18A PC$4.00/MFS2.25 


Stability of Exact Toroidal Mhd Equilibrium with Non- 
circular Cross Section. 
IPP-1-136 74-14 201 PC$3.00/MFS$2.25 


MASCHOFF, L. W. 


Real Time Digital Control of Remote Tracking Instru- 
ments. 
SLA-74-5186 


74-26 6C Reprint 


74-16 8C PC$4.25/MF$2.25 


74-17 9B PC$4.25/MF$2.25 





MASKEWITZ, B. F. 


MASCITTI, V. R. 


A Rapid Numerical Solution to Subsonic Flow over 
Planar and Axisymmetric Profiles at an Angle of At- 
tack of 0 Deg. 

N74-16703/2GI 74-11 20D PC$3.75/MF$2.25 


MASCORRO, SUSANO 
A Study of Peacetime Multishift Operations within Air 
Force Logistics Command. 
AD-777 253/6GI 74-12 SI PC$S.25/MF$2.25 
MASDIYASNI, K. S. 
Method of Fabricating Silicon Nitride Bodies. 
PAT-APPL-452 038 74-19 11B PC$3.25/MF$2.25 
MASE, A. 


Observation of Ion Acoustic Wave by Microwave 
Scattering Method. 
IPPJ-172 74-25 201 PC$3.25/MF$2.25 


Observation of Ion Acoustic Wave by Microwave 


Scattering Method. 
N74-12409/0GI 74-06 201 PC$3.75/MFS$2.25 


MASEIDE, K. 
Proton Precipitation and the H beta Emission in a 
Post-Breakup Auroral Glow. 
BUP-54 74-10 4A PC$3.75/MF$2.25 
MASEK, R. V. 
Study of Uncertainties of Predicting Space Shuttle 


Thermal Environment. 
N74-21590/6GI 74-15 22B PC$S.75/MF$2.25 


MASEMORE, W. C. 
MMF .- Final Report 1972: Multidiciplinary Accident 


Investigation. Volume I. 
PB-232 936/SGI 74-16 13L PC$7.25/MF$2.25 


NMF - Final Report 1972: Multidiciplinary Accident 
Investigation. Volume II. 
PB-232 937/3GI 74-16 13L PC$10.25/MF$2.25 


MASENTEN, W. K. 


Reprint: Polynomial Estimators for Systems with 
Polynomial Nonlinearities. 
AD-777 327/8GI 74-12 12A_ Reprint 


MASERJIAN, J. 


Use of Thin Film Light Detector. 
PATENT-3 781 549 74-09 17H Not available NTIS 


MASHCHENSKI, A. A. 


The Special Process of High Speed Cutting of Satu- 

rated Soils with High Speed Rotary Working Tools 

(Osobennosti Protsessa Skorostuogo Rezaniya 

Pereuviazhnenykh Gruntov Bystrokhodnymi Frezer- 

nymi Rabochimi Organami) , 

PB-232 036-T/GI 74-14 2C PC$3.25/MF$2.25 
MASHINTER, WILLIAM 


Investigation of the Dynamic Impact Characteristics of 

Roadside Structures. 

PB-230 468/1GI 74-11 13L) = PC$3.75/MF$2.25 
MASHKOVICH, S. A. 

Numerical Experiments on the Study of the Nonlinear 

Interaction of Long Waves and Zonal Circulation-- 


Translation. 
AD-779 279/9GI 74-15 4B PC$3.75/MFS$2.25 


On the Effect of Errors in the Initial Data on Forecast- 

ing with the Non-Linear Spectral Model of the At- 

mosphere--Translation. 

AD-783 559/8GI 74-21 4B PC$3.25/MFS$2.25 
MASENIN, S. V. 


Electrical Properties of the Diffusion P-N Junctures of 

P-Type Gallium Arsenide--Translation. 

AD-772 425/SGI 74-06 2L PCS3.25/MFS2.25 
MASHOVETS, T. V. 


Status and Perspectives of the Radiation Physics of 

Semiconductors of the A3 BS Group--Translation. 

AD-775 118/3GI 74-09 20L PCS$3.75/MFS2.25 
MASHTAKOYV, Y. L. 


Using the Light Scattering Function for Studying 
Suspended Matter in the Sea. 


N74-19986/0GI 74-14 83 PCS$3.25/MFS2.25 
MASINI, M. 

Study and Construction of Ge(Li) Detectors. Part 1. 

CISE-N-163 74-09 18D PC$4.00/MF$2.25 
MASINTER, L. 


Applications of Artificial Intelligence for Chemical In- 
ference. XII. Exhaustive Generation of Cyclic and 
Acyclic Isomers, 

AD-771 299/SGI 7404 7D PCS$4.25/MFS2.25 


MASKEW, B. 


On the Influence of Camber and Non-Planar Vortex 

Wake on Wing Characteristics in Ground Effect. 

N74-28485/2G 74-22 1A PC$4.25/MFS$2.25 
MASKEWITZ, B. F. 

Materials Information in the Radiation Shielding Infor- 

mation Center. 

CONF-740424-2 74-18 18F PC$4.00/MFS$2.25 


PA-707 






ae em 


= ae 


a+ 448 ¢€ 424 @ 46 & - 


a 42 4H 444 24 4 


MASKEWITZ, B. F. 


Proceedings of Third Symposium on Sharing of Com- 
puter Programs and Technology in Nuclear Medicine, 
Miami, Florida, June 15--16, 1973. 

CONF-730627- 74-08 6E PC$7.60/MF$2.25 


Services to the Ctr ore by the Radiation 

Shielding Information Cente: 

CON F-740402-9 74-17 18F PC$4.00/MF$2.25 
MASLACH, CHRISTINA 

Liberating Behavior from ——— Control: Ex- 


panding the Present through Hypno 
AD-774 761/1GI 74-08 J. “Pcs. 75/MF$2.25 
MASLEN, S. H. 


Development of a Method of Analysis and Computer 
Program for Calculating the Inviscid Flow About the 
Windward Surfaces of Space Shuttle Configurations at 
Large Angles of Attack. 

N74-27746/8G1 74-20 22A PC$3.75/MF$2.25 


MASLENNIKOV, V. G. 


Methods of Measuring Velocity keg Photographing 
Models in Ballistics Tests--Translatio 


AD-783 575/4GI 74-21 14B "PCs3 -25/MF$2.25 
MASLIL, L. G. 

Sorption Pump--Translation. 

AD-779 203/9GI 74-15 13K PC$3.25/MF$2.25 
MASLOV, I. A 

Mental States During Prolonged Hypo 

N74-22753/9GI 74.18 3 veces. Ssnars2. 25 
MASLOV, L. A. 

Marine Gas Turbine Plants--Translation 

AD-785 339/3GI 74-23 21E PC$3.75/MF$2.25 
MASLOV, O. D. 


Search for Spontaneously Fissioning Emitters in Ther- 
mal Brines of Cheleken. 
JINR-P13-7363 74-10 18G PC$3.00/MF$2.25 


MASLOV, V. I. 
Distribution and Redistribution of Uranium, Radium, 
and Thorium in Natural Biogeocenoses. 
RFP-Trans-162 74-24 8H PC$4.00/MF$2.25 


MASNARI, N. A. 


Reprint: Comparison of the Hot Electron-Diffusion 
Rates for GaAs and InP. 
AD-773 170/6GI 74-06 20L Reprint 


MASNYI, V. F. 


Calculation of the Bor-60 Reactor Assembly Cooling in 
a Gaseous Medium. 
SRARI-P-176 74-02 181 PC$4.00/MF$2.25 


MASON, ARTHUR D. 
Metabolic Rate, Ambient Temperature and 
ener: Interrelationships Following Thermal 
AD-785 699/0GI 
MASON, ARTHUR D. JR. 
Artificial Tendons for War Injuries: Construction and 


Tissue Response, 
AD-785 674/3G1 74-24 6L PC$3.25/MF$2.25 


Reprint: Anabolic Effects of Human Growth Hormone 
and High Caloric Feedings Following Thermal Injury. 


74-24 6S PC$3.25/MF$2.25 


AD-781 690/3GI 74-18 6E Reprint 
Reprint: Artificial Tendons: Design, Application, and 
Results. 
AD-786 971/2GI 74-25 6L Reprint 
MASON, B. J. 
yg of Elemental and Particulate Radioiodine on 
A a. 
NERC-LV-539-33 74-24 6R PC$4.00/MF$2.25 


MASON, CHARLES H. 


Multipoint Vibration Monitoring System. 
PATENT-3 783 680 74-25 14B Not available NTIS 


MASON, CURTIS 
— Character and Stability of a Natural Tidal 
AD-770 184/0GI 74-02 8F Reprint 


MASON, DAVID M. 


Survey of Methods of Observation and Measurement 
of Atmospheric Pollution. 


AD-779 156/9G1 74-15 13B PC$3.75/MF$2.25 

A Survey of Zirconia Solid-Electrolyte Technology, 

AD-770 819/1GI 7403 7D PC$3.25/MF$2.25 
MASON, E. A. 


Composition Dependence of Ion Transport Coeffi- 
cients in Gas Mixtures. 
N74-12390/2G1 74-06 7D PC$3.25/MF$2.25 


Non-Lerentzian lon Cyclotron Resonance Line Shapes 

Arising from Velocity-Dependent lon-Neutral Collision 

Frequencies. 

N73-32552/4GI 74-02 20H PCS$3.25/MF$2.25 
MASON, GEORGE J. 


Phosphate Removal in an Activated Sludge Facility. 
PB-235 749/9GI 74-23. 13B PC$S.25/MF$2.25 


PA-708 


MASON, GEORGE W. 


Extraction of Uranium from an Aqueous Solution. 
PATENT-3 745 205 74-06 7A Not available NTIS 


Method of Separating Thorium from Yttrium and 
Lanthanide Rare Earths. 
PATENT-3 804 940 74-26 7B Not available NTIS 


Separation of Americium and Curium. 
PATENT-3 743 696 74-06 7A Not available NTIS 
MASON, H. B. 


Prediction of Reaction Rates in Turbulent Pre-Mixed 
Boundary-Layer Flows. 

N74-12071/8GI 74-06 21B PC$3.25/MF$2.25 
Some Validation Work on the Eddy Break-Up Model 
for Turbulent Permixed Flames. 

N74-33383/2GI 74-26 20D PC$3.25/MF$2.25 


MASON, J. H 


Gakin Il: A One-Dimensional Multigroup Diffusion 
Theory Reactor Kinetics Code. 
COO-2262-3 74-02 18K PC$12.25/MF$2.25 


MASON, J. M. JR. 


Reprint: Estimation of Rates of Tag Shedding by 
Northwest Atlantic Bluefin Tuna. 
COM-73-50437-04-15/GI 

74-08 6C (Order as COM-73-50437-04) 


MASON, JOSEPH BARRY 


Studies of Optimal Models of Interchange Develop- 
ment Through Land Use Regulations and Control. 


PB-228 997/3GI 74-09 13B PC$11.25/MF$2.25 
MASON, R. C. 

- + aetna Surfaces: Platelet-Interface Reac- 

PB. 234 478/6G1 74-20 6L PC$3.75/MF$2.25 


MASON, R. H. 


Assess Program: Shuttle Spacelab Simulation Using a 
Lear Jet Aircraft (Mission No. 2). 
N74-32314/8GI 74-25 SE PC$S.25/MF$2.25 


MASON, R. J. 
Thermonuclear Burn Characteristics of Compressed 
Deuterium--Tritium Microspheres. 
LA-5403-MS 74-06 18A PC$4.00/MF$2.25 
MASON, RICHARD L. 


FORTRAN Programs for Non-Parametric Studies. 
AD-769 649/SGI 74-01 12A PC$4.25/MF$2.25 


MASON, ROBERT L. 


Description of LATANAL, A Computer Program for 
Latent Root Regression Analysis. 
AD-785 289/0GI 74-23 12A_ PC$3.25/MF$2.25 


MASON, ROBERT T. 


Examination of Mission Categories of General Support 
and — Volume I. Summary and Correlation 


Analysis 
AD-782 626/6GI 74-19 1SE PC$S.75/MF$2.25 


Examination of Mission Categories of General Support 
and Logistics. Volume II. Data Analysis, Examination, 


and Formatting. 

AD-786 215/4GI 74-24 1SE PC$6.25/MF$2.25 
MASON, S&S. J. 

Quarterly Progress Report No. 111, 

AD-769 891/3GI 74-02 SB PC$6.25/MF$2.25 

Quarterly Progress Report No. 112. : 

AD-774 791/8GI 74-09 SB PC$S.75/MF$2.25 
MASON, T. D. ; 


Current Development Status of Variable Speed Con- 
stant Frequency (VSCF) Cycloconvertor Electrical 
Supply Systems for Aircraft. 

AD-777 474/8G1 74-12 10B PC$7.00/MF$2.25 


Current Development Status of Variable Speed Con- 
stant Frequency (Vscf) Cycloconvertor Electrical 
Supply Systems for Aircraft. 


N74-32479/9GI 74-26 10B PC$7.00/MFS2.25 
MASON, V. B. 

Aperture Excited Dielectric Antennas. 

N74-25680/1GI 74-19 9E PC$5.75/MF$2.25 
MASON, W 

Effectiveness of the Modern Volunteer Army Adver- 

Program, 

AD-780 869/4GI 74-17 SI PC$5.75/MF$2.25 

MASOUD, M. M 


Experimental Study of Shock Waves Generated by 


Cone Electrode Source. 
AREAEE-170 74-07 201 PC$3.50/MF$2.25 


MASRI, FREDERICK N. 
Reprint: Raman Band Contours. II. Symmetric Top 


Molecules 
AD-777 488/8GI 74-12 7D Reprint 


Optimum Response Simulation of Multidegree Systems 
by Pulse Excitation, 
AD-783 226/4GI 74-20 13M PC$3.75/MF$2.25 


MASRI, SJAHRUL 


Reprint: The Napu Valley, A New Schistosomiasia 
Area in Sulawesi, Indonesia. 
AD-785 806/1GI 


MASRY, ELIAS 
Bandlimited Processes and Certain Nonlinear Transfor- 
mations. 
AD-780 585/6GI 74-17 9D PC$3.75/MF$2.25 
Reprint: The Representation of Stochastic Processes 


without Loss of Information. 
AD-776 500/1GI 74-11 12A Reprint 


Zakai’s Class of Bandlimited a and Processes: 

Its Characterization and Prope: 

AD-780 580/7GI m1), ay PC$3.25/MF$2.25 
MASS, P. 


Effective Cross Sections for the Creation of Damages. 
CEA-CONF-2267 74-09 11F PC$3.75/MF$2.25 


74-24 6E Reprint 


MASSALSKI, J. 
Two-Detector Probe of a Pulsed Neutron Generator. 
ITJ-42 74-06 18D PC$3.75/MF$2.25 


MASSALSKI, J. M. 
Measurements of the Thermal Neutron Mean Lifetime 
of Rock Formations by Means of a Borehole Neutron 
Generator. 
ITJ-41 74-06 8G PC$4.50/MF$2.25 


MASSALSKI, T. B. 


Investigation on the Low-Temperature Specific Heat 
of FCC Alloys Charged with Hydrogen. Annual Re- 
port, June 1, 1972--May 31, 1973. 
UCRL-13579 74-07 20L PC$S.00/MF$2.25 
Reprint: The Cooling Rate Dependence of the Massive 
Transformation Temperature. 

AD-772 238/2GI 74-05 11F Reprint 


MASSALSKI, TADEUSZ B. 

Reprint: Constitution and Phase Relationships in 

Copper-Silver-Aluminium Ternary System. 

AD-772 171/SGI 74-05 \1F Reprint 
MASSAUX, H. 

Fabrication of Dispersion-Strengthened Ferritic Steel 

Tubes. 

BLG-475 74-07 18] PC$3.00/MF$2.25 
MASSE, D. 

Methods of Registration of Eye Movements. 

CEA-CONF-2440 74-07 $3 PC$3.00/MF$2.25 
MASSE, R. 


Mobility of Macrophages and Alveolar Decontamina- 
tion in Different Kinds of Animals. 
CEA-CONF-2370 74-09 6C PC$3.00/MF$2.25 


Study of the Alveolar Macrophage after Inhalation of 
Plutonium Oxide. 
CEA-CONF-2369 74-14 6R PC$3.00/MF$2.25 


Thin Layer and Gas-Chromatographic Analysis of Al- 
veolar Lipids in Silicotic Rats. 
EUR-S123 74-21 6R PC$4.00/MF$2.25 


Transbronchic Passage of Metallic Particles. 
CEA-CONF-2367 74-08 6P PC$3.00/MF$2.25 


MASSE, ROBERT P. 


Regional Attenuation of Short-Period P and S Waves 
in the United States. 
AD-776 672/8GI 74-11 8K PC$3.75/MF$2.25 


MASSELL, BENTON F. 
The Urban Development/Open Space Action Program 


in Santa Clara County: An Economic Analysis. 
PB-235 006/4GI 74-22. 13B =PC$3.75/MFS$2.25 
MASSELOT, C. 


Nonlinear Stochastic Theory of the Interaction of an 
ne Plasma with an Intense Electromagnetic 
ave. 
CEA-R-4538 74-20 201 PCS$8.75/MF$2.25 
MASSELOT, Y. 


Manufacture of the First Rapsodie Core. Third Part. 
Special Technical Problems. 
BNWL-tr-95(Pt.3) 74-09 18E PC$3.50/MFS$2.25 


ae of First Rapsodie Core. Part II. Results of 


Produc’ 
BNWL-tr-95(Pt. 2) 74-09 18E PCS$S5.S0/MFS2.25 
MASSENGALE, EUGENE W. 


Oil for the Free World in the 1970's. 
AD-779 352/4GI 74-15 SC PC$3.25/MF$2.25 


MASSENGALE, ROBERT 
Missouri's Primary Forest Products Output and Indus- 


tries, 1969. 
PB-226 468/7GI 7405 IL PC$3.25/MFS$2.25 


MASSEY, EUGENE D. 


Reprint: Microagglutination Test for Detecting and 
<r Serum Agglutinins of ‘Francisella tularen- 


AD-776 646/2G1 74-11 6M Reprint 





eee 








eee 


MASSEY, H. G. 
Cost, Benefit, and Risk -- Keys to Evaluation of Pol- 


icy Alternatives, 
AD-783 325/4GI 74-20 SA PC$3.25/MF$2.25 


MASSEY, J. K. 
Reprint: Degradation of Crude Oil by Yeasts and Its 
Effects on ‘Lesbistes reticulatus’. 
COM-74-11013-30/GI 
74-16 13B (Order as COM-74-11013) 


MASSEY, LARRY 


Reconnaissance of the Flushing Characteristics and 
Water Quality in Coastal Canals of the Gulf of Mex- 


ico, 
PB-234 430/7GI 74-21 13B PC$3.25/MF$2.25 
MASSEY, ROBERT G. 
Energy Conservation Program Guide for Industry and 
Commerce (EPIC). 
COM-74-50933/2GI 
74-25 10A PC-GPO/MF$2.25-NTIS 


MASSIMINO, D. 
Application of Gas Phase Radiochromatography to the 


Analysis of Fission Gases of a Fast Reactor. 
CEA-R-4495 74-09 18E PC$4.75/MF$2.25 


MASSIMO, L. 
Costanza HRB: A Two Dimensional Dynamic Pro- 
gramme for High Temperature Gas Cooled Reactors 


and Its Application to the Thtr 300-Mwe Power Plant. 
EUR-5S022 74-07 181 PC$5.75/MF$2.25 


MASSING, DANIEL E. 


Performance Evaluation of the Highway Safety 
Research Institute (HSRI) Anthropomorphic Test 


Dummy. 
PB-234 310/1GI 74-19 13L PC$10.25/MF$2.25 
MASSIONS, V. P. 


Investigation of Low-Cost Fabrication of Ablative 
Heat Shields. 
N74-13665/6GI 74-07 13A_ PC$4.75/MF$2.25 


MASSON, A 
Propeller Tests in the Large Sonic Wind Tunnel of 


Mondane-Avrieux. 
N74-28501/6GI 74-22 1A PC$4.25/MF$2.25 


MASSON, ARTHUR L. 


Computer Access Utilizing Magnetic Cards with 
Modifiable Codes, 
AD-775 150/6GI 


MASSON, J.C. 


Monitoring of the Sodium--Water Leak-Tightness of 
the Sodium-Heated Steam Generators by Hydrogen 
Dosage Industrial Application to the C.G.V.S. 

AEC-tr-7493 74-13 18E PC$4.00/MF$2.25 


MASSUCCO, A. A. 


Development of a High-Purity Filter for High Tem- 
perature Particulate Sampling and Analysis. 
PB-230 886/4GI 74-12. 13K PC$4.75/MF$2.25 


Polyalkylsulfones: Blood Compatible Polymers for 
Membrane Lungs 
PB-231 328/6GI 


MAST, TRUMAN M. 


Diagrammatic Guide Signs for Use on Controlled Ac- 
cess Highways. Volume I. Recommendations for Dia- 
grammatic Guide Signs. 

PB-226 077/6GI 74-04 13B PC$4.25/MF$2.25 


Diagrammatic Guide Signs for Use on Controlled Ac- 
cess Highways. Volume II. Laboratory, Instrumented 
Vehicle, and State Traffic Studies of Diagrammatic 
Guide Signs. 

PB-229 333/0GI 74-10 13B PC$7.25/MF$2.25 


MASTEL, B. 


Application of Hvem to the Study of Radiation 

Damage in Metals. 

HEDL-SA-S61 7402 20L PC$3.00/MF$2.25 
MASTELLER, MALCOLM B. 

A Preliminary Model of the Hydrologic-Sociologic 

Flow System of an Urban Area, 

PB-234 318/4GI 74-22 13B PC$S5.25/MF$2.25 
MASTENBROOK, S. M. JR.. 


Venous Return Curves Obtained from Graded Series 

of Valsalva Maneuvers. 

N74-19719/5GI 
MASTER, R.L. 

Hepatic Pathology in Mice after Continuous Inhalation 

Exposure to 1, 1, 1-Trichloroethane. 

N74-27556/1GI 74-20 6F PC$3.75/MF$2.25 
MASTERMAN, P. H 


A Spherical Reflector Antenna for Communication 
Satellite Earth Stations, 


74-09 9B PC$4.25/MF$2.25 


74-12 6L PC$4.25/MF$2.25 


74-14 6P PC$3.75/MF$2.25 


AD-783 656/2GI 74-21 9E PC$4.75/MF$2.25 
MASTERS, J. N. 

Deep Flaws in Weldments of Aluminum and Titanium. 

N74-32932/7G1 74-26 13E PC$7.25/MF$2.25 


Fracture Characteristics of Structural Aerospace Al- 
loys Containing Deep Surface Flaws. 
N74-19542/1GI 74-13 LIF PC$7.S0/MF$2.25 
MASTERS, L. W. 
Structural Evaluation of Steel Faced Sandwich Panels. 
COM-74-50349/1GI 
74-13 13M PC-GPO/MF$2.25-NTIS 


MASTERS, LARRY W. 

The Use of Weather and Climatological Data in 
Evaluating the Durability of Building Components and 
Materials. 
COM-74-50841/7GI 

74-23. 13C =PC-GPO/MF$2.25-NTIS 
The Use of Weather and Climatological Data in 
Evaluating the Durability of Building Components and 
Materials. 
COM-74-50846/6GI 

74-23 13M PC-GPO/MF$2.25-NTIS 


MASTERS, P. A. 


Computer Programs for Pressurization (Ramp) and 
Pressurized Expulsion from a Cryogenic Liquid 
Propellant Tank. 


N74-28239/3GI 74-20 211 PC$4.75/MF$2.25 
MASTERS, R. L. 

An Analysis of Pilot Error-Related Aircraft Accidents. 

N74-26434/2GI 74-20 1C PC$4.75/MF$2.25 


MASTERS, R. WAYNE 
Feasibility Study for an Underwater Detection System. 
AD-778 157/8GI 74-13 17F = PC$4.75/MF$2.25 
MASTERTON, WILLIAM L. 


Reprint: Volume Change for the Formation of Mag- 
nesium Sulfate Ion Pairs at Various Temperatures. 
AD-787 344/1GI 74-26 7D Reprint 


Reprint: Volume Change of lon Pair Formation: Ru- 
bidium Nitrate and Thallium (I) Nitrate in Water. 


AD-775 263/7GI 74-09 7D Reprint 
MASTIN, W. C. 

Lunar Roving Vehicle Navigation System Performance 

Review. 

N74-11434/9GI 74-05 22A PC$4.25/MF$2.25 


MASTINU, G. G. 
Exp 226 RA Doses Due to Bottle Feeding 
RT/PROT-(73)4 74-02 6R PCS3 .00/M F$2.25 
MASTRAN, DAVID V. 
A Bayesian Assessment of Coherent Structures, 
AD-774 888/2GI 74-09 14D PC$3.25/MF$2.25 


Reprint: Decision Rules for Attacking Targets of Op- 

portunity. 

AD-777 631/3GI 74-12 1SG_ Reprint 
MASTROMONICO, CHARLES R. 

Blast Hazards of CO/N20 Mixtures. 

AD-775 158/9GI 74-09 19D PC$4.25/MF$2.25 


The Study of Fluorine Dissociation Behind a Reflected 
Shock Wave. 
AD-783 247/0GI 


MASUDA, H. 


Reprint: re Fatigue Crack Initiation in Cu and 
Cu 7.8% A 
AD-770 209/5GI 74-02 11F Reprint 


MASUDA, S. 


Fuel Fabrication Test Using Reactor-Grade Plutonium. 
Part I. Pellet Fabrication. 
JAPFNR-127 74-13, 183 PC$S.25/MF$2.25 


MASUDA, Y. 


Thermal Degradation and Stabilization of 
Epichlorohydrin Rubbers. 
N74-32990/SGI 74-26 i113 PC$3.25/MFS$2.25 


MASUI, HIROMITSU 


Reprint: Selective Resonant Enhancement in the Two- 
Phonon Raman Spectrum of Si and GaP. 
AD-783 147/2GI 74-20 20L Reprint 


74-20 7D PC$4.75/MFS$2.25 


MASUML, A. E. 
Picture Analysis by Graph Transformation. 
COO-2118-49 74-14 9B PC$13.00/MFS$2.25 


MATALAS, N. C. 
Just a Moment. Article and Appendix of Graphs. 
PB-231 816/0GI 74-14 12A PC$7.00/MF$2.25 
MATAUSEK, M. R. 


Sinod: A Nonlinear Lumped Parameter Model for 
Steady State, Transient and Stability Analysis of Two- 
Phase Flow in Natural Circulation Boiling Water 


Loops. 

IBK-1189 74-12 18E PC$5.00/MF$2.25 
MATCHERET, G. 

Mechanical Decladding of Oxide Fuels Clad with 

Stainless Steel. 

CEA-R-4469 7402 183 PCS3.50/MF$2.25 

Mechanical Decladding of Stainless-Steel-Clad Oxide 

Fuels. 

ORNL -tr-2788 74-09 183 PC$3.25/MF$2.25 


MATHER, G. 


MATCHETT, M. WAYNE 


Communications Phased-Array Antenna Module. 
AD-769 887/1GI 74-02 17B PCS$S5.75/MF$2.25 


MATCOVICH, T. J. 


Development of Visual-Display Aid to Air Navigation. 
N74-17385/7G1 74-41 17G = PC$4.25/MF$2.25 


MATE, Z 
Decay of exp 192 TL and exp 190 TL. 


JINR-P6-8078 74-25 20H PC$4.25/MF$2.25 
Decay Scheme of exp 193 TL. 
JINR-P6-7581 74-14 20H PC$3.00/MF$2.25 


Investigation of the exp 191 TL Implies exp 191 Hg 
Implies exp 191 au Decay. 
JINR-P6-7582 74-13 20H PC$3.00/MF$2.25 


MATEESCU, S. 


Data Handling Program Set for the Evaluated Micro- 
scopic Nuclear Data Stocked in the Computerized 
Library ‘‘Danem-I"’ from the lap. 

IFA-DNBR-7-1973 74-21 20H PC$S5.50/MF$2.25 


MATEEV, M. D. 


Translation Invariant Quantum Field Theory with de- 
Sitter Momentum Space off the Mass Shell. 
JINR-E2-7936 74-23 203 PC$4.50/MF$2.25 


MATEJKA, T. J. 


Reprint: Preliminary Results of a Study of the Vertical 
Profile of Mean Divergence in a Region of Convective 
Updrafts and Downdrafts. 
COM-74-11474-10/GI 

74-22 4B (Order as COM-74-11474) 


MATEJOVIC, K 


Properties of Austenitic Stainless Steel for Nuclear 
Reactors. 
SJE-138 74-09 11F PC$3.50/MF$2.25 


MATEO, J. 


Analysis of Tidal Records. Absolute Filtering Method. 
N74-29708/6GI 74-24 8C PC$S5.25/MF$2.25 


MATER, ROBERT 


Theoretical and Experimental Study of Wave Scatter- 

ing from Composite Rough Surfaces. 

AD-787 540/4GI 74-26 20N PCS$S.75/MF$2.25 
MATERA, M 


Computer Control System Using the HP Basic Lan- 
guage for the Storage Ring Adone. 


LNF-73-10 74-06 20G PC$3.00/MF$2.25 
Data Acquisition System for the Adone Control Room. 
LNF-73-32 74-10 20G PC$3.25/MF$2.25 


MATESE, JOHN J. 


Reprint: Doubly Excited Feshbach States of CK(-). 
AD-772 322/4GI 74-05 7D Reprint 


MATEYKA, J. 


Alternative Strategies for Optimizing Energy Supply. 
Distribution, and Consumption Systems on Naval 
Bases. Volume II. Advanced Energy Conservation 
Strategies. 

AD-786 757/SGI 74-25 10A PC$7.50/MF$2.25 


Alternative Strategies for Optimizing Energy Supply, 
Distribution, and Consumption Systems on Naval 
Bases. Volume |: Near-Term Strategies. 

AD-777 471/4GI 74-12 10A PC$6.25/MF$2.25 


MATHAUSER, E. E. 


Application of Composites to the Selective Reinforce- 
ment of Metallic Aerospace Structures. 
N74-20653/3GI 74-15 1C PC$3.25/MFS2.25 


MATHEIS, NORBERT E. 
Aircraft Parachute Flare Having Tapered Core Candle. 
PATENT-3 747 528 74-26 19A Not available NTIS 
MATHENY, N. W. 


Flight Investigation of Approach and Flare from Simu- 
lated Breakout Altitude of a Subsonic Jet Transport 
and Comparison with Analytical Models. 

N74-19672/6GI 74-14 1B PC$3.75/MFS$2.25 


MATHENY, W. D. 
Pulsars. Bibliography 
TID-3320(S3) 

MATHENY, W.G. 


An Experimental Investigation of the Role of Motion 
in Ground-Based Trainers. 
AD-778 665/0GI 74-14 SI PC$4.25/MF$2.25 


Test of a Model of Visual Spatial Discrimination and 
Its Application to Helicopter Control. 
AD-771 O41/1GI 74-04 $3 PCS4.25/MFS$2.25 


MATHER, F. J. tll 


Reprint: Estimation of Rates of Tag Shedding by 
Northwest Atlantic Bluefin Tuna. 
COM-73-50437-04-15/GI 

74-08 6C (Order as COM-73-50437-04) 


74-04 3B PCS$S5.45/MF$2.25 


MATHER, G. 
Infrared Telemetry System. 
UCID-15436 74-25 9F PC$4.00/MFS$2.25 


PA-709 





, eee 


a me2e2nm 4 rm 


22 a 


a seam cea 22 4 





MATHER, J. C. 


MATHER, J.C. 
Far Infrared Spectrometry of the Cosmic Background 
Radiation. 
LBL-2258 74-16 3B PC$13.75/MF$2.25 
MATHER, RICHARD J. 


Bundle Conductor Spacer. 
PATENT-2 974 184 74-09 9A Not available NTIS 


MATHERLY, J. E. 


Industrial Wastewaters, Red River Army Depot, Tex- 
arkana, Texas. 
AD-778 162/8GI 74-13 13B PC$4.75/MF$2.25 


MATHERNE, J. L. 


Remote Maintenance Experience in the Transuranium 
Processing Plant at Ornl. 
CONF-731 101-13 74-06 181 PC$3.25/MF$2.25 


MATHESON, ALASTAIR T. 


Reprint: Homologies in Procaryotic Ribosomal 
Proteins: Alanine Rich Acidic Proteins Associated with 
Polypeptide Translocation. 

AD-781 413/0GI 74-18 6A Not available NTIS 


MATHESON, JENELLE 


Basic Data on the Economy of the People's Republic 
of China. 
COM-74-50113-21/GI 

74-19 SC PC-GPO/MF$2.25-NTIS 


MATHEWS, C. W. 


Biodeterioration of Navy Insecticides in the Ocean. 
AD-773 101/1GI 74-06 6F PC$3.25/MF$2.25 


MATHEWS, D. K. 


Physical Fitness Training 
AD-772 108/7GI 


MATHEWS, D. R. 


FSDP3: A Computer Program for Computing Cross 
Sections from Resonance Paramete 


ters. 
GULF-GA-A-12052 74-06 20H PC$7.00/MF$2.25 
GANDY3: A Computer Program for the Evaluation of 
Effective Cross Sections in the Unresolved Resonance 
Region. 
GA-A-12826 
MATHEWS, DAVID R. 


Vanadium-Base Alloy. 
PATENT-3 576621 74-06 LIF Not available NTIS 


MATHEWS, DENZIL E. 


Truck Noise I-A. Noise Evaluation Tests of Military 
Truck Tires. 
PB-234 348/1GI 74-22 13F PC$4.25/MF$2.25 


MATHEWS, F. H. 


X-Ray Simulation with Light-Initiated Explosive. 

SLA-74-192 74-20 19A PC$4.00/MF$2.25 
MATHEWS, JOHN J. 

Job-Related Attitudes of Non-Journeyman FAA Air 

Traffic Controllers and Former Controllers: A Sex 


Comparison, 
74-26 SJ PC$3.25/MF$2.25 


74-05 6P PC$3.75/MF$2.25 


74-15 20H PC$S5.45/MF$2.25 


AD-787 238/5GI 
The Relationships of Age and ATC Experience to Job 
ee Ratings of Terminal Area Traffic Control- 
rs, 
AD-773 449/4GI 74-07 $1 PC$4.25/MF$2.25 
MATHEWS, R. J. 


The Mass Spectra of Schiff Bases. 3: Re-Examination 
of alpha-Deuterobenzylideneaniline. 
N74-27593/4GI 74-20 7D PC$3.25/MF$2.25 


a lon-Molecule Reactions of PCI3, POCI3 and 


PSC 
AD-787 320/1GI 74-26 7D Not available NTIS 
MATHEWSON, N. S. 


A Critical Evaluation of 1,10-Phenanthroline as a Re- 
agent for Sialic Acid Determinations. 
AD-786 732/8GI 74-25 6A PC$3.25/MF$2.25 


MATHEY, ROBERT G. 


Chemical Resistance and Physical Durability Testing of 
Coating Materials. Nonmetallic Coatings for Concrete 
Reinforcing Bars. 

COM-74-10471/2GI 74-10 13C PC$3.25/MF$2.25 


MATHIE, F 
Computer-Controlied Refueling Machine at Fort St. 


Vrain. 
GULF-EL-A-12426 74-16 18E PC$3.00/MF$2.25 
MATHIESEN, O. 


Experimental Study of the Formation of Tracks of 
Fast Heavy Ions in Ilford GS Nuclear Emulsions. 
LUIP-CR-73-6 7407 18D PC$3.00/MF$2.25 


Formation of Tracks of Fast Heavy lons in Nuclear 


Emulsion. 
LUIP-CR-73-11 74-07 20H PC$3.00/MF$2.25 


The Velocity Dependence of the Photometrically 
Determined Track Width of Heavy lons in Ilford GS 


Nuclear Emulsions. 
N74-11529/6GI 74-05 20H PCS$3.25/MF$2.25 


PA-710 


MATHIEU, F. 
Contribution to the Study of Thermocouple Drifts. 
Physical Electronics of the Thermoelectrical Effect 
and Outline of an Elementary Theory of the 
Beceagmacoee Thermocouple. 
EUR-4874 74-06 14B PC$8.75/MF$2.25 
MATHIEUSSENT, G 
Nonlinear Wave Propagation in Plasmas Propagation 
Non Lineaire des Ondes dans les Plasmas. 
N74-18363/3GI 74-12 201 PC$4.25/MF$2.25 
MATHIS, JANE H. 
Mangrove Decomposition. A Pathway for Heavy Metal 
Enrichment in Everglades Estuaries. Appendix III. 
PB-231 738/6GI 74-13 6F '$4.25/MF$2.25 
MATHIS, N. S. 


Software Milestone Measurement Study. 

AD-775 305/6G1 74-09 9B PC$6.25/MF$2.25 
MATHIS, P. B. 

Propeller Slipstream Performance for Four High-Speed 

Rudders Under Cavitating Conditions, 

AD-781 850/3GI 74-18 20D PC$S5.25/MF$2.25 
MATHISEN, O. 

Comparison Between Two Methods for Determining 

Iodine in Urine: Neutron Activation Analysis and Au- 

tomatic Colorimetric Method. 

F-598 74-26 7D PC$4.00/MF$2.25 

Daily Iodine Content of Urine from Four Places in 

Norway, Winter 1972/1973. 

F-597 74-26 8H PC$4.25/MF$2.25 
MATHUR, MAHENDRA P. 

Investigation of Flux Pinning and Critical Current Den- 

sities in Type II Superconductors. 

AD-780 903/1GI 74-17 20L PC$4.25/MF$2.25 
MATHUR, R. K. 

Geo-Hydrological Conditions at Radioactive Solid 

Waste Management Site, Trombay, with Special 

Reference to Pumping Test Studies. 

BARC-677 74-07 18G PC$3.75/MF$2.25 
MATHUR, V. S. 

Broken Su(4) X Su(4) Symmetry and eta--X Mixing. 

ORO-3992-93 74-08 20H PC$3. 00/MFS2. 25 
MATIGUY, M. H. 

Evaluation of Aide Triage of Ambulatory Patients II. 

PB-224 909/2GI 74-01 6E PC$4.75/MF$2.25 
MATIOLI, GASTONE 

Hemopoietic Stem Cell Growth and Microdiffusion. 

PB-225 095/9GI 74-02 6P PC$3.75/MF$2.25 
MATIS, P. 


Blood Supply Change in the Area of the Lower Ex- 
tremities as Result of Inactivity and Its Control by 
Trasylol. 

N74-25628/0GI 


MATISHOV, G. G. 


The Sea-Floor Relief in the Region of Vest Spitsbergen 
(Summary Only)--Translation. 
AD-778 701/3GI 74-14 83 PC$3.25/MF$2.25 


MATKOWSKY, B. J. 


Reprint: Asymptotic Theory of Propagation in Curved 
and Nonuniform Waveguides. 
AD-780 073/3GI 


MATLACK, DONALD E. 


Deep Ocean Optical Measurement (DOOM) Report on 
North Atlantic, Caribbean, and Mediterranean Cruises. 
AD-782 339/6GI 74-19 83 PC$S.25/MF$2.25 


MATLACK, G. M. 


Determination of Carbon, Hydrogen, and Tritium in Ir- 
radiated Reactor Fuels and Cladding Materials 
LA-5497 74-21 7D PC$4.00/MFS2.25 


Determination of exp 17 O and exp 18 O Isotopic 
Abundances in exp 238 Pu Materials by gamma Spec- 


74-19 6S PC$3.25/MF$2.25 


74-16 20A Reprint 


trometry. 

LA-UR-74-845 74-21 7D PC$4.50/MF$2.25 
Dissolution of exp 238 Pu in Environmental and 
Biological Systems. 

LA-5624 74-25 7E PC$4.00/MF$2.25 


New Instrument for Uranium Determination in Rover 
Fuel _——— Eight-Inch and Twenty-Four-Inch 
Models. 


LA-3196 74-16 21F PC$3.75/MF$2.25 
MATLE, C.C 

Photogrammetric Image Dissector Scanner Study. 

AD-900 456/5GI 74-11 8B PCS$S. 25/M F$2.25 
MATNEY, T. S. 

Genetic Studies of Bacterial Isozymes. 

CONF-740444-2 74-21 6M PC$4.00/MF$2.25 

Polar Aspects of Spontaneous Recombination in F- 

Merodiploid Derivatives of Escherichia Coli K12. 

TID-26579 74-21 6C PC$4.00/MFS$2.25 
MATOBA, T. 


Vacuum Conditions in Jft-2. 


JAERI-M-5369 74-18 18A PC$4.00/MF$2.25 
MATONE, G. 


Description of an Apparatus for the Measurement of 

the Photoproduction of pi exp 0 on Deuterium. 

LNF-73-72 74-20 18D PC$4.00/MF$2.25 
MATONIS, CASIMIR J. 

The Potential Use of Tactical Microwave Radio (TMR) 

for Transmission of Weather Radar Data 

AD-769 741/0GI 7401 178 PCS3. 75/MF$2.25 
MATORA, L. M. 

Confinement of Neutral Particles with Magnetic Mo- 

ment in Fields of Multipolar Magnets. 

JINR-P3-7824 74-21 20H PC$4.00/MF$2.25 


Possible Experimental Study of Direct n--E Collisions. 
JINR-P3-7634 74-16 20H PC$4.00/MF$2.25 


MATOS FERREIRA, C. 


Atomic and Molecular Metastable States in Electric 

Discharges Metastables Atomiques et Moleculaires 

dans les Decharges Electriques. 

N74-18364/1GI 74-12 201 PC$7.00/MF$2.25 
MATOVA, M. A. 

Complex Investigation of Psychic States of Man in In- 

dividual and Group Activity, 

IPRS-60492 74-03 $3 PC$3.25/MF$2.25 
MATRA, JOHN P. JR. 


Planform Input Generator (PING), a NASTRAN Pre- 
Processor for Lifting Surfaces-Theoretical Develop- 


ment. 
AD-775 633/1GI 74-10 16D PC$3.75/MF$2.25 


Planform Input Generator (PING), a NASTRAN 
Processor for Lifting Surfaces-Theoretical Develop- 
ment, User's Manual, and Program Listing. 

AD-775 303/1GI 74-09 16D PC$7.00/MF$2.25 


MATRECI, R. 


Scatterometry Techniques for Sensing Arctic Sea Ice 
Thickness. 
AD-782 611/8GI 


MATROSE, E. A. 


Optical Sensor Signal Simulation. (0.S.S.S 
AD-914 887/SGI 74-13 17H Pes. 25/MF$2.25 


MATROSOV, V. I. 


Basic Problems in the Development of a Laser 
Gyroscope--Translation. 


74-19 8L PC$9.50/MF$2.25 


AD-783 576/2GI 74-21 17G = PC$3.25/MF$2.25 
MATSAKIS, D 

Reprint: Ammonia in Dark Interstellar Clouds. 

AD-772 059/2GI 74-05 3B Reprint 

Reprint: The Methanol Source in Orion at 1.2 Centime- 

AD-776 453/3G1 74-11 3B Reprint 
MATSKO, J. 

- Oapanintal Glass Bonding Process Description 

SLA.73-613 74-02 14B PC$7.60/MF$2.25 
MATSKO, JOHN 


Low Density Syntactic Foams. 
PAT-APPL-367 680 74-13, 111 =PC$3.25/MF$2.25 


MATSNEV, E. L. 


Certain Otorhinolaryngological Problems in Medical 
Support of Space Flights. 
N74-11887/8GI 74-06 6E PC$3.25/MF$2.25 


Effect of Prolonged Hypokinesia a Certain Functions 
of the Otorhinolaryngological Orga 
N74-14826/3GI 74-09 ‘~s. " PCS3.25/MF$2.25 


The Significance of Cumulative Coriolis Acceleration 
for Tests for Expert Medical Selection. 
N74-29448/9GI 74-24 6S PC$3.25/MF$2.25 


MATSON, JAMES H. 


Gas Chromatograph. 

PATENT-3 753 656 74-26 7D Not available NTIS 
MATSON, ROBERT E. 

Quality and Reserves of Strippable Coal, Selected 


Deposits, Southeastern Montana. 
PB-232 $22/3GI 


MATSON, WILLIAM U. 


Load Measuring Device. 
PATENT-3 754 438 74-26 14B Not available NTIS 


MATSUDA, H. T. 


Nondestructive Determination of Uranium in Low- 
Grade Ores by gamma Spectrometry: Indirect Mea- 
surement by Means of the exp 234 TH Photopeak. 

IEA-288 74-12 7D PC$3.25/MF$2.25 


Studies on the Beneficiation of Molybdenum and 
Uranium in Sulfuric Lixiviation of Ores. Part I. 
Separation of Mo(Vi)--U(Vi) Pairs by Sorption of 
Molybdenum on Weakly Anionic Resin and Fixation of 
Uranium on S Anionic Resin. Part Il. Separa- 
tion of Mo(Vi)--U(Vi) Pairs by Adsorption of Molyb- 
denum on Coal and Sorption of Uranium on Strongly 
Anionic Resin. 


74-15 8G PC$8.75/MF$2.25 





——————————————————————— 


IEA-291 74-12 183 PC$4.00/MF$2.25 
MATSUDA, O. 
Chemorheology of  Tetrafluoroethylene-Propylene 
Elastomer. 
JAERI-M-5422 74-20 7E PC$4.00/MF$2.25 
Properties of Tetrafluoroethylene-Propylene 
Copolymer. 
JAERI-M-5476 74-25 7E PC$3.25/MF$2.25 


Radiation-Induced Emulsion Copolymerization of 
Tetrafluoroethylene with Propylene. 
JAERI-M-5593 74-24 7E PC$4.00/MF$2.25 


Radiation-Induced Emulsion Copolymerization of 
Tetrafluoroethylene with Propylene: Polymerization 
Formulas and the Conditions. 

JAERI-M-5501 74-25 7E PC$3.75/MF$2.25 


MATSUDA, S. 


Magnetic Field Components of the Pulsed Vertical 
Field in the Jft-2 Device in Resonance with the Rota- 
tional Transform of Plasma. 

JAERI-M-5298 74-18 18A PC$4.00/MF$2.25 


MATSUDA, Y. 


Computational Study of Nonlinear Plasma Waves. 
N74-20360/SGI 74-14 201 PC$6.25/MF$2.25 


Structure of the Double Layer at Solid Solution Inter- 

faces. 

AD-769 967/1GI 
MATSUHIRO, D. S. 


Shoulder Harness and Lap Belt Restraint System. 
PAT-APPL-452 767 74-13 13L) =PC$3.25/MF$2.25 


7402 7D PC$3.75/MF$2.25 


MATSUI, N 

Measurement of Environmental Pollution and Its 
Systemization. 

N74-14266/2GI 74-08 13B PC$3.75/MF$2.25 


MATSUMOTO, K. 


Fuel Fabrication Test Using Reactor-Grade Plutonium. 
Part I. Pellet Fabrication. 
JAPFNR-127 74-13, 183 PC$S.25/MF$2.25 


MATSUMURA, T. 


Reprint: Transport Properties of the Ferromagnetic 
Metals. I. Cobalt, 
AD-769 166/0GI 74-01 20L Not available NTIS 


MATSUNO, K. 


Examination of the Used Jrr-4 Fuel and Burn-Up Mea- 
surement by gamma-Ray Scanning. 
JAERI-M-5225 74-04 183 PC$S.45/MF$2.25 


MATSUNO, Y. 


Experiment and Analysis of B sub 4 C Simulating Con- 
trol Rod on Fea V-3 Assembly. I. Neutron Source 
Multiplication Method. 

JAPFNR-124 74-10 18E PC$7.75/MF$2.25 


MATSUO, JON T. 


Controllable Multi-Stage Increasing Drag Parachute. 
PATENT-3 773 284 74-26 IC Not available NTIS 


MATSUSHIMA, K. 
The Study on the Motion of an Artificial Earth Satel- 
lite under the Gravitational Attractions of the Sun and 


Moon. 
N74-23400/6GI 74-18 22C PC$3.75/MF$2.25 
MATSUSHITA, GORDON K. 


Baseline Quality Data for Kalihi Stream. 
PB-227 929/7GI 74-08 13B PC$4.25/MF$2.25 


MATSUSHITA, S. 


Proceedings of the Chapman Memorial Symposium on 
Magnetospheric Motions Held is Boulder, Colorado on 


June 18-22, 1973. 
COM-74-10916/6GI 74-13. 4A PC$7.25/MF$2.25 


MATSUURA, K. 
Accessibility of Ion--lon Hybrid Resonance. 
IPPJ-157 74-18 201 PC$4.00/MF$2.25 


Direct Digital Control of a Plasma. 
N74-20362/1GI 74-14 201 PC$4.25/MF$2.25 


Theoretical Analysis of lon Cyclotron Waves. 
IPPJ-150 74-18 201 PC$4.00/MF$2.25 
MATSUZAKI, Y. 


Natural Vibration and Panel Flutter of Cylindrically 
Curved Panels. 
N74-10843/2GI 74-04 1A PC$3.25/MF$2.25 


MATTAS, R. F. 


Low Temperature Internal Friction in the Niobium-- 
Hydrogen and Niobium--Oxygen--Hydrogen Systems. 
COO-1198-1077 74-24 11F PC$7.75/MF$2.25 


MATTE, J. Il 


Instruction Manual for Ultrasonic Transducer Equip- 
ment for under Sodium Scanning 
APDA-M-72-132 7402 taB PCS$4.75/MF$2.25 


MATTERN, P. L. 


Effects of exp 60 CO gamma-Ray Irradiation on Opti- 
pe Sema of Natural and Synthetic Quartz from 85 
to K. 


SLL-73-5265 74-11 20L PC$3.50/MF$2.25 


Effects of Radiation on the Absorption and Lu- 
minescence of Fiber Optic Waveguides and Materials. 


SAND-74-8622 74-25 20F PC$7.00/MF$2.25 

Neutral Beam Sources: Applications in Science and 

Technology. 

SLL-74-8204 74-25 7D PC$10.25/MF$2.25 

Thermoluminescence of Lif Tid-100 Dosimeter 

Crystals. 

BNL-18963 74-25 18D PC$4.25/MF$2.25 
MATTES, B. L. 


Synthesis of Compound Semiconducting Materials and 
Device Applications. 


AD-769 764/2GI 74-01 20L PC$S.25/MF$2.25 
MATTES, K. 

Self-Welding of Structural Materials in Liquid Sodium. 

KFK-1903 74-21 13H = PC$7.25/MF$2.25 
MATTES, N. S. 

Settlement of Pile Groups Bearing on Stiffer Strata. 

PB-228 458/6GI 74-09 13M PC$3.25/MF$2.25 


MATTES, ROBERT E. 


High Acceleration Cockpits for Advanced ae Air- 
craft. Volume Il. Crew Station Design/Integra' 
AD-783 601/8GI 74-21 1C PCS$4. 73/MES2: 25 


MATTEY, R. A. 


Bifilar Pendulum Technique for Determining Mass Pro- 
perties of Discos Packages. 
AD-787 506/SGI 74-26 22B PC$3.75/MF$2.25 


Extendible Space Structures. 

AD-787 $12/3GI 74-26 22B PC$3.75/MF$2.25 

Lubrication-Space Experience and Design Criteria. 

AD-787 511/SGI 74-26 11H PC$4.25/MF$2.25 
MATTHES, W 


Inverted Statistical Chopper Facility for Elastic and In- 
elastic Neutron Scattering Experiments. 
EUR-5S047 74-13 18D PC$4.00/MF$2.25 


Spreading of Harmful Materials in the Atmosphere and 
Environmental Impact. Part 2. Investigations on the 
Deposition of Elemental and Organic-Bound Iodine on 
Grass. Progress Report, July 1971--December 1972 in 
the Framework of the Contract No. Sc 24-003-Pstd 
Research Project Supported by the Euratom--Cea As- 


sociation. 
JUL-999-ST 74-20 8H PC$7.25/MF$2.25 


Unfolding of Composite Spectra by Linear Regression. 

EUR-S070 74-15 18D PC$4.25/MF$2.25 
MATTHEW, FLOYD L. 

Demonstration of a Non-Aqueous Sewage Disposal 


System, 
PB-231 338/SGI_ 7432 13B PC-GPO/MF$2.25-NTIS 
MATTHEWS, A. T. 


Comparison of the Results of the Dynamic Response 
of Cylindrical Shells by Characteristic and by Finite 
Element Methods: Axisymmetric Case. 

AD-785 258/SGI 74-23. 16A_ PC$3.75/MF$2.25 


MATTHEWS, B. J. 
Application of Holographic Methods to the Measure- 
ment of Flames and Particulate. Volume II. 
PB-235 675/6GI 74-25 7D PC$S.25/MF$2.25 
MATTHEWS, CHARLES D. 
Diurnal Patterns of Convection Activity over the Great 


Plains, 

COM-74-10956/2GI 
MATTHEWS, D. A. 

A Climatological Summary of Fog Occurrence at NAS 

Lemoore Based on Hourly Surface Observations. 

AD-777 949/9GI 74-13 4B PC$3.25/MF$2.25 
MATTHEWS, DAVID A. 


A Climatology of Cumulus Seeding Potential for the 

Western United States. 

AD-769 543/0GI 74-01 4B PC$4.75/MF$2.25 
MATTHEWS, DONALD R. 

Apparatus for the In-Place Destruction of Filed Docu- 


74-14 4B  PC$3.25/MF$2.25 


ments. 

PATENT-3 730 111 
MATTHEWS, F. R. JR. 

pone. Variable Solidity Knitted Parachute 


PATENT- 3764097 74-04 IC Not available NTIS 
MATTHEWS, J. RB. 

Irradiation Effects in Ceramics. 

AERE-R-7539 74-11 IIB PC$3.00/MF$2.25 
MATTHEWS, J. W. 


Structure of Interfaces in Solids, and the Influence of 
this Structure on Adhesion and Friction and Wear. 
AD-778 473/9GI 74-14 20B PC$3.75/MFS$2.25 


MATTHEWS, JOHN E. 


Glossary of Aquatic Ecological Term 
PB-229 803/2GI 74-10 6F “Pcs. 25/M F$2.25 


74-26 SB Not available NTIS 


MATTON, RICHARD W. 


MATTHEWS, JOHN J. 


A Sex Comparison of Reasons for Attrition of Non- 

Journeyman FAA Air Traffic Controllers 

AD-780 558/3GI 74-17 SI PC$3.25/MF$2.25 
MATTHEWS, K. 

Infrared, Radio, and X-Ray Observations of Cygnus 

X-3 


AD-784 439/2GI 74-22 3B PC$3.25/MF$2.25 
MATTHEWS, MARY J. 

Reprint: Lipase-Secreting Acinar Cell Carcinoma of 

the Pancreas with Polyarthropathy. A Light and Elec- 

tron Microscopic, Histochemical and Biochemical 

Study. 

AD-783 233/0GI 
MATTHEWS, R. K. 


Demonstration of the Thermographic Phosphor Heat- 
Transfer Technique as Applied to Aerodynamic Heat- 
ing of External Stores. 

AD-769 306/2GI 7401 14B PC$3.75/MF$2.25 


The Dynamics of Natural Climatic Change 
AD-783 362/7GI 74-20 4B PCS. 75/MF$2.25 
MATTHEWS, RICHARD D. 


Effect of Shock Impingement on Heat Transfer. Part 
Il. Effect of Shear Layer Impingement on Pressure 
ork Heat Transfer Rate Distribution around a 


linder. 

Abe 962/1GI 74-14 20D PC$3.75/MF$2.25 
MATTHEWS, ROBERT L. 

Automatic Electronic Filter System. 

PATENT-3 744015 74-26 9E Not available NTIS 
MATTHEWS, RONALD D. 

Measurement of NO and NO2 in Combustion Systems, 

AD-774 048/3GI 74-08 7D PC$3.25/MF$2.25 
MATTHEWS, WILLIAM T. 

Plane Strain Fracture Toughness (KIC) Data Hand- 

book for Metals. 

AD-773 673/9GI 74-07 11F PC$4.75/MF$2.25 
MATTHEWSON, R 

Computer-Aided Control of Separated Bubble 

Chamber BEAMS. 

CERN-74-1 74-13 20G PC$S.75/MF$2.25 
MATTHEYSES, ROBERT M. 

A Communications Executive for the 9303 Message 

Processing System. 

AD-785 387/2GI 
MATTHIAS, B. T. 

Reprint: Criteria for Superconducting Transition Tem- 

peratures. 

AD-775 191/0GI 
MATTHIAS, BERND T. 

Reprint: Transition Temperatures of Superconductors. 

AD-772 363/8GI 74-05 20L Reprint 
MATTHIESEN, F. 


Earthquake Effects at Nuclear Reactor = San 
Fernando Earthquake of February 9TH, 
UCLA-ENG-7215 74-13 181 Pose 2S/MFS2. 25 


MATTHIESSEN, G. C. 

Aquaculture in New England. 

COM-74-11282/2GI 74-19 6C PC$4.75/MFS$2.25 
MATTHYS, CARL G. 

An Analysis of Fixed Wing-Proprotor Interference for 

Folding Proprotor Aircraft. 

AD-778 823/SGI 74-14 1A PC$9.25/MF$2.25 
MATTHYS, V. J. 

Approach to Rapid Mission Design and Planning 

N74-11742/SGI 7405 22A_ PC$3. 75/MFS2. 25 
MATTICE, W. L. 

Excited Electronic States of the alpha -Dicarbony!s. 

ORO-3018-123 74-24 7D PC$S5.00/MF$2.25 
MATTILA, J. PETER 


A Rationale for Government Intervention in Housing: 
Minority Construction Workers and Contractors are 
Victims of Discrimination, 

PB-229 979/0GI 74-11 SI PC$3.75/MF$2.25 


74-20 6E Reprint 


74-23. 9B PC$4.75/MF$2.25 


74-09 20L Reprint 


MATTINGLY, EDWIN 


Falconry as a Means of Reducing Bird-Aircraft Strike 
Hazards at Whiteman Air Force Base, Missouri. 


AD-774 568/0GI 74.08 1B PCS$3.75/MFS2.25 
MATTIOLI, M. 

Spectroscopic Determination of Particle Confinement 

Times in Tir Tokamaks. 


EUR-CEA-FC-715 
MATTIS, DANIEL C. 

Reprint: Mobility Gap and Anomalous Dispersion. 

AD-773 206/8GI 74-06 20L Reprint 
MATTON, RICHARD W. 


The Preparation and Ballistic Evaluation of Trans- 
parent Polyurethane Block Copolymers Based on 2,4- 
Toluene Diisocyanate, 


74-24 201 + PCS$4.25/MFS$2.25 


PA-711 






f 
' 
t 
4 


DB B- OM.» ee ro 


a0 - 2 46 arm 


* S68 @s 288 £4 = 





= 


ae oe ee a 


g 


MATTON, RICHARD W. 


AD-785 696/6G1 74-24 19D PC$3.25/MF$2.25 


Synthesis and Ballistic Evaluation of Selected Trans- 
parent Polyurethane Block Copolymers. 
AD-773 689/5GI 74-07 19D PC$3.25/MF$2.25 


MATTOX, D. M. 
Deposition of Metal Films by Laser-Controlled CVD. 


SLA-73-5080 74-06 13H PC$3.00/MF$2.25 

Ion Plating: Review and Update. 

SLA-73-7011 74-18 13H PC$4.00/MF$2.25 
MATTOX, R. M. 


A Study of Active Clays as Related to Highway 

Design. Appendices. 

PB-227 465/2GI 
MATTOX, ROBERT M. 


A Study of Active Clays as Related to Highway 
Design (Phase One). 
PB-227 464/SGI 74-08 8M PC$6.25/MF$2.25 


MATTRAW, HAROLD C. JR. 


Cation Exchange Capacity and Exchangeable Metals in 
Soils and Sediments of a South Florida Watershed. 
PB-233 526/3GI 74-19 8H PC$4.75/MF$2.25 


MATTSON, HEDY 


The State Industry Workshop on the Coastal Zone 
Management Act of 1972, 
COM-73-11939/8GI 74-02 13B PC$3.25/MF$2.25 


MATTSON, R. J. 
Statistical Regression Analysis of Experimental Data 
for Flow Film Boiling Heat Transfer. 
CONF-730803-4 74-02 20M PC$3.00/MF$2.25 
MATTSON, ROBERT E. 


Considerations in the Selection of Public Service Em- 
ployers: The Vermont Experience. 
PB-231 854/1GI 74-13 SI PC$4.25/MF$2.25 


An Evaluation of Individualized and Pool Slot 
Development for Public Service Employment: The 
Vermont Experience. 


74-08 8M PCS$9.25/MF$2.25 


PB-231 850/9GI 74-13 SI PC$3.75/MF$2.25 
The Vermont Experience. 
PB-231 920/0GI 74-13, SI PC$S5.75/MF$2.25 


MATTSON, W. F. 


Thermal Expansion Method for Lining Tantalum Alloy 
Tubing with Tungsten. 
N73-32429/5GI 7402 11F PC$3.75/MF$2.25 


MATTSSON, JOEL L. 


Surgical Attachment of a Telemetry Device to the Dor- 
sal Ridge of a Yearling California Gray Whale, 
‘Eschrichtius robustus’, 
COM-74-50189-04-04/GI 

74-16 8A (Order as COM-74-50189-04) 


MATTSSON, L. J. S. 
Exp 137 CS in the Reindeer Lichen Cladonia Alpestris; 
Ragoetion, Retention and Internal Distribution, 1961-- 
1970. 
LURI-1972-8 74-04 6R PC$4.50/MF$2.25 


Exp 155 Eu, exp 144 Ce, exp 125 SB, exp 106 RU, exp 
95 Zr, exp 54 Mn, and exp 7 Be in the Reindeer 
Lichen Cladonia Alpestris: Deposition, Retention and 
Internal Distribution, 1961--1970. 

LURI-1972-9 74-06 6F PC$4.50/MF$2.25 


MATULA, DAVID W. 


A Formalization of Floating Point Numeric Base Con- 

version. 

AD-771 746/SGI 7405 12A PC$3.75/MF$2.25 
MATULA, RICHARD A. 


Combustion Kinetics of Reentry Vehicle Ablation 
Materials. 


AD-778 954/8GI 74-14 7D PC$S5.25/MF$2.25 
MATULA, S. 

Behavior of Semiconductor Devices at Low Tempera- 

tures. 

JUL-1021-FF 74-20 18D PC$8.50/MF$2.25 
MATULEWICH, V. A. . 


Distribution of Autotrophic Nitrifying Bacteria in a 
Polluted Stream. 
PB-231 357/SGI 


MATUSKA, W. JR. 


Polynomial Solutions of the Schroedinger Equation 
Applied to Photon Cross Sections in Atoms. 
LA-5280 7406 7D PC$4.00/MF$2.25 


MATUSZEK, J. M. 


Characterization of Stack Effluents from Certain 
Nuclear Facilities. Final Report, April 1, 1972--June 
30, 1973. 

COO-2222-4 


MATVEENKO, A. V. 


Oscillatory Structure of the Pe + D Implies de + p 
Total Charge-Transfer Cross Section. 
JINR-E2-7169 7407 7D PC$3.00/MF$2.25 


74-13, 6M PC$4.25/MF$2.25 


74-16 8H PC$6.25/MF$2.25 


PA-712 


MATVEENKO, I. P. 

Analysis of Integral Impulse Methods for Measuring 

Reactivity. 

FEI-384 74-23 18K PC$4.75/MF$2.25 
MATVEENKO, V. I. 

Two-Dimensional Calculation of the Criticality of a 

Reactor. 

FEI-354 74-08 18K PC$3.00/MF$2.25 
MATVEEV, B. P. 

Hormonal Therapy of Cancer of the Kidney, 

PB-225 060/TGI 74-01 6E PC$3.25/MF$2.25 
MATVEEV, V. A. 


Annihilation of E exp + E exp - Pairs to Hadrons and 
Parton Spectra. 
JINR-P2-7965 74-25 20H PC$4.00/MF$2.25 


Automodel Solutions for Matrix Elements of Currents 
in Conformal Invariant Theories. 
JINR-E2-7726 74-15 20H PC$5.00/MF$2.25 


Large-Angle Scattering and the Quark Structure of 
Hadrons. 


JIN R-E2-8048 74-22 20H PC$4.00/MF$2.25 
Note on the Description of Meson Decays in the Three 
Triplet Model. 

JIN R-P2-7686 74-15 20H PC$4.00/MF$2.25 


Quasipotential Approach and Backward pi N Scatter- 
ing at High Energy. 

JINR-E2-7556 74-12 20H PC$3.50/MF$2.25 
Twisted Eikonal Graphs and Quasipotential Structure. 
JINR-E2-7720 74-15 203 PC$4.00/MF$2.25 


MATVEEV, V V. 


Vibration-Absorbing Properties of Structural Materials: 
A Handbook--Translation. 
AD-784 925/0GI 74-23 11F PC$12.00/MF$2.25 


MATVEYEVA, L. A. 


Role of the Temperature Factor During the Weathering 
of Minerals. 
N73-32035/0GI 


MATWIYOFF, N. A. 


Stable Isotopes (Icons) Research and Development 
Program at the Los Alamos Scientific Laboratory. 
LA-UR-73-1258 74-04 18B PC$3.00/MF$2.25 


MATYUKHIN, N. M. 


Methods of Calculating Heat Exchange for Liquid 
Metals in Correct Lattices of Fuel Elements and Some 
New Experimental Data. 

FEI-404 74-18 18K PC$S5.25/MF$2.25 


MATYUSHENKO, V. YA. 


Properties of the Boundary Layer in Selective Trans- 

port--Translation. 

AD-784 148/9GI 74-22 11H PC$3.25/MF$2.25 
MATYUSHIN, A. T. 

Apparatus for Controlling Operating Conditions of 

Two-Meter Streamer Chamber. 

JINR-P13-7811 74-21 18D PC$4.50/MF$2.25 

Effect of the High-Voltage Pulse Parameters on the 

Geometrical and Brightness Characteristics of the 

Streamer in a Streamer Chamber. 

JINR-P13-7791 74-21 18D PC$4.25/MF$2.25 


MATYUSHIN, V. T. 


Apparatus for Controlling Operating Conditions of 

Two-Meter Streamer Chamber. 

JINR-P13-7811 74-21 18D PC$4.50/MF$2.25 

Effect of the High-Voltage Pulse Parameters on the 

Geometrical and Brightness Characteristics of the 

Streamer in a Streamer Chamber. 

JINR-P13-7791 74-21 18D PC$4.25/MF$2.25 
MATZEN, M. K. 

Thermal Diffusion in Polyatomic Gases. 

IS-T-646 74-24 7D PC$11.25/MF$2.25 
MATZEN, WALTER T. 

State Retention Circuit for Radiation Hardened Flip 


74-02 7D PC$3.25/MF$2.25 


Pp. 
PATENT-3 731 119 
MATZKE, H. 


Self-Diffusion of Uranium in Uranium Monocarbide- 

Evaluation of Curved Arrhenius Diagrams. 

EUR-S078 74-16 183 PC$S.50/MFS$2.25 
MATZKE, M. 


Exp 238 Pu-Source of a Thermonuclide Battery for a 
Heart Pacemaker. 


74-06 9E Not available NTIS 


PTB-ND-6 74-16 18N PC$S.00/MFS2.25 
MATZKIES, F. 

Essential Obesity. 

N74-22731/SGI 74-18 6P PCS$3.25/MFS$2.25 


MAU, RONALD F. L. 


Biology, Ecology and Control of ‘Musca sorbens’. 
AD-769 838/4GI 74-02 6C PC$3.25/MF$2.25 


MAU, SHENG-TAUR 


Linear Dynamic Analyses of Laminated Plates and 

Shells by the Hybrid-Stress Finite-Element Method. 

AD-774 296/8GI 74-08 20K PC$7.50/MF$2.25 
MAUBERT, L. 

Criticality of 4% exp 235 U Enriched Uranyl Fluoride 

Solutions. 

CEA-N-1649 74-06 183 PC$4.50/MF$2.25 
MAUCK, WILBUR L. 


A Review of the Literature on the Use of Simazine in 
Fisheries. 
PB-235 455/3GI 
MAUER, F. A. 
Reprint: Anisotropic Thermal Expansion of alpha- 
Pb(N3)2. 
COM-74-50399/6GI 74-13 7D Not available NTIS 
Reprint: Evaluation of the Energy Dispersive Powder 
Diffraction Method for the Determination of Quartz in 
Dust Samples. 
COM-74-50222/0GI 74-10 7D Not available NTIS 


Reprint: Thermal Expansion and Low Temperature 
Phase Transition of Thallous Azide. 
COM-74-50117/2GI_ 74-09 7D Not available NTIS 


MAUGHAN, MICHAEL D. 


Automatic Electronic Filter System. 
PATENT-3 744015 74-26 9E Not available NTIS 


MAUGHAN, PAUL M. 


Aerial Spill Prevention Surveillance during Sub-Op- 
timum Weather. 
PB-231 817/8GI 74-13 13B PC-GPO/MF$2.25-NTIS 


Application of ERTS-! Data to the Harvest Model of 
the US Menhaden Fishery. 
E74-10504 74-15 8A PC$4.25/MF$2.25 


MAUGHAN, RALPH E. 


Manually Operated Gas Sampler. 
PATENT-3 635 092 74-04 14B Not available NTIS 


MAUK, CHARLES E. 


Cyanide Disposal by Ozone Oxidation. 
AD-775 152/2GI 74-09 7A PC$S5.25/MF$2.25 


MAUL, GEORGE A. 
Remote Sensing of Ocean Currents. 


74-23. 6C PC$4.25/MF$2.25 


E74-10025 74-03 8C PC$3.25/MFS$2.25 
Remote Sensing of Ocean Currents. 
E74-10319 74-09 8C PCS$3.75/MF$2.25 


Reprint: Oceanic Observation of New York Bight by 
ERTS-1. 
COM-74-10333/4GI 74-07 83 Reprint 


Reprint: Use of Ocean Temperature While Coasting 
between the Straits of Florida and Cape Hatteras. 
COM-73-90027-01 -01/GI 

74-26 8C (Order as COM-73-90027-01) 


MAUL, GEORGEA. 


Remote Sensing of Ocean Current Boundary Layer. 

E74-10242 74-07 8C PCS$3.75/MFS$2.25 
MAULWURF, DOUGLAS A. 

Evaluation of Polymeric Clarification of Meat-Packing 


and Domestic Wastewaters. 
PB-235 900/8GI 74-25 13B PC-GPO/MFS$2.25 


MAURER, DON 


Effect of Spoil Disposal on Benthic Communities near 
the Mouth of Delaware Bay, 
COM-74-10961/2GI 74-14 8A PC$7.50/MF$2.25 


The Feasibility of Closed System Mariculture: Prelimi- 
nary Experiments with Crab Molting, 
COM-74-10892/9GI 74-13 6C_ Reprint 


Marine Invertebrate Resources. 
COM-74-10964/6GI 74-14 6C PCS4.75/MFS2.25 


Reprint: A New Euryhaline Species of ‘Parapleustes’ 
(Amphipoda) from the East Coast of North America. 
COM-74-10359/9GI 74-07 6C Reprint 


Reprint: Effect of Spoil Disposal on Benthic Inver- 
tebrates. 
COM-74-10360/7GI 74-07 8A_ Reprint 


Reprint:. Studies on the Oyster Community in 
Delaware: The Effects of the Estuarine Environment 
on the Associated Fauna. 

COM-74-10499/3GI 7409 6F Reprint 


Reprint: Tidal Stream Development and Its Effect on 
the Distribution of the American Oyster. 
COM-74-10497/7GI 74-09 6C Reprint 


MAURER, FRANZ 


Reprint: Some Results of Investigations of Problems of 
Super and Hypersonic Combustion. 
AD-787 817/6GI 74-26 21B Not available NTIS 


MAURER, G. E. 
Fatigue Behavior of an Ag3Mg-AgMg Eutectic Com- 


posite. 
AD-778 356/6GI 74-13, 11F PC$3.25/MF$2.25 





} 
| 
| 








MAURER, JOHN 
Graphic Study of a Selected Site for - ee Major 


Airport in the Atlanta, Georgia, Termin 
AD-783 751/1GI 74-21 17G ress: TS/MFS2. 25 
MAURER, R. 


Contributions on the Climate of the one Environs: 

Selected Problems and Preliminary Res 

N74-33020/0GI 74-26 4B Pcs: 75/MF$2.25 
MAURER, R. D. 

—— of Optical Waveguides--Electro-Optic 


Studie 
AD-774 733/0GI 74-08 20F PC$3.75/MF$2.25 


Optimization of Optical Waveguides Strength Studies. 
AD-777 118/1GI 74-12 20F PC$3.75/MF$2.25 
MAURER, ROBERT D. 
Reprint: Effect of Neutron- and Gamma-Radiation on 
Glass Optical Waveguides. 
AD-775 502/8GI 
MAURER, ROBERT J. 
Research on the Dynamic Structure of Liquids, Liquid 
Crystals and Disordered Solids. Research on Semicon- 
ductor Materials and Devices. 
AD-771 322/SGI 74-04 20L PC$3.25/MF$2.25 
Research on the Dynamic Structure of Liquids, Liquid 


Crystals and Disordered Solids. Research on Semicon- 
ductor Materials and Devices. 


74-09 20F Reprint 


AD-781 956/8GI 74-19 20L PC$3.75/MF$2.25 
MAURICE, F. 

Improvement Cycle for Electron Microprobe Analysis. 

CEA-CONF-2321 74-07 14B  PC$3.25/MF$2.25 


MAURIELLO, JOSEPH A. 
Rolling Element Bearing Retainer Analysis. 


AD-774 264/6G1 74-08 131 PC$8.50/MF$2.25 
MAURO, P.G. 

Analog Ranging Modem Code Processor and Genera- 

AD-782 039/2GI 74-19 9E PC$3.75/MF$2.25 
MAUS, J. BR. 

Noise Characteristics of Jet Flap Type Exhaust Flows. 

N74-17756/9GI 74-12 1C PC$S.75/MF$2.25 


MAUST, EDWIN E. JR. 


Frequency Conversion System Utilizing Modulation. 
PATENT-3 369 168 74-11 9E Not available NTIS 


MAUST, GREGORY E. 
Automated Financial Analysis for Government Pro- 


gram Offices, 
AD-780 520/3GI 74-16 SA PC$4.25/MF$2.25 
MAUTINO, V. L. 


Sandia Artwork Language. A Tutorial Introductory 
Handbook. 
SLA-73-5886 
MAUTNER, DONALD A. 
An Evaluation of Hong Kong Harbor as a Typhoon 


Haven, 

AD-776 232/1GI 74-10 4B PC$4.25/MF$2.25 
MAUTZ, JOSEPH R. 

Computer Programs for Antenna Pattern Synthesis, 
AD-772 714/2GI 74-06 9A PC$4.25/MF$2.25 
MAVLIGIT, G 

= Immune Response to Rauscher Leukemia 


CONF-730653-1 74-06 6E PC$3.25/MFS$2.25 


MAVOR, ANNE S. 


State-County Interagency Procedures for Imposing En- 

vironmental Quality Controls on Water-Oriented 

Development Activities. 

PB-236 299/4GI 74-26 13B PC$5.25/MF$2.25 
MAVRINA, E. A. 

Health of Workings in the Mixed Feed Enterprises-- 


Translation. 
AD-783 043/3GI 74-20 63 PC$3.25/MFS$2.25 


MAVRODIEV, S. CH. 


Harmonic Analysis on the Lorentz Group and Free 
Hamiltonian for Particles of Any Spin 
JINR-E2-7321 74-07 i PC$3.00/MFS2.25 


MAVRODIEV, S. SH. 


Lorentz-Invariant Expansion of the Scattering Am- 
itude for Particles of Any Spin. 
INR-E2-7461 74-09 20H PC$4.00/MF$2.25 


MAVRODIEV, S. SHCH. 


Some Consequences of the Fourier Analysis on the 
Lorentz Group for Relativistic Quantum Mechanics. 
JINR-E2-7910 74-22, 203 +=PC$4.00/MF$2.25 


74-07 9B PC$3.75/MF$2.25 


MAVRODINEANU, R. 


Reprint: Standard Reference Materials: Standard 
Quartz Cuvettes for High-Accuracy Spec- 
trophotometry. 

COM-74-50832/6GI 74-24 14B Not available NTIS 


Standard Reference Materials: Standard Quartz Cu- 
vettes for High Accuracy Spectrophotometry. 
COM-74-50018/2GI 

74-05 20F PC-GPO/MF$2.25-NTIS 


MAVROIDES, WILLIAM G. 

Metallized Channel Guide Antenna. 

PATENT-3 739 391 74-08 9E Not available NTIS 
MAVROYANNIS, C 


Reprint: Elementary prmetee Spectrum of the 

Heisenberg Ferromagne 

AD-781 419/7GI 
MAWARDI, OSMAN K. 


Laser Heating in a Dense Plasma Focus 
AD-779 042/1GI 74-18 201 PC$3.25/MF$2.25 


MAWHIN, J. 
Reprint: Coincidence Degree and Periodic Solutions of 
Neutral Equations. 
AD-785 798/0GI 74-24 12A_ Reprint 


MAWSON, C. A. 
Retention of Radionuclides Deposited in the Chalk 


River Nuclear Laboratories Waste Management Areas. 
AECL-4510 74-08 18G PC$3.00/MF$2.25 


MAX, CLAIRE ELLEN 
Reprint: Parametric Instability of a Relativistically 


Strong Electromagnetic Wave. 
AD-773 785/1GI 74-07 201 Reprint 


Reprint: Steady-State Solutions for Relativistically 
Strong Electromagnetic Waves in Plasmas. 
AD-772 328/1GI 74-05 201 Reprint 


MAX, J. 
Compensation by Correlation of Spin Signal on Board 
the Geos Satellite. 
CEA-CONF-2429 74-07 17B PC$3.00/MF$2.25 
Electrodes in Electrophysiology. 
CEA-CONF-2511 74-18 6P PC$4.50/MF$2.25 
Measurement of the Impulse Response of a Human 
Operator by the Method of the Pursuit Test. 
CEA-CONF-2305 74-07 $3 PC$3.00/MF$2.25 
Measurements of the Functions of Ambiguity for the 
Identification of Nonhomogeneous Linear Systems. 
CEA-CONF-2412 74-07 9D PC$3.00/MF$2.25 


Method of Statistical Exploitation of Biomedical Data. 
CEA-CONF-2435 74-15 6E PC$3.00/MF$2.25 


Signal Processing. 
CEA-CONF-2584 74-20 9D PC$8.5S0/MF$2.25 


Signal Processing and Cybernetics. 

CEA-CONF-2549 74-18 9D PC$4.50/MF$2.25 
MAXAM, G. 

Survey of Magnetic Properties of Materials. 

UCID-15533 74-25 20C PC$4.25/MF$2.25 
MAXEY, JEFFERY L. 


Identification of the Potential Characteristics, Ap- 
titudes, and Acquired Skills Involved in Human Detec- 
tion of Mines. 

AD-769 780/8GI 7401 SJ PC$4.25/MF$2.25 


Investigations of the Human Factors Involved in Mine 
Detection in Varying Operational Environments. 
AD-784 201/6GI 74-22 SE PC$S.25/MF$2.25 


A Study of Factors Affecting Mine and Boobytrap De- 

tection: Subject Variables and Operational Considera- 

tions. 

AD-769 635/4GI 7401 19A_ PC$4.25/MFS$2.25 
MAXEY, JEFFREY 


The U.S. Coast Guard Academy Curricula: An Evalua- 


tion. 
AD-774 999/7G1 74-09 SI PC$4.75/MF$2.25 


MAXEY, JEFFREY L. 

Detection of Human Targets. 

AD-776 381/6GI 74-11 $3 | PC$4.25/MF$2.25 
MAXFIELD, B. W. 


Comment on ‘Model for the Analysis of the Magne- 
toresistance in Potassium" and ‘'High- and Low-Field 
Limits for the Hall Coefficient of Potassium 

COO-3150-17 74.07 20L PC$3.00/MFS2.25 


High-Field Righi-Leduc Coefficient of Potassium. 
COO-3150-15 74-06 2L PCS$3.00/MF$2.25 
MAXFIELD, H. L. 


Radioactive Contamination in Unplanned Releases to 
Ground within J Chemical Separations Area Control 


Zone Through | 
ARH-201 S(Pt.4) 74-09 8H PC$3.00/MFS$2.25 


Radioactive Contamination in Unplanned Releases to 
Ground within the Chemical Separations Area Control 
Zone Through 1972 (Exclusive of Liquid Waste 
Storage Tank Farms). 

ARH-2757(Pt.4) 74-09 8H PC$3.00/MF$2.25 


MAXIMON, L. C 
— Sum Rules for Forward Elastic Photon Scat- 


14. 18 20L Not available NTIS 


COM.74-$0435/8GI 74-15 20H Not available NTIS 





MAXWELL, W. L. 


MAXIMOV, G. A. 

N-Acetylation of the Anthrax Allergen--Transiation. 

AD-785 201/SGI 74-23 6A PC$3.25/MF$2.25 
MAXWELL, A. E. 

Advanced Marine Technology 

AD-774 998/9GI 74.09 133. PC$4.75/MF$2.25 
MAXWELL, ALAN 

Study of the Radio Frequency Spectrum of the Sun. 

AD-778 090/1GI 74-13 3B PC$3.25/MF$2.25 
MAXWELL, B. R. 


Particle Flow in Blade Passages of = — agg 
with A ation to Laser-Doppler Velocim: 
N74-17014/3GI 74-11 21E PCS3.75 MFS$2.25 


Velocity Lag of Solid Particles in Oscillating Gases 

and in Gases Passing Through Normal Shock Waves. 

N74-18918/4GI 74-13 20D PC$3.75/MF$2.25 
MAXWELL, D 


Experimental Report of Cratering, Displacement, and 

Ejecta Processes. 

AD-786 173/SGI 74-24 19D PC$3.75/MF$2.25 
MAXWELL, E. L. 

VLF Atmospheric Noise Direction of Arrival Plots, 

AD-774 731/4GI 74-08 4A PCS$S5S.25/MF$2.25 
MAXWELL, GERALD G. 

Reprint: Acoustic Radiation from a Long Solid Rod 

into a Semiinfinite Liquid Medium. 

AD-771 341/SGI 74-04 20A_ Reprint 
MAXWELL, J. R. 


Polarized Emittance. Volume |: Polarized Bidirectional 
Reflectance with Lambertian or Non-Lambertian Dif- 
fuse Components. 

AD-782 178/8GI 74-19 17E PC$S.75/MF$2.25 


Polarized Radiance. Volume II. Polarized Spectral 
Emittance from 4 to 14 micrometers. 
AD-780 731/6GI 74-17 7D PC$4.25/MF$2.25 


Polarized Radiance. Volume III: — Depen- 
dence of Polarized Bidirectional Reflectan: 
AD-782 179/6GI 74-19 + 17E PCS9. 25/MFS2. 25 


MAXWELL, L. R. SR. 
Reprint: In Vivo NMR Relaxation Studies of Tumors. 
COM-74-50024/0GI 74-06 6E Not available NTIS 
MAXWELL, LYNN C. 


Plowshare Technology Assessment. Seismic Damage 

Compensation, 

PB-231 040/7GI 74-11 18C PC$3.25/MF$2.25 
MAXWELL, M. A. 


Proceedings, Flue Gas Desulfurization Symposium 
1973 Held in New Orleans, Louisiana on May 14-17 


1973, 
PB-230 901/1GI 74-12 7A PC$29.25/MF$2.25 
MAXWELL, MORTON H. 


Gastrointestinal Use of Sorbents in the Treatment of 


Uremia. 
PB-226 856/3GI 74-06 6E PC$3.75/MF$2.25 


Sorbent-Based Regenerative Peritoneal Dialysis 


a. 
PB-231 644/6GI 74-13 6L PC$3.25/MF$2.25 
MAXWELL, P. A. R. 


Survey of Economic-Ecologic Impacts of Small 

Watershed Development. 

PB-235 407/4GI 74-25 13B PC$S5.75/MF$2.25 
MAXWELL, PHILLIP ALLAN RICHARD 

The Ex Post Measurement of Benefits and Costs in 

Small Watershed Projects. 

PB-226 108/9GI 7405 13B PCSS.75/MFS2.25 


MAXWELL, R. B. 
Reliability and Maintainability Manual: Process 
Systems. 
AECL-4607 74-20 181 PC$9.00/MF$2.25 
MAXWELL, R. K. 
Design and Testing of a Heat Transfer 2 of a 
Raccoon (Procyon Lotor) in a Closed Tree 
COO-1332-81 7402 6F PC$3. SMFS2. 25 


Ecological Studies on the Dynamics of Planktonic 

Blue-Green Algae with Special Reference to Their 

Microstratification. Progress Report, September 1, 

1973--August 31, 1974. 

COO-1820-1 74-21 6F PC$S.25/MF$2.25 
MAXWELL, R. W. 

Temperature Profiles in a Wall-Stabilised A 

N74-16432/8GI 74-10 201 PCS$3. TSIM FS2 25 
MAXWELL, T. T. 

ae of Gas-Augmented Waterjet Propulsion 

ystem. 

AD-770 896/9GI 74-03 133 PCS$S.75/MFS$2.25 
MAXWELL, W.L. 

An Experimental Investigation of Priority oe 

im Aircraft Maintenance, Using a 

AD-787 881/2GI 74-26 1SE PCS$3. TmMPR2. 25 


PA-713 






' 
} 
f 
4 
i 
' 
i 


a 


= - =F SS ~_-— == =. = = 


a S38 = Ss 4 * 8 = 8 





MAXWELL, WILLIAM HASKEW 


MAXWELL, WILLIAM HASKEW 
Parameterization of the Mixing Ratio Vertical Distribu- 
tion by a Power-Law Profile. 
AD-769 761/8GI 74-01 4B PC$4.25/MF$2.25 


MAXWELL, WILLIAM M. 
Four-Carbon Carboranes. eee of (CH3)4C4B8H8 


and Its Metallocarborane Derivative: 
AD-782 644/9GI 74-19 7 "PC$3.25/MF$2.25 


MAY, ADOLF D. 
Analysis of Freeway On-Ramp Control Strategies. 


Freeway Operations Study. Phase III. 
PB-228 422/201 74-08 13B PC$7.50/MF$2.25 


Cost-Effectiveness Evaluation of Freeway Design Al- 
ternatives. Freeway Operations Study. Phase III. 
PB-231 051/4GI 74-11 13B  PC$S.75/MF$2.25 


Freeway Operations Study-Phase III. Progress Toward 
a Freeway Corridor Model. 
PB-231 161/1GI 74-12 13B PC$6.25/MF$2.25 


The FREQ3 Freeway Model. Freeway Operations 
Study. Phase III. 

PB-228 421/4GI 74-08 13B PC$8.S0/MF$2.25 
Optimization Techniques Applied to Improving 
tang Operations. Freeway Operations Study. Phase 


PB-228 423/0GI 74-08 13B PC$3.75/MF$2.25 
MAY, ALEXANDER 


Electrophoresis and Coagulation Studies of Some 


Florida Phosphate Slimes. 
PB-228 624/3GI 74-09 81 PC$3.25/MF$2.25 


Stability Constants of Metal Coordination Compounds. 
Complexes of Diethylenetriamine, 2-Aminoethy! Sul- 
fide, Triethylenetetraminc, and  1,8-Diamino-3,6- 
dithiaoctane. 
PB-229 213/4GI 
MAY, ALLAN E. 


Advanced Marine Technology. 
AD-777 458/1GI 74-12 133 PC$3.75/MF$2.25 


MAY, C. E. 


Developable Images Produced by X-Rays Using the 
Nickel-Hypophosphite System. 3: The Latent Image 
and Trapped Hydrogen. 

N74-13830/6GI 74-08 7E PC$3.25/MF$2.25 
Production of Pure Metals. 

PATENT-3 826 726 74-24 11F Not available NTIS 


Trapping of Hydrogen Atoms in X-Irradiated Salts at 

Room Temperature and the Decay Kinetics. 

N74-13825/6GI 74-08 7E PC$3.25/MF$2.25 
MAY, DONALD 

Adaptive Computer Aiding in Dynamic Decision 

Processes: Analysis and Design. 

AD-769 113/2GI 74-01 SJ PC$S.75/MF$2.25 


Adaptive Computer Aiding in Dynamic Decision 
Processes. Part I. Adaptive Decision Models and 
Dynamic Utility Estimation. 
AD-780 953/6GI 74-17 SJ. PC$4.25/MF$2.25 
Adaptive Computer Aiding in Dynamic Decision 
Processes: Part Il. Scenario Generation by Elicited Ex- 
pert Probabilities. 

AD-780 246/SGI 74-16 53> PC$3.75/MF$2.25 


MAY, E. BRODERICK 
CAPER: Computer Aided Perspective, 


74-10 7B PC$3.25/MF$2.25 


PB-224 857/3GI 74-01 9B PCS3 -75/MF$2.25 

Oil Import Allocation System. 

PB-226 256/6GI 74-04 21D PC$3.75/MF$2.25 
MAY, E. L. 

Phenylpiperidines. 

PAT-APPL-478 547 74-22, 7C = PC$3.25/MF$2.25 
MAY, EDWIN B. 


The Circulation and Tidal Flushing of Alabama's 


Estuaries. 

COM-74-10912/5GI 74-13. 8C PC$4.75/MF$2.25 

Reprint: Extensive Oxygen Depletion in Mobile Bay, 
labam: 


A a. 
COM-74-10326/8GI 74-07 8A_ Reprint 
MAY, F. G. J. 


Reprint: Ignition and Réaction of Boron Fueled 
Pyrotechnic Delay Compositions. Part 1. Boron-potas- 
sium dichromate and Boron-silicon-potassium Dichro- 


mate Systems. 

AD-786 954/8GI 74-25 21B Not available NTIS 
MAY, F. J. 

Lead-Shield-Micro Handling Cell for Coated Fuel Par- 

ticles. 

AERE-R-6702 74-02 18] PC$3.75/MF$2.25 


Solvent Fires and Explosions in Glove Boxes: In- 
vestigation to Determine Minimum Hazardous Quanti- 


ty. 
AERE-R-SS514 74-09 13L PCS$4.75/MF$2.25 


MAY, F.R. 


Evidence for Rotational-Like Structure in exp 117 SB. 
JINR-E4-7422 74-08 20H PC$3.00/MF$2.25 


PA-714 


Phenomenological Description of Rotational Bands in 
Odd-Mass Nuclei by Means of the Projection 
Technique. 


JINR-P4-7690 74-15 20H PC$4.00/MF$2.25 
MAY, FRED J. 

1971-72 Existing Land Use Update and Analysis. 

PB-226 709/4GI 74-05 13B PC$3.75/MF$2.25 
MAY, J. 

Test Train Program. 

PB-226 048/7GI 74-04 13F PC$S.25/MF$2.25 
MAY, JEAN T. 


A Survey of Health in Lower-Income Areas of Nash- 
ville: Part II. Health Status, Health Action, and 
Psycho-Social Indicators. 

PB-226 247/SGI 74-05 6E PC$8.50/MF$2.25 


A Survey of Health in Lower-Income Areas of Nash- 


74-05 6E PC$9.S0/MF$2.25 
MAY, JOAN T. 


Steam Pyrohydrolysis of Hydrous Magnesium 
Chlorides. 
PB-234 686/4GI 


MAY, L. 


Moessbauer Spectroscopy of Biochemicals Containing 
Iron. Progress Report No. 7, October 1, 1969--Sep- 
tember 30, 1973. 
ORO-4314-2 


MAY, ROBERT J. JR. 


The Proper Selection of Engine Cycles. 
AD-787 654/3GI 74-26 1A PC$4.25/MF$2.25 


MAY, RODNEY 
The Demographic, Political, and Administrative 


74-22, 7A  PC$3.25/MF$2.25 


74-07 6A PC$5.00/MF$2.25 


Se > 
PB-233 164/3GI 74-17 13B PC$3.75/MF$2.25 
MAY, ROGER 


Reprint: Laser-Induced Transient Bleaching of 
Trapped Electrons in Alkali Halide Single Crystals. 
AD-773 701/8GI 74-07 20L Not available NTIS 


MAY, ROGER C. 
Develop Ultrafine Grain Size Titanum with Improved 


Mechanical Properties. 
AD-784 aai/8Gl 74-22 11F PC$4.25/MF$2.25 


MAY, S. 
Metallurgical Developments and Applications of Ac- 


tivation Analysis. 
CEA-CONF- 3396 74-09 11F PC$3.50/MF$2.25 


MAY, STEPHEN W. 


Reprint: Inactivated Venezuelan Equine Encephalo- 

myelitis Vaccine Prepared from Attenuated (TC-83 

Strain) Virus. 

AD-776 435/0GI 74-11 6M = Reprint 
MAY, W. 


Reprint: Interactive Gel Networks. Chromatographic 

and Analytical Properties with a Pyridine Type Func- 

tional Group. 

COM-74-50909/2GI 74-25 7C Not available NTIS 
MAY, W. THEODORE 


In-School Neighborhood Youth Corps 14/15 Year-Old 
Black Teenage Girl Project, Memphis, Tennessee. 
PB-236 184/8GI 74-25 SI PC$6.25/MF$2.25 


MAYALL, B. H. 


Cyfile: A System of Self-Explanatory Master Files. 
UCRL-S51490 74-15 SB PC$4.00/MFS$2.25 


Scanning Cytophotometry: Principles and Practice. 
UCRL-75520 74-17 6C PC$4.00/MF$2.25 
MAYANSKII, A. N 


Characteristics of Immunochemical Interrelations 
between Cellular Components Included into the Com- 
position of Allergenoactive pcg of Enterobacteria 
of Various Genera--Translatio: 

AD-785 150/4GI 74-23 “6M PC$3.25/MFS2.25 


MAYBECK, PETER S. 


Wander Azimuth Implementation Algorithm for a 
Strapdown Inertial System. 


AD-784 752/8GI 74-23. 17G_ PC$4.25/MF$2.25 
MAYBEE, G 

Cvt/Gpl Phase 2 Integrated Testing. 

N74-30598/8GI 74-24 4B PC$4.25/MF$2.25 


MAYBEE, JOHN S. 
Combinatorially Symmetric Matrices. 


PB-233 $21/4GI 74-18 12A PC$3.25/MF$2.25 
The GM-Matrix Problem. 

PB-233 $22/2GI 74-18 12B PC$3.75/MF$2.25 
Mechanical Vibration Trees. 

PB-235 305/0GI 74-24 20K PC$3.75/MF$2.25 
Principal Minor Determinant Formulas. 

PB-235 205/2GI 74-23. 112A PC$3.75/MF$2.25 


MAYBORODA, L. A. 
= Atmosphere and the Control of Flight Vehicle Mo- 


N74-33323/8GI 74-26 22C PC$9.S0/MF$2.25 
MAYBURY, P. CALVIN 
Hydrogen Adducts of Cobalt and Nickel Boride. 


AD-781 300/9GI 74-18 7B PC$3.25/MF$2.25 
MAYCOCK, D. 

Torque Telemeter, 

PB-234 299/6GI 74-20 9F PC$3.25/MF$2.25 


MAYCOCK, J. N. 


Explosives and Pyrotechnic Propellants for Use in 
Long Term Deep Space Missions. 
N74-13664/9GI 74-07 19A PC$3.75/MF$2.25 


Ma ¥DELL-ONDRUSZ, E 


Moessbauer Spectroscopy of exp 57 Fe Implanted into 
Metals. 
INP-835 74-06 20L PC$3.00/MF$2.25 


MAYEDA, EDWARD A. 


Reprint: The Production of Singlet Oxygen in Elec- 
trogenerated Radical Ion Electron Transfer Reactions. 
AD-786 098/4GI 74-24 7D Reprint 


MAYER, ERNEST F. 


Electrically Controlled and Powered Submarine Rotary 
Corer System. 
PATENT-3 516 503 74-07. 131 Not available NTIS 


MAYER, F 


Radiolysis of Binary Aromatic Mixtures exp 14 C- 
Labeled in One of Their Components. 
SGAE-2291 74-25 7E PC$4.00/MF$2.25 


MAYER, G. 


Reprint: The Effects of Crystallite Orientation and 
Size on the Strength of Polycrystals. 
AD-786 177/6GI 74-24 11F Reprint 


MAYER, G. P. 


Calcium Kinetics in Cows. Ninth Annual Progress Re- 
port, May 23, 1972--May 22, 1973. 
COO-3400-23 74-08 2E PC$3.00/MF$2.25 


Calcium Kinetics in Cows. Third 3-Year Progress Re- 
port, December 23, 1969--May 22, 1973. 
COO-3400-22 74-08 2E PC$3.00/MF$2.25 


Calcium Metabolism in Dairy Cows. 
COO-3400-20 74-02 6P PC$3.00/MF$2.25 


MAYER, GARY L. 


Glyoxal 1-(2)-(2,4-Dihydroxy-2-Butenal)-1-(3)-(D- 
Erythrose) Acetal. 
PATENT-3 132 181 74-18 6A Not available NTIS 


MAYER, GEORGE 


Studies in Deformation and Fracture. 
AD-774 331/3GI 74-08 20L PC$3.25/MF$2.25 


MAYER, GERALD M. 


Hydrodynamic Shock Simulator. 
PATENT-3 729 980 74-26 14B Not available NTIS 


MAYER, H. 
The Large Scale Wind Driven Electrical Generating 


Station. 
N74-15750/4GI 74-10 10B PC$3.25/MF$2.25 
MAYER, H. M. 


Some Aspects of Plasma Diagnostics by Means of a 
Diamagnetic Coil. 
IPP-IV-72 74-24 201 PC$4.00/MF$2.25 


MAYER, I. 
Reprint: Rare Earth Substituted Fluoride-Phosphate 
Apatites. 
COM-74-50986/0GI 74-26 8G Not available NTIS 
MAYER, J. E. 
FAA JT3D Quiet Nacelle Retrofit Feasibility Program. 
Volume I-1. Lower Goal Design, Fabrication, and 
Ground Testing. 
AD-775 453/4GI 7409 21E PC$4.25/MFS$2.25 
FAA JT3D Quiet Nacelle Retrofit Feasibility Program. 
Volume III. Lower Goal Flight Testing, Economic 
Analyses and Summary. 
AD-787 610/5SGI 74-26 1C PC$10.50/MF$2.25 


FAA JT3D Quiet Nacelle Retrofit Feasibility Program. 
ae 1-2. Lower Goal System and Compatibility 
‘ests. 
AD-781 826/3GI 
MAYER, J. T. 


Electrical Heating Tests of Uranium Dioxide External 
Fuel Configuration at Emitter Temperature of 1900 K. 
N74-18320/3GI 74-12 183) =PC$3.75/MFS$2.25 


MAYER, J. W. 
Reprint: Ranges and Distributions of Ions Implanted in 
ielectri 


Die! $s. 
AD-775 980/6GI 74-10 20L Reprint 
MAYER, JAMES W. 


Analysis of Semiconductor Structures by Nuclear and 
Electrical Techniques: Silicide Formation. 


74-18 21E PC$S.75/MFS$?.25 





ao ll 


a 













| 


AD-786 459/8G1 74-25 20L PC$4.25/MF$2.25 
Analysis of Silicide Formation, 
AD-776 029/1GI 74-10 7D PC$4.25/MF$2.25 
MAYER, M 
Characteristics of Solid Propellants ueber Kennzeichen 


von Festtriebstoffen. 
N74-28224/SGI 74-20 22B PC$3.25/MF$2.25 


MAYER, M. U. 


On the Controlled Fractional Solidification from the 

Condensing Film ueber die Gerichtete Fraktionierte 

Kristallisation Aus Dem Rieselfilm. 

N74-30201/9GI 74-24 20M PC$S5.25/MF$2.25 
MAYER, MANFRED M. 


Reprint: The Molecular Dimensions of Guinea Pig 
Lymphotoxin. 
AD-774 977/3GI 


MAYER, MAYER JR. 


Apparatus for Producing Core Yarn. 
PATENT-3 696 600 74-11 11E Not available NTIS 


Electrostatic Yarn Bulking. 
PAT-APPL-292 730 74-10 IE PC$3.25/MF$2.25 


Electrostatic Yarn Bulking. 
PAT-APPL-293 748 74-10 IE PC$3.25/MF$2.25 


Electrostatic Yarn Bulking Apparatus. 
PATENT-3 775 814 74-19 11E Not available NTIS 


Imparting Magnetic Properties to Textile Fibers. 
PAT-APPL-446 441 74-18 ILE PC$3.25/MF$2.25 


Imparting Magnetic Properties to Textile Fibers. 
PAT-APPL-448 422 74-18 IE PC$3.2S/MF$2.25 


Method for Electrostatic Yarn Bulking and Impregnat- 





74-09 6A_ Reprint 


ing. 
PATENT-3 771 202 74-19 L1E Not available NTIS 


Method for Electrostatically Bulking and Impregnating 
Staple Yarns. 
PATENT-3 707 024 74-10 11E Not available NTIS 


MAYER, PAUL G. 
The Role of Sediment Gradation on Channel Armor- 


ing, 
PB-232 164/4GI 74-15 8H PC$S.25/MF$2.25 


A Stochastic Model for the Response of Permanent 
Offshore Structures Subject to Soil Restraints and 
Wave Forces, 

PB-232 178/4G1 74-14 13M PC$7.25/MF$2.25 


MAYER, R. 


Bioenvironmental Effects Associated with Nuclear 
Power Plants; a Selected Bibliography. First Ad- 
dendum. 

BMI-X-654 74-25 181 PC$23.25/MF$2.25 


MAYER, S. 


Acute Lupus Erythematosus with Complete Deficiency 
of the C4 Fraction of Complement. 
N74-28563/6GI 74-22 6E PC$3.25/MF$2.25 


MAYER, STANLEY W. 


Electrophoretic Mobilities of Cadmium Hydroxide, 
Nickel Hydroxide, and Silver Oxide in NiCd and Ag- 
Zn Battery Electrolytes. 

AD-783 853/SGI 74-21 7D PC$3.25/MF$2.25 


Penetration of Cadmium into Nylon Separators of Ni- 

Cd Batteries, 

AD-774 $62/3GI 74-08 10C PC$3.25/MF$2.25 
MAYER, WALTER G. 

Sonic Reflectivity from Sea-Ice/Water Interfaces. 

AD-775 655/4GI 74-10 83 PC$3.75/MF$2.25 
MAYERJAK, ROBERT J. 


Investigation of Advanced Structural Concepts for 
Fuselage. 
AD-773 597/0GI 74-07 1C PC$6.25/MF$2.25 


MAYERS, IAN R. 


Reprint: Geology of the Strait of Juan de Fuca. 
AD-787 772/3GI 74-26 8G Reprint 


MAYERSHIN, A. A. 


Review of Basic Results of Investigation of the State 
of Standard Fuel Elements of Water--Water Power 
Reactors. 

AEC-tr-7538 74-17 183 PC$4.25/MF$2.25 


Review of the Basic Results of the Study of the State 

of Standard Fuel Elements of Water-Cooled Power 

Reactors. 

SRARI-P-199 74-16 18E PC$4.50/MF$2.25 
MAYES, B. W. I 


Pion Interactions at Medium Energies. Progress Re- 
port, September 1, 1973--August 31, 1974. 
ORO-3948-6 74-21 20H PC$4.00/MF$2.25 


MAYES, J. S. 
Reprint: Studies on Galactosemic Fibroblasts in Cul- 
w 


re. 
AD-778 581/9GI 74-14 6E Reprint 


MAYES, JAMES H. 





Characterization of Wastewaters from the Ethical 


Pharmaceutical Industry, 
PB-233 116/3GI 74-17 7A PC$4.75/MF$2.25 


MAYES, PAUL E. 


Broadband and Small Aperture Antennas. 
AD-892 246/0GI 74-13 9E PC$5.75/MF$2.25 


MAYFIELD, EARLE B. 
Synoptic Radio Maps of the Sun at 3.3 mm for the 
Years 1967-1969, 
COM-74-50276-32/GI 
MAYHAN, JOSEPH T. 
A Low-Sidelobe Antenna-Radome Study at Ka-Band. 
AD-785 138/9GI 74-23 9A PC$4.25/MF$2.25 


Physical Limitations on Interference Reduction by An- 
tenna Pattern Shaping. 
AD-782 229/9GI 74-19 17B PC$3.75/MF$2.25 


MAYHEW, S&. C. 
A Real-Time Digital Program for Estimating Aircraft 
Stability and Control Parameters “yd — Test Data 
by Using the Maximum Likelihood M 
N74-13882/7GI 74-08 1C Pess. "75/MF$2.25 
MAYHUGH, M. R. 


Thermoluminescence in Lif: Useful Sensitization by 
—— Progress Report, July 15, 1973--July 
15, 197. 

coo- 1105-209 74-25 18D PC$4.00/MF$2.25 


Ti in Lif(Tid-100) and Caso sub 4 :Dy. Progress Re- 
port, July 15, 1973--July 15, 1974. 
COO-1105-214 74-26 18D PC$4.00/MF$2.25 


MAYKUT, G. A. 


Reprint: Spectrophotometers for the Measurement of 
Light in Polar Ice and Snow. 
AD-783 727/1GI 74-21 8L Reprint 


MAYKUT, GARY 


Studies Related to the Heat and Mass Balance of Sea 
Ice and Its Desalination. 
AD-771 443/9GI 74-04 8L PC$4.75/MF$2.25 


MAYKUT, GARY A. 
Reprint: Modeling the Pack Ice as an Elastic-Plastic 


Material. 
AD-779 316/9GI 74-15 8L_ Reprint 
MAYNARD, C. D. 


Basic Principles of Pancreatic Scanning 
AD-769 660/2GI 74-01 6E "PCS3. 25/MF$2.25 


MAYNARD, N. C. 
Electric Field Measurements Across the Harang 


Discontinuity. 
N74-19023/2GI 74-13 4A PC$3.75/MF$2.25 


Explorer 45 (S 3-a) Observations of the Magnetosphere 
and Magnetopause During the 4-5 August 1972, Mag- 


netic Storm Period. 
N74-22967/SGI 74-18 4A  PC$3.75/MF$2.25 


Isolated Cold Plasma Regions: Observations and Their 

Relation to Possible Production Mechanisms. 

N74-28175/9GI 74-20 4A PC$3.25/MF$2.25 
MAYNARD, NELSON C. 


A Model of the Effect of the Satellite Photosheath on 
a Double Floating Probe System. 
AD-777 167/8GI 74-12 201 PC$3.75/MF$2.25 


MAYNARD, ROBERT 
Optical Pumps for Holmium Lasers 


74-19 3B MF$2.25 


AD-777 810/3GI 74-13. 20E PC$3.75/MF$2.25 
Ones Pumps for Holmium Lasers. 
AD-786 675/9GI 74-25 20E PC$4.75/MF$2.25 


Production Engineering Measure for Optical Pumps for 
Lasers. 
AD-785 596/8GI 74-24 20E PC$3.75/MF$2.25 


Production Engineering Measure for Optical Pumps for 


Lasers. 
AD-787 317/7GI 74-26 20E PC$3.75/MFS$2.25 
MAYNARD, W. 8S. 


Technique for Environmental Decision Making Using 
Quantified Social and Aesthetic Values. 


BNWL-1787 74-16 181 PC$7.60/MF$2.25 
MAYNE, D. Q. 

The Effect of Feedback on Linear Multivariable 
Systems. 

N74-21208/SGI 74-15 12A PC$3.25/MF$2.25 


An Elementary Derivation of Rosenbrock’S Minimal 
Realization Algorithm. 

N74-20847/1GI 74-18 12A PC$3.25/MF$2.25 
— Strong Variation Algorithms for Optimal 
Control. 

N74-20848/9GI 74-15 12A  PC$3.25/MF$2.25 


First Order, Strong Variation Algorithms for Optimal 
Control Problems with Terminal Inequality Con- 
straints. 

N74-21215/0GI 74-18 12A PC$3.25/MF$2.25 
The Maximum Principle. 


MAYOUX, M. C. 






N74-21226/7GI 74-18 12A PC$3.75/MF$2.25 
Parameterization and Identification of Linear Mul- 
tivariable Systems. 

N74-21213/SGI 74-15 12A PC$3.25/MF$2.25 


The Sequential Return Difference Method for Desig- 
ning Linear Multivariable Systems 


N74-21214/3GI 74-15 12A PC$3.25/MF$2.25 
MAYO, F. R. 

Oxidation of Sulfur and Amine Model Compounds. 

AD-786 678/3GI 74-25 7C PC$3.25/MF$2.25 
MAYO, FRANK R. 

The Chemistry of Fuel Deposits and Their Precursors. 


AD-773 6: I 74-07 21D PC$3.75/MF$2.25 


Reprint: Aging and Degradation of Polyolefins. I. 
Peroxide-Initiated Oxidations of Atactic 
Polypropylene. 

AD-779 630/3GI 74-15 7C Reprint 
Reprint: Aging and Degradation of Polyolefins. Il. In- 
itiated Oxidations of Atactic Poly, ne. 
AD-779 631/1GI 74-15 7E Reprint 


Reprint: Aging and Degradation of Polyolefins. III. 
Polyethylene and Ethylene-Propylene Copolymers. 
AD-779 632/9GI 74-15 7E Reprint 
Reprint: Aging and Degradation of Polyolefins. IV. 
Thermal and Photodecompositions of Model Peroxides. 
AD-779 633/7G1 74-18 7E Reprint 
MAYO, HENRY C. 
Explosive Embedment Anchor Projectile. 
PATENT-3 731 646 74-21 133 Not available NTIS 


Explosive Embedment Anchors for Ship Mooring 
AD-774 806/4GI 74-09 133 PCS$3. 75/MES2. 25 


Explosively Embedded Anchor. 
PATENT-3 732 841 74-21 133 Not available NTIS 


MAYO, L. H. 


Program of Policy Studies in Science and Technology. 
N74-20625/1GI 74-14 SK PC$4.75/MF$2.25 


Some Implications of the Technology Assessment 
Function for the Effective Public Decision-Making 


Process. 

N73-32914/6GI 74-02 SA _ PC$3.75/MF$2.25 
MAYO, M. G. 

Q-Fanstm for General Aviation Aircraft. 

N74-13726/6GI 7408 21E PC$8.S0/MFS$2.25 


MAYO, W. T. JR. 


The Development of New Digital Data Processing 

Techniques for Turbulence Measurements with a Laser 

Velocimeter. 

AD-784 891/4GI 74-23 14B PC$S5.25/MF$2.25 
MAYOCHKK, V. E. 


Changes in Late Components of Evoked Potentials 
under Normal Conditions and in Focal — Pathology 
is Related to Stimuli Varying in 

IPRS-62005 4-16 6 PCS3. 25/MFS2. 25 


MAYOR, J. M. 


Double Discharge High Power Tea CO sub 2 Laser. 
LRP-60/73 7402 2E PC$3.50/MF$2.25 


MAYOR, BR. A. 
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MCAULAY, R. J. 


The Effects of Interference on Monopulse Per- 
formance. 
AD-769 336/9GI 74-01 171 PC$3.75/MF$2.25 
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Survey of the Properties of the Hydrogen Isotopes 
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MCCASKEY, T. A. 
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MCCAUSTLAND, D. J. 


Synthesis of Organic Compounds for Malaria 
Chemotherapeutic Studies. 
AD-771 133/6GI 74-04 60 PC$4.25/MF$2.25 
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74-18 9A PC$3.25/MF$2.25 
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Reprint: On the Asymmetric Nature of Micropulsa- 
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AD-772 245/7GI 74-05 4A Reprint 
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Correlation of ERTS MSS Data and Earth Coordinate 
Systems, 
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Investigation of Shotcrete. 
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MCCLELLAN, M. T. 
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PB-231 861/6GI 74-13 9B PC$4.25/MF$2.25 
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A Comparison of Algorithms for the Exact Solution of 

Linear Equations. 
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COM-74-50756/7GI_ 74-22 7B Not available NTIS 
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AD-770 811/8GI 74-03 8G Reprint 
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Current Meter Records and Recent Sediment Activity. 
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An On-Line Electronics Graphic Symbol Set for the 
PLATO IV Computer System. 
AD-776 364/2GI 74-11 9B PC$4.25/MF$2.25 
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Reprint: High-Spectral-Resolution Measurements of 
the H 1 1216 A and Mg II 2800 A Emissions from Arc- 
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N74-26826/9GI 74-20 20D PC$3.75/MF$2.25 


74-13 SD PC$3.75/MF$2.25 


MCCLOSKEY, E. J 
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MLM-2124 74-24 131 PC$4.00/MF$2.25 


MCCLOSKEY, LAWRENCE R. 


Marine Flora and Fauna of the Northeastern United 
States. Pycnogonida. 
COM-74-50014/1GI 
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MCCLUNEY, W. R. 
Estimation of Sunlight Penetration in the Sea for 


Remote Sensing. 
N74-22059/1GI 74-17 83 PC$3.75/MF$2.25 


Ocean Color Spectrum Calculations. 


N74-17115/8GI 74-11 83) PC$3.75/MF$2.25 
Radiometry of Water Turbidity Measurements. 
N74-23048/3GI 74-18 14B PC$3.75/MF$2.25 
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PB-232 303/8GI 74-18 13B PC$7.00/MF$2.25 


North Cascades Highway SR-20. Avalanche Atlas-Sup- 

plement, 

PB-236 204/4GI 74-25 13B PC$3.75/MF$2.25 
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Rate 

PAT-APPL-356 269 74-13 20D PC$3.25/MF$2.25 
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Performance of Single Family Dwellings in the San 
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PB-226 293/9GI 74.06 13M PC$5.75/MF$2.25 
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Handbook for a Flood Plain Management Strategy. 
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Reprint: Modulated Light Transmission for Electrical 
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PB-236 4(7/7G1 74-26 13B PC$S5.75/MF$2.25 
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Symposium on Comprehensive Management of Muscu- 

loskeletal Disorders in Hemophilia Held at Miami 

Beach, Florida on 12-14 October 1972, 

PB-232 187/SGI 74-14 6E MF$2.25 
MCCOLLUM, D. C. 


Reprint: Specific Heat of Magnetic Glass System 
LaAl2: Gd between 0.55 and 10K. 
AD-782 436/0GI 74-19 20L Reprint 


MCCOLLUM, PAUL A. 


A Center for the Description of Environmental Condi- 
tions. Weather Phenomena. 
AD-773 046/8GI 74-06 4A PC$11.25/MF$2.25 


MCCOMAS, CHARLES C. 


Research for Engine Demonstration of Erosion-Re- 
sistant Coating Effectiveness. 
AD-776 41 I 74-11 11C =PC$4.25/MF$2.25 


MCCOMAS, T. D. 


Study of Production Methods for High Temperature 
Solid Propellant Motor Nozzles. 
AD-776 405/3GI 74-11 21H PC$6.25/MF$2.25 


MCCOMB, JACK F. 
The Air Force Supervisor and the Union: A Study of 
Attitudés of Supervisors in a Major Air Command 


Headquarters 
AD-787 185/8GI 74-26 SI PCS$S.25/MF$2.25 
MCCOMBS, BARBARA LEHERISSEY 


Media Adjunct Programming. An _ Individualized 
Media-Managed Approach to Academic Pilot Training. 
AD-775 723/0GI 74-10 SI PC$3.25/MF$2.25 


Media Adjunct Programming: An _ Individualized 
Media-Managed Approach to Academic Pilot Training. 
AD-779 950/SGI 74-16 SI PC$4.25/MF$2.25 


MCCOMBS, J. B. 


Reprint: The Effects of Crystallite Orientation and 
Size on the Strength of Polycrystals. 
AD-786 177/6GI 74-24 11F Reprint 


MCCONAUGHEY, R. T. 


Star Scanner. 
PATENT-3 827 807 74-24 20F Not available NTIS 


MCCONIGA, M. W. 


Changes in the Hanford Ground Water Table, 1944-- 
1955. 
HW -40469 74-10 8H PC$3.00/MFS$2.25 


MCCONNEL, RB. E. 


Least Weight Frameworks for Loads Across a Span. 
N74-18536/4GI 74-12 13B PC$3.75/MFS$2.25 


Volume Optimization = Pin-Jointed Frameworks with 


74-23 7D PC$3.25/MF$2.25 


N74-16598/6GI 74-10 13M PC$3.75/MF$2.25 
MCCONNELL, BOBBY D. 

Solid Lubricant Compositions Employing 
nzimidazole Resins and Lubricating Pigments. 

PATENT-3 721 625 74-08 11H Not available NTIS 
MCCONNELL, BOBBY O. 


Friction and Wear Characteristics of Some Graphite 
Fiber Reinforced Plastic Composites. 
AD-770 028/9GI 7402 11D PC$3.75/MFS$2.25 


MCCONNELL, CHARLES W. 


Application of the Lateral and Longitudinal (Coupled) 
Equations of Motion to an Inertially-Slender Aircraft 
in Unsymmetric, Rectilinear Flight. 

AD-774 435/2GI 74-08 1A PC$4.75/MFS$2.25 
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MCCONNELL, E. E. 


MCCONNELL, E. E. 
Hepatic Pathology in Mice after Continuous Inhalation 
Exposure to 1, 1, 1-Trichloroethane. 

N74-27556/1GI 74-20 6F PC$3.75/MF$2.25 
Reprint: A Survey of Selected Bacteriological Infec- 
tions of the Chacme Baboon ‘Papio ursinus' from the 
K r National Park. 

AD-783 203/3GI 74-20 6M Reprint 
Reprint: Oocysts of ‘Isospora papionis’ in the Skeletal 
Muscles of Chacma Baboons. 

AD-770 334/1GI 74-02 6M _ Reprint 
Reprint: Toxoplasmosis in Free-Ranging Chacma 
Baboons (Papio ursinus) from the Kruger National 


AD-776 626/4G1 74-11 6C Reprint 


MCCONNELL, H. L. 


A Survey of Organic Carbon Constituents in Natural 

Fresh Waters, 

PB-236 794/4GI 74-26 8H PC$3.25/MF$2.25 
MCCONNELL, J. W. 


Boiling Water Reactor-Full Length Emergency Core 
Cooling Heat Transfer (Bwr-Flecht) Tests Project. 
Final Report on Atmospheric Pressure Stainless Steel 
Experiments. 

ANCR-ILIS 74-09 181 PC$7.60/MF$2.25 


MCCONNELL, P. M. 


Reprint: Refrigeration with Forced Flow of Helium. 
COM-74-50509/0GI 74-16 20L Not available NTIS 


MCCONNELL, PHILIP M. 


Liquid Helium Pumps. 
AD-769 542/2GI 74-01 13K PC$4.75/MF$2.25 


Liquid Helium Pumps. 
COM-73-11954/7GI 74-04 13K PC$4.75/MF$2.25 
MCCONNELL, ROBERT K. JR. 


Research on Crustal Tilts in the Greater Boston Area. 
AD-776 058/0GI 74-10 8G PC$3.75/MF$2.25 


MCCONNELL, STEWART 
Jet Injection in Large Animal Medicine. Jet Injector 


Evaluation 

AD-780 963/5GI 74-17 6L PC$3.25/MF$2.25 
MCCONNELL, WILLIAM A. 

Jail Population Management -- Diagnosing and Predict- 

ing Changes in Occupancy Levels, 

PB-225 421/7GI 74-02 SK PC$4.25/MF$2.25 
MCCONVILLE, G. T. 

Analysis of Vapor Pressure Ratio Data Using Wigner-- 

Kirkwood Free Energy Expansion. 

MLM-2088 74-12 18B PC$4.00/MF$2.25 
MCCOOL, J. 1. 

Surface Interactions and Lubrication Response of Sil- 

icon Nitride Bearing Elements. 

AD-777 087/8GI 74-12 131 PC$S.25/MF$2.25 
MCCORD, R. V 

bg bg Isotope Reactor Quarterly Report, April-- 

june | 

ORNL-TM-4382 74-04 181 PC$3.00/MF$2.25 

High Flux Isotope Reactor Quarterly Report, January-- 

March 1974. 

ORNL-TM-4616 74-21 181 PC$4.25/MF$2.25 

= Flux Isotope Reactor Quarterly Report July, Au- 

st, and September of 1973. 
ORNL-TM.2431 74-08 181 PC$3.00/MF$2.25 


High Flux Isotope Reactor Quarterly Report, October, 
November, and December of 1973. 


ORNL-TM-4580 74-17 181 PC$4.25/MF$2.25 
MCCORD, T. 

Spectral Study of Suggested APOLLO Sites. 

N74-19498/6GI 74-13. 3B PC$7.00/MF$2.25 


MCCORKEL, R. JAMES 
A Survey of Health in Lower-Income Areas of Nash- 
ville. Part I. 


PB-226 246/7G1 74-05 6E PC$9.50/MF$2.25 
MCCORKLE, KENNETH H. 


Production of Predominantly Crystalline Sols. 
PATENT-3 758670 74 7D Not available NTIS 


MCCORMAC, BILLY M. 
Earth's Particles and Fields, 1973. 


AD-773 132/6GI 74-06 4A PCS$4.25/MF$2.25 

Magne -4 Chemical Release Study, 

AD-769 7402 4A PCSS. 25/MF$2.25 
MCCORMACK, a 


Pressure Loss Coefficients for Staggered Multiori- 

fice/Shield Plates. 

HEDL-SA-613 74-08 18F PCS3.00/MFS$2.25 
MCCORMACK, KENT 

Oil-on-Water Sensor. 

AD-784 104/2GI 74-22, 17E = PC$7.25/MF$2.25 


Oil Spill Surveillance System Study. 
PB-227 364/7G1 74-07 13B PC-GPO/MFS.145-NTIS 
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MCCORMACK, P. D. 


Physics of the Vortex Core. 
AD-773 366/0GI 74-07 20D PC$3.75/MF$2.25 


MCCORMICK, B. H. 
— ew Method for the Analysis of Texture. 


TID-26 74-24 12B PC$6.25/MF$2.25 
pore _ natalie Control Design. 

TID-26601 74-22 9B PC$5.75/MF$2.25 
Synthesis of Texture. 

COO-2118-39 74-02 9B PC$4.25/MF$2.25 


Taxicrinic Processors of the Illiac III: Architectectural 


Tip '6602 74-22 9B PC$6.00/MF$2.25 


Time Series Model for Texture Synthesis. 
TID-26599 74-22 9B PC$4.50/MF$2.25 


MCCORMICK, B. W. 


Rotor Blade-Vortex Interaction. 

N74-31428/7GI 74-25 1A PC$3.25/MF$2.25 
MCCORMICK, BARNES W. 

Aerodynamic and Dynamic Problems Relating to 

Heavy-Lift Helicopters. 

AD-780 973/4GI 74-17 1C PC$3.25/MF$2.25 


MCCORMICK, DAVID P. 


Reprint: Relationship of Pre-Existing Antibody to Sub- 


sequent Infection by ‘Mycoplasma pneumoniae’ in 
Adults. 


AD-774 005/3GI 
MCCORMICK, ERNEST J. 
The Analysis of Rates of Naval Commmnnten by the 


Use of a Structured Job Analysis Proced 
AD-770 157/6GI 74-02 SI PCSS. 5.25/MFS2. 25 


Component Analyses of the Attribute Data Based on 
the Position Analysis Questionnaire (PAQ). 
AD-770 152/7GI 74-02 SI PC$3.75/MF$2.25 


The Job Dimensions Underlying the Job Elements of 
the Position Analysis Questionnaire (PAQ) (Form B). 
AD-785 896/2G1 74-24 SI PC$3.75/MF$2.25 
The Utility of Job Dimensions Based on Form B of the 
Position Analysis Questionnaire (PAQ) in a Job Com- 
ponent Validation Model. 
AD-785 892/1GI 
MCCORMICK, G. P. 


Reprint: Alternative Proofs of the Convergence Pro- 

perties of the Conjugate-Gradient Method. 

AD-786 064/6GI 74-24 12B Reprint 
MCCORMICK, GARTH P. 

An Arc Method for Nonlinear Programming 

AD-776 406/1GI 74-11 12B PC$3.75/MF$2.25 


Computable Methods for Obtaining Global Solutions to 
Nonconvex Programming Problems Which are Factora- 


74-08 6E Reprint 


74-24 SI PC$3.75/MF$2.25 


ble. 
AD-773 372/8GI 74-07 12B PC$3.75/MF$2.25 


Nonlinear Programming Global Optimization 
Techniques. 
AD-784 918/SGI 74-23 12B PC$3.25/MF$2.25 


Optimal Structural Design and the General Eigen- 


problem. 

AD-786 713/8GI 74-25 20K PC$3.75/MF$2.25 
MCCORMICK, JAMES G. 

Reprint: Diving Induced Sensori-Neural Deafness: 

Prophylactic Use of Heparin and Preliminary 

reece A Results. 

AD-770 3 74-02 6E Reprint 

Reprint: maya Approach to the Dolphin's Ear. 

AD-784 948/2GI 74-23 6C Reprint 

Reprint: The Pathophysiology of Diving Induced Sen- 

sory Neural Deafness as Elucidated by Beneficial 

Prophylactic Use of Heparin. 

AD-785 327/8GI 
MCCORMICK, MICHAEL E. 

Axial and Radial Vibrations of a Liquid-Filled Cylin- 

drical Shell Submerged in a Heavy Fluid 

AD-780 267/1GI 74-16 20K PC$3.25/MF$2.25 


Axisymmetric Vibrations of a Pressurized Cylindrical 
Shell Subject to Random Edge Loading, 
AD-780 268/9GI 74-16 20K PC$3.25/MF$2.25 


MCCORMICK, P. O. 


The Development of a Solar Powered Residential 
Heating and Cooling System. 
N74-31532/6GI 74-25 13A PC$4.75/MFS$2.25 


MCCORMICK, BR. N. 


Experimental Technique for Determining Four Elastic 
Properties of Anisotropic, Hemispherical Shells. 
LA-5325 74-06 20K PC$4.00/MF$2.25 


MCCORMICK, WILLIAM D. 


A Capacitance Technique for the Study of Gas 
Molecule-Surface Interactions. 
AD-771 429/8GI 74-04 7D PC$3.25/MF$2.25 


MCCORNACK, R. L. 
Inspector Accuracy: A Study of the Literature. 


74-23 6S Reprint 









SCTM-53-61(14) 
MCCOSH, BONNIE 
Coastal-Estuarine and Nearshore Processes, An An- 


notated Bibliography, 
PB-236 006/3GI 74-26 13B PC$7.50/MF$2.25 


MCCOSKER, W. ROBERT 


Graphic Study of a Selected Site for a Second Major 
Airport in the Atlanta, Georgia, Terminal Area. 
AD-783 751/1GI 74-21 17G = PC$3.75/MF$2.25 


Long Beach, California, Three-Dimensional, Visual 

Flight Rules, General Aviation Airport Study. 

AD-778 924/1GI 74-14 1B PC$4.25/MF$2.25 
MCCOWAN, D. W. 


Effects of Source Structure and Site Response on 
Ground Motion in the Near Field of Earthquakes. 
COM-74-11416/6GI 74-21 8K PC$4.75/MF$2.25 


MCCOWN, FREDERIC P. 
An Evaluation of the Suitability of ERTS Data for the 


Purposes of Petroleum Exploration. 
E74-10704 74-22. 8G PC$6.25/MF$2.25 


MCCOWN, J. J. 


Analytical Interpretation of the Fftf Plugging Tempera- 
ture Indicator. 
HEDL-SA-S19 74-02 181 PC$3.00/MF$2.25 


Prototype pacierton Loop (Pal) One Year of Opera- 
tions. Interim Report. 
HEDL-TME- That 74-02 181 PC$S.45/MF$2.25 


Review of Methods for Measuring Stainless Steel In- 
terstitial Elements in Sodium-Application to Lmfbr'S. 
HEDL-SA-649 74-16 7D PC$4.50/MF$2.25 


MCCOY, BILLY 


Waste Automotive Lubricating Oil as a Municipal In- 
cinerator Fuel. 
PB-228 601/1GI 74-09 13B PC-GPO/MF$2.25-NTIS 


MCCOY, CALDWELL JR. 


Cobb Seamount Fixed Platform Experiment using the 
USNS BARTLETT (T-AGOR-13). 
AD-783 513/SGI 74-21 20A PC$3.75/MF$2.25 


MCCOY, D. F. 


A Standard Psychophysiological Preparation for 
Evaluating the Effects of Environmental Vibration 
Stress. Phase II. Implementation, 

AD-781 092/2GI 74-17 6S PC$7.00/MF$2.25 


MCCOY, DONALD H. 


Methodology Investigation: Technical Evaluation of 
Field Artillery Digital Automatic Computer (FADAC) 





74-23 ISF PC$4.S0/MF$2.25 


Tapes. 
AD-780 081/6GI 74-16 19E PC$3.25/MF$2.25 
MCCOY, DONALD W. 


The Development of Non-Human Primate Diploid Cell 
Lines. 
PB-234 066/9GI 


MCCOY, H. E. 


Corrosion of Several Iron- and Nickel-Base Alloys in 
Supercritical Steam at 1000 exp 0 F. 
ORNL-TM-4552 74-26 11F PC$4.00/MF$2.25 


Influence of Aging on the Impact Properties of Hastel- 
loy N, Haynes Alloy No. 25, and Haynes Alloy No. 
188. 


74-20 6C PC$S5.25/MF$2.25 


ORNL-TM-4380 74-09 11F PC$3.75/MF$2.25 
MCCOY, H. E. JR. 


Mechanical Properties of Several Products from a Sin- 
gle Heat of Type 304 Stainless Steel. 
CONF-731105-8 74-07 IF PC$3.25/MF$2.25 


MCCOY, J. 


Evaluation of Monitoring Methods and Instrumentation 
for Hydrocarbons and Carbon Monoxide in Stationary 
Source Emissions. 

PB-226 657/SGI 74-06 13B PC$8.75/MFS$2.25 


MCCOY, J. J. 


Reprint: Effect of Fiber Positioning on the Effective 
Physical Properties of Composites Materials. 
AD-778 615/SGI 74-14 11D Reprint 


MCCOY, JAMES R. 


Aircraft Turbine Engine Fuel Corrosion Inhibitors and 
Their Effects on Fuel Properties. 
AD-787 191/6GI 74-26 21D PC$3.75/MF$2.25 


Environmental Degradation of Fuels, Fluids, and Re- 

lated Materials for Aircraft. Volume II. Clay Filtration 

of JP-7 and JP-TS Fuels to Improve Thermal Stability. 
AD+776 803/9GI 74-11 21D PC$3.75/MFS2. 4s 


MCCOY, LARRY G. 
Management of Hard Tissue Avulsive Wounds and 
Management of Orofacial Fractures. 
AD-786 684/1GI 74-25 6L PC$4.25/MF$2.25 
A Study of the Refractories Industry - Its Relationship 


to the U.S. Economy and Its Energy Needs. 
PB-227 583/2GI 74-09 SC PC$S.75/MF$2.25 


Surgical Tooth Implants, Combat and Field. 
7408 6L PCS$4.25/MFS$2.25 


AD-774 306/5SGI 


Surgical Tooth Implants, Combat and Field. 
AD-783 400/5GI 74-20 6L PC$3.75/MF$2.25 


MCCOY, ROBERT C. 
Software Engineering and Specification Validation. 
Computer-Aided Software Engineering Program, Soft- 


ware Capabilities Description 
AD-915 757/9GI 74-14 1SC PC$4.75/MF$2.25 
MCCOY, ROBERT L. 


Estimation of the Static Aerodynamic Characteristics 
of Ordnance Projectiles at Supersonic Speeds, 
AD-771 148/4GI 7404 19A PC$4.25/MF$2.25 


MCCRACKEN, D 
Emulphor (EL-620) Vehicle for CCNU and Methy? 
CCNU Toxicity of iv Infusion in 2 Dogs and 2 Mon- 
keys. 
PB-231 063/9GI 
MCCRACKEN, FRANK 


Monte Carlo Studies of Self-Interacting Polymer 
Chains with Excluded. Volume I): Shape of a Chain. 
COM-74-5029S/6GI 74-12 7D Not available NTIS 


MCCRACKEN, WILLIAM LOWELL 
Design Study of an Avionics Navigation Microcom- 
puter. 
AD-783 868/3GI 
MCCRACKIN, F. L. 


Reprint: Determination of 
homogeneous Films. 
COM-74-50064/6GI_ 74-07 20F Not available NTIS 


MCCRACKIN, FRANK L. 


Reprint: Monte Carlo Studies of Self-Interacting 
Polymer Chains with Excluded. Volume I. Squared 
Radii of Gyration and Mean-Square End-to-End 
Distances and Their Moments. 

COM-74-50313/7GI 74-12 7D Not available NTIS 


MCCRATE, TIMOTHY E. 
Bond of Untensioned Prestress Strand. Study Number 


74-12 6T PC$3.25/MF$2.25 


74-21. 17G_ PC$7.00/MF$2.25 


Distributions in In- 


72-2. 
PB-228 104/6GI 
MCCRAW, T. F. 


Exposure Rate Reduction on Bikini Island Due to 
Concrete Dwellings 
WASH-1273 


MCCREA, DONALD H. 


The Application of Remote Sensing to Air Pollution 
Detection and Measurement. 
PB-226 794/6GI 74-06 13B PC-GPO/MF$2.25-NTIS 


MCCREARY, W. J. 


Development of Particles Coated with Pyrolytic Car- 
bon. li. Coatings from Methane at High Temperatures. 
LA-3601 74-02 183 PC$4.50/MF$2.25 


Development of Particles Coated with Pyrolytic Car- 
bon. Iv. Coatings from Various Hydrocarbons at Low 
Temperatures. 

LA-3767 74-02 18] PC$4.00/MF$2.25 


Development of Particles Coated with Pyrolytic Car- 
bon. V. Doped Coatings. 
LA-3984 74-02 183 PC$3.50/MF$2.25 


Development of Particles Coated with Pyrolytic Car- 
bon. Vii. Studies of Porous Carbon. 
LA-4226 74-02 18) PCS$3.75/MF$2.25 


Development of Particles Coated with Pyrolytic Car- 
bon. X. Scale-Up of Coating Processes. 
LA-4771 74-02 18] PCS$3.50/MFS$2.25 


MCCREDIE, JOHN W. 
Analytic Models of Time-Shared Computing Systems: 
New Results, Validations, and Uses. 
AD-770 632/8GI 74-03 9B PC$7.00/MF$2.25 
MCCREEDY, WAYNE 
Economic Development Administration Industrial Lo- 
cation Planning System (ILPS) - Summary Data Tape, 
COM-74-11095/8GI 
74-17 SC Mag Tape $97.50;Foreign $122.50 


MCCREERY, R. A. 


Selection, Establishment and Maintenance of Vegeta- 
tion for Erosion Control of Roadside Areas in Georgia. 
PB-235 288/8GI 74-25 13B PC$S.75/MFS$2.25 
MCCREESH, ARTHUR H. 
Preliminary Assessment of Relative Toxicity of Can- 
didate Louse Toxicant ENT-27408-Ga 0-(2,5-Dichloro- 
4-lodophenyl) ©,O-Dimethyl Phosphorothioate (C- 
9491) Evaluation of Animal Exposure Data and 


eennraneies Concerning a Sleeve Test Program 
tud 


y. 
AD-787 284/9GI 
MCCREIGHT, L. R. 
Apparatus for Conducting Flow Electrophoresis in the 

Substantial Absence of Gravity. 

PATENT-3 821 102 74-20 20D Not available NTIS 
Electrophoretic Sample Insertion. 

PATENT-3 814678 74-20 7D Not available NTIS 


74-10 13B PC$S5.25/MF$2.25 


74-10 6R PC$4.00/MF$2.25 


74-26 6T PC$3.75/MF$2.25 


MCCRICKERD, J. T. 


Holographic Stereogram Display Techniques for the 
Viewing and Mensuration of Stereo Photogrammetric 


Imagery 
AD-778 790/6G1 74-14 8B PC$4.25/MF$2.25 


MCCRODDAN, DONALD M. 


Reprint: A Team Approach to a Disease Survey on an 
Aboriginal Island (Orchid Island, Taiwan). I. Protozoa 
and Helminth Parasites of the Yami Aborigines. 

AD-782 294/3GI 74-19 6M = Reprint 


MCCRORY, R. L. 


Ablation Stability of Laser-Driven Implosions 
LA-3604-MS 74-24 118A PC$4.00/MF$2.25 


MCCRORY, R. L. JR. 
Theory of Drift-Universal and Drift Cone Modes of 


Collisionless Plasma in Cylindrical Geometry. 
TID-26472 74-08 201 PC$10.75/MF$2.25 


MCCROSSON, F. J. 
Thermal Data Testing of Endf/B-II] and Prognosis for 


Endf/B-IV. 
DP-MS-74-14 74-22 


MCCUAN, ELOISE RATHBONE 


An Evaluation of a Geriatric Day Care Center as a 
Parallel Service to Institutional Care: A New Health 
and Social Service Concept. 

PB-228 988/2GI 74-10 SK PC$7.25/MF$2.25 


MCCUE, ROBERT C. 
Shielding Effectiveness 


Facility Telephone Cables, 
AD-770 421/6GI 74-02 9A PC$3.25/MF$2.25 


MCCULLAGH, PAUL WILLIAM 


Analysis of Workload Planning and Allocation of 
Resources to Support Field Administration and Inspec- 
tion of Naval Facilities Engineering Command Con- 
struction Contracts. 
AD-783 863/4GI 


MCCULLOCH, A. 


Control of Contaminants on Sensors. Report |: Inter- 
directorate Working Group on Earth Observation Sen- 
sors. 

N73-33367/6GI 


MCCULLOCH, C. M. 


Cleat in Bituminous Coalbeds. 
PB-233 420/9GI 74-18 81 


MCCULLOCH, D. B. 
Mathematician’S Computer Study of the Reactor 


Moata. Summer School. 
AAEC/S-15 


MCCULLOCH, W. H. 


Design Analysis of Asymmetric Solar Receivers. 
SAND-74-0124 74-26 13A PC$4.25/MF$2.25 


Economic Comparison of Two Solar/Hydrogen Con- 
cepts. 
SLA-73-900 74-04 21D PC$3.00/MF$2.25 


Soil Burial of Radioisotopic Fuel Capsules. 
SLA-73-5508 74-10 18N PC$3.00/MF$2.25 


Solar Community: Energy for Residential Heating, 
Cooling, and Electric Power. 
SLA-74-91 74-16 110A PC$3.00/MF$2.25 


Thermal Analysis for Insertion of Antenna Window in 
the Nosetip of an Air-to-Ground Missile. 

SLA-73-1021 74-10 9E PC$3.00/MF$2.25 

MCCULLOH, K. E. 

Reprint: Observations on Hot Bands in the Molecular 
and Dissociative Photoionization of Acetylene and the 
Heat of Formation of the Ethyny! Ion. 
COM-73-S0903/6GI 74-01 7D Not available NTIS 


Reprint: Photodissociative Formation of Ion Pairs from 
Molecular Hydrogen and the Electron Affinity of the 
Hydrogen Atom. 

AD-785 789/9GI 74-24 7D Reprint 


Reprint: Photodissociative Formation of Ion Pairs from 

Molecular Hydrogen and the Electron Affinity of the 

Hydrogen Atom. 

COM-74-S0510/8GI 74-16 7D Not available NTIS. 

Reprint: Photoionization of Carbon Dioxide. 

AD-776 450/9GI 74-11 7E Reprint 
MCCULLOH, KENNETH E. 

Reprint: Photoionization of Carbon Dioxide. 

COM-74-50048/9GI 74-06 7D Not available NTIS 
MCCULLOH, T. H. 


Resource Assessment. Subpanel Report I Used in 
Preparing the AEC Chairman'S Report to the Pre- 


sident 
WASH- 1281-1 74-14 


MCCULLOUGH, B. FRANK 


Continuously Reinforced Concrete Airfield Pavement. 
Volume I. Tests on Existing Pavements and Synthesis 
of Design Methods. 
AD-780 $11/2GI 


18K PC$4.25/MF$2.25 


Tests on Typical Access 


74-21 1SE PC$4.75/MF$2.25 


74-02 22B PC$3.25/MF$2.25 


PC$3.75/MF$2.25 


74-15 18E PC$8.25/MF$2.25 


10A PC$10.50/MF$2.25 


74-16 1E PC$7.25/MF$2.25 


Continuously Reinforced Concrete Airfield Pavement. 
Volume Il. Design Manual for Continuously Rein- 
forced Concrete Overlay Pavements. 

AD-779 953/9GI 74-16 1E PC$4.75/MF$2.25 


Continuously Reinforced Concrete Airfield Pavement. 
Volume III. Design Manual for Continuously Rein- 
forced Concrete Pavement. 
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AD-775 629/9GI 74-10 20A_ Reprint 
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Ocean: Project BASS. 

AD-769 682/6GI 74-01 83 PC$4.25/MFS$2.25 
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MEEKINS, J. F. 


Absolute Calibration of X-Ray lonization Chambers. 
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MEEKS, J. L. 
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ORO-3018-122 74-22. 7D = PC$4.75/MF$2.25 
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74-12 6P PC$3.75/MF$2.25 


74-13 7D Reprint 
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74-04 SJ PC$4.25/MF$2.25 
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AD-779 536/2GI 74-15 17G PC$7.00/MF$2.25 
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N74-27199/0GI 74-20 9A PC$3.75/MFS2.25 
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MEESE, J. M. 
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Reprint: Low Cost Beam Current Integrator. 
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Erysipelas under Conditions of Actual Practice--Trans- 
lation. 

AD-771 660/8GI 74-05 2E PC$3.25/MFS2.25 
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AD-779 355/7G1 74-15 1SE PCS$3.75/MFS2.25 
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PB-234 322/6GI 74-21 8H PCS$3.75/MFS2.25 
MEGARITIS, G. 

Reconstruction of the Reactor Diorit I. 
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MEGILL, LAWRENCE R. 
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PATENT-3 414 S15 74-16 61 Not available NTIS 


Composition for Paper Coating Containing Cyanoethy- 
lated Amylaceous Products. 
PATENT-3 224 891 74-18 11C Not available NTIS 
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AD-782 439/4GI 74-19 12A PC$4.25/MF$2.25 
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A Study of the Heat and Fluid Flow in Electroslag Re- 
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Disposal of Waste or Excess High Explosives. 
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PB-230 309/7GI 74-11 6L PC$3.75/MF$2.25 
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AD-771 272/2GI 74-04 13C PC$4.25/MF$2.25 
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PB-234 047/9GI 74-20 13C PC$3.75/MF$2.25 
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Study. 
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MEILLJSON, ISAAC 
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AD-782 970/8GI 74-20 12B Reprint 
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Physical Properties of Semiconducting Materials. Part 

Il. Physical Properties of Semiconducting Compounds 
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IAE-2307 74-24 20L PC$5.75/MF$2.25 
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MEIMAN, JAMES R. 
Snow-Air Interactions and Management of Mountain 
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PB-235 825/7GI 74-23 8H PC$3.75/MF$2.25 
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Lower Estimates for the Error of Best Uniform Ap- 
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AD-782 575/SGI 74-19 111 PC$4.25/MF$2.25 
MEINEL, A. B. 

Air-Stable Selective Surfaces for Solar Energy Collec- 
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PB-236 196/2GI 74-26 10B PC$S.75/MF$2.25 


MEINERS, ALFRED F. 


Depolymerization and Neutralization of Residual 
Paraformaldehyde Following Enclosure Sterilization 


Procedures. 
AD-781 563/2GI 74-18 7C PC$4.75/MF$2.25 
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Control of Major Changes to and Resultant Cost 
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AD-780 809/0GI 74-17 1SE PC$8.50/MF$2.25 
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MEINHOLD, C. B. 
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MEISEL, D. 
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Modulated Photolysis-Epr Experiments. Progress Re- 
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COO-3221-29 74-21 7E PC$4.00/MF$2.25 
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AD-783 729/7GI 74-21. 22C = PC$10.25/MF$2.25 
MERCER, S. D. 

Development and Evaluation of a Modified Stirling- 

Cycle Engine 


PB-235 734/1GI 
MERCEREAU, J. E. 


Nonequilibrium Properties of Superconductivity In- 
duced by Nuclear Radiation. 
AD-778 374/9GI 74-14 20L PC$4.25/MF$2.25 


MERCHANT, J. W. 
The Use of High Altitude Aerial Photography to In- 
a Wildlife Habitat in Kansas: An Initial Evalua- 
N74: 22032/8GI 


MERCHANT, JOHN 


A Remote Oculometer Permitting Head Movement. 
AD-776 075/4GI 74-10 6B PC$3.75/MF$2.25 


MERCHANT, S. Z. 


Fabrication of Artificial Heart Devices. 
PB-236 447/9GI 74-26 6L PC$3.75/MF$2.25 


MERCIER, C 


Behavior of Rapsodie Reactor Fuel Elements in 1971 
and 1972. 


74-25 6L PC$S.75/MF$2.25 


74-17 6F PC$3.75/MF$2.25 


AEC-tr-7495 74-13 18E git cial 
Mini Reactor for Neutron Radiography. 
CEA-CONF-2457 74-15 181 "hics3.25/MFS2.25 


Problems and Numerical Methods in Vary High Tem- 
perature Plasma Physics. 
EUR-CEA-FC-708 74-14 201 PC$4.25/MF$2.25 


Radioecological Study of the Consequences of Nuclear 

Wastes in an Important River Basin. 

CEA-CONF-2465 74-15 8H PC$3.00/MF$2.25 
MERCIER, O. 

Irradiation Effects on Hasiguti Peaks in Gold and Alu- 


minum. 
CEA-CONF-2489 
MERCKEL, G. 
Connection Between Technology and Models Using 
Computer Analysis. 
CEA-CONF-2378 
MERCKX, K. R. 
Pressure Wave Transmission in a Fluid Contained in a 
Plastically Deforming Pipe. 
HEDL-TME-73-61 74-04 181 PC$4.00/MF$2.25 
MERDZHANOVA, TS. P. 
Method for Determination of Design Parameter for 
Cornering Linkage of Semitrailer Wi ls (1). Experi- 
mental Research on the Operation of St. -ring Linkage 
(2)--Translation. 
AD-785 887/1GI 74-24 13F PC$3.25j/MFS$2.25 
MEREAU, PIERRE 


Reprint: Sufficient Conditions for Optimal Controls-- 
Use of Generalized Convexity. 
AD-782 601/9GI 74-19 12A Not available NTIS 


Reprint: The Use of Pseudo-Convexity and Quasi-Con- 
vexity in Sufficient Conditions for Global Constrained 
Extrema. 

AD-772 325/7GI 7405 12A Not available NTIS 


MEREDITH, DALE D. 
Bibliography on Optimization of Irrigation Systems. 
PB-225 478/7GI 74-02 2C PC$S.75/MF$2.25 


Hydrologic Models of the Great Lakes. 
PB-232 163/6GI 74-14 8H PC$3.75/MFS$2.25 


Network Analysis of Conjunctively Operated Ground 
Water-Surface Water Systems. 
PB-231 204/9GI 74-12 13B PC$4.75/MF$2.25 


74-14 20L PC$3.00/MF$2.25 


74-10 9A PC$3.25/MF$2.25 





MERKLE, J. G. 


MEREDITH, DAVID S. Il. 


The Bundeswehr in NATO--A Changing Role 
AD-772 605/2GI 74-06 SD PCS$4. 25/MF$2. 25 


MEREDITH, JAMES A. 
Microwave Radio Tape Package ‘Middle A’, 
PB-225 610/SGI 
74-06 17B Mag Tape $97.50;Foreign $122.50 


MERHAYV, S. J. 


Convergence Properties of the Parameter Vector in 
Real Time Identification of Linear Systems. 
N74-15303/2GI 74-09 12A PC$4.25/MF$2.25 


A Method for Unbiased Parameter Estimation by 
Means of the Equation Error Input Covariance. 
N74-22255/SGI 74-17 12A  PC$3.25/MF$2.25 


Simultaneous Structure and Parameter Identification of 
Linear Dynamical Systems. 
N73-32808/0GI 74-02 20K PC$3.75/MFS$2.25 


Unbiased Parameter Estimation by Means of Autocor- 
relation Functions. 
N74-22256/3GI 74-17 12A  PC$3.75/MF$2.25 


MERICKEL, MICHAEL REILLY 

A Noise Exposure Forecast Evaluation of the Mon- 

terey Peninsula Airport. 

AD-769 814/SGI 7401 1E PC$4.25/MF$2.25 
MERIDITH, JAMES A. 

Microwave Radio Tape Package ‘East A’, 

PB-225 609/7GI 

74-06 17B Mag Tape $97.50;Foreign $122.50 
Microwave Radio Tape Package ‘West A’, 
PB-225 611/3GI 
74-06 17B Mag Tape $97.50;Foreign $122.50 

MERIFIELD, PAUL M. 

The Application of Skylab Imagery to Analysis of 

Fault Tectonics and Earthquake Hazards in the Penin- 

sular Ranges, Southern California. 

E74-10114 74-04 8G PC$3.25/MF$2.25 
MERINO, J. L. 

Isolation and Characterization of Bacteria in the 

Drainage Water from the Ratones Mine and Its 

Behavior on Pyrite. 

JEN-273 74-08 81 PC$4.00/MF$2.25 
MERISOV, B. A. 


Method for Determining the Thermal Conductivity 
Coefficient of Metals at High Temperatures--Traasla- 


tion. 
AD-779 806/9GI 74-16 IF PC$3.25/MF$2.25 
MERITET, L. 


P- exp 4 He Coherent Scattering at 24 Gev/C. Obser- 
vation of Elastic Scattering and Production Processes 
by a Missing Mass Method. 

LYCEN-7338 74-07 20H PC$3.00/MFS$2.25 


MERK, H. J. 


Secondary Flow in Simple Fluids Caused by Slow 
Viscometric Motions. 
N74-12997/4GI 74-07 20D PCS$3.75/MFS$2.25 


Slow Steady Flow of a Second Order Fluid Through a 
Cone with a Sink/Source at the Vertex. 
N74-12998/2GI 74-07 20D PCS$4.25/MF$2.25 


MERKEL, GEORGE 


Simulation of a Simple Lorentz Plasma with a Random 
Distribution of Inductively Loaded Dipoles, 
AD-775 448/4GI 74-09 201 PC$3.75/MF$2.25 


Simulation of a Simple Lorentz Plasma with a Random 
Distribution of Inductively-Loaded Dipoles, 
AD-785 618/0GI 74-24 201 PC$3.25/MFS2.25 


MERKEL, R 

Process Computer Catalogue of Some Selected 
Systems. 

KFK-EXT-13-73-1 74-06 9B PC$4.75/MF$2.25 
MERKLE, E. J. 


Comparison of Inert-Gas-Fusion and Modified Kjel- 
dahl Techniques for Determination of Nitrogen in 
Niobium Alloys. 

N74-26032/4G1 74-19 I1F PC$3.25/MFS$2.25 


Interlaboratory Comparison of Chemical Analysis of 


Uranium Mononitride. 
N74-18812/9GI 74-13 7B PC$3.25/MFS2.25 


MERKLE, FRANCIS B. 
Design Criteria for Shipboard Dental Spaces. 
AD-780 699/5GI 74-17 6L PC$3.75/MFS2.25 


Design Criteria for Shipboard Dental Spaces: 
Prosthetic Ceramic Laboratory; Central Sterilizing 
Room; Utility Room 


AD-774 936/9GI 74-09 e PCS$3.75/MF$2.25 

Design Criteria for Shipboard Medical Spac: 

AD-787 809/3GI 74-26 6L PCS3. SSIMFS2. 25 
MERKLE, J.G. 


J Integral Analysis for the Compact Specimen, Con- 
sidering Axial Force as Well as Bending Effects. 
CONF-740606-15 74-18 20K PCS$4.75/MF$2.25 


PA-739 







MERKLE, J. G. 


Test of 6-Inch-Thick Pressure Vessels. Series 1: Inter- 

mediate Test Vessels V-1 and V-2. 

ORNL-4895 74-13 18E PC$7.60/MF$2.25 
MERKLE, K. L. 


Effects of Proton Bombardment on Self-Diffusion in 
Silver: A Preliminary Report. 
CONF-740827-1 74-25 11F PC$4.50/MF$2.25 


Sputtering from Energetic Self-lon Cascades. 

CONF.740104-13 74-14 20L PC$3.00/MF$2.25 

Tem Investigation of 14 Mev Neutron Damage. 

CONF-731101-36 74-08 11F PC$4.00/MF$2.25 
MERKLE, L. D. 

Growth and Hardening of Alkali Halides for Use in In- 


frared Laser Windows. 
AD-784 750/2GI1 74-23. 20E PC$3.25/MF$2.25 


MERKLEY, WAYNE B. 


Ecological Impact of the In-Line » Senne of Two 
Reservoirs and a Metropolitan A 
PB-235 340/7G1 74-22 oa PC$4.25/MF$2.25 


MERKLINGER, GEORGE J. 


Endings to Modern American W 
AD-779 356/SGI 74-15 3D PC$3.75/MF$2.25 

MERKUREV, I. A. 

Peculiarities of the Influence of Training of Different 

Types on Tolerance of the Human Body to Extreme 

Heat Exposure, 

JPRS-62981 74-25 6S PC$3.25/MF$2.25 
MERLE, J. P. 

Contribution of Hybrid Calculation to the Studies of 


Nuclear Safety of Extractions of Uranium and of Plu- 
tonium. Case of Continuous Extraction Apparatus. 


CEA-CONF-2333 74-02 18] PCS$3.50/MF$2.25 
MERLE, M. J. 
Reprint: Branching Solutions for Supersonic Interact- 
po hag Layers. 
7711 266/4GI 74-04 20D Reprint 


MERLIS, FRED 


Experimental Transient and Permanent Deformation 

Studies of Impulsively-Loaded et and Cylindrical 

Panels, Both Stiffened and Unstiffe 

AD-779 485/2GI 74-15 20K mcs: 25/MF$2.25 
MERMAGEN, WILLIAM H. 

The Design of a Second Generation Yawsonde. 

AD-780 064/2GI 74-16 19A PCS$3.75/MF$2.25 


Measurement of Spin Decay and Instability of Liquid- 


Filled Projectiles via Telemetry. 
AD-771 919/8GI 74-05 19A PC$3.75/MF$2.25 
MERMIN, N. D. 


Reprint: The Order Parameter in Liquid (3)He. 
AD-782 614/2GI 74-19 7D Reprint 


Atomic Number Dependence of Hadron Production at 
Transverse Momentum in 300 Gev Proton-- 


Nucleus Collisions. 
COO-3072-29 74-25 20H PC$4.00/MF$2.25 


Production of Hadrons with Large Transverse Momen- 
tum at 200, 300, and 400 Gev. 
COO-3072-30 74-25 20H PC$4.50/MF$2.25 


MERNA, JAMES W. 


The Effects of Methoxychlor on Aquatic Biota. 
PB-228 643/3G1 74-09 6F PC-GPO/MF$2.25-NTIS 


MERO, JOHN L. 
Potential — Value of Ocean-Floor Manganese 


Nodule Depo: 
PB-226 ooaoct 74-05 81 (Order as PB-225 983) 
MEROLLI, S. 


Realization and Setting Up of a Neutron Spectrometer 
in the Range from 0.2 to 12 Mev. 
LNF-73-57 74-16 18D PC$4.00/MF$2.25 


MERONEY, R. N. 


Gaseous Dispersion into Stratified Building Wake: 
COO-2053-3 74-21 8H PCS8. 7SIMFS2. 2s 


Measurements of Turbulent Somer Layer Growth 
over a Longitudinally Curved Surf: 
AD-777 455/7GI 74-12 20D “Psa. 75/MF$2.25 


Wind Tunnel Tests of Negatively Bouyant Plumes. 
PB-231 S90/1GI 4-13 4B PC$S.25/MF$2.25 


MERONEY, ROBERT N. 


Buo y Effects on a Turbulent Shear Flow 
AD-784 438/4GI 74-22 20D PC$5.25/MF$2.25 


The Stability of Parallel, Quasi-Paralle! and Stationary 

Flows. 

AD-770 883/7GI 7403 20D PC$7.00/MF$2.25 
MERONEY, WILLIAM A. 


Integrated Maintenance and Readiness Data Processing 
for the CASEE Simulation Model. 
AD-771 416/SGI 74-04 1C PC$3.75/MFS$2.25 


MERRALL, G. T. 
Carbon Fibre Reinforced Epoxide Resins. 


PA-740 


AD-771 857/0GI 74-05 11D PC$S5.75/MF$2.25 
MERRELL, WILLIAM J. JR. 


The Waters of the Eastern Gulf of Mexico as Ob- 
served During May 1972. I. Data Collected Aboard the 
R/V Alaminos. 

AD-772 568/2GI 74-06 83 PCS$9.50/MF$2.25 


MERRIAM, E. W. 
Robot, Computer Problem Solving System. 
N73-33124/1GI 74-02 9B PC$4.25/MF$2.25 
Robot Computer Problem Solving System. 
N74-22851/1GI 74-18 6D PC$3.75/MF$2.25 
MERRICK, R. B. 
— Results from a Study of Aided Inertial Naviga- 
tion Applied to Landing Operations. 
N73-32S1S/1GI 74-02 iB PC$3.75/MF$2.25 
MERRICK, R. H. 


Design, Evaluation and Recommedation Effort Relat- 
ing to the Modification of a Residential 3-Ton Absorp- 
tion Cycle Cooling Unit for Operation with Solar Ener- 


y. 

Nia-28536/2G1 74-22 13A  PC$3.25/MF$2.25 
MERRIFIELD, D 

Technology Transfer: Transportatio: 

N74-22587/1GI 74-17 DF " PC$4.75/MF$2.25 


MERRILL, E. W. 
Turbulent Drag Reduction by Polyacrylic Acid. 
AD-778 040/6GI 74-13, 20D PC$3.25/MF$2.25 
MERRILL, EDWARD W. 


Pilot Model of Artificial Kidney: Amino Acid Metabol- 
ism in Uremia of Man. 
PB-224 949/8GI 74-01 6L PC$7.00/MF$2.25 


MERRILL, G. 


Caribbean Atlantic Geotraverse, NOAA-IDOE 1971. 
Report No. 1. Project Introduction - Bathymetry. 
COM-74-50464/8GI 

74-15 83 PC-GPO/MF$2.25-NTIS 


MERRILL, G. L. 


Study of Small Turbofan Engines Applicable to 
General-Aviation Aircraft. 
N74-10725/1GI 74-04 21E PC$7.00/MF$2.25 


MERRILL, J. E. 
Spectral Irradiance Curve Calculations for Any Type 
of Solar Eclipse. 
N74-26266/8GI 74-19 3B PC$3.75/MF$2.25 
MERRILL, J. R. 


Measurement of Electron Energy Band Structure in 
Conductors. Final Report, January 1970--September 


1973. 
COO-3175-4 74-07 20L PC$3.00/MF$2.25 


Temperature Dependence of the Carrier Mean Free 
Path Length in Tin by the Radio Frequency Size Ef- 


fect. 
TID-26484 74-07 20L PC$6.00/MF$2.25 
MERRILL, J. T. IV. 


Apparatus for Applying Simulator G-Forces to an 
ARM of an Aircraft Simulator Pilot. 
PATENT-3 824 707 74-24 SH Not available NTIS 


MERRILL, KENNETH O. 


A Semi-Markov Weather Model. 
AD-778 873/0GI 74-14 4B PC$5.75/MF$2.25 


MERRILL, PAUL F. 
The Analysis and Development of an Adaptive Instruc- 
tional Mode(s) for Individualized Technical Training - 
Phase I, 
AD-781 042/7GI 74-17 SI PC$S.25/MF$2.25 
MERRILL, PETER S. 


Solid Electrolyte Stacked Disc Fuel Cells. 
PATENT-3 $26 549 74-07 10B Not available NTIS 


MERRILL, Q. 
Coincidence Counting of Radioactive Sodium in Vivo. 
CONF-740708-5 74-24 6E PC$4.00/MF$2.25 


MERRILL, R. C. 


Char Oil Energy Development. 
PB-234 018/0GI 74-22 7A  PC$7.50/MF$2.25 


MERRILL, R. GREGG 
FORTRAN Concordance Manual. 
COM-74-11187/3GI 74-20 9B PC$3.25/MFS$2.25 


Hie Submittal Requirements for lonospheric 


Models. 
COM-74-10520/6GI 74-10 4A PC$3.25/MF$2.25 


MERRILL, ROBERT K. 
Flight Evaluation - Pacer Systems, Inc. LORAS II Air- 
speed System. 
AD-780 018/8GI 74-16 1D PCS$4.25/MF$2.25 
MERRILL, ROBERT P. 
Atomic and Molecular Scattering, Diffraction and 
Trapping on Tungsten and Platinum Surfaces, 
AD-781 075/7GI 74-17 7D PC$3.25/MF$2.25 


Reprint: Comment on ‘Scattering of Monoenergetic 
Argon Beams from Heated Platinum: Out-of-Plane 
Time-of-Flight Measurements’. 

AD-782 959/1GI 74-20 7D Reprint 


Reprint: Crystal Field Surface Orbital-Bond-Energy 
Bond Order (CFSO-BEBO) Calculations of Adsorp- 
tion. II. Carbon Monoxide, Oxygen and Carbon Diox- 
ide on Platinum (111) and Oxygen on Nickel (111). 

AD-781 120/1GI 74-17 7D Reprint 


Reprint: Rainbow Scattering from a Strongly Periodic 
Metal Surface. 
AD-782 960/9GI 74-20 7D Reprint 


Reprint: The Structure and Chemistry of Ethylene Ad- 
sorbed on Platinum (III) CFSO-BEBO Calculations 
and Experimental Studies. 
AD-782 431/1GI 


MERRILL, WILLIAM M. 


Reservoir Sedimentation: A Computer Simulation. 
PB-236 629/2GI 74-26 13B PC$S.75/MF$2.25 


MERRIMAM, JAMES R. 
Recovery of Purified Helium or Hydrogen from Gas 


Mixtures. 
PATENT-3 785 120 


MERRIMAN, J. 


Soil Tests with Nuclear Density-Moisture Equipment: 
Laboratory and Field Tests of Probe-Equipped Sur- 
face-Type Nuclear Density-Moisture Equipment for 
Evaluation toward Future Use in Earthwork Control, 

PB-231 646/1GI 74-13 13B PC$3.75/MF$2.25 


MERRIMAN, J. E. 


Effects of Forward Velocity and Acoustic Treatment 
on Inlet Fan Noise. 
N74-30249/8GI 


MERRIMAN, JAMES R. 
Process for the Separation of Components from Gas 


Mixtures. 
PATENT-3 762 133 


MERRIS, R 
Reprint: An Explicit Isomorphism with Applications to 


Inequalities for Matrix Functions. 
COM-74-50259/2GI 74-11 12A Not available NTIS 


MERRIS, KUSSELL 


A Relation Between the Permanental and Determinan- 

tal Adjoints. 

COM-74-50366/SGI_ 74-13 12A Not available NTIS 
MERRIS, RUSSELL L. 

Reprint: Monotonicity of Positive Semidefinite Hermi- 


tian Matrices. 
COM-74-50952/2GI_ 74-26 12A Not available NTIS 


Reprint: The Bell Numbers and r-fold Transitivity. 
COM-74-50956/3GI_ 74-26 12A Not available NTIS 


MERRIT, J. 
Reprint: L-DOPA: Effect on Ethanol Narcosis and 
Brain Biogenic Amines in Mice. 
AD-777 308/8GI 

MERRITT, EARL S. 


The Nimbus 5 ESMR (Electrically Scanned Microwave 
Radiometer) and Its Application to Storm Detection. 
AD-770 208/7GI 74-02 4B PC$4.25/MF$2.25 


Soil Moisture Estimation Applications of Nimbus-3 
HRIR-D (.7-1.3 micrometer) Observations. 
COM-74-10161/9GI 74-05 8M PC$4.25/MFS2.25 


MERRITT, J. H. 
Reprint: Pineal Gland: Evidence for an Influence on 


Ethanol Preference in Male Syrian Hamsters. 
AD-785 449/0GI 74-23 6P PC$3.25/MFS$2.25 


MERRITT, JAMES A. 


HCI Chemical Laser. 
AD-771 045/2GI 


MERRITT, JAMES H. 
pH Effects on Chloroform Extraction of Drugs of 


Abuse from Urine 
AD-777 899/6GI 74-13 6A PCS$3.25/MF$2.25 


Reprint: A Possible Relationship Between the Pineal 
Gland and Ethanol Preference in the Rat. 
AD-777 312/0GI 74-12 60 Reprint 


Reprint: Effect of Reduced Barometric Pressure on 
Drug Action and Metabolism in Mice. 
AD-777 316/1GI 74-12 60 Reprint 


Reprint: Effect of the Pineal Gland on Alcohol Con- 
sumption by Congenitally Blind Male Rats. 

AD-784 647/0GI 74-22 6P Reprint 
Reprint: Effects of Catecholamine Synthesis Inhibition 
on Ethanol Narcosis in Mice. 
AD-777 315/3GI 

MERRITT, M. J. 

Reprint: Hybrid Synthesis of the Optimal Discrete 
Nonlinear Filter. 
AD-777 481/3GI 


74-19 7D Reprint 


74-24 7A Not available NTIS 


74-24 21E PC$3.25/MF$2.25 


74-14 7A Not available NTIS 


74-12 60 Reprint 


74-04 2E PCS$3.25/MF$2.25 


74-12 60 Reprint 


74-12 9B Reprint 











MERRITT, M. L. 
Physical and Biological Effects: Cannikin. 
NVO-123 74-07 6R PC$5.45/MF$2.25 


Underwater Motion and Overpressures, Milrow Event. 

Preliminary Data Report. 

SC-TM-69-773 74-14 18C PC$5.50/MF$2.25 
MERRITT, MICHAEL 

Hemopoietic Stem Cell Growth and Microdiffusion. 

PB-225 095/9GI 74-02 6P PC$3.75/MF$2.25 
MERRITT, RICHARD R. 

Reprint: The Thermodynamics of the Titanium + Ox- 

ygen System: An Isothermal Gravimetric Study of the 

Composition Range Titanium Oxides at 1304K. 

AD-771 494/2GI 74-04 7D_ Reprint 
MERRITT, ROBERT P. 

Scintillation and Polarimeter Measurements at College, 


Alaska. 
AD-777 818/6GI 74-13 4A  PC$S.25/MF$2.25 


MERRITT, V. M. 


Mineralogical and Chemical Data for Water-Laid Tuff 
in the Thomas Range, Juab County, Utah. 


PB-231 921/8GI 74-14 8G PC$3.75/MF$2.25 
MERRITT, V. Y. 
Reprint: Photochemical Addition of Benezene to 
Cyclopentene. 
AD-781 356/1GI 74-18 7E Reprint 


Reprint: Photochemical 1,3 Addition of Benzene to 
Olefins. Orientational Specificity Induced by Methyl 
Substituents on Aromatic and Olefinic Rings. 

AD-772 927/0GI 74-06 7C Reprint 


MERRITT, W. F. 


Retention of Radionuclides Deposited in the Chalk 
River Nuclear Laboratories Waste Management Areas. 
AECL-4510 7408 18G PC$3.00/MF$2.25 


MERROW, T. E. 
The Use of Digital Techniques to Examine the Inter- 
mittent Region of a Turbulent Jet. 
N74-30625/9GI 74-24 20D PC$3.25/MF$2.25 


MERRY, CAROLYN J. 
New England Reservoir Management: Land 
Use/Vegetation Mapping in Reservoir Management 


(Merrimack River Basin). 
E74-10669 74-21 8B PC$3.75/MF$2.25 


MERRY, J. BRADFORD 
Magnetostatic Surface Waves in Ferrimagnets above 4 


GHz. 
AD-780 640/9GI 74-17 20L PC$3.75/MF$2.25 


Reprint: Low Loss Magnetostatic Surface Waves at 
Frequencies up to 15 GHz. 
AD-774 171/3GI 74-08 9A_ Reprint 


MERRYMAN, H. L. 
Design Assurance Test of a TE-M-479 Apogee Kick 


Motor for the Radio Astronomy Explorer Spacecraft. 
AD-774 017/8GI 74-08 21H PC$3.75/MF$2.25 


Design Assurance Test of the Thiokol TE-M-521-5 
Apogee Kick Motor Tested in the Spin Mode at Simu- 
lated Altitude Conditions. 

AD-770 013/1GI 7402 21H PC$3.75/MF$2.25 


MERSEL, JULES 


The State of the City. A Statistical Analysis of Com- 
munity Characteristics. Volume II. 

PB-226 909/0GI 74-06 13B PC$13.00/MF$2.25 
The State of the City 1972. A Statistical Analysis of 
Community Characteristics. Volume I. 

PB-226 908/2GI 74-06 13B PC$9.25/MF$2.25 


MERSEREAU, RUSSELL M. 

The Design of Multiple Access Frequency Hopping 

Patterns. 

AD-785 381/SGI 74-23 17B PC$3.75/MF$2.25 
MERSHON, MILLARD M. 

Contact Sensitization to CS, A Riot Control Agent. 

AD-769 603/2GI 74-01 6T PC$3.25/MF$2.25 
MERSIYANOVA, A. G. 

Distribution of Duration and Intensity of Precipitation 

in the USSR--Translation. 

AD-786 014/1GI 74-24 4B PC$3.25/MF$2.25 
MERSON, J. L. 

Users Manual for IMPACI: A Lumped Nonlinear 

Spring Computer Program to Analyze Shipping Con- 

tainers Subjected to Impact. 

LA-5344-MS 7402 13D PC$3.00/MF$2.25 
MERSON, T 


nena Laser Controlled Thermonuclear Reactor 
Power 


La- UR.74-593 74-20 18A PC$4.00/MF$2.25 
MERSOV, G. A. 

Trajectories of Solar Satellite for Radio Sounding of 

Circumsolar Space. 

N74-30285/2GI 74-24 22C PC$3.25/MF$2.25 





MERTAUGH, L. J. 


Reprint: Estimation of Turbulent Energy Dissipation 
Using Available Transfer Theories. 
AD-778 977/9GI 74-14 20D Reprint 


MERTAUGH, LAWRENCE J. 
An Investigation of the Trailing Vorticity Behind a 
STOL Aircraft. 
AD-774 571/4GI 74-08 1A  PC$S.25/MF$2.25 


MERTE, H. JR.. 


Transient Boiling Heat Transfer in Saturated Liquid 
Nitrogen and F113 at Standard and Zero Gravity. 
N74-21585/6GI 74-15 7D PC$8.50/MF$2.25 


MERTEN, ALAN G. 


Design of Computer Systems Simulation Experiments. 
AD-772 932/0GI 74-06 9B PC$4.25/MF$2.25 


Reprint: Scheduling with Parallel Processors and 
Linear Delay Costs. 
AD-777 626/3GI 74-12 12B_ Reprint 


MERTES, F. 


Automation Applications in an Advanced Air Traffic 
Management System. Volume I: Summary 
PB-236 801/7GI 74-26 17G PC37, 00/M F$2.25 


Automation Applications in an Advanced Air Traffic 
Management System. Volume IIA: Functional Analysis 
of Air Traffic Management. 
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loys, Imi 130. 
N74-17255/2G1 74-11 I1F PC$3.75/MF$2.25 


MEUNIER-CARUS, J. 


Respiratory and Right Heart Function in Different 
Types of Obese Patients. 
N74-30472/6GI 


MEUNIER, J. P. 
Some Nuclear Matter Calculations with Realistic 


Separable Nucleon--Nucleon Interactions. 
LYCEN-7361 74-11 20H PC$3.00/MF$2.25 


Study of Certain Types of Separable Nonlocal 
Nucleon--Nucleon Interactions in Infinite Nuclear 
Matter. 

LYCEN-7345 


MEUNIER, M. 


Search for Superheavy Elements in Nature. 
IPNO-PhN-73-09 74-25 20H PC$4.75/MFS$2.25 


The Telecommunication System and Specific Trans- 
mission Parameters of the Symphonie Satellite das 
Fernmeldetechnische System der Symphonie-Satelliten 


74-24 6P PC$3.75/MF$2.25 


74-20 20H PC$8.50/MF$2.25 
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N73-33115/9GI 74-02 17B PC$3.25/MF$2.25 
MEUSE, D. J. 

Spinel Ribbon. 

AD-786 605/6GI 74-25 20B PC$S5.25/MF$2.25 
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BMFT-FBK-73-18 74-02 11F PC$14.00/MF$2.25 
MEWALDT, R. A. 
The Energy Spectrum of 0.16 to 2 Mev Electrons Dur- 


ing Solar Quiet Times. 
N74-22430/4GI 74-17 4A  PC$3.25/MF$2.25 


MEYENBERG, E. 
Program System for Investigations on Articulate 
Speech Ein Programmsystem fuer die Untersuchung 
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N74-11986/8GI 74-06 17B PC$4.75/MF$2.25 
MEYER, A. H. 
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ty, Texas. Progress Report Number one. 
PB-231 000/1GI 74-12 13C =PC$4.25/MF$2.25 
MEYER, A. X. 


Magnetic Results, Ellsworth Highland Traverse, and 

McMurdo-to-Pole Traverse, Antarctica, 1960-1961, 

COM-74-11116/2GI 74-16 8N PC$3.25/MF$2.25 
MEYER, ALBERT R. 

Discrete Computation: Theory and Open Problems. 

PB-226 836/SGI 74-11 9B PC$3.75/MF$2.25 


An Improved Overlap Argument for On-Line Multipli- 
cation. 
AD-773 137/SGI 74-06 12A  PCS$3.75/MF$2.25 


Weak Monadic Second Order Theory of Successor is 

Not Elementary-Recursive. 

PB-226 $14/8GI 7405 12A_ PC$3.75/MFS$2.25 
MEYER, C. H. JR. 

Development of Carbon Film Composites for Use in 


Prosthetic Devices. 
PB-228 964/3GI 74-10 6L PC$4.75/MFS$2.25 


MEYER, CHARLES F. 


Polluted Groundwater: Some Causes, Effects, Con- 
trols, and Monitoring. 
PB-232 117/2GI 74-14 13B PC$8.75/MF$2.25 


MEYER, E. 
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MHZ and 100 GHZ. 
AD-786 689/0GI 74-25 11C PC$4.75/MF$2.25 
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BNL-19060 74-25 9B PC$4.00/MF$2.25 
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Reprint: Ultrasound Propagation Near the Martensitic 
Order-Disorder Transition in Solid H2 and D2. 
AD-773 750/SGI 74-07 20L Reprint 
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Reprint: Regional Economics. A Survey. 
COM-74-10398/7GI 7407 SC Reprint 
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MEYER, K. F. 
Reprint: Plague Immunization. I. Past and Present 


Trends. 
AD-781 722/4GI 74-18 6E Reprint 


Reprint: Plague Immunization. II. Relation of Adverse 
Clinical Reactions to Multiple Immunizations with 
Killed Vaccine. 

AD-78i 723/2GI 74-18 6E Reprint 
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74-24 203 PC$3.75/MF$2.25 
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UCRL-74791 74-02 20H PC$3.00/MF$2.25 
MEYER, R. F. 
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PLUTO2: A Plutonium Segregation and Restructuring 
Subroutine. 
ANL-8043 74-10 18E PC$4.00/MF$2.25 
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ners on a Box-Shaped Ground Vehic 

N74-17703/1GI 74-12 1A PC$3.25/MF$2.25 
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AD-772 164/0GI 74-05 9E Reprint 
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MEYER, WILLIAM J. 
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MEYERS, A. P. 
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Feasibility Model of a High Reliability Five-Year Tape 
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Transport. Volume 3: Appendices. 
N74-17162/0GI 74-11 14C PC$S.25/MF$2.25 


MEYERS, C. R. JR. 


Computer Augmentation of Soil Survey. Interpretation 
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ORNL-NSF-EP-67 74-16 8M PC$S.75/MFS$2.25 


Regional Modeling Abstracts. A Bibliography of Re- 
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ORNL-NSF-EP-54 74-02 SA PC$21.25/MF$2.25 


Spatial Distributions and Employment Trends of 
Manufacturing Industries in East Tennessee (1943-- 
1973). 
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MEYERS, EDWARD M. 


The Concept of the Resident Bidder: The Need for 
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PB-225 171/8GI 74-02 SA  PC$3.75/MFS$2.25 


Promotion at What Cost: Pollution, Power Blackouts, 
Discrimination and Detroit Edison's Electricity Rates, 
PB-225 297/1GI 74-02 13B PCS$S.25/MFS$2.25 
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Recommendations for Change 

PB-225 174/2GI 74-00. 13F PCS$4.75/MFS$2.25 


MEYERS, H 


Magnetic Results, Ellsworth Highland Traverse, and 
McMurdo-to-Pole Traverse, Antarctica, 1960-1961, 
COM-74-11116/2GI 74-16 8N PC$3.25/MF$2.25 


74-22. SC PC$13.50/MF$2.25 


MEYERS, NORMAN G. 


Reprint: A Theory of Capacities for Potentials of 
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AD-777 382/3GI 74-12 12A_ Reprint 
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AD-777 379/9GI 74-12 12A_ Reprint 
Reprint: Continuity of Bessel Potentials. 
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Reprint: Thinness and Wiener Criteria for Non-Linear 
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AD-777 229/6GI 74-12 12A_ Reprint 


MEYERS, P 
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Nineteenth Century American Oil Painters by Means 
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MEYERS, PHILIP A. 


Reprint: Factors Affecting the Association of Fatty 
Acids with Mineral Particles in Sea Water. 
COM-74-10259/1GI 74-06 8] Reprint 


MEYERS, R. A. 
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Desulfurization of Coal: Initial Survey of Fifteen 
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PB-232 083/6GI 


MEYERS, RONALD P. 
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Technology--1973. 
AD-780 658/1GI 74-17 1C PC$8.75/MF$2.25 


MEYERS, S. P. 


The Microbial Degradation of Oil Pollutants, 
COM-74-11013/1GI 74-16 13B PC$9.50/MF$2.25 


Reprint: The Impact of Oil on Marshland Microbial 
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COM-74-11013-22/GI 

74-16 13B (Order as COM-74-11013) 


MEYERS, SAMUEL M. 


The Use of a Panel Design in Survey Research to Ob- 
tain Care Utilization and Expenditure Data: The Ex- 
perience of the Federal Employees Health Benefits 
Program Utilization Study, 

PB-236 634/2GI 74-26 6E PC$3.75/MFS$2.25 


MEYERS, SAMUEL P. 


Reprint: Nucleotides and Amino Acids in Shrimp 
Blanching Water. 
COM-74-10810/1GI 74-12 6H Reprint 


Reprint: Utilization of Economically-V aluable 
Byproducts from the Shrimp Processing Industry. 
COM-74-11541/1GI 74-24 6C Reprint 


Reprint: Variability in Proximate Analysis of Different 
Processed Shrimp Meals. 
COM-74-10143/7GI 


MEYERS, SHELDON S. 
Mobile Unit to Previde Vocational Evaluation for Han- 
dicapped Children, 
PB-236 910/6GI 74-26 SI PCS$S.75/MF$2.25 
MEYERS, T. J. 


Reprint: Microbial Decomposition Patterns Using 
Crude Oil. 
COM-74-11013-08/GI 

74-16 13B (Order as COM-74-11013) 
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MEYERS, W. J. 
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MEYERS, WAYNE M. 
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cerans;. 
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AD-785 011/8GI 74-23 20N PC$3.75/MFS2.25 
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Design of LNG Cargo Tanks. 
AD-779 635/2GI 74-15 13D PC$4.25/MF$2.25 
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Using Renewal Process Theory, 
AD-778 297/2GI 74-13 12B PC$3.75/MF$2.25 
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MEYRICK, GLYN 


Reprint: Phase Transformations in Metals and Alloys. 
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AD-780 361/2GI 74-16 LIF PC$3.25/MF$2.25 
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Accident Mechanisms for Nuclear Aircraft Using 
Xnjl40e Power Plant. 
XDC-61-5-20 74-13 181 PC$10.00/MF$2.25 


MEZGER-FREED, L. 


Mutagenesis of Haploid Cultured Frog Cells. 
COO-3110-10 74-07 6C PC$3.50/MF$2.25 


MEZIN, I. S. 


Analysis and Investigation of Fluid Elements Reliabili- 
ty--Translation. 
AD-784 331/1GI 74-22. 13G = PC$3.25/MF$2.25 


MEZZETTI, C. F. 


Reprint: Polymeric Pyroelectric Detector. 
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MIANNAY, D. 


Acoustic Emission. 
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tion, and Stochastic Media and Equations. 
N74-16274/4GI 74-10 12A PC$S5.25/MF$2.25 
MICALE, EDWARD C. 


Reprint: Dynamics of Slung Bodies Utilizing a Rotat- 
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AD-779 097/SGI 74-15 1C Reprint 
MICAUD, G. 

Dosimetry of Radioinduced Damage. 

CEA-N-1644 74-14 18E PC$4.00/MF$2.25 
MICHAEL, G. 

New Set of Display Subroutines for the IBM 7094- 

Dd80a System. 

UCID-15358 74-25 9B PC$4.50/MF$2.25 


MICHAEL, GERALD J. 


Development of Optimal Control Modes for Advanced 
Technology Propulsion Systems. 
AD-775 337/9GI 74-09 21E PC$4.25/MF$2.25 


Synthesis of Ramjet Missile Integrated Flight Con- 
trol/Fuel Control. 
AD-772 112/9GI 74-05 16D PC$4.25/MF$2.25 


MICHAEL, J. A. 


Distribution Functions of Air-Scattered gamma Rays 
Above Isotropic Plane Sources. 
CEX-73.1 74-14 18H PC$10.60/MF$2.25 


MICHAEL, JEFFREY A. 


A Vector Integrating Current Meter. 
AD-781 918/8GI 74-19 8C PC$3.75/MF$2.25 


MICHAEL, JOHN R. 
On Generating Inverse Gaussian Variates. 


AD-782 676/1GI 74-20 12A PC$3.25/MF$2.25 
MICHAEL, P. 

Atmospheric Diffusion from an off-Shore Site. 

BNL-18301 74-06 18G PC$3.00/MF$2.25 

Measured Effect of Shear on Plume Dispersion. 

BNL-18951 74-25 13B PC$4.00/MF$2.25 


MICHAEL, PAUL L. 


Guidelines for a Training Course in Noise Survey 
Techniques, 
AD-776 631/4GI 74-11 SI PC$3.25/MF$2.25 


A Study of Roof Warning Signals and the Use of Per- 
sonal Hearing Protection in Underground Coal Mines. 
PB-235 867/9GI 74-25 81 PC$8.50/MF$2.25 


MICHAELIS, A. L. 


Summarizing Technical Report for Research and 
Development Task Part 10A. Extrusion Ram Head 
Materials and Design. Final Report, May 1, 1963-- 
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UCRL-13172 74-12 18] PC$3.00/MF$2.25 
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74-10 SC PC$6.25/MF$2.25 
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Standard Reference Materials: Homogeneity Charac- 

terization of FE-3Si Alloy. 

COM-74-11357/2GI 74-20 LIF PC$3.75/MF$2.25 

Standard Reference Materials: Homogeneity Charac- 

terization of NBS Spectrometric Standards IV. 

20% Mo and Microprobe Characterization of W- 
Mo Alloy Fabricated by Powder Metallurgical 


COM-74.11062/8G1 74-16 14B PC$3.75/MF$2.25 


MICHAELIS, ROBERT E. 
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ferential Cross Section in K exp + p Elastic Scattering 
from 1.7 to 3.0 Gev/C. 

BNL-18909 Ta-21 20H PC$4.00/MF$2.25 


Multiscan Digital Voltage Monitor. 
INS-TH-83 74-12 18D PC$4.00/MF$2.25 


MISHKIN, E. A. 
Hin gia of Ultrashort Light Pulses in a Laser 


Medium. 
UCID-16333 
MISHRA, S. 


Magnetism in Ni--Cu and CO--Re Solid Solutions. 
COO-1198-1026 74-10 20L PC$3.00/MF$2.25 


MISHRA, S. R. 


An Experimental Study of the Circuit Properties of the 
Eccentrically Insulated Antenna. 
AD-784 973/0GI 74-23 9E PC$3.25/MF$2.25 


Experimental Study of the Insulated Antenna in Rela- 
tively Dense Dissipative Media. 
AD-777 992/9GI 74-13 9E PC$4.75/MF$2.25 


MISHRA, U. C. 
Analysis of Complex Nai(Tl) gamma Spectra from 
s. 


Mixtures of Nucli 
18H PC$5.50/MF$2.25 


74-07 20E PC$3.75/MF$2.25 


BARC-686 74-07 


Division of Radiological Protection Annual Progress 
Report for 1973. 
BARC-739 


MISHUSTIN, E. N. 


Symbiotic Assimilation of Nitrogen in Nonleguminous 
Plants (Simbioticheskoe Usvoenie Azota ou 
Nebobovykh Rastenii), 
TT-70-57093 


MISIC, SOFIYA 


High-rise Apartment Buildings: Architectural, Medical, 
Managerial, and Sociological Perspectives, 
TT-72-56007 74-08 SK PC$8.75 


MISIC, V. 


Effect of Soil Mechanical and Physical Properties on 
the Performance of Implements (Mechanichko-Fizicke 
Osobine Zemlijista i Njihov Uticaj na Rad Oruda), 

TT-73-56002 74-26 2C PC$3.25/MF$2.25 


MISKO, L. A. 
International Congress of Mycology (ist), Held at Ex- 
eter (England) on 7th-16th September 1971--Transla- 
tion. 
AD-782 386/7GI 
MISLAN, J. P. 


Analysis for Gadolinium in Heavy Water by Flame 
Emission. 
AECL-4772 74-18 7D PC$4.00/MF$2.25 


Proposed Automated Specific lon Electrode System 
for Measuring Trace Sulfide Concentrations in Aque- 
ous Solution. 
AECL-4605 


MISRA, A. 
Reprint: Distribution of Spherulites in a Polyethylene 
Sample. 
AD-786 943/1GI 
MISRA, B. 


Experimentally Determined Shear Properties of Ro- 
tary-Motion Sodium Freeze Seals. 
ANL-CT-73-18 74-10 18E PC$4.00/MF$2.25 


MISRA, K. B. 


Reliability Optimization of a System with Mixed 
Redundancies. 
MRR-132 


MISRA, P. K. 
Optimal Weighting Function for the Invariant Im- 


bedding Estimator. 
PB-229 340/5SGI 74-10 12A PC$3.25/MF$2.25 


Optimal Weighting Function in Water Quality Model- 


ing. 
PB-234 419/0GI 13B PC$3.75/MF$2.25 


MISTRETTA, G. D. 


An Analytic Method to Account for Drag in the Vinti 
Satellite Theory. 
N74-26293/2GI 


MISTRY, P. 
Effects of High gamma Irradiation Doses on the Mam- 
mary Murine Tumor Virus. 
CEA-CONF-2286 74-06 6R PC$3.00/MF$2.25 
MISZKLEVITZ, SHERIDAN LEE 


A Dynamic Simulation of Soil-Wheel Interaction. 
AD-769 637/0GI 74-01 13F . PCS$4.75/MF$2.25 


MITAKE, S. 
Icarus. 1: A Computer Code for Transient Analysis of 
the Multi-Purpose High-Temperature Reactor Plant 


Performance. 
JAERI-M-5058 PCS$5.45/MF$2.25 


74-21 6R PC$10.00/MF$2.25 


74-07 6C PC$3.75/MF$2.25 


74-19 6M PC$3.25/MF$2.25 


74-08 7D PC$3.00/MF$2.25 


74-25 iil Reprint 


74-17 14D PC$S.5S0/MF$2.25 


74-23 


74-19 22A PC$4.25/MF$2.25 


74-02 181 


MITCHELL, G. C. 


Lofty: A Computer Code for Analyzing a ‘Loss of 

Forced Circulation’’ Accident of the Multi-Purpose 

High Temperature Gas-Cooled Reactor. 

JAERI-M-5531 74-26 181 PC$3.75/MF$2.25 
MITAL, N. K. 

A Comparative Evaluation of Five Tire Traction 


Models, 

PB-229 707/SGI 13F PC$6.25/MF$2.25 
MITANI, H. 

Some Properties of the Higher we nal ae 


Method. One Group Diffusion rr --: 
JAERI-M-5325 74-12 PCS4! 4. 00/MFS2. 25 


MITANI, T. 
Combustion of Composite Propellants in Acceleration 


Field. 
N74-30235/7G1 74-24 21B PC$3.25/MF$2.25 
MITARAIL, H. 


Design of a Parallel Encoder/Decoder for the 
Hamming Code, Using ROM, 
PB-236 868/6GI 74-26 9B PC$3.75/MF$2.25 


MITCHEL, RALPH H. 


SAR Image Quality Analysis Model. 
AD-785 398/9GI 74-23 171 =PC$7.00/MFS$2.25 


MITCHELL, A. C. 


Deviation from Flat Impact with LIS Two-Stage 
Light Gas Gun Due to Projectile Tilting and Distortion. 
UCID-16468 74-21 19D '$4.00/MF$2.25 


MITCHELL, BARRY L. 
An EEG Sleep-Scoring Analyzer Based Upon Zero- 


Crossing Period Coding Techniques. 

AD-770 $75/9GI 7402 6B PC$S5.25/MF$2.25 
MITCHELL, BRIAN J. 

Reprint: Shear Velocities at the Base of the Mantle 


from Observations of S and ScS. 
AD-776 117/4GI 74-10 8K Reprint 


Reprint: Surface-Wave Attenuation and Crustal 
Anelasticity in Central North America. 
AD-776 125/7G1 74-10 8K Reprint 


MITCHELL, C. G. B. 


Economic Assessment of Cabtrack in Central London. 
AD-781 898/2GI 74-19 13B PC$4.75/MF$2.25 


MITCHELL, C. K. 


Polarization Transfer in Proton--Deuteron Elastic Scat- 

tering. 

LA-S412-T 
MITCHELL, CHARLES 


Lung Diseases in Rural and Urban Communities. 
PB-229 253/0GI 74-11 6E PC$4.75/MF$2.25 


MITCHELL, D. 


Graphics System Modeling. 
AD-787 859/8GI 74-26 9B PC$7.00/MF$2.25 


MITCHELL, DONALD G. 


Influence of Coronal and Interplanetary Phenomena on 
Low Energy Solar Charged Particle Events, 
AD-772 734/0GI 74-06 3B PC$5.25/MF$2.25 


MITCHELL, DONALD W. 


Process and Method for Quenching Incipient Gas-Air 
Explosions. 
PATENT-3 482 637 


MITCHELL, F. A. 


Bone Marrow Response of Beagles -  epeeneanel 
Doses of Mixed Gamma-Neutron Radia’ 
AD-777 032/4GI 74-11 6R PCs, 25/MFS2. 25 


MITCHELL, G. A. 


Airflow Control System for Supersonic Inlets. 
PATENT-3 799 475 74-15 21E Not available NTIS 


Distributed Educated Throat Stability Bypass to In- 
crease the Stable Airflow Range of a Mach 2.5 Inlet 
with 60-Percent Internal Contraction. 

N74-25535/7GI 74-19 1A PC$3.75/MF$2.25 


Distributed Porous Throat Stability Bypass to Increase 
the Stable Airflow Range of a Mach 2.5 Inlet with 60 
Percent Internal Contraction. 

N74-25531/6GI 74-19 1A  PC$3.75/MF$2.25 


Forward Slanted Slot Throat Stability Bypass to In- 
crease the Stable Airflow Range of a Mach 2.5 Inlet 
with 60 Percent Internal Contraction. 

N74-22627/SGI 74-18 21E PC$3.75/MFS$2.25 


Pressure Activated Stability-Bypass-Control Valves to 
Increase the Stable Airflow Range of a Mach 2.5 Inlet 
with 40 Percent Internal Contraction. 

N74-28478/7GI 74-22 20D PC$4.75/MFS$2.25 


Throat Stability-by Pass Systems to Increase the Sta- 
ble Airflow Range of a Mach 2.5 Inlet with 60-Percent 


Internal Contraction. 
N74-28476/1GI 1A PCS$3.75/MFS$2.25 


MITCHELL, G. C. 


Stress Analysis and Stability of Oil Storage Tank 
Floating Roofs, 
AD-777 303/9GI 


74-10 


74-10 20H PC$7.60/MF$2.25 


74-10 81 Not available NTIS 


74-22 


74-12 13D PC$3.2S/MPFS$2.25 


PA-757 





$HReaae 


MITCHELL, G. E. 


MITCHELL, G. E. 


North Carolina State University Nuclear Structure 
Research at the Triangle Universities Nuclear Labora- 
tory. Progress Report. 

ORO-3624-14 74-21 20H PC$4.50/MF$2.25 


MITCHELL, G. H. 
Isolation of Protective Antigens from ‘Plasmodium fal- 


bene & 438/6G1 74-08 6M PC$3.25/MF$2.25 
MITCHELL, J. A. 


Exp 233 U Fission Neutron Spectrum from 0.8 to 10 
Mev (Lwbr Development Program). 
WAPD-TM-1129 74-14 20H PC$3.00/MF$2.25 


Thermal Scattering Cross Sections of exp 233 U and 
exp 232 TH (Lwbr Development Program). 
74-17 20H PCs 00/MF$2.25 


WAPD-TM-1132 

MITCHELL, J. D. 
An Experimental Investigation of Mesospheric loniza- 
tion 


N73-32277/8GI 74.02 4A PC$S.25/MF$2.25 


Reprint: Relations among Low Ionosphere Parameters 
and A3 Radio Wave Absorption. 
AD-785 797/2GI 

MITCHELL, J. F. B. 


Reprint: Low Energy Scattering of Electrons by Cesi- 
um Atoms. 
AD-769 768/3GI 74-01 7D Reprint 
Reprint: Spin-Polarization in the Elastic Scattering of 
Electrons by One-Electron Atoms. 
AD-780 074/1GI 

MITCHELL, J. K 
Apollo Soil Mechanics Experiment S-200 
N74-27332/7GI 74-20 3B PC$S. 75/MF$2.25 
Seepage and Groundwater Effects Associated with Ex- 
plosive Cratering. 
AD-782 356/0GI 74-19 19D PC$7.25/MF$2.25 


MITCHELL, J.T. D 


Wall Loading Limitations in a Helium Cooled Fusion 
Reactor Blanket. 
CLM-R-126 74-13. 18A PC$3.00/MF$2.25 


MITCHELL, J. W. 


Dynamic Dislocation Phenomena in Single Crystals of 
Metals and Alloys. Final Report. 
ORO-3808-28 74-17 11F PC$S.50/MF$2.25 


MITCHELL, JAMES 


Rationale for Rehabilitation: Past Performance and Fu- 
ture Potential, 
PB-229 327/2GI 74-10 13B PC$3.75/MF$2.25 


MITCHELL, JAMES E. 
Undiagnosed Bacterial Meningitis in Vermont Chil- 


dren, 
AD-787 532/1GI 
MITCHELL, JAMES L. 


Reprint: Exogenous Methionine Requirements of 
‘Pseudomonas maltophilia’. 

AD-783 596/0GI 74-21 6M _ Reprint 

MITCHELL, JOHN F. 

In-Flight Simulation of Minimum Longitudinal Stability 
for Large Delta-Wing Transports in Landing Approach 
and Touchdown. Volume II. Supporting Technical 
Data and Analysis. 

AD-780 098/0GI 74-16 IC PC$8.50/MF$2.25 


MITCHELL, JOHN W. 

Alloy Solution Hardening with Solute P. 

PAT-APPL-450 520 74-23 11F PCS3. :25/MF$2.25 
MITCHELL, K. L. 


Msfc Sortie Laboratory Environmental Control System 
(Ecs) Phase B Design Study Results. 
N74-20545/1GI 74-14 6K PC$8.50/MF$2.25 


MITCHELL, KIM 


Applied Research on II-VI Compound Materials for 
Heterojunction Solar Cells 
PB-232 884/7GI 74-16 10B PC$3.25/MF$2.25 


Applied Research on If-VI Compound Materials for 

Heterojunction Solar Cells. 

PB-235 347/2GI 74-26 10B PC$3.75/MF$2.25 
MITCHELL, N. A. 

Technical Evaluation Report on — Technical 

enteg on V/STOL Propulsion Sys' 

AD-776 868/2G1 74-11 Ic “PCs3 .25/MF$2.25 


MITCHELL, N. T. 


Radioactivity 1 oer and Coastal Waters of the 
British Isles, 1971. 
FRL-9 74-13 8H PC$4.00/MF$2.25 
MITCHELL, P. W.D. 
Aerosol Explosive Indicator Kit. 
AD-784 196/8GI 74-22, 7C = PC$3.25/MF$2.25 
Chemical Patient Blanket Preheaters. 
AD-784 195/0GI 74-22 6G PC$3.75/MF$2.25 


74-24 4A _ Reprint 


74-16 7D Reprint 


74-26 6E PC$3.25/MF$2.25 


PA-758 


Dental Cement from Marine Sources. 
PB-226 045/3GI 74-05 6L PC$3.75/MF$2.25 


MITCHELL, PETER G. 


Time Domain Measurement of Microwave Absorbers 
9-16 GHz Frequency Band 
AD-779 8 15/001 74-16 17D PC$3.75/MF$2.25 


MITCHELL, R. 


Design of Ventilation and Air Cleaning Systems for the 
New Los Alamos Plutonium Facility. 
LA-UR-74-1051 74-25 13A PC$4.00/MF$2.25 


Reprint: Inhibition of Bacterial Chemoreception by 
Hydrocarbons. 
COM-74-11013-29/GI 

74-16 13B (Order as COM-74-11013) 


MITCHELL, R. C. 


Engineering Properties of Rocket Propellants. 
AD-771 580/8GI 74-04 211 PC$6.25/MF$2.25 


MITCHELL, R. H. 


Linseed Oil Retreatments to Control Surface Deteri- 
oration of Concrete Bridge Decks. 
PB-224 835/9GI 74-01 13B PC$3.75/MF$2.25 


MITCHELL, R. I. 


Chemical and Physical Characterization of Automotive 
Exhaust Particulate Matter in the Atmosphere (Year 
Ending June 30, 1972). 

PB-227 413/2GI 74-07 13B PC$4.75/MF$2.25 


MITCHELL, R. N 


Test Methods and Efficiency Studies on Multi-Bank 
Hepa Filter Systems. 
LA-UR-74-992 74-22 18F PC$6.00/MF$2.25 


MITCHELL, R. T. 
Mariner 9 Navigation. 
N74-29120/4GI 

MITCHELL, R. W. 
LISP 2 Specifications Proposal, 

AD-785 040/7GI 74-23 9B PC$3.25/MF$2.25 

MITCHELL, RALPH 


The Effects of Pollutants on Marine Microbial 
Processes: A Field Study. 
AD-787 602/2GI 74-26 13B PC$3.75/MF$2.25 


Sub-Lethal Effects of Pollutants on Activities of 
Marine Microorganisms. I. Ecological Implications of 
Chemotaxis by Marine Bacteria. II. Inhibition of Inter- 
Microbial Predation by Chlorinated Hydrocarbons. 

AD-771 446/2GI 74-04 6M PC$3.25/MF$2.25 


MITCHELL, REX C. 


U-Tube Aeration, 
PB-228 127/7GI 74-10 13B PC-GPO/MF$2.25-NTIS 


MITCHELL, RICHARD A. 


Reprint: Analysis of Composite-Reinforced Cutouts 
and Cracks. 
COM-74-50478/8GI 74-15 11D Not available NTIS 


MITCHELL, ROBERT D. 


Urea-Ammonium Polyphosphate Production. 
PATENT-3 825 414 74-22 2A Not available NTIS 


MITCHELL, ROBERT E. 


Exposure of Man to Magnetic Fields Alternating at 
Extremely Low Frequency, 
AD-770 140/2GI 74-02 6R PC$3.75/MF$2.25 


MITCHELL, ROBERT W. 


Hydrogen Adducts of Cobalt and Nickel Boride. 
AD-781 300/9GI 74-18 7B PC$3.25/MF$2.25 


MITCHELL, S. 


Reprint: Effects of Distortion on the Intelligibility of 
Speech at High Altitudes. 
AD-774 $57/3GI 74-08 17B Reprint 


MITCHELL, T. E. 
Experiments in High Voltage Electron Microscopy. 


Progress Report. 
COO-2119-5 74-02 2L PC$3.25/MF$2.25 


Experiments in High Voltage Electron Microscopy. 
Progress Report, October 31, 1973--31 July 1974. 

COO-2119-12 74-25 7D PC$4.00/MF$2.25 
Reprint: Dislocation Dissociation in Stoichiometric 
MgAl204 Spinel Observed by Weak-Beam Electron 


Microscopy. 
74-22 20B Reprint 


74-22, 22C_ ~=PC$8.75/MF$2.25 


AD-784 592/8GI 

Reprint: Interstitial Solution Hardening and Slip Asym- 

metry in Tantalum. 

AD-773 205/0GI 74-06 11F Reprint 

Reprint: On the Space Group of MgAI204 Spinel. 

AD-770 348/1GI 74-02 20B Reprint 

Reprint: Solid Solution Softening and Hardening. 

AD-773 213/4GI 74-06 11F Reprint 
MITCHELL, T. R. 

Alternate Xma-! Power Plant Study. 

DC-59-2-1 74-15 18N PC$8.50/MF$2.25 

Observations of the Performance of TUCUMCARI 

(PGH-2) in U.S. Coast Guard Mission Oriented Trials. 


AD-771 400/9GI 74-04 133 PC$4.25/MF$2.25 
MITCHELL, TERENCE R. 

Black and White Differences in Motivation: An Ex- 

pectancy Approach. 

AD-777 679/2GI 74-12 SI PC$3.75/MF$2.25 

An Empirical Examination of Social Power in Terms 


of Decision Theory 
AD-787 592/SGI 74-26 SJ PC$3.25/MF$2.25 


Expectancy Models of Job Satisfaction, Occupational 
Preference and Effort: A Theoretical, Methodological 
and Empirical Appraisal. 

AD-787 107/2GI 74-26 SI PC$4.25/MF$2.25 


MITCHELL, TERRY M. 
A Radioisotope Backscatter Gauge for Measuring the 


Cement Content of Plastic Concrete. 
PB-224 605/6GI 74-02 13C PC$4.25/MF$2.25 


Radioisotope Gauge for Determining Cement Content 
of Concrete 
PAT-APPL-462 618 74-12 13C PC$3.25/MF$2.25 


MITCHELL, V. L. 


Atmospheric Water Resources Management Program. 

Bridger Range Cloud Seeding Experiment. 

PB-234 012/3GI 74-20 4B PC$10.50/MF$2.25 
MITCHELL, W. Ill 


Plutonium-238 Production in Commercial Water Reac- 
tors Experimental and Analytical Program. Annual Re- 
port for Fiscal Year 1973. 

SNE-129 7408 18B PC$S5.45/MF$2.25 


MITCHELL, WALLACE C. 
Biology, Ecology and Control of ‘Musca sorbens’. 
AD-769 838/4GI 74-02 6C PC$3.25/MF$2.25 
MITCHINER, J. L. 
Study of Dynamics of X-14B VTOL Aircraft. 
N74-21661/SGI 74-17 1B PC$8.50/MF$2.25 
MITCHNER, MORTON 


Reprint: Measurement of 9.6-Micron Carbon Dioxide 
Laser Transition Probability and Optical Broadening 
Cross Section. 

AD-780 158/2GI 


MITOMA, M. F. 


A Study of Information in Multiple-Computer and 
Multiple-Console Data Processing Systems. 
AD-769 889/7GI 74-02 9B PC$5.25/MF$2.25 


MITRA, A. P. 
D Region During Solar Eclipses. 
N74-16051/6GI 74-10 4A PC$3.25/MF$2.25 


Theoretical Models of D-Region Electron Density 
Profiles. 
N74-16052/4GI 


MITRA, NIMAI K. 


Compressible Boundary Solutions by the Method of 
Weighted Residuals Using Exponentials, 
AD-769 116/SGI 74-01 20D PC$3.25/MF$2.25 


MITRA, S. S. 


Reprint: Pressure Dependence of Energy Gaps and 
Refractive Indices of Tetrahedrally Bonded Semicon- 
ductors. 

AD-787 240/1GI 


MITRA, SHASHANKA S. 


Investigations to Improve the Growth of Quality Ver- 
neuil and Chalcogenide Crystals. 

AD-784 806/2GI 74-23 20B PC$7.25/MFS$2.25 
Reprint: Theory of the Temperature Derivative of the 
Refractive Index in Transport Crystals. 

AD-776 035/8GI 74-10 20F Reprint 


MITRA, SUJIT KUMAR 


Reprint: On Parallel Sum and Difference of Matrices. 
AD-775 997/0GI 74-10 12A Reprint 


MITROFANOV, B. E. 


Control System with Group Speed Governor for 
Hydraulic Power Generation Units, 
TT-70-57266 74-23 10B PC$7.25/MFS$2.25 


MITROPOLSKIY, Y. A. 


Space Research in the Ukraine. Part 2: Space 
Mechanics and Control Systems. 

N74-22475/9GI 74-17 22C = PC$S.75/MF$2.25 
MITRYAEV, I. M. 


Determination of the Forces in the Kinematic Pairs of 
a Landing Gear Mechanism--Translation. 
AD-773 877/6GI 7407 1C PCS$3.25/MFS$2.25 


Determination of the Forces in the Retractor of a 

agg Dimensional Landing-Gear Mechanism--Transla- 

‘AD-784 257/8GI 74-22 1C PC$3.25/MF$2.25 
MITRYUSHKIN, V. K. 


Correlations of Neutral and Charged Particles in pi exp 
- n-Collisions at p = 40 Gev/C. 
JINR-P2-7752 74-21 20H PC$4.00/MF$2.25 


74-16 7D Reprint 


74-10 4A PC$3.25/MF$2.25 


74-26 20L Reprint 





MITSCHANG, GEORGE WILLIAM 


An Application of Nonlinear Filtering Theory to Pas- 
sive Target Locaton and Tracking. 
AD-782 305/7GI 74-19 171 PC$7.25/MF$2.25 


MITSEL’MAKHER, G. V. 
Decays K Implies mu nu /sub mu /E exp + E exp - , 
K Implies E nu /sub E/ mu exp + mu exp - , K Im- 
plies mu nu /sub mu / mu exp + mu exp - , K Implies 
E nu /sub E/E exp + Eexp-. 
JINR-P2-7347 74-06 20H PC$3.50/MF$2.25 


Possibility of Suppressing the Background from K Im- 
plies L nu pi exp 0 Implies L nu gamma E exp + E 
exp - During Investigation of the Decay K Implies L 


nu E exp + Eexp-. 
JINR-P2-7348 74-10 20H PC$3.00/MF$2.25 


MITSUDA, YUTAKA 


Reprint: Estimation of Long-Chain Branching in 
Ethylene-Propylene Terpolymers from Infinite-Dilution 
Viscoelastic Properties. 

AD-786 104/0GI 74-24 7D Reprint 


Reprint: Infinite-Dilution Viscoelastic Properties of 
Comb-Shaped Polystyrenes. 
AD-771 840/6GI 


MITSUHASHI, S. 
Reprint: Sex Pili Mutants Isolated by Macarbomycin 


Treatment. 
AD-773 255/SGI 


MITSUHASHI, SUSUMU 
Reprint: Mutation of R Factors Capable of Specifying 


Hypersynthesis of Penicillinase. 
AD-773 257/1GI 


MITTA, A. E. A. 
Preparation of Thyroid Stimulating Hormone of High 
Specific Activity. 
CNEA-346 74-06 6A PC$3.00/MF$2.25 


Preparation of Toluidine- exp 131 I Blue (3-Amino-7- 
Dimethylamine-2-Methylphenazothione- exp 131 I. 
CNEA-357 74-12 7E PC$3.00/MF$2.25 


Study of the Reaction Between Isocyanates and Or- 
ganic Acids Using Compounds Labelled with exp 14 C. 
CNEA-354 74-12 7C PC$3.00/MF$2.25 


MITTAG, CARL F. 
Artificial Icing Tests UH-1H Helicopter. 
Heated Glass Windshield. 
AD-779 503/2GI 74-15 1C PC$3.25/MF$2.25 


Evaluation of the Teledyne Ryan Model 622 Terrain- 
Following Radar System Installed on an OH-S8A 
Helicopter. 

AD-775 806/3GI 74-10 171 PC$4.25/MF$2.25 


Flight Evaluation OH-6A Helicopter. Kaiser FP-50B 
Flight Director System. Part II. 
AD-781 990/7GI 74-19 17G PC$4.25/MF$2.25 


Instrument Flight-Evaluation OH-6A Helicopter. Part 
I 


74-05 7C Reprint 


74-07 6M _ Reprint 


74-07 6M_ Reprint 


Part Il. 


AD-780 016/2GI 
MITTAL, KAMAL K. 
A Study of the Effects of ‘Matched’ Platelet Transfu- 


sions. 
PB-233 637/8GI 


MITTELMANN, H. D. 


The Approximative Solutions for Mixed Boundary 
Value Problems in Quasilinear Elliptical Differential 
Equations die Approximation der Loesungen 
Gemischter Randwertprobleme Quasilinearer Ellip- 
tischer Differentialgleichungen. 

N74-31038/4GI 74-24 20D PC$4.75/MF$2.25 

MITTELSTADT, RUSSELL J. 

The Image of the Army and What the Army using the 
Army Reserves and Selected Civilian Organizations 
Can Do about It. 
AD-775 668/7GI 


MITTELSTAEDT, W. 


Experiments with Polyurethan Rigid Foam on Basis of 
exp 14 C-Labelled Diphenylmethane-Diisocyanate 
(Mdi) on the Mineralization and Uptake by Plants. 

JUL-1062-RA 74-25 2A PCS$4.75/MF$2.25 


MITTELUNG, K. 


Changes in Flutter Results by Stiffening Some Degrees 
of Freedom. 
N74-15709/0GI 74-10 


MITTEMEYER, BERNHARDT T. 


The Impact of the Crisis in Medical Education on the 
Internal Development of a Nation. 
AD-773 528/SGI 74-07 ‘SI 


MITTER, SANJOY K. 


Reprint: A Descent Numerical Method for Optimiza- 
tion Problems with Nondifferentiable Cost Functionals. 
AD-776 847/6GI 74-11 12B Reprint 
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“Longwall Stripping.’ 

PB-233 146/0GI_ 74-18 81 PC-GPO/MF$2.25-NTIS 


MOOMEY, W.R. 


Reprint: Transmittance Functions for Defining the 
Response of a Cosmic-Ray Detector in the Geomag- 
netic Field. 
AD-770 274/9GI 
MOON, D. M. 

Effect of Low Fréquencies on the Fatigue Crack 
Growth Characteristics of A533 Grade B Class | Plate 
in an Environment of High-Temperature Primary 
Grade Nuclear Reactor Water. Heavy Section Steel 
Technology Technical Report No. 35. 


74-13 20L Reprint 


74-24 20L PC$4.25/MF$2.25 


74-12 20F PC$S5.75/MF$2.25 


74-06 20L PC$3.00/MF$2.25 


74-02 4A _ Reprint 


WCAP-8256 74-25 11F PC$6.25/MF$2.25 
MOON, D. W. 

Progress on Aluminum-Clad NB sub 3 S 

UCRL-74964 74-12 20L PCs. 50/MF$2.25 
MOON, DEUG 

— Metal Ions and Heterogeneous Nucleation 

AD-776 322/0G1 74-11 LIB PCS$4.75/MFS2.25 


MOON, FRANCIS C. 
Mechanics of Structures with High Electric Currents. 
PB-234 253/3GI 74-23 20K PC$3.75/MF$2.25 

MOON, OK RYUN 
Reprint: Efficacy of Mass Treatment for Control of 
Human Filariasis. 
AD-773 356/1GI 


74-07 60 Reprint 








MOON, WOO TAIK 
Laminar Boundary Layer in Symmetry Plane of Blunt- 
Nosed Body, 
AD-772 $45/0GI 
MOONEN, H. P. 
Gross Radioactivity in Airborn Dust. Results of Mea- 


surements During 1968. 
RA-44 74-02 6F PC$3.00/MF$2.25 


MOONEY, HARULD M. 

Excavation Seismology. 

AD-782 264/6GI 74-19 13B PC$4.25/MF$2.25 
MOONEY, LEONARD J. 

Electron Beam-Pumped Gas Laser System. 

PATENT-3 789 321 74-24 20E Not available NTIS 
MOONEY, V. 


Investigation of the Medical —- of the 
Unique Biocarbons Developed by NA 
N74-20729/1GI 74-15 6L Pcs. 75/MF$2.25 


The Use of Pure Carbon for Permanent Percutaneous 
Electrical Connector Systems. 
N74-32016/9GI 74-25 9C PC$3.25/MF$2.25 


MOORADIAN, ARAM 


Laser Spectroscopy. Proceedings of an International 
Conference Held in Vail, Colorado on June 25-29, 
1973. 

AD-777 751/9GI 74-12 20F PC$15.25/MF$2.25 
Reprint: Gradient-Field Permanent-Magnet Spin-Flip 
Laser. 

AD-777 556/2GI 74-12 20E Reprint 


Reprint: Near-Resonance Spontaneous-Spin-Flip Light 

Scattering in InSb. 

AD-772 1S1/7G1 74-05 20L Reprint 

Reprint: Spontaneous Spin-Flip Raman Linewidth and 

Nonlinear Processes in InSb. 

AD-772 118/6GI 74-05 20F Reprint 

Reprint: Tunable Laser Measurements of Water Vapor 

Transition in the Vicinity of 5 Micrometers. 

AD-771 905/7GI 74-05 7D Reprint 
MOORE, A. M. 


Search and Dissemination in Data Processing. 
N74-23479/0GI 74-18 SB PC$4.25/MF$2.25 
Technology Utilization Data Searches. 

N74-13672/2GI 74-07 SB  PC$3.75/MF$2.25 


Technology Utilization in a Non-Urban Region: 
Further Impact and Technique of the Technology Use 


Studies Center. 
N74-31391/7GI 74-24 SB PC$4.75/MF$2.25 
MOORE, A. W. 


An Experimental Investigation of Wind-Tunnel Wall 

Conditions for Interface-Free Dynamic Measurements. 

N73-32930/2GI 74-02 1A  PC$3.75/MF$2.25 
MOORE, ALAN 

Site Planning and Potential Use for Sanitary Landfills. 

PB-226 277/2GI 74-04 13B PC$4.75/MF$2.25 
MOORE, ALBERT H. 


Reprint: Linear Estimation of the Scale Parameter of 
the First Asymptotic Distribution of Extreme Values. 
AD-773 105/2GI 74-06 12A_ Reprint 


MOORE, ALBERT S. JR. 

Converging-Diverging Type Gas-Solids Fluidizer and 

Method of Use 

PATENT-3 $65 593 74-06 131 Not available NTIS 
MOORE, B. E. 

A Prototype Test of a Static Multi-Attribute Assign- 

ment Model. 

AD-777 710/SGI 74-12 SI PC$3.25/MF$2.25 
MOORE, BRUCE C. 


A Time Domain Characterization of the Invariant Fac- 
tors of a System Transfer Functions, 


74-06 20D PC$3.75/MF$2.25 


AD-782 481/6GI 74-19 12A PC$3.25/MF$2.25 
MOORE, C. B. 

Reprint: Lightning in Volcanic Clouds. 

AD-777 930/9GI 74-13 4A Reprint 


MOORE, C. BRADLEY 


Reprint: Model for V-T, R Relaxation: CH4 and CD4 
Mixtures. 
AD-784 $43/1GI 74-22 7D Reprint 


Reprint: State-Selected Kinetics from Laser-Excited 
Fluorescence. 
AD-784 568/8GI 74-22 7D Reprint 


Reprint: V-T, R and V-V Relaxation in DCI Systems. 
AD-784 563/9GI 74-22 7D Reprint 


Reprint: V-T, R Energy Transfer in HCl- and DCI- 
Rare Gas Mixtures. 
AD-784 539/9GI 74-22 7D Reprint 


Reprint: V-V Energy Transfer in HC! with Tunable 


Optical Parametric Oscillator Excitation. 
AD-784 615/7GI 74-22 7D Reprint 





MOORE, EDWARD JR. 


Reprint: Vibration-to-Vibration Energy Transfer in N2- 
co 


AD-784 $62/1GI 74-22 7D Reprint 


Reprint: Vibrational Relaxation in HBr and HC! from 
144K to 584K. 
AD-784 567/0GI 


MOORE, C. FRED 


Fission Yield Determinations. 
AD-787 810/1GI 74-26 20H PC$5.25/MF$2.25 


MOORE, CHARLES THOMAS 
Studies of Optimal Models of Interchange Develop- 
ment Through Land Use Regulations and Control. 
PB-228 997/3GI 74-09 #13B PC$11.25/MF$2.25 
MOORE, CORWIN D. 
Automobile Rear Lighting System Malfunctions: Sur- 
veys of Their Extent and Driving Simulator Studies of 


Some of their Effects. 
PB-231 273/4GI 74-13, 13F PC$4.75/MF$2.25 


MOORE, CORWIN D. JR. 


Passenger Car and Truck Signaling and Marking 
Research: I. Regulations, Intensity Requirements and 
Color Filter Characteristics, 

PB-225 169/2GI 74-01 13F PC$10.00/MF$2.25 


MOORE, D. M. 


Lightweight 3.66-Meter-Diameter Conical Mesh Anten- 
na Reflector. 
N74-29562/7GI 


MOORE, D. O. 


Evaluation of the Regenerative Pressurized Fluidized- 
Bed Combustion Process. 
PB-232 012/5GI 74-14 7A PC$S.25/MF$2.25 


MOORE, D. R. 
70 Mev Injector, Build and Alignment Requirements. 
RL-73-147 74-13 20G PC$3.75/MF$2.25 


Survey Datums for 70 Mev Injector and Nimrod 
Check Calculations. 
RL-73-148 


MOORE, D. S. 


Large Sample Comparison of Tests and Empirical 
Bayes Procedures. 
AD-784 914/4GI 74-23 12A_  PCS$3.25/MF$2.25 


MOORE, DANNY J. 


Solvent for Obtaining Very High Yields of Aldehydic 
Products from Soybean Oil. 
PATENT-3 349 106 74-16 7C Not available NTIS 


Thermally Stable Stationary Phases for Temperature 

Programmed Gas Chromatography. 

PATENT-3 485 028 74-17 7D Not available NTIS 
MOORE, DANNY JOE 

Derivatives of Methyl 9,9-Dimethoxynonanoate. 

PATENT-3 330 840 74-16 7C Not available NTIS 


Process for obtaining Pure Methyl Azelaaldehydate 

from Ozonolysis of Commercial Methyl Oleate. 

PATENT-3 322 798 74-16 7C Not available NTIS 
MOORE, DAVID 

SCERT Model Building System. 

PB-234 935/SGI 

74-23 9B Mag Tape $250.00;Foreign $312.50 

MOORE, DAVID G. 

Reprint: Midplate Continental Margin Geosynclines: 

Growth Processes and Quaternary Modifications. 

AD-784 453/3GI 74-22 8G Reprint 

Reprint: Stratigraphic-Seismic Section Correlation and 

Implications to Bengal Fan History. 

AD-777 934/1GI 74-13 8G Reprint 
MOORE, DAVID L. 

Washington Harbors and Regional Facilities, 

COM-74-11025/SGI 74-15 SC Reprint 
MOORE, DONALD 

A Listing of Tables and Parameters Used in OP 

Damage Assessment Programs (With Source and Re- 

References). 

PB-231 787/3GI 74-13 1SF PCS$3.25/MFS$2.25 
MOORE, DONALD H. 

Inclined-Shaft Propeller Performance Characteristics, 

AD-780 690/4GI 74-17 133) PCS$4.25/MF$2.25 
MOORE, DOUGLAS A. . 

Diagnostic Tests of Models for the Thermal Structure 

of the Non-Precipitating Convective Boundary Layer. 

PB-231 780/8GI 74-15 4B PCS4. 2S/MFS2. 25 
MOORE, E. K. 


Velocity Control Propulsion Subsystem of the Radio 
Astronomy Explorer Satellite for Goddard Space 


Flight Center. 
N74-15463/4GI 7409 22B PCS$9.25/MFS$2.25 


MOORE, EDWARD JR. 


Structural Evolution: The Effect of Organization Size 
on Complexity Across Time. 
AD-783 837/8GI 74-21 $3 PC$3.75/MFS$2.25 


74-22 7D Reprint 


74-24 9E PC$3.75/MF$2.25 


74-13 20G PC$3.25/MF$2.25 


PA-765 
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MOORE, ELBERT 
Environmental Evaluation, Boise District, Bureau of 
Land Management, 
PB-227 154/2GI 74-06 13B PC$4.75/MF$2.25 
MOORE, F. D. 
Program for the Study of Transplantation of Tissues 
and Organs and Related Topics in Soguieal Research. 
Final Technical Report, January 1, 197 
COO-3424-1 14-17 6E PCS. 75/MF$2.25 
MOORE, F. K. 


Scaling Law for Dry Cooling Towers with Combined 
Mechanical and Natural Draft, 
PB-227 814/1GI 74-10 13A PC$3.75/MF$2.25 


MOORE, FLETCHER L. 


Extraction of Mercury from Alkaline Brines. 
PATENT-3 785 803 74-23 7A Not available NTIS 


MOORE, FRANK G. 


Aerodynamics of Guided and Unguided Weapons. Part 
Il. Computer Program and Usage. 
AD-775 300/7GI 74-09 16D PC$6.25/MF$2.25 


Aerodynamics of en and Unguided Weapons. Part 
1. Theory and Applicatio 
AD-770 852/2GI 74-03 16D PC$5.25/MF$2.25 


MOORE, FRANKLIN K. 


On the Minimum Size of Natural-Draft Dry Cooling 
Towers for Large Power Plants, 
PB-227 819/0GI 74-10 13A PC$3.75/MF$2.25 


MOORE, G. E. 


Chemistry Division Annual Progress Report for Period 
Ending May 20, 1973. 
ORNL-4891 7402 7D PC$7.60/MF$2.25 


Properties of Solutions. Water Research Program Bien- 
nial Progress Report for the Period March 15, 1968-- 


March 15, 1970. 
ORNL-TM-4212 74-04 7D PC$4.50/MF$2.25 
MOORE, G. R. 


Calculation of a 5 inch/54 Muzzle Blast Using a Multi- 
Material Hydrodynamic Code. 
AD-775 619/0GI 74-10 19D PC$4.25/MF$2.25 


Calculation of 5 Inch/S4 Muzzle Blast and Post Ejec- 
tion Environment on Projectile. 
AD-774 866/8GI 74-09 19D PC$S5.25/MF$2.25 


MOORE, GEORGE R. 


Decision Making Under Uncertainty: 
Evaluation of Streamflow Forecasts. 
PB-236 417/2GI 74-26 13B PC$11.25/MF$2.25 


MOORE, GERALD L. 
The Effect of Dihydroxyacetone on the Liquid Storage 


Properties of Human Blood 
AD-770 743/3GI 74-03 6L PC$3.25/MF$2.25 


The Storage, Rejuvenation, and Restorage of Human 
Red Cells for Periods up to 56 Days. 
AD-770 742/SGI 74-03 éL PC$3.25/MF$2.25 


MOORE, GORDON G. 
Process for the Preparation of Beta Dicarbonyl Com- 


pounds. 
PAT-APPL-41 573 74-22. 7C PC$3.25/MF$2.25 
Process for the Preparation of Beta Keto Aldehydes. 
PAT-APPL-323 194 74-13 7C PC$3.25/MF$2.25 
MOORE, H. J. 
Individual Differences in Vestibular —~ gg asa 
Predictor of Motion Disturbance Susceptibili 
AD-781 881/8GI 74-18 SJ PC$3. 2S/MFS2. 25 
MOORE, J. 
Domestic Action Program: Commonwealth of Mas- 
sachusetts. 
PB-236 454/5GI 
MOORE, J. A. 


Pilot Model Expansion Tunnel Test Flow Properties 
Obtained from Velocity, Pressure, and Probe Measure- 


Economic 


74-25 SK PC$4.75/MF$2.25 


meats. 

N73-33182/9GI 74-02 20D PC$5.25/MF$2.25 

Reprint: Synthesis and Resolution of cis- and trans-5- 

Methylproline. 

AD-771 878/6GI 74-05 7C Reprint 
MOORE, J.D. 


Environmental Monitoring. Annual Report, 1972. 
TID-26442 74-04 6F PC$3.50/MF$2.25 


Observations of Solar Flux at the Algonquin Radio Ob- 
servatory on 2800 Mhz and at the Dominion Radio As- 
trophysical Observatory on 2700 Mhz. 

N74-28258/3GI 74-20 3B PC$4.75/MF$2.25 


MOORE, J. E. 


Round-off Errors in Cutting Plane Algorithms Based 
on the Revised Simplex Procedure 
N73-33517/6GI 74-02 128 PC$3.75/MF$2.25 


MOORE, J.G. 


Low-Level Waste Treatment Laboratory Studies: 
Evaporation of Simulated lon-Exchange Eluates. 
ORNL-TM-4454 74-12 18G PC$3.00/MFS$2.25 


PA-766 


MOORE, J. H. 


The Radiometer Transfer Function for the Aafe Com- 
posite Two-Frequency Radiometer Scatterometer. 
N74-14382/7GI 74-08 14B PC$4.75/MF$2.25 
MOORE, J. P. 

Precision Measurements of the Thermal Conductivity, 
Electrical Resistivity, and Seebeck Coefficient from 80 
to 400 K and Their Application to Pure Molybdenum. 
CONF-731106-1 74-06 11F PC$4.00/MF$2.25 


Thermai and Electrical Conductivities and Seebeck 

Coefficients of Unirradiated and Irradiated Graphites 

from 300 to 1000 K. 

CONF-731101-28 74-07 18] PC$3.25/MF$2.25 
MOORE, J. R. 

Investigation of the Sediments and Potential Man- 

ganese Nodule Resources of Green Bay, Wisconsin. 

COM-73-11945/SGI 74-02 8G PC$5.75/MF$2.25 
MOORE, J. ROBERT 


Identification of Technologic Gaps in Exploration of 
Marine Ferromanganese Deposits. 
COM-73-11947/1GI 74-03 83 PC$4.25/MF$2.25 


MOORE, JAMES 


Assessment of Lake Trout and Associated Species in 
Lakes Michigan and Superior, 1969-72. 
COM-74-11423/2GI 74-21 6C PC$4.25/MF$2.25 


MOORE, JAMES M. 


Semi-Markov Models for Evaluating Naval Tactical 
Deception Concepts. 
AD-778 511/6GI 74-14 ISA  PC$S.75/MF$2.25 


MOORE, JAMES M. JR. 
Area Handbook for Hungary, 
AD-771 848/9GI_ 74-05 SC PC-GPO/MF$2.25-NTIS 
MOORE, JIMMIE A. 
Reprint: Simplified Aerodynamic Theory of Oscillating 
Thin Surfaces in Subsonic Flow. 
AD-770 821/7GI 
MOORE, JOHN D. 
Apparatus for Evaluating and Testing the Sharpness of 
Points. 
PAT-APPL-467 506 74-24 131 PC$3.25/MF$2.25 
MOORE, JOHN G. 


Development of a Decision Room for Environmental 
Studies (Feasibility Study), 


74-03 20D Reprint 


PB-231 864/0GI 74-13. 13B) = PC$4.25/MF$2.25 
MOORE, JOHN L. 
Decision Making Under Uncertainty: Economic 


Evaluation of Streamflow Forecasts. 
PB-236 417/2GI 74-26 13B PC$11.25/MF$2.25 


A Methodology for Evaluating Manufacturing Environ- 
mental Impact Statements for Delaware's Coastal 


Zone. 

PB-231 472/2GI 74-12 13B PC$9.25/MF$2.25 
MOORE, JOHN S. 

Electron-Beam Addressed Memory Research. 

AD-785 403/7GI 74-23 9B PC$7.00/MF$2.25 
MOORE, K. A. 

Function of Marshes in Reducing Eutrophication of 

Estuaries of the Middle Atlantic Region. 

PB-231 767/SGI 74-13 8A PC$4.75/MF$2.25 
MOORE, K. ROGER 

Management Strategies for ADP Networking. 

AD-785 876/4GI 74-24 9B PC$6.25/MF$2.25 
MOORE, K. V. 

RELAP4: A Computer Program for Transient Thermal- 

Hydraulic Analysis. 

ANCR-1127 74-14 18E PC$7.60/MF$2.25 
MOORE, L. G. 


The Effect of Tropical Conditions on Optical Glasses 
and Cements. 
N74-28034/8GI 


MOORE, L. J. 


Reprint: Trace Determination of Rubidium and Stronti- 
um in Silicate Glass Standard Reference Materials. 
COM-74-50074/SGI 74-07 7D Not available NTIS 


MOORE, M. B, Ill. 


Axisymmetric Elastic Deformations and Stresses in 
Orthotropic Sandwich Cylinders under Uniform Exter- 
nal Hydrostatic Pressure. 

AD-774 910/4GI 74-09 19H PCS3.75/MFS$2.25 


MOORE, M. P. 


Study of the Status of Arbovirus Infections in the 
Solomon Islands (A Survey for Evidence of Arbovirus 
Infections and of Certain Other Infections in the 
British Solomon Islands Protectorate). 

AD-773 $92/1GI 74-07 6E PC$3.25/MFS$2.25 


MOORE, M. S. 
Las! Status Report to the U. S. Nuclear Data Commit- 


74-20 20F PC$3.25/MF$2.25 


tee. 
LA-UR-73-1700 74-13 20H PC$3.50/MF$2.25 


MOORE, NANCY S. 


Composition of the Edible Portion of Raw (Fresh or 
Frozen) Crustaceans, Finfish, and Mollusks. I. Protein, 
Fat, Moisture, Ash, Carbohydrate, Energy Value, and 
Cholesterol, 
COM-74-50189-03-05/GI 

74-16 6C (Order as COM-74-50189-03) 


MOORE, P. B. 


Neutron Scattering Studies of the E. Coli Ribosome. 
BNL-18274 74-06 6A PC$3.50/MF$2.25 


MOORE, P.L. 


The National Weather Service Manually Digitized 
Radar Program and Some Applications. 
COM-74-11149/3GI 74-17 4B PC$3.75/MF$2.25 


MOORE, P. R. 


Decontamination of a Highly Radioactive Chemical 
Processing Facility. 
DPSPU-74-30-10 


MOORE, P. W. 
Cost Analysis for Wood--Plastic Composite Parquetry 


74-17 7E PC$4.00/MF$2.25 


Flooring. 

AAEC/TM-626 74-07 11L PC$3.00/MF$2.25 
Production and Properties of Wood--Plastic Com- 
posites. 

AAEC/TM-625 7407 11L PC$6.00/MF$2.25 
MOORE, R. 


Domestic Action Program: Commonwealth of Mas- 
sachusetts. 
PB-236 454/5GI 


MOORE, R. A. 


Critical Experiment Program for the 300-Mw(E) Gas- 
Cooled Fast Breeder Reactor: Scope and Purpose. 
GULF-GA-A-12780 74-08 181 PC$S5.45/MF$2.25 


MOORE, R. B. 


Electron Microprobe Analyses of Lithic Fragments 
and Their Minerals from Luna 20 Fines. 
N74-22468/4GI 74-17 3B PC$4.25/MF$2.25 


MOORE, R. C. 


C-LAD - A Low-Cost Loran-C Assist Device: Volume 
1. Hardware. 
AD-784 312/1GI 74-22. 17G_ PC$4.75/MF$2.25 


C-LAD-A Low-Cost Loran-C Assist Device: Volume 
Il. Software. 
AD-784 313/9GI 74-22. 17G_ = PC$5.75/MF$2.25 


C-LAD - A Low-Cost Loran-C Assist Device: Volume 
III. Operating Procedure. 
AD-784 314/7GI 74-22. 17G_ = PC$3.75/MF$2.25 


MOORE, R. D. 


Performance of a Single-Stage Transonic Compressor 
with a Blade-Tip Solidity of 1.5 and Comparison with 
1.3 and 1.7 Solidity Stages. 

N74-10734/3GI 74-04 21E PC$4.75/MF$2.25 


Performance of Transonic Fan Stage with Weight Flow 
Per Unit Annulus Area of 178 Kilograms Per Second 
Per Square Meter (6.5(Lb/Sec)/(Sq Ft)). 

N74-10018/1GI 74-04 21E PC$4.75/MF$2.25 


Performance of Transonic Fan Stage with Weight Flow 
Per Unit Annulus Area of 198 Kilograms Per Second 
Per Square Meter (40.6(Lb/Sec)/Sq Ft). 

N74-10027/2GI 74-04 21E PC$4.75/MFS$2.25 


Performance of Transonic Fan Stage with Weight Flow 
Per Unit Annulus Area of 208 Kilograms Per Second 
Per Square Meter (42.6 (Lb/Sec)/Sq Ft). 

N74-10022/3GI 74-04 21E PCS4.75/MFS$2.25 


MOORE, R. E. 


Contribution of Radon in Natural Gas to the Dose 
from Airborne Radon Daughters in Homes. 
CONF-730915-2 74-04 6R PCS$3.00/MFS$2.25 


Dose Estimations for the Hypothetical Use of 
Nuclearly Stimulated Natural Gas in the Cherokee 
Steam Electric Station, Denver, Colorado. 

ORNL-TM-4026 74-04 6R PCS4.00/MFS2.25 


Reprint: Radiation Doses from Hypothetical Exposures 

to Rulison Gas. 

COM-74-10053/8GI 
MOORE, R. H. 

A Process for Cleaning and Removal of Sulfur Com- 


pounds from Low Btu Gasses. 
PB-236 522/9GI 74-26 7A PCS$4.75/MF$2.25 


Situation in Which the Estimation of the ‘‘Interaction 

Variance” Is the Purpose of an Experiment. 

LA-UR-73-1297 74-17 19D PC$4.00/MF$2.25 

Some Funny Things Happened on the Way to the 

Limit of Error Standard. 

LA-UR-74-794 74-24 183 PC$4.00/MF$2.25 
MOORE, R. K. 


Scatterometry Techniques for Sensing Arctic Sea Ice 
Thickness. 
AD-782 611/8GI 


74-25 SK PC$4.75/MF$2.25 


74-04 6R Reprint PCS3.25 


74-19 8L PCS$9.50/MFS$2.25 
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MOORE, R. L. 
Room-Temperature-Curable Epoxy for Advanced 
Fiber Composites. 

UCRL-74751 74-10 11D PC$3.00/MF$2.25 

MOORE, RAYMOND T. 

Barrier Penetration Tests. 
COM-74-50636/1GI 
74-20 13M PC-GPO/MF$2.25-NTIS 

MOORE, RAYMOND W. JR. 

Investigation of Scroll Fluid Machinery for Cryogenic 
Helium Refrigerators. 
AD-787 056/1GI 74-26 13A PCS$4.75/MF$2.25 

MOORE, RICHARD H. 

Evaluative Research of a Community-Based Probation 


Program, 

PB-233 376/3GI 74-17 SK PC$3.75/MF$2.25 
MOORE, RICHARD K. 

Detection of Moisture and Moisture Related 


Phenomena from Skylab. 
E74-10077 74-02 8H PC$3.75/MF$2.25 


Detection of Moisture and Moisture Related 

Phenomena from Skylab. 

E74-10188 74-06 8M PC$3.25/MF$2.25 

Detection of Moisture and Moisture Related 

Phenomena from Skylab. 

E74-10254 74-07 8H PC$3.75/MF$2.25 

Detection of Moisture and Moisture Related 

Phenomena from Skylab. 

E74-10325 74-10 8M PC$3.25/MF$2.25 

Detection of Moisture and Moisture Related 

Phenomena from Skylab. 

E74-10471 74-15 8H PC$3.25/MF$2.25 
MOORE, RICHARD N. 

Depot Requirements for Base Level Data on Aircraft 

Inertial Platforms. 

AD-785 443/3GI 74-23. 17G_ -PC$5.75/MF$2.25 
MOORE, RICHARD T. 

Reprint: The Enthalpies of Formation of Ethylcyclobu- 

tane, Methylenecyclobutane, and 1,1-dimethyl- 

cyclopropane. 

AD-781 458/5GI 74-18 7C Reprint 
MOORE, ROBERT A. 

Analysis, Modification and Test of Instrument Landing 

System Glide Slope Waveguide Antenna. 

AD-779 558/6GI 74-15 17G PC$4.75/MF$2.25 


MOORE, ROBERT C. 

D-Script: A Computational Theory of Descriptions, 

AD-773 926/1GI 74-07 9B PC$3.75/MF$2.25 
MOORE, ROBERT D. 

Biosynthesis of Cholinesterase in Rabbit Bone Marrow 

Cells in Culture. 

AD-770 438/0GI 74-02 6A PC$3.25/MF$2.25 
MOORE, ROBERT R. 

Gauging System. 

PATENT-3 747 219 74-06 14B Not available NTIS 
MOORE, ROBERT V. 

Comparison of Germanium Detectors for Neutron Ac- 

tivation Analysis for Mercury. 

PB-235 944/6GI 74-25 7D PC-GPO/MF$2.25 
MOORE, S. B. 


Alterations in Oxygen Transport in Stored Canine 
Blood from Donors having Undergone Chronic Exer- 


cise. 
AD-778 723/7GI 74-14 6P PC$3.25/MF$2.25 
MOORE, S. E. 
Stress Indices at Lug Supports on Piping Systems. 
ORNL-TM-4211 74-21 181 PC$S.45/MF$2.25 


MOORE, STANLEY A. JR. 
Impact of Pesticides on Phytoplankton in Everglades 
Estuaries. 
PB-231 618/0GI 74-13 6F PC$4.75/MF$2.25 
MOORE, STEPHEN F. 
Potential Biological Effects of Hypothetical Oil 
Discharges in the Atlantic Coast and Gulf of Alaska, 
COM-74-11089/1GI 74-16 8A PC$7.25/MF$2.25 
MOORE, STUART I. 


Cable Connector. 
PATENT-3 753 215 74-26 9A Not available NTIS 


MOORE, T. C. 
Radionuclide Evaluation of Renal Transplant Status. 
UCLA-12-964 74-21 6R PC$4.00/MF$2.25 


MOORE, T. D. JR. 
Bleeder System in Virgin Area in a Pittsburgh Coalbed 


Mine. 
PB-225 270/8GI 74-04 81 PCS$3.25/MFS$2.25 
MOORE, T. J. 


Apparatus for Welding Blades to Rotors. 
PATENT-3 770 933 74-05 131 Not available NTIS 


Diffusion Welding in Air. 





PATENT-3 787 959 74-12 
Enhanced Diffusion Welding. 
PATENT-3 758 741 74-02 13H Not available NTIS 


Production of Hollow Components for Rolling Element 

Bearings by Diffusion Welding. 

PATENT-3 748 722 74-02 131 Not available NTIS 
MOORE, T. O. 


Heart Rate Response to Apneic Face Immersion in 
Hyperbaric Heliox Environment, 
COM-74-10144/SGI 74-05 6S Reprint 


Reprint: Effects of Alveolar PO2 and PCO2 on Apneic 
Bradycardia in Man. 
COM-74-10358/1GI 74-08 6S Reprint 


Respirator Studies for the AEC Division of Opera- 
tional Safety. Progress Report, January 1--June 30, 
1973. 

LA-5470-PR 74-12 6L PC$4.00/MF$2.25 


Selection of Respirator Test Panels Representative of 
U.S. Adult Facial Sizes. 
LA-5488 74-16 SE PC$4.00/MF$2.25 


MOORE, THOMAS J. 


Frequency Discrimination as a Function of the 
Number of Periods of the Signal Presented, 
AD-786 457/2GI 74-25 SJ PC$3.25/MF$2.25 


MOORE, W. 


Applications Technology Satellite Ats-6 in Orbit 
Checkout Report. 
N74-32318/9GI 74-25 22B PC$10.25/MF$2.25 


MOORE, W. A. 


Journal Bearings. 
PAT-APPL-445 178 74-12 131 PC$3.25/MF$2.25 


Journal Bearings. 
PAT-APPL-405346 74-04 131 PC$3.25/MF$2.25 


Journal Bearings. 
PATENT-3 804 472 74-15 131 Not available NTIS 


Journal Bearings. 
PATENT-3 830 552 74-26 131 Not available NTIS 


MOORE, W. E. 


Recovery of Acoustic Pulse Waveforms Using Calcula- 

tor-Controlled Signal Processing, 

AD-777 717/0GI 74-12 9B PC$3.25/MF$2.25 
MOORE, W. H. 


Investigation of exp 67 Zn States by the exp 66 
Zn(D,p) and exp 65 Cu( Exp 3 He,p) Reactions. 


13H Not available NTIS 


COO-3069-200 74-22 20H PC$4.00/MF$2.25 
MOORE, W. J. 

Fast Neutron Irradiation of PbS and InSb Infrared De- 

tectors. 

AD-777 676/8GI 74-12 17E PC$3.75/MF$2.25 
MOORE, W. S. 


Dating of Manganese Nodules Using Beryllium-10, 
PB-225 996/8GI 74-05 83 (Order as PB-225 983) 


MOORE, W. W. JR. 

A Survey of Mass Analyzers. 

N74-11289/7GI 74-05 7D PCS$3.75/MF$2.25 
MOORE, WESLEY HAROLD 


Analysis of California Highway Patrol Telecommunica- 
tions System Requirements. 
AD-783 667/9GI 74-21 17B PC$3.75/MF$2.25 


MOORE, WILLIAM C. 
The Hukbalahap Insurgency, 1948-1954: An Analysis 
of the Roles, Missions and Doctrine of the Philippine 
Military Forces. 
AD-773 $29/3GI 74-07 SD PC$4.25/MF$2.25 


MOORE, WILLIAM M. 


An Analysis of Dynamic Displacements Measured 
Within Pavement Structures. 
PB-229 938/6GI 74-11 13B PC$4.25/MF$2.25 


Developmental Studies of the Hydrogen-Nitrogen-Ox- 
ygen Systems. 
AD-775 752/9GI 74-10 4A PCS$S.75/MF$2.25 


Elastic Moduli Determination for Simple Two-Layer 
Pavement Structures Based on Surface Deflections. 


PB-232 606/4GI 74-15 13B PC$4.75/MF$2.25 
Measurement of Atomic Oxygen in the Mesosphere. 
AD-779 492/8GI1 74-15 4A  PC$3.25/MFS$2.25 


MOORE, WILLIAM S. 


Economic Analysis Handbook Theory and Application. 
Volume II. Concepts and Techniques. 
AD-771 968/SGI 74-05 SC PC$7.25/MFS$2.25 


MOORE, Z. J. 


Warm Fog Dispersal Tests with Glycerine at Greenbri- 
er Valley Airport, Lewisburg, West Virginia. 
AD-776 135/6G1 74-10 4B PC$4.25/MFS2.25 


MOORHEAD, A. J. 


Development and Construction of a Molybdenum Test 
Stand. 
ORNL-4874 74-04 18] PCS$S5.45/MFS$2.25 








MOORHEAD, S. B. JR.. 


MORALES, G. J. 






Warm Gas Tvc Design Study. 
N74-16484/9GI 74-10 21H PC$4.75/MF$2.25 


MOORING, E. E. 
Post-TRANSPO Test Program. Summary rept. 


(Volume 1), 
PB-225 170/0GI 74-02 13B PC$i2.00/MF$2.25 


MOOS, H. W. 
Reprint: Energy Transfer between the Low-Lying 


Energy Levels of Pri3+) and Nd(3+) in LaCl3. 
AD-772 193/9GI 74-05 7D Reprint 


Reprint: High-Spectral-Resolution Measurements of 
the H 1 1216 A and Mg II 2800 A Emissions from Arc- 


turus. 
COM-74-50398/8GI_ 74-13 3B Not available NTIS. 
MOOS, H. WARREN 


Reprint: Multiphonon Relaxation of Excited States of 
Rare-Earth Ions in YVO4, YAsO4, and YPO4. 
AD-772 194/7GI 74-05 201 Reprint 


Reprint: Nonthermalization and Large Variation in 
Multiphonon Relaxation Rate Among Rare-Earth-lon 
Stark Levels. 

AD-772 159/0GI 74-05 201 Reprint 


MOOTZ, CARLA A. 
An Energy Budget for ‘Menippe mercenaria’ Larvae 


Fed ‘Artemia’ Naupilii, 
COM-74-11243/4GI 74-18 6C Reprint 


MOPSIK, F. I. 


Reprint: Dielectric Constant and Loss. 
COM-74-50856/SGI_ 74-24 20C Not available NTIS 


Reprint: Grueneisen Constants of Polymers. 
COM-73-50942/4GI1_ 74-02 7D _ Not available NTIS 


Reprint: High Pressure Dielectric Measurements and 
the Theories for the Dielectric Constant of a Liquid. 
COM-74-50866/4GI 74-24 7D Not available NTIS 


Reprint: Piezo- and Pyroelectricity in Polymer 
Electrets. 
COM-74-50506/6GI_ 74-16 20L Not available NTIS 


Reprint: Vibrational Frequency Spectrum for 
Polymers. 

COM-73-50945/7GI_ 74-02 7D Not available NTIS 
MORA, JEFFREY G. 


ATA Rail Transit Conference Held in San Francisco, 
California on April 14 and 16, 1974. Car Equipment 
Sessions. Papers, 

PB-234 824/1GI 74-22 13F PC$4.25/MF$2.25 


MORABITO, J. J. 

Fast Flux Test Facility. 

HEDL-SA-570 74-18 18E PCS$4.25/MFS$2.25 
MORACHEVSKII, V. G. 


An Experimental Study of the Interacting Forces of 
Two Large Drops of Water ans Solutions--Translation. 
AD-773 268/8GI 74-07 7D PCS$3.25/MF$2.25 


On the Problem of an Analytical Approximation of the 

Restructuring of the Distribution Spectrum of Drops of 

Clouds with an Active Influence on Them--Translation. 

AD-773 $08/7GI 74-07 4B PCS3.25/MFS$2.25 
MORACZ, DONALD J. 

Comparison of Major Forging Systems. 

AD-887 384/6GI 74-12 13H = PCS$9.25/MFS$2.25 
MORAHAN, EAMON T. 


Hawaii's System of Water Rights: An Economic 
Evaluation. 

PB-225 563/6GI 74-03 SD PCS$3.75/MFS2.25 
MORAIN, S. A. 


Kansas Environmental and Resource Study: A Great 
Plains Model. 
E74-10229 74-07 8F PCS$4.25/MFS2.25 


Kansas Environmental and Resource Study: A Great 

Plains Model. Extraction of Agricultural Statistics from 

ERTS-1 Data of Kansas. 

E74-10362 74-11 2D PCS$4.25/MFS$2.25 
MORAIN, STANLEY A. 


Kansas Environmental and Resource Study: A Great 

Plains Model. 

E74-10091 74-03 8F PCS$3.7S/MFS2.25 
MORAKIS, J.C. 

On the Auto and Cross Correlation of Pn Sequences. 

N74-30021/1GI 74-24 12A PCS$3.75/MFS$2.25 

Shift Register Generators and Applications to Coding. 

N74-28686/5GI 74-22 9B PCS$4.75/MF$2.25 
MORALES, CARMELO 


Fire-Fighting Foam Portable Test Kit. 
PATENT-3 555 885 74-06 131 Not available NTIS 


MORALES, G. J. 


Effect of Localized Electric Fields on the Evolution of 
the Velocity Distribution Function. 
AD-787 034/8GI 74-26 201 PC$3.25/MFS2.25 
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MORAN, D. A. 


MORAN, D. A. 


Mutual Radiation Impedance of Sources on a Sphere 

within a Spherical Dome. 

AD-769 869/9GI 74-02 17A_ PC$4.75/MF$2.25 
MORAN, DOUGLAS RAY 


Iterative Retrieval and Statistical Specification of At- 
mospheric Thicknesses from VTPR Clear-Column 
Radiance Data. 

AD-776 307/1GI 74-11 4B PC$4.75/MF$2.25 


MORAN, E. M. 
Staging Laparotomy in Non-Hodgkin’S Lymphomas. 
FMI-1000-529 74-25 6E PC$4.50/MF$2.25 
MORAN, H. DANA 
Annual Report of the Metals and Ceramics Informa- 
tion Center. 
AD-775 509/3GI 
MORAN, J. M. 


Reprint: Very Long Baseline Interferometric Observa- 
tions of the H20 Sources in W49 N, W3(OH), Orion 
A, and VY Canis Majoris. 
AD-770 422/4GI 


MORAN, K. W. JR. 


Synthetic Aperture Radar Using Random Signals. Part 

1. Discrete Arrays, 

AD-772 704/3GI 74-06 171 PC$3.25/MF$2.25 
MORAN, M. J. 

Degenerate Cubic Nonlinear Susceptibility Tensor in 

an Isotropic Medium and Its Determination. 

UCID-16423 74-12 20F PC$3.50/MF$2.25 
MORAN, P. 

Use of Frozen Sections in the Analysis of Bone. 

UR-3490-S15 74-24 6P PC$4.00/MF$2.25 
MORAN, P. R. 

Bilinear Dynamics of a Caf sub 2 Electret. 

COO-1105-195 74-02 20L PC$3.00/MF$2.25 


Bilinear Transient Response, Ionic Schottky Voltage 


Response, Temperature Programmable Capacitor Ele- 
ment. 


COO-1105-197 74-02 20L PC$3.00/MF$2.25 
Disclosure to Usaec Compton-Effect Tap/Tad Dosime- 


74-09 SB PC$4.25/MF$2.25 


74-02 3B Reprint 


ter. 
COO-1105-204 74-21 18D PC$4.00/MF$2.25 


Electron Spin Resonance of Self-Trapped Holes in 
Calcium Fluoride. 
COO-1105-189 74-02 20L PC$3.00/MF$2.25 


Electron Spin Resonance Study of Transport Dynam- 
ics of the Self-Trapped Hole in Calcium Fluoride. 
COO-1105-203 74-07 20L PC$10.25/MF$2.25 


Fast Neutron Dosimetry by Activation of TL 


Phosphors. Progress Report, July 15, 1973--July 15, 
1974. 


COO-1105-213 74-26 18D PC$4.00/MF$2.25 
High-Temperature Ritad Dosimetry. 
COO-1105-201 74-02 6R PC$3.00/MF$2.25 


Improving Characteristics of TL Dosimetry Devices by 
Selective Purification of Starting Materials 
COO-1105-206 74-21 18D PC$4.00/MF$2.25 


Monograph on Luminescence Dosimeters, Conduction 
Dosimeters, and Polarization Dosimeters. 
COO-1105-202 74-02 6R PC$3.00/MF$2.25 


Photon Counting System for Thermoluminescent 
Dosimetry. 
COO-1105-188 74-02 6R PC$3.00/MF$2.25 


Preliminary Electron Spin Resonance Studies on 
Radiation Damage Centers in Lif (TId-100). 
COO-1105-190 74-02 20L PC$3.00/MF$2.25 


Radiation and Impurity Induced Thermally Activated 
Charge Transport in Calcium Fluoride. 
COO-1105-184 74-02 20L PC$3.00/MF$2.25 


Radiation Induced Thermally Activated Polarization 
Transfers in Caf sub 2 . 
COO-1105-199 74-02 20L PC$3.00/MFS$2.25 


Radiation Response of a New Electret Effect in lonic 
Solids. 

COO-1105-193 74-02 20L PC$3.00/MF$2.25 
Response of Lif Thermoluminescence to Low Energy 
beta -Rays from Tritium. 

COO-1105-187 74-15 18D PC$4.00/MF$2.25 


Simple Approach to Analyzing Basic Optical Instru- 
ments. Progress Report, July 15, 1973--July 15, 1974. 
COO-1105-210 74-26 20F PC$4.00/MFS$2.25 


Summary of Progress in Solid State be yee 
Progress Report, July 15, 1973--July 15, 197 
COO-1105-215 74-26 18D PCS, OO/MFS2. 25 


Summary of Research Progress in Solid State Neutron 
Dosimetry, 1972--73. 


COO-1105-183 7402 18D PC$3.00/MF$2.25 
Thin Film ‘'Tritium’’ Dosimetry. 
COO-1105-205 74-21 18D PC$4.00/MF$2.25 


PA-768 


Three Year Review of Solid State Neutron Dosimetry 
Research at the University of Wisconsin, November 
1970--July 1973. 

COO-1105-182 74-02 18D PC$3.00/MF$2.25 


MORAN, STEVEN E. 


Ocean Color Analysis. 


AD-783 101/9GI 74-20 83 PC$4.25/MF$2.25 


MORAN, T. J. 
Reprint: Magnetoelastic Effects in Dilui. *‘agnetic Al- 
loys. 
AD-776 469/9GI 74-11 20L Reprint 
MORAN, W. 


Final Summary of Impurities in Beryllium Oxide as 
Used in the Tory Il-a-1 Reactor. Pluto Technical Note 
No. 257. 


UCID-4449 74-12 18N PC$3.25/MF$2.25 
MORAND, A 

The Bimodal System. 

N73-33925/1GI 74-02 13B PC$3.75/MF$2.25 


MORARIU, M. 


Interfacing of the Moessbauer Spectrometer Asa with 
the Analyzing System Nta-512B. 


IFA-SR-5-1973 74-02 18D PC$3.00/MF$2.25 
Moessbauer Isotope Tables. 
IFA-NR-9-1972 74-21 20H PC$6.25/MF$2.25 


MORASH, KENNETH R. 


Magnetic Neutron Diffraction Studies of PrCoS and 
SmCoS. 
AD-776 020/0GI 


MORAVCSIK, M. J 
Annual Report, 1973. 
RLO-2041-105 74-11 20H PC$3.00/MF$2.25 


Determination of Reaction Amplitudes from Experi- 
mental Observables. 
RLO-2041-96 74-08 203 PC$3.00/MF$2.25 


Non-Dynamical Structure of Reactions Involving Four 
Spin-1/2 Particles. 


74-10 20L PC$4.25/MF$2.25 


RLO-2041-94 74-09 20H PC$4.50/MF$2.25 
Spin Correlation Measurements in Pseudoscalar Meson 
Photoproduction. 

RLO-2041-93 74-09 20H PC$4.75/MF$2.25 


Spin Structure of Exchange Processes. 
RLO-2041-103 74-10 20H PC$3.00/MF$2.25 


MORAVEK, J. 


Use of Inorganic Sorbents for the Accumulation and 
Monitoring of Radioiodine in Gaseous Wastes and in 
the Vicinity of Nuclear Power Stations. 

CONF-731117-4 74-17 18G PC$3.00/MF$2.25 


MORAW, G. 


Comparison of Outgassing Rates from Stainless Steel, 
Aluminum, and Copper after Bakeout under High 
Vacuum and Atmospheric Pressure. 

SGAE-2158 74-11 LIF PC$3.00/MF$2.25 


MORAWETZ, CATHLEEN S. 
Reprint: Estimates for a Slowly-Varying Wave Equa- 


tion with a Periodic Potential. 
AD-775 763/6GI 74-10 12A_ Reprint 


MORCOS, S. M. 


Combined Forced and Free Laminar Convection in 
Horizontal Tubes. 
PB-231 643/8GI 


MORDANT, M. 
C/sub n/ Method for Solving the Neutron Transport 
Equation in Spherical Geometry. Comparison with the 


Results of the Critical Godiva and Jezebel Experi- 
ments. 


CEA-N-1658 74-04 18K PC$14.50/MF$2.25 
MORDEN, D. B. 


Attenuation of Random Deep Water Waves by a 
Porous Walled Breakwater. 
PB-235 690/SGI 74-23 13B PC$7.50/MFS$2.25 


74-13. 20M PC$6.25/MF$2.25 


MORDFIN, LEONARD 


Reprint: Plastic Deformation Characteristics of Refrac- 
tory Metals Above 3000F. 
COM-74-S0010/9GI 74-04 11F Not available NTIS 


MORDUCH, GEORG E. 


A Photogrammetric and Tracking Network Analysis 


Program. 
AD-774 809/8GI 74-09 22C PC$S.75/MFS$2.25 


MORDVINOV, YU. E. 


Hydrodynamic Resistance of Semiaquatic Mammals, 
JPRS-62526 74-21 6C PC$3.25/MFS$2.25 


MORDVINOVA, S. A. 


New Process for Sterilizing Cans of Apricot Puree-- 
Translation. 


AD-776 093/7GI 74-10 6H PC$3.25/MFS$2.25 


MOREAU, 


Activated Charcoal for Purifying Toxic Atmospheres 
and Processes for Preparation Thereof. 
AEC-tr-7556 74-24 7A PC$4.00/MF$2.25 


MOREAU, C. 


Behaviour of Pyrocarbon Fuel Coatings at High Fast 
Neutron Dose. 
CEA-CONF-2524 74-15 183 PC$3.00/MF$2.25 


Present Thorium-Cycle Fuel Concepts and Per- 
formance Limitations. 

GA-A-12877 74-15 18E PC$3.50/MF$2.25 
Stoichiometry of the Oxide U sub 3 O(8/sub +-X/): In- 
fluence of Temperature and Pressure. 

AEC-tr-7529 74-14 11B PC$3.00/MF$2.25 


MOREAU, J. M. 
Hall Effect Magnetometer: A Preliminary Study Mag- 


netometre a Effet Hall: Etude Preliminaire. 
N74-31866/8GI 74-25 8N PC$3.75/MF$2.25 


MOREAU, JERRY P. 


d,d’-BIS-(Phosphono) Dicarboxylic Acid Derivatives. 
PAT-APPL-311 609 74-09 7C PC$3.25/MF$2.25 


Fluoroamide-Amino Polymers and Process for Impart- 
ing Oleophobic Yet Hydrophilic Properties to Fibrous 
Materials. 

PATENT-3 769 307 74-19 IIE Not available NTIS 


Organo-Phosphorus Compounds Containing Per- 
fluoroalkyl Radicals and Their Application to Cellu- 
losic Textiles. 

PATENT-3 719 448 74-09 7C Not available NTIS 


Perfluoroalkyl Phosphonates. 

PATENT-3 763 282 74-19 7C Not available NTIS 
MOREAU, M. 

Hydrothermal Changes and Tectonic Controls in the 

Intragranitic Uranium Vein Deposits in the French 

Central Massif. 

AEC-tr-7567 
MOREAU, N. 


Reprint: Research on Complex Oscillations in Forced 
Nonlinear Systems. 


AD-772 261/4GI 74-05 12A Not available NTIS 
MOREAU, NICOLAS 


Reprint: Compatative Study of the Methods of Analy- 
sis of Non-Linear Systems Subjected to Random 


74-23 8G PC$5.50/MF$2.25 


Input. 
AD-771 231/8GI 74-04 12A_ Not available NTIS 
MOREHEAD, BRUCE C. 


Reprint: A Report on the National Marine Fisheries 
Service Comminuted Fish Cake Survey. 
COM-74-50189-05-06/GI 

74-19 6H (Order as COM-74-50189-05) 


MOREHEAD, MILDRED A. 


The Baseline Medical Audit. 
PB-225 092/6GI 74-02 6E PC$3.75/MFS$2.25 


MOREHEAD, ROBERT GEORGE 


Application of a Performance Cost Estimating Rela- 
tionship to the Study of Technological Change in Navy 
Fighter Aircraft. 

AD-769 435/9GI 74-01 14A PC$4.25/MF$2.25 


MOREHOUSE, CHAUNCEY A. 
Evaluation of Knee Abduction and Adduction, The Ef- 
fects of Selected Exercise Programs on Knee Stability 
and Its Relationship to Knee Injuries in College Foot- 
ball. 
PB-234 727/6GI 
MOREL, A 


Light Scattering in Seawater. Experimental Results and 
Theoretical Approach. 
N74-28133/8GI 74-20 20F PCS$6.25/MFS2.25 


Outline of Radiative Transfer Theories Applicable to 
Propagation in the Sea. 
N74-27618/9GI 


MOREL, P. A. 


Irradiation Behaviour of U sub 3 Si Elements to High 
Burnup. 


AECL-4058 74-18 183 PCS4.50/MFS2.25 
MOREL-SEYTOUX, H. J. 


Systematic Design of Legal Regulations for Optimal 
Surface - Groundwater Usage. Phase I. 
PB-228 649/0GI 74-09 13B PCS$4.75/MFS2.25 


MORELAND, G. 


Electron Microprobe Analyses of Lithic Fragments 
and Their Minerals from Luna 20 Fines. 
N74-22468/4GI 74-17 3B PCS$4.25/MF$2.25 


MORELLI, C. 
— Bulletin of Geophysics: Theory and Applica- 
AD: 774 137/4G1 74-08 8G Not available NTIS 
Reprint: Bulletin of Geophysics. Theory and Applica- 
tion. 
AD-774 138/2GI 74-08 8G Not available NTIS 
Reprint: Bulletin of Geophysics. Theory and Applica- 
tion. 
AD-774 139/0GI 
MORELLI, CARLO 
Reprint: Structure of the Earth's Crust in Italy. 


74-20 6P PC$4.25/MFS2.25 


74-20 20N PCS3.75/MFS2.25 


74-08 8G Not available NTIS 
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AD-774 354/5GI 74-08 8G Not available NTIS 


MORENCY, ALFRED J. 


Reprint: Large Effective Fresnel Number Confocal 
Unstable Resonators: an Experimental Study. 
AD-785 094/4GI 74-23 20E Reprint 


MORENCY, ROGER L. 


Hydrodynamic Shock Simulator. 
PATENT- 3729980 74-26 14B Not available NTIS 


MORENO, DENIS 
AFGWC Macro-Scale Upper Air Analysis Model 


(Revised). 
AD-774 595/3GI 74-08 4B PC$3.75/MF$2.25 
MORENO, G. 


Helium an Heavy Ions in the Solar Wind. 
N74-16517/6GI 74-10 3B PC$S.75/MF$2.25 


Observation of Interplanetary Shocks on 4 August 


1972. 
N74-13551/8GI 74-07 3B PC$3.25/MF$2.25 
So of the alpha-Particle Abundance in the Solar 
ind. 
Nie 13547/6GI1 74-07 3B PC$3.25/MF$2.25 
MORENO, ISABEL 


Reprint: Key to Identification of Chaetognaths in the 
Seas off the Iberian Peninsula. 
AD-774 342/0GI 74-08 8A Not available NTIS 


MORENO, J. B. 


Numerical Solution for Electron-Beam-Controlled CO 
sub 2 Laser Performance. 
SLA-73-1023 74-17 20E PC$6.00/MF$2.25 


MORENO Y MORENO, A. 


Applications of Thermoluminescence Measurements in 
Ancient Ceramics. 
ORNL-TM-4572 74-23 14B PC$4.75/MF$2.25 


MORENZA GIL, J. L. 


Switching Phenomena and Memory Effects in a-Type 
Metal Silicon Schottky Diodes. 
N74-17939/1GI 74-12, 9A PC$3.25/MF$2.25 


MORET-BAILLY, J. 


Moret: Monte Carlo Code for the Rapid Computation 
of Effective Multiplying Factors of Fissile Media in 
Complex Geometries. 

CEA-N-1645 74-08 18K PC$10.25/MF$2.25 


MORET, R. 


Lifetime Measurements for the First Excited States in 
exp 107 Cd and exp 105 Cd. 
LYCEN-7331 74-14 20H PC$3.00/MF$2.25 


MORETTI, GINO 


Reprint: Floating Shock Fitting Technique for Im- 
bedded Shocks in Unsteady Multidimensional Flows. 
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MORRISON, D. KIRK 


Description and Initial Evaluation of a Computer- 
Based Individual Trainer for the Radar Intercept Ob- 
server. 

AD-771 415/7GI 74-04 SI PC$4.25/MF$2.25 


A Guide for the Application of Performance-Structure 
Oriented CAI in Naval Training: A Working Paper. 
AD-784 379/0GI 74-22 SI PC$4.25/MF$2.25 
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MORRISON, ROGER B. 


Application of ERTS-1 Imagery to Detecting and 
Mapping Modern Erosion Features, and to Monitoring 
Erosional Changes, in Southern Arizona. 

E74-10074 74-02 8B PC$3.25/MF$2.25 
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MORRISON, S. M. 


Lime Disinfection of Sewage Bacteria at Low Tem- 


74-16 6E PC$3.75/MF$2.25 
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MORTON, LINWOOD B. 


The Colorimetric Determination of Trace Quantities of 
N,N’-Di-t-butylethylenediimine(CS 815799) by the 3- 
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Validation Study of a Two Dimensional Warm Fog 
Modification Model. 
AD-779 880/4GI 
MOSEENKOV, B. I. 
A Study of Single-Frequency Oscillations in Mechani- 
cal Systems Described by One-Dimensional Boundary 
Value Problems with Non-Linear Boundary Condi- 


tions--Translation. 
AD-785 975/4GI 74-24 20K PC$3.25/MF$2.25 


MOSELEY, E. C. 
A Brief Description of the Medical Information Com- 


puter System (Medics). 
N74-31658/9GI 74-25 9B PC$3.25/MF$2.25 


MOSELEY, J. T. 

Photodissociation of CO3(-). 

AD-777 512/SGI 74-12, 7E PC$3.25/MF$2.25 
MOSELEY, W. B. 

Oceanic Horizontal Random Temperature Structure. 

AD-784 409/S5GI 74-22 83 PC$4.25/MF$2.25 
MOSER, COLLETTE 

Essays on the Public Employment Program in Rural 


Areas. 

PB-226 488/SGI 74-05 SI PC$4.75/MF$2.25 

Rural Women Workers in the 20th Century: An An- 

notated Bibliography. 

PB-226 487/7GI 
MOSER, F. 

Instability of the Positive Column of a Diffusion 

Dominated Low Pressure Gas Discharge in a Longitu- 

dinal Homogeneous Magnetic Field das Instabilitaet- 

sverhalten der Positiven Saeule Einer Diffusion- 

sbestimmten Niederdruckgasentladung im Longitu- 

dinalen, Homogenen Magnetfeld. 

N74-21342/2GI 74-15 201 PC$S5.25/MF$2.25 
MOSER, H.C. 


Reactions of 10 Kev T exp + and T sub 2+ with 
Propene at 77 exp 0 K. Progress Report, November 15, 


1973--November 30, 1974. 
COO-584-53 74-25 TE PC$4.00/MF$2.25 


Technical Progress Report, November 15, 1972-- 


November 14, 1973. 
COO-584-52 74-04 7E PC$3.00/MF$2.25 
MOSER, H. GEOFFREY 


Reprint: Role of Larval Stages in Systematic Investiga- 

tions of Marine Teleosts: The Myctophidae, A Case 

Study. 

COM-74-50282-02-09/GI 

74-18 6C (Order as COM-74-50282-02) 

MOSER, M. JR.. 

Phase C Acrothermodynamic Data Base. 

N74-20555/0GI 74-14 22B PC$4.75/MF$2.25 
MOSER, P. 


Irradiation Effects on Hasiguti Peaks in Gold and Alu- 
minum. 
CEA-CONF-2489 74-14 20L PC$3.00/MF$2.25 


Self Interstitial Relaxation in Heavily Irradiated BCC, 


Hcp, and FCC Metals. 
CEA-CONF-2490 74-14 20L PC$3.00/MF$2.25 


MOSER, R. A. 


Ruggedized Plasma Panel. 
AD-786 045/SGI 74-24 9E PC$4.25/MF$2.25 


MOSER, ROYCE JR. 
Recent Advances in Operational Acrospace Medicine. 


74-16 4B PC$3.75/MF$2.25 


74-05 SI PC$3.50/MF$2.25 


AD-774 118/4GI 74-08 6E PC$3.25/MF$2.25 
MOSES, C. A. 

Installation of Turbine-Fuels Research Combustor 

Laboratory. 

AD-772 945/2GI 74-06 21D PC$3.75/MF$2.25 
MOSES, FRED 

Field Measurements and Laboratory Testing of Bridge 

Components. 

PB-235 726/7GI 74-25 13B PC$S.75/MF$2.25 


Probability Theory for Highway Bridge Fatique 
Stresses. 
PB-224 913/4GI 7402 13B PCS$8.50/MF$2.25 


Reprint: A Meteorological and a Geophysical Example 
of the Use of the Scale Autocorrelation Coefficient to 
Determine Ratios of Frequencies Present in Periodic 
Phenomena. 

AD-770 261/6GI 74-02 12A_ Reprint 


Reprint: An Exact Solution of Euler's Equations for 
the Motion of a Gas on a Rotating Sphere with Gravi- 


ty. 
AD-772 311/7G1 74-05 20D Reprint 


Reprint: The Power Spectrum of the Mellin Transfor- 
— with Applications to Scaling of Physical Quan- 


AD-782 619/1GI 74-19 12A_ Reprint 


MOSES, HAL L. 
Contamination Effects in a Laminar Proportional Am- 
plifier. 
AD-782 244/8GI 74-19 13G PC$4.25/MF$2.25 


MOSES, HARRY E. 
Reprint: Photon Wave Functions and the Exact Elec- 
tromagnetic Matrix Elements for Hydrogenic Atoms. 
AD-772 310/9GI 74-05 7D Reprint 
Resonance Scattering of Lyman-Alpha Radiation by 
Hydrogen in the Ground State. 
AD-777 213/0GI 74-12 7D PC$3.75/MF$2.25 
MOSES, HARRY F. 
The Scaling of Physical Quantities and Its Relation to 
the Power Spectrum of the Mellin Transform. 
AD-774 029/3GI 74-08 12A_ PC$3.25/MF$2.25 
MOSES, J. 
Advanced Tracking and Data Relay Experiments 
Study: Multimode Transponder Experiment Analysis 
Procedure. 
N74-16884/0GI 74-11 17B PC$3.25/MF$2.25 
MOSES, JULIE 
Reprint: Body Movements During Sleep After Sleep 
Loss. 
AD-770 413/3GI 
MOSES, JULIE M. 


Reprint: Interaction of REM Deprivation and Stage 4 
Deprivation with Total Sleep Loss: Experiment 2. 
AD-780 976/7GI1 74-17 SJ Reprint 


Reprint: The Recuperative Effects of REM Sleep and 

Stage 4 Sleep on Human Performance after Complete 

Sleep Loss. 

AD-781 422/1GI 
MOSHER, DAVID 

X-Radiation from High Energy Density Exploded Wire 

Discharges, 

AD-769 460/7GI 74-01 201 PC$3.25/MF$2.25 
MOSHER, DEANE 

Reprint: Further Evidence that Leukocytic En- 

dogenous Mediator (LEM) is not Endotoxin. 

AD-779 775/6GI 74-15 6E Reprint 
MOSHER, PAUL R. 


Hydrogen Gas Generating Composition and Method 
for the Same. 
PATENT-3 674 702. 74-02 7A_ Not available NTIS 


MOSHER, RALPH S. 
Applying Force Feedback Servomechanism Technolo- 


gy to Mobility Problems. 
AD-769 952/3GI 74-02 SH PC$7.25/MF$2.25 


7402 SJ Reprint 


74-18 6S Reprint 


MOSHIN, H. L. 
Advances in Closed Circuit TV Systems for the Par- 
tially Sighted. 
PB-236 051/9GI 74-23 17B PC$4.75/MF$2.25 
Advances in Closed Circuit TV Systems for the Par- 
tially Sighted. 
PB-236 865/2GI 74-26 6L PC$4.75/MF$2.25 


MOSHKIN, Y. K. 
Development of Russian Rocket Engine Technology. 
N74-22411/4GI 74-17 21H = PC$7.25/MF$2.25 
MOSIELLO, R. 


Nadyp, a Dynamic Code for Fast Reactors: Descrip- 
tion of the Physico-Mathematical Model. 
RT/FI-(74)8 74-26 18E PC$5.00/MF$2.25 


MOSIER, S. R. 
Calibration of a Cylindrical RF Capacitance Probe. 
N74-28934/9GI 74-22 3A PC$3.25/MFS$2.25 
A New High-Speed Solar Radio Spectrograph for 
Meter and Decameter Wavelengths. 
N74-25956/SGI 74-19 3B PC$3.75/MF$2.25 
MOSIER, STANLEY A. 


Low-Power Turbopropulsion Combustor Exhaust 
Emissions. Volume II. Demonstration and Total Emis- 
sion Analysis and Prediction 

AD-779 786/3GI 74- 15 21E PC$7.50/MF$2.25 


Low-Power Turbopropulsion Combustor Exhaust 

Emissions. Volume III. Analysis. 

AD-784 900/3GI 74-23 21E PC$4.25/MF$2.25 
MOSKALENKO, V. N. 

Vibrations of Plates. Chapter 7--Translation. 

AD-780 363/8GI 74-16 20K PC$4.25/MF$2.25 


Vibrations of Shells. Chapter 8--Translation. 

AD-777 656/0GI 74-12, 20K PC$4.25/MF$2.25 
MOSKALEYV, S. S. 

Total Neutron Cross Section for Beryllium. 

IAE-2222 74-06 20H PC$3.00/MF$2.25 
MOSKALEV, YU. I. 

Biological Effects of Radiation from External and In- 


ternal Sources. 
AEC-tr-7457 74-21 6R PC$13.60/MF$2.25 
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Distribution, Biological Effects, and Migration of 

Radioactive Isotopes. 

AEC -tr-7512 
MOSKALEVA, V. E. 

Localization of Solanine in the Sprouts of Solanum 

Tuberosum L (Issledovanie Lokalizatsii Solanina v 

Rostkakh Solamum Tuberosum L.), 

TT-72-51140 74-26 6A PC$3.25/MF$2.25 
MOSKO, JAMES 

Research Facilities in Audition within the Armed 


Forces, 
AD-776 630/6GI 74-11 6L PC$3.25/MF$2.25 


MOSKO, MARY ELLEN 


A FORTRAN Program to Copy Nine Track Magnetic 
Tape to Seven Track Magnetic Tape 
AD-784 994/6GI 74-23 ob PC$3.75/MF$2.25 


A FORTRAN Program to Unpack and Translate Nine 
Track Magneiic Tape Data. 
AD-784 993/8GI 74-23 9B PC$3.25/MF$2.25 


MOSKOVITS, M. 


Reprint: Influence of Surface Roughness on the Trans- 
mission and Reflectance Spectra of Adsorbed Species. 
AD-772 583/1GI 74-06 7D Not available NTIS 


MOSKOWITZ, ARTHUR 


Educational Device for Use in Conversion Between 
Number Systems. 
PATENT-3 599 350 


MOSKOWITZ, H. 


Acute Tolerance to Behavioral Impairment by Alcohol 
in Moderate and Heavy Drinkers. 
PB-234 035/4GI 74-21 SJ PC$4.25/MF$2.25 


The Effect of Marihuana Dosage on Driver Per- 


formance. 
PB-225 634/SGI 74-03 SJ) PC$4.25/MF$2.25 
MOSKOWITZ, H. R. 


The Acceptability of Whey-Soy Mix as a Supplementa- 
ry Food for Pre-School Children in Developing Coun- 


74-20 6R PC$10.60/MF$2.25 


74-04 SI Not available NTIS 


tries. 

AD-772 930/4GI 74-06 6H PC$3.25/MF$2.25 
MOSKOWITZ, HARVEY L. 

Severe Storms. 

COM-74-11100/6GI 74-16 4B PC$3.25/MF$2.25 
MOSKOWITZ, HOWARD R. 

A System for Evaluation of Military Menus, 

AD-785 656/0GI 74-24 6H PC$3.25/MF$2.25 
MOSKOWITZ, J. W. 

Electronic Structure and Bonding of Actinide Com- 


plexes. 
COO. 3077-53 74-22. 7E PC$4.25/MF$2.25 
MOSKOWITZ, I EONARD 


Development of Metallized Non-Skids for Jet Blast 

Deflectors. 

AD-784 976/3GI 74-23 11C =PC$4.25/MF$2.25 
MOSKOWITZ, LIONEL IL. 


The Wave Spectrum and Windspeed as Descriptors of 
the Ocean Surface. 
AD-769 669/3GI 7401 8C PC$3.25/MF$2.25 


MOSKOWITZ, S. 


Final Analysis and Design of a Thermal Protection 
System for 8-Foot Htst Combustor. 
N74-31745/4GI 74-25 14B PC$4.75/MFS$2.25 


MOSLEY, JAMES W. 


A Clinical Trial of Hyper-immune Gamma Globulin for 
the Treatment of Acute Fulminant Viral Hepatitis. 
PB-236 433/9GI 74-26 6E PC$3.25/MFS$2.25 


MOSLEY, M. P. 


Reprint: Longitudinal Ripples Formed by Overland 
Flow and Tidal Currents. 
AD-776 703/1GI 74-11 8G Reprint 


Reprint: Re-evaluation of the Relationship of Master 
Streams and Drainage Basins: Discussion. 
AD-770 866/2GI 74-03 8H Reprint 


MOSLEY, MICHAEL PAUL 
Reprint: Rainsplash and the Convexity of Badland Di- 


vides. 
AD-776 708/0GI 74-11 8G Reprint 
MOSLEY, W.C. 


Californium Oxide--Palladium Cermet Wire as a exp 
252 CF Neutron Source Form. 
DP-1320 74-11 18B PCS$4.00/MF$2.25 


Palladium-- Exp 252 CF Oxide Cermet, an Improved 
Form for exp 252 CF Neutron Sources. 
DP-MS-72-4 7402 18B PC$4.25/MF$2.25 


MOSLEY, WILBUR C. JR. 
Chemical Plating Method of Preparing Radiation 
Source Material. 
PATENT-3 778 295 74-21 18B Not available NTIS 
MOSLY, WILBUR C. JR. 


Californium-Palladium Metal Neutron Source Material. 
PATENT-3 787 321 74-23 20H Not available NTIS 
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Investigation of Radio-Frequency nmaaetoronse to the 


Backup Eme a Communication —. en 
AD-771 234/2 74-04 17B PC$4.75/MF$2.25 


Investigation of Radiofrequency Interference to the 

Backup Emergency Communication Equipment at the 

Elwood, New Jersey, Long-Range Radar Site 

AD-783 633/1GI 74-21 17G PC$3 7SIMF$2. 25 
MOSS, ARTHUR R. 

Investigation of Shielding Methods and Materials for 

Reduction of Radiofrequency Interference to Backup 


Emergency Communication Equipment. 
AD-779 293/0GI 74-15 17B PC$3.75/MF$2.25 


MOSS, FRANK H. 
Planning and Wastewater Management of a Combined 


Sewer System in San Francisco. 
PB-234 334/1GI 74-20 13B PC$4.25/MF$2.25 


MOSS, GERALD 


High Altitude Pulmonary Edema. 
AD-782 240/6GI 74-19 6E PC$4.25/MF$2.25 


MOSS, J. E. 
Investigation of the cae Ge nae = Wave 


(Hammershock) at the Inlet to the E 
N74-29656/7GI 74-24 21E "bcs -75|MF$2.25 


MOSS, J. N. 
The Effect of Ablation Injection on Radiative and 


Convective Heating. 
N74-28424/1GI 74-20 20M PC$3.25/MF$2.25 


Numerical Solution of the Steady-State Navier-Stokes 
Equations for Hypersonic Flow About Blunt Axisym- 


metric Bodies. 
N74-27751/8GI 74-20 20D PC$3.25/MF$2.25 


Reacting Viscous-Shock-Layer oie with Mul- 
ticomponent Diffusion and Mass Inject 
N74-25816/1GI 74-19 20D PCs. 75/MF$2.25 


MOSS, M. ' 


Fabrication of a Conical Composite Stiffening Rib. 
SLA-74-277 74-22 22B + PC$4.00/MF$2.25 


MOSS, MICHAEL S. 


An Analytic Study of Mesh Refinement Applied to the 
Wave Equation (Part I). Results From a One-Dimen- 
sional, Nested Grid Numerical Model (Part II). 

COM-73-11953/9GI 74-02 4B PC$3.75/MF$2.25 


A Feasibility Study for the Remote Measurement of 
Underwater Currents Using Acoustic Doppler 
Techniques. 
COM-73-50947/3GI 

74-02 8C PC-GPO/MF$2.25-NTIS 


Numerical Gravity Wave and Linear Aametee Ex- 
periments on a One-Dimensional Nested G: 
COM-74-10826/7GI 74-12 4B PCs? 75/MF$2.25 


Reprint: Results from a One-Dimensional, Nested Grid 
Numerical Model (Part 2). 
COM-73-11953-02/GI 

74-02 4B (Order as COM-73-11953) 


MOSS, MITCHELL L. 


Community Decision-Making and Energy Exploration: 
The Pacific Palisades Conflict, 
COM-74-10721/0GI 74-11 13B PC$S.25/MF$2.25 


MOSS, R. W. 


Property Investigation and Sputter Deposition of 
Dispersion-Hardened Copper for Fatigue Specimen 
Fabrication. 

N74-27021/6G1 74-20 11F PC$3.75/MFS$2.25 


MOSS, S. C. 
Neutron Study of the beta-to-omega Instability in Zr 
sub 0 sub 80 NB sub 0 sub 20. 
BNL-18110 74-04 20L PC$3.00/MF$2.25 
MOSS, S. L. 
Reprint: Vibrational Edge Modes for Wedges with Ar- 
bitrary Interior Angles. 
AD-772 497/4G1 
MOSS, W. D. 
Fragmentation Studies of One Inch Rover Fuel Ele- 
ments. 
LA-3477 
MOSSER, RICHARD B. 
Are We Backing the Wrong Camel. (Should the U. S. 
Change Its Mideast Strategy). 
AD-775 482/3GI 74-09 SD PC$3.75/MF$2.25 
MOSTOFI, F. K. 
Reprint: Testicular Tumors. Epidemiologic Etiologic, 
and Pathologic Features. 
AD-774 606/8GI 
MOSTOVOI, A. B. 
Electrosiag Casting of Forged Ingots. 
N74-17197/6GI 74-11 LIF PCS$3.75/MF$2.25 
MOSTOVOI, S. I. 
The Results of Applying a Lysozyme in the Complex 
Therapy of Chronic Highmorites--Translation 
AD-787 343/3GI 74-26 6E PCS$3. 25/MFS$2. 25 


74-06 20A_ Reprint 


74-02 21F PC$6.75/MF$2.25 


74-08 6E Reprint 
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MOSTYN, R. A. 


The Determination of Chloride, Bromide and lodide by 
Cool Flame Emission Spectroscopy. 
N74-10117/1GI 74-04 7D PC$3.75/MF$2.25 


MOSZKOWSKI, BEN C. 


Implementation of MADCAP 6 on UCLA's 360/91- 
IMLAC System. 
PB-234 026/3GI 74-21 9B PC$4.25/MF$2.25 


MOTE, C. D. JR. 
The Temperature Distribution in Circular Saws During 


Cutting, 
PB-231 247/8GI 74-13 131 + PC$3.75/MF$2.25 


Theory and Experiment on the Optimal Operation of 
Circular Saws, 


PB-231 264/3GI 74-13 13H = =PC$3.75/MF$2.25 
MOTE, J. D. 

Explosive Welded Tankage. 

AD-775 101/9GI 74-09 13D PC$4.75/MF$2.25 
MOTEFF, J. 


Correlation of Substructure with Mechanical Properties 
of Plastically Deformed AISI 304 and 316 Stainless 
Steel. Progress Report, January 1--March 31, 1973. 

COO-2107-9 74-09 LIF PC$4.75/MF$2.25 


Radiation Effects on BCC Metals and Alloys. Progress 
Report, January 1, 1973--December 31, 1973. 
COO-2093-27 74-14 20L PC$11.00/MF$2.25 


MOTHERSHEAD, JERRY L. 
The Pulsation Amplitude of Gas Bubbles in a Stationa- 


ry Sound Field. 
AD-784 118/2GI 


MOTHES, P. M. 


Brackish Water Desalting, Testing and Evaluation 
Procedures with Mobile Test Facility. 
PB-227 451/2GI 74-10 7A PC$6.25/MF$2.25 


Management, Operation and Maintenance of Brackish 
Water Test Facility Conducted at Roswell Test Facili- 
ty, Roswell, New Mexico July 1970-Apr 1972. 

PB-233 155/1GI 74-17 7A PC$6.25/MF$2.25 


MOTICHKO, MICHAEL C. 
Engineering Economic Analysis of Alternatives Using 


Benefits as Criteria for Evaluation. 
AD-787 045/4GI 74-26 SC PC$4.75/MF$2.25 


MOTIN, G. IL. 


The Influence of a High Temperature Composition 
Process and a High Degree of Ash Trapping on the 
Properties of Fly-Ash and Deposits During the Com- 
bustion of Baltic Bituminous Shale, 

TT-71-53075 74-15 21B PC$3.25/MF$2.25 


MOTODA, Y 


Radiation-Induced Polymerization of Ethylene in a 
Bench-Scale Tank Reactor. 
JAERI-M-S525 74-25 7E PC$3.75/MF$2.25 


MOTOHASHI, H. 


Thermal Motion of Hydrogens Adsorbed on the Sur- 
face of Microcrystallites of Nickel by Neutron Spec- 
troscopy. 

JAERI-M-5266 


MOTOISHI, S. 
Production of Mercury-197 and -203. 3. Labeling of a 
Large Quantity of Metallic Mercury by Heterogeneous 


Isotope-Exchange Reaction. 
JAERI-M-5320 74-13. 7E PC$4.00/MF$2.25 


MOTOKI, T. 
Phase Grating Type Light Modulator and Deflector. 
N74-10642/8G1 74-04 20F PC$3.25/MF$2.25 
MOTOREYV, N. G. 


Possibilities for the Construction of Various Types of 
Multi-Value Adders from Mixers, Switches, and Spec- 
trotroas--Translation. 
AD-781 323/1GI 


MOTOVILOVETS, I. A. 
Thermal Stress of a Shallow Spherical Shell. 
N74-15654/8GI 74-09 20K PC$3.25/MF$2.25 
MOTS, L. 


Electrochemical and Radiolytic Investigation of Water 
and the Role of Ph Determination in Water--Water 
Reactors with Large Neutron Flux. 

IF A-FR-116-1973 74-14 18E PC$4.00/MF$2.25 


MOTSOKHIN, S. B. 

Spherical Fluid Storage Tank--Translatio 

AD-770 435/6GI 7402 13D PCS3. 25/MF$2.25 
MOTT, B. W. 


Compendium of References to Studies of the Proper- 
ties of Liquid Metal Binary Systems Which Relate to 
Their Structure. 

AERE-Bib-151B 74-26 11F PC$6.00/MFS$2.25 


MOTT, J. E. 


Investigation of Possible a sub 2 Structure. 
COO-2009-42 74-04 20H PC$3.00/MFS$2.25 


74-22. 20A_ PC$4.75/MF$2.25 


74-13 7D PC$4.00/MF$2.25 


74-18 9B PC$3.25/MF$2.25 


Real Time Analyzer for Inverse Kinetics Rod Drop 
Experiments. 
CONF-731112-4 74-08 18K PC$3.00/MF$2.25 


MOTTA, M. 
A 26-Group Library with Self-Shielding Factors for 
Fast Reactor Calculations from the UK Nuclear Data 
RT/FI-(73)15 74-04 18K PC$4.50/MF$2.25 
MOTTAGHIAN, R. 
Analytical Solutions for the Velocity Fields in Longitu- 
dinal Laminar Flow in Finite Rod Bundles of Arbitrary 


Arrangement. 
TUBIK-25 74-06 20D PC$8.75/MF$2.25 
MOTTE, G. A. 


Bottom Traw! Measurement Trails Report, 
COM-74-10526/3GI 74-09 6C PC$3.25/MF$2.25 


MOTTERAM, R. 

Hl-a Antigens and Hodgkin’S Disease. li. Report on 

the Histological Analysis. 

FMI-1000-443 74-02 6E PC$3.00/MFS$2.25 
MOTTERN, R. W 

Precision Measurements in Large Assemblies Using 

High Energy Radiography. 

SLA-73-716 74-07 14B PC$3.25/MF$2.25 
MOTTET, MADELON GREEN 

The Fishery Biology of ‘Octopus dofleini’. 

COM-74-11453/9GI 74-22 6C PC$10.50/MF$2.25 
MOTTET, P. 


Properties and Behavior under Irradiation of a Gra- 
phite for the Fuel Block of a High Temperature Reac- 
tor. 

CEA-CONF-2527 74-14 183 PC$3.00/MF$2.25 


MOTTINGER, N. A. 


Tracking System Analytic Calibration Activities for the 

Mariner MARS 1971 Mission. 

N74-16979/8GI 74-11 22C PC$S5.25/MF$2.25 
MOTTMAN, JOHN 


NGC 1068: 3-MM Radio Variability. 
AD-772 716/7G1 74-06 3B PC$3.25/MF$2.25 


MOTTRAM, K. 
A Study of the Corrosion Plug 603 and Socket 610. 
N74-16894/9GI 74-11 9A PC$3.75/MF$2.25 
MOTZ, G. 


Electromagnetic Nucleon Mass Difference, Sum Rules 
for Deep Inelastic Scattering and Equal Time Commu- 
tators. 

JINR-E2-7921 


MOTZ, J. W. 


Reprint: Large-Angle K X-Ray Production by Elec- 
trons. 
COM-74-50809/4GI_ 74-22 14B Not available NTIS 


MOTZ, LOUIS H. 


Surface Jet Stream Excess Temperature Analysis. 
PB-226 120/4GI 74-05 13B PC$3.75/MFS$2.25 


MOUAT, D. A. 


Second-Year Projects and Activities of the Environ- 


mental Remote Sensing Applications Laboratory 
(Ersal). 
N74-29711/0GI 74-24 8F PC$3.75/MF$2.25 


MOUCHAHOIR, GEORGE E. 


Demand-Responsive Transportation System Planning 
Guidelines, 
PB-232 970/4GI 74-17 13F PC$3.75/MF$2.25 


MOUGHTON, J. L. 


Clue: Raytheon User'S Manual. 
N74-18851/7GI 74-13 9B PC$3.75/MF$2.25 
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N74-18844/2GI 
MOUGNIOT, J.C. 


Effective Cross Sections for the Creation of Damages. 
CEA-CONF-2267 74-09 11F PC$3.75/MFS$2.25 


MOUL, EDWIN T. 


Marine Flora and Fauna of the Northeastern United 
States. Higher Plants of the Marine Fringe. 
COM-74-50019/0GI 

74-05 6C PC-GPO/MFS$2.25-NTIS 


74-22. 20H = PC$4.25/MF$2.25 


74-13 9B PC$3.25/MF$2.25 


MOULI,, B. 
Variable Magnification Spectrometer. 
CEA-CONF-2458 74-20 201 PC$3.00/MFS$2.25 
MOULI, J. 


Generalized Sum Rules from Light-Cone Current An- 
ticommutators. 
JINR-E2-7638 74-16 20H PC$4.25/MF$2.25 


Sum Rules from Light-Cone Current Anticommutators. 
JINR-E2-7247 74-07 20H PC$3.00/MFS2.25 
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Conceptual Design of a Coring Subterrene 
Geoprospector. 
LA-5517-MS 74-15 81 PC$4.00/MF$2.25 


Rock Melting Subterrenes: Their Role in Future Ex- 

cavation Technology. 

LA-UR-74-740 74-22 13B PC$4.00/MF$2.25 
NEUDORFER, M. 


Reprint: Electronic Conductivity in the Presence of 
Acoustoelectric Domains. 
AD-778 969/6GI 74-14 20L Reprint 


Reprint: Luminescence from Acoustoelectric Domains 
in CdSe. 
AD-786 363/2GI 


NEUDORFER, M.L 


High-Field Transport Properties and Associated Elec- 
troluminescence. 
AD-774 314/9GI 


NEUFELD, G. A. 


The Planning of Domestic Communication Networks. 
N74-18830/1GI 74-13 17B PC$3.25/MF$2.25 


NEUFELD, H. A. 


Reprint: Hemin as a Catalyst for Chemiluminescence. 
AD-781 415/SGI 74-18 6A Reprint 


NEUGEBAUE, 


Infrared Emission from the Southern H 2 Region H2-3. 
N73-32280/2GI 7402 3B PC$3.25/MF$2.25 


NEUGEBAUER, G. 
Infrared, Radio, and X-Ray Observations of Cygnus 


74-25 20L Reprint 


74-08 20L PC$3.25/MFS$2.25 


X-3. 

AD-784 439/2GI 
NEUGEBAUER, G. H. 

Analysis of a Single-Degree-of-Freedom Rate-Integrat- 


74-22 3B PC$3.25/MF$2.25 


ing Gyro. 
AD-781 980/8GI 74-19 17G PC$4.25/MF$2.25 
NEUHARTH, E. R. 


Interactive Computer-Aided Design Aircraft Flying 
Qualities Program. Volume I. Users Manual. 
AD-785 101/7GI 74-23 1A PC$8.50/MF$2.25 


Interactive Computer-Aided Design Aircraft Flying 
Qualities Program. Volume II. Methods Formulation 
Manual. 

AD-785 102/SGI 74-23 1A  PCS$S5.75/MF$2.25 
Interactive Computer-Aided Design Aircraft Flying 
Qualities Program. Volume III. Computer Programming 
Manual. 

AD-785 103/3GI 74-23 1A PCS$11.50/MF$2.25 


Interactive Computer-Aided Design Aircraft Flying 
Qualities Program. Volume IV. Program Assess- 
ment/Correlation Report. 

AD-785 104/1GI 74-23 1A  PC$7.25/MFS$2.25 


NEUHAUS, HERBERT M. 
Extrusion Press and Barrel. 
PATENT-3 674 407 74-02. 131 Not available NTIS 
NEURALUS, O. W. 
Effects of Whole-Body gamma -Irradiation on the 
Biosynthesis of Certain Serum Proteins. Progress Re- 
port, September |, 1972--December 31, 1973. 


COO-1754-12 74-10 6R PC$3.00/MFS2.25 
NEUHAUSER, C. 

Emulation-Oriented, Dynamic Microprogrammable 

Processor. 

COO-3288-28 74-13 9B PCS$3.50/MF$2.25 
NEUHAUSER, J. 

Dynamics of Toroidal High- beta Stellarators. 

IPP-1-138 74-21 201 +=PCS$4.50/MFS$2.25 


a L = 1 Stellarator Experiments Using a Shaped 
Coi 
IPP-1/130 74-02 18A PCS$4.25/MFS$2.25 


NEUHOLD, J. M. 


Freshwater Vertebrate and Invertebrate Ecology of 
Amchitka Island, Alaska. Final Summary Report and 
Progress Report, July 1, 1972--September 30, 1973. 
Amchitka Bioenvironmental Program. 

BMI-171-154 74-22 6F PCS$S.75/MFS$2.25 


NEUMAN, DALE A. 


Report on the Urban Observatory Citizen Attitude Sur- 
vey of the Two Kansas Cities. 
PB-234 863/9GI 74-22 SA PCS$9.50/MFS$2.25 
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NEUMAN, F. . 
A Flight Investigation of a Terminal Area Navigation 
and Guidance Concept for STOL Aircraft. 


N74-33114/1GI 74-26 17G PC$3.25/MF$2.25 

A STOL Terminal Area Navigation Syste 

N74-30095/SGI 74-24 17G Pcss. 25/MF$2.25 
NEUMAN, F. D. 

Study of the Single Body Yawed-Wing Aircraft Con- 

cept. 

N74.27485/3G1 74-20 1C PC$4.75/MF$2.25 


NEUMAN, W. F. 
Brief Description of Research Papers Accepted for 
Publication During 1973. Annual Report. 
UR-3490-551 74-22 6E PC$S.45/MF$2.25 


Compartmentalization of bos in Bone. 
UR-3490-390 74-15 6D PC$3.00/MF$2.25 


NEUMANN, A. J. 


A Guide to Networking Terminology. 
COM-74-50278/2GI 74-11 9B MF$2.25 


Network User Information Support. 
COM-74-50086/9GI 
74-07 9B PC-GPO/MF$2.25-NTIS 


User Procedures Standardization for Network Access. 
COM-74-50135/4GI 
74-08 9B PC-GPO/MF$2.25-NTIS 


NEUMANN, A. W. 
Thermodynamic Approach to Development and Test- 
ing of Non Thrombogenic Materials: Adhesion of 
Platelets to Synthetic Materials. 
PB-229 332/2GI 74-11 6L PC$3.75/MF$2.25 


NEUMANN, ALBRECHT J. 
A Technical Guide to Computer-Communications In- 
terface Standards. 
COM-74-50839/1GI 
74-24 9B PC-GPO/MF$2.25-NTIS 


A Technical Guide to Computer-Communications In- 
terface Standards. 
COM-74-50925/8GI 

74-24 9B PC-GPO/MF$2.25-NTIS 


NEUMANN, C. J. 


Synchronization Station Location Study, Calibration 
Study Phase. 
AD-779 538/8GI 74-15 17G PC$S5.75/MF$2.25 


NEUMANN, D 


Reprint: Multi-Configuration Self-Consistent-Field Cal- 
culation of the Dissociation Energy and Electronic 
Structure of Hydrogen Fluoride. 

COM-74-50S28/0GI 74-16 7D Not available NTIS 


NEUMANN, DONALD L. 


Urgent Automatic Data Processing Equipment 
Requirements and Justification for the U. S. Army 
Corps of Engineers Waterways Experiment Station. 

AD-771 034/6GI 74-04 9B PC$6.25/MF$2.25 


NEUMANN, E. G. 
Absorption of Electromagnetic Waves Between 1 
MHZ and 100 GHZ. 
AD-786 689/0GI 74-25 11C PC$4.75/MF$2.25 
NEUMANN, F. D. 
High Transonic Speed Transport Aircraft Study. 
N74-17750/2GI 74-12 1C = PC$7.25/MF$2.25 
NEUMANN, H. E. 


Experimental and Analytical Study of a Conically Dif- 
fused Flow with a Nearly Separated Boundary Layer. 
N74-10325/6GI 74-04 20D PC$3.75/MF$2.25 
Minimizing Boundary Layer Bleed for a Mixed Com- 
pression Inlet. 

N74-10321/9GI 74-04 21E PC$3.25/MF$2.25 


NEUMANN, IDELL 

Identification of Naval Academy Applicants with En- 

gineering and Science Interests. 

AD-787 062/9GI 74-26 SI PC$3.25/MF$2.25 
NEUMANN, P. G. 

Design of a Fault Tolerant Airborne Digital Computer. 

Volume 1: Architecture. 

N74-17909/4GI 74-12 9B PC$7.00/MF$2.25 
NEUMEIER, LEANDER A. 


Creep-Resistant, High-Strength Zn-Al and Zn-Al-Mg 
Alloys. 
PATENT-3 764 402 74-02 11F Not available NTIS 


Improving Creep Resistance of Pb-Sb Alloys 
PAT-APPL-472 388 74-19 1IF PCs3. 25/MFS2. 25 


Process for Improving Creep Resistance of Zinc- 
Copper Alloys. 
PATENT-3 649 377 74-04 11F Not available NTIS 


NEUNZERT, H. 


Representation of Functions of Several Variables by 
Point Sets. 
JUL-996-MA 74-20 12A PC$S5.50/MF$2.25 


NEUPRANDT, G 
Rotating Sample Magnetometer. 


KFKI-73-65 74-14 17F PC$3.00/MF$2.25 
NEURATH, A. R. 


Development of Passive Hemagglutination Assays and 
Large Animal Antisera for Detection of Hepatitis B 
Associated Antigens. 

PB-225 145/2GI 74-01 6M PC$4.25/MF$2.25 


Removal or Inactivation of the Agent of Hepatitis 
from Blood and Blood Components (Biassay for 
Serum Hepatitis Virus). 

PB-225 144/SGI 74-02 6M PC$3.75/MF$2.25 


NEURGAONKAR, R. R. 


Synthesis and Crystal Chemistry of Oxysulfides with 
the Garnet Structure, 
AD-774 641/SGI 74-08 7D PC$3.75/MF$2.25 


NEUSHUL, M. 
Reprint: The Effect of Water Motion on Algal Spore 
Adhesion. 
COM-74-11321/8GI 74-20 8A _ Reprint 
NEUSTADTER, H. E. 


On Evaluating Compliance with Air Pollution Levels 
Not to Be Exceeded More Than Once Per Year. 
N74-20188/0GI 74-14 13B PC$3.25/MF$2.25 


Preliminary Analysis of an Extensive One Year Survey 
of Trace Elements and Compounds in the Suspended 
Particulate Matter in Cleveland, Ohio. 

N74-29071/9GI 74-22 13B  PC$3.25/MF$2.25 


Use of Whatman-4i Filters in Air Quality Sampling 
Networks (With Applications to Elemental Analysis). 
N74-22797/6GI 74-18 14B PC$4.25/MF$2.25 


NEUSTRUEV, V. B. 


The Action of Light on a Colored Ruby--Translation. 
AD-776 098/6GI 74-10 20F PC$3.25/MF$2.25 


NEUTS, MARCEL F. 


Computational Uses of the Method of Phases in the 
Theory of Queues. 


AD-778 457/2GI 74-14 12B PC$4.25/MF$2.25 
Reprint: The Markov Renewal Branching Process. 
AD-783 139/9GI 74-20 12B Reprint 


Reprint: The Single Server Queue in Discrete Time- 

Numerical Analysis IV. 

AD-777 485/4GI 74-12. 12B Reprint 

Some Computational Problems Related to Multinomial 

Trials. 

AD-780 591/4GI 74-17 12A  PC$3.75/MF$2.25 

Stochastic Models for Queueing and Logistics Applica- 

tions. 

AD-771 484/3GI 74-04 12B  PC$3.25/MF$2.25 
NEUVO, YRJO 

Analysis and Digital Hardware Realization of Non- 

Gaussian Impulse Noise in Wideband Communications 

Systems. 

AD-774 443/6GI 74-08 17B PC$4.25/MF$2.25 
NEUWERTH, G. 

Acoustic Feedback of a Subsonic and Supersonic Free 

Jet Which Impinges on an Obstacle 

N74-33148/9GI 74-26 20D PC$3.75/MF$2.25 

Acoustic Feedback Phenomena of the Subsonic and 

Hypersonic Free Jet Impinging on a Foreign Body. 

N74-29142/8GI 74-22 2A PC$4.75/MF$2.25 
NEUWIRTH, E. 

Proposal for a Camac Multicrate Serial Transmission 

System. 

SGAE-2138 74-04 18D PC$3.50/MF$2.25 
NEUZIL, E. F. 

Fission Studies on Elements Below Polonium. Progress 

Report, January 1--June 30, 1973. 

RLO-1759-26 74-04 20H PC$3.00/MFS2.25 


NEVELS, ZEBEDEE J. 


Background Gas Effects on Infra-Red Analysis of Car- 

bon Dioxide. 

AD-782 765/2GI 74-20 7D PC$3.25/MFS$2.25 
NEVENDORFFER, J. A. 

Observations of the Performance of TUCUMCARI 

(PGH-2) in U.S. Coast Guard Mission Oriented Trials. 

AD-771 400/9GI 74-04 133 PC$4.25/MFS$2.25 
NEVENS, THOMAS D. 

Disposal and Uses of Oil Shale Ash. 

PB-234 208/7GI 74-20 81 PCS$S5.25/MFS$2.25 
NEVERIL, R. B. 

Vacuum Distillation/Vapor Filtration Water Recovery. 

N74-28632/9GI 74-22 6K PC$3.75/MFS$2.25 
NEVERIL, ROBERT B. 


Development and Evaluation Report: Physical-Chemi- 
cal Marine Sanitation System. 
PB-231 846/7GI 74-13 13B  =PC$4.75/MF$2.25 


NEVEZHINA, T. P. 


Measurement of Pressure on an Oscillating Aileron in 
Transonic Flow--Translation. 
AD-769 982/0GI 74-02 1C PC$3.25/MFS$2.25 







































































NEVIERE, M. 
The Validity of the Rayleigh Expansion. 
N74-21802/SGI 74-17 20N PC$3.25/MF$2.25 


NEVILLE, GWEN 
A Study of the Mechanism of Polishing of Roadstones 
by Traffic. 
PB-234 350/7GI 74-22 13B PC$3.75/MF$2.25 


NEVIN, T. A. 
An Ecological Study of the Ksc Turning Basin and Ad- 


jacent Waters. 

N74-26905/1GI 74-20 13B PC$3.75/MF$2.25 
NEVINS, J. L. 

Marketing H2SO4 from SO2 Abatement Sources. The 

TVA Hypothesis. 

PB-231 671/9GI 74-14 13B PC$S.25/MF$2.25 


Proceedings of the Research Workshop on Sensors for 
Automation Held at Lexington, Massachusetts, on 10- 
12 April 1973. 

PB-231 180/1GI 74-12 14B  PC$6.25/MF$2.25 


NEVINSKII, A. A. 


Investigational of Vibrational Spectra of the Antibiotic 
Griseofulvin and Decarboxygriseofulvic Acid--Transla- 


tion. 
AD-778 613/0GI 74-14 7D PC$3.25/MF$2.25 


A Procedure for Determining Griseofulvin in the Blood 
of Patients--Translation. 
AD-778 788/0GI 74-14 60 PC$3.25/MF$2.25 


NEVISON, JOHN M. 
Moving the Program: The Final Report of Project 
CONDUIT at Dartmouth College. Appendices of Col- 


lected Papers. 
PB-234 617/9GI 74-22. 9B PC$6.25/MF$2.25 


NEVOSTRUEV, V. A. 
Radiolysis of Ammonium Perchlorate on Exposure to 


X-Rays--Translation. 
AD-785 934/1GI 74-24 7E PC$3.25/MF$2.25 


Radiolysis of Solid Inorganic Salts with Oxygen-Con- 

taining Anions--Translation. 

AD-781 202/7GI 74-18 7E PC$4.25/MF$2.25 

The Use of Semiconductors to Catalyze Radiolysis of 

Solid Inorganic Compounds--Translation. 

AD-771 695/4GI 7405 7E PC$3.25/MF$2.25 
NEVROVSKII, V. A. 


Passive Stabilization of Oscillations in Channel of Ac- 
celerator with Closed Drift and Extended Acceleration 
Zone--Translation. 

AD-787 415/9GI 74-26 201 PC$3.25/MF$2.25 


NEVYJEL, A. 


Theoretical Model for the Dynamics of the Voest 
Steam Loop at the Seibersdorf Research Center. 


SGAE-2171 74-09 181 PCS$3.50/MF$2.25 

Zaed Description of a Documentation System. 

SGAE-2123 74-02 9B PC$3.00/MF$2.25 
NEW, A. 


Endurance Test on Flexible Steel Wire Rope for Air- 
craft Controls at Various Pulley Rope Diameter Ratios. 
N74-28528/9GI 74-22, 1C_ =PC$3.25/MF$2.25 


NEW, ALBERT E. 


Reprint: A Surveillance for Japanese Encephalitis (JE) 
in Pigs in Southern Taiwan. 
AD-782 292/7GI 74-19 6M Reprint 


Reprint: Effects of Hypoxic Stress on Survival Times 
of Mice Infected with Either ‘Staphylococcus aureus’ 
or ‘Klebsiella pneumoniae’. 

AD-785 804/6GI 74-24 6E Reprint 


Reprint: Reproductive Parameters of the Taiwan Mon- 

key (Macaca cyclopis). 

AD-782 799/1GI 74-20 6C Reprint 
NEWBERG, NEIL R. 

Reprint: Environmental Modifications for Controlling 

Acute Respiratory Disease. 

AD-777 616/4GI 74-12 6E Reprint 
NEWBERG, R. T. 

Research on Halide Superalloy Windows. 

AD-778 108/1GI 74-13 2E PCS7.00/MFS2.25 
NEWBERRY, CLIFFORD F. 


Bibliography of Papers and Reports ges to the 
Gust Upset/Pilot Disorientation Problem 
AD-776 656/1GI 74-11 «SI PCS3. 25/MF$2.25 


The Treatment of Interaction of Handling Qualities, 

Stability, and Control on Structural Loads by Current 

Specifications. 

AD-782 311/SGI 74-19 1B PCS$3.25/MFS2.25 
NEWBOLD, P. M. 

Hal/S Programmer’S Guide. 


N74-25730/4GI 74-19 9B PC$S.75/MFS$2.25 
Hal/S Programmer'S Guide. 
N74-29536/1GI 74-24 9B PCS$7.00/MF$2.25 


NEWBOLD, P. N. 
Hal/S-360 Compiler System Specification. 





N74-25727/0GI 
NEWBOWER, R. S. 
An Ultra-Low-Noise Preamplifier Using Superconduct- 


ing Quantum Devices. 
AD-781 281/1GI 74-18 14B PC$3.75/MF$2.25 


NEWBROUGH, J. ROBERT 
State of a Metropolitan Government: Urban Indicators 


and Social Change. 

PB-227 848/9GI 74-08 SK PC$10.00/MF$2.25 
NEWBURG-RINN, SHARON L. 

Longitudinal Study of Attitudes toward Continuation 


in the Reserve Components. 

AD-769 647/9GI 74-01 SI PC$10.25/MF$2.25 
NEWBURG, RONALD G. 

Method and Apparatus Utilizing the Phase Velocity 

Difference of Light Rays for Measuring the Velocity 

of a Moving Object. 

PATENT-3 791 736 74-17 14B Not available NTIS 


NEWBURGH, R.G. 


Acoustic Rotation Rate Sensor. 
PAT-APPL-413 729 74-18 14B PC$3.25/MF$2.25 


NEWBURGH, RONALD G. 


Apparatus and Methods Utilizing Brewster Angle for 
Determining Angular Velocity and Light Beam In- 
cidence Angles. 

PAT- APPL 284 523 74-15 17H PC$3.25/MF$2.25 


Magnetic Surface Wave Rotation Rate Sensor. 
PAT-APPL-433 179 74-19 17F PC$3.25/MF$2.25 


Method Utilizing Brewster Angle for Determining An- 
gular Velocity and Light Beam Incidence Angles. 
PATENT-3 734619 74-06 20F Not available NTIS 


Novel Acoustic and Magnetic Rotation Rate Sensors. 
AD-778 084/4GI 74-13 17A_ PC$3.25/MF$2.25 


Reprint: Comments on ‘The Incompatibility of Mach's 
Principle and the Principle of Equivalence in Current 
Gravitation Theory’. 

AD-772 251/SGI 74-05 203 Reprint 
Ring Laser Utilizing an Optical Retardation Plate to 
Prevent Beam Locking. 

PATENT-3 791 738 74-17 20E Not available NTIS 


NEWBURN, R. L. JR.. 


A Model of the Physical Properties of Comet Encke. 
N73-32737/1GI 74-02 3B PC$3.75/MF$2.25 


NEWBURY, D. E. 


Monte Carlo Calculations of Magnetic Contrast from 
Cubic Materials in the Scanning Electron Microscope. 
COM-73-50914/3GI_ 74-01 20C Not available NTIS 


A New Method of Observing Magnetic Domains by 
Scanning Electron Microscopy. I. Theory of the Image 


Contrast. 
COM-74-50367/3GI_ 74-13 20L Not available NTIS. 


Reprint: A New Method of Observing Magnetic 
Domains by Scanning Electron Microscopy. Il. Experi- 
mental Confirmation of the Theory of Image Contrast. 
COM-74-50836/7GI_ 74-23 20C Not available NTIS 


Reprint: Magnetic Domain Studies in Iron-3 1/4 Weight 
Percent Silicon Transformer Sheet Using the Scanning 
Electron Microscope. 

COM-74-50862/3GI_ 74-23 20C Not available NTIS 


Reprint: Observation of Magnetic Domains in Nickel 

Using the Scanning Electron Microscope. 

COM-74-50163/6GI_ 74-09 20L Not available NTIS 

Reprint: Relevance of Electron Channeling Patterns to 

Embrittlement Studies. 

COM-74-50656/9GI 74-20 11F Not available NTIS 
NEWBY, B. J. 

Removal of Chloride from Second-Cycle Wastes at the 

Idaho Chemical Processing Plant. 

ICP-1026 74-06 18G PC$4.00/MF$2.25 


NEWBY, BILLIE J. 


Method of Repressing the Precipitation of Calcium 

Fluozirconate. 

PATENT-3 781 217 74-20 18G Not available NTIS 
NEWBY, D. T. 


Hole Cutter. 
PAT-APPL-398901 74-02 131 PC$3.25/MF$2.25 


NEWBY, R. A. 


Evaluation of the Fluidized-Bed Combustion Process. 
Volume I. Pressurized-Bed Combustion Process 
Development and E valuation. 

PB-231 162/9GI 74-12 13B = PC$10.00/MF$2.25 


Evaluation of the Fluidized Bed Combustion Process. 
Volume [l. Fluidized-Bed Boiler Gosetinettycte 
Power Plant Development. Volume I. Append 

PB-231 163/7GI 74-12 13B PCS$?7. 50/MFS2. 25 


Evaluation of the Fluidized-Bed Combustion Process, 
Volume IV. Fluidized-Bed Oil Gasifica- 


tion/Desulfurization. 
PB-233 101/SGI 74-17 7A PC$9.25/MF$2.25 
NEWCOMB, A. L. JR. 


Attitude Sensor. 


74-19 9B PC$9.50/MF$2.25 


PA- 800 


PATENT-3 780 966 74-09 22B Not available NTIS 
NEWCOMB, GILBERT 

Acquisition of Small NO2 Sources with a UV Correla- 

tion Spectrometer. 

AD-776 378/2GI 74-11 17E PC$3.75/MF$2.25 
NEWCOMB, R. W. 

Reprint: An Efficient Analysis Method for Nonlinear 

Networks. 

AD-771 649/1GI 74-05 9A _ Reprint 


Reprint: Tellegen’'s Theorem and Multivariable 

Realizability Theory. 

AD-782 467/SGI 
NEWCOMB, ROBERT W. 


Functional Network Theory and Microsystems. 
AD-773 347/0GI 74-07 9E PC$3.25/MF$2.25 


Reprint: Transistor-Resistor Synthesis of Voltage 
Trausfer Functions. 
AD-775 277/7GI 


NEWCOMB, WILLIAM B. 


A Study of the Capability of Grammatical Analysis to 
Improve Accuracy in Continuous Speech Recognition 
for Command and Control. 

AD-770 031/3GI 74-02 17B  PC$4.25/MFS$2.25 


A Study of the Capability of Grammatical Analysis to 
Improve Accuracy in Continuous Speech Recognition 
for Command and Control. 

AD-784 835/1GI 74-23 17B  PC$6.25/MF$2.25 

NEWELL, A. 

On the Generation of Problems, 

AD-773 840/4GI 74-07 9B PC$4.25/MF$2.25 
PAS-II: An Interactive Task-Free Version of an Auto- 
matic Protocol Analysis System, 

AD-778 497/8GI 74-14 $3 > PC$3.25/MF$2.25 


NEWELL, ALAN C. 


Proceedings of the Summer Seminar held in Boulder, 
Colorado, 1960. Lectures in Applied Mathematics. 
Volume 15. Nonlinear Wave Motion., 

AD-781 691/1GI 74-18 12A Not available NTIS 


NEWELL, ALLEN 


A Review of Research in Information Processing. 
AD-777 204/9GI 74-12 9B PC$3.75/MF$2.25 


NEWELL, L. J. 


Pt-N-241, N Reactor Rupture Monitor Flow Deter- 

mination. Final Report. 

DUN-7308-F 74-20 181 PC$4.00/MF$2.25 
NEWELL, P. BRUCE 


Optical Pumps for Lasers. 
AD-782 233/1GI 74-19 20E PC$4.75/MF$2.25 


NEWELL, P. H. JR. 
Mobility Aids for the Spinal Cord Injury Patient, 
HS-013 874 74-05 6E Not available NTIS 
NEWELL, R. E. 


Diagnostic Studies of the General Circulation of the 
Stratosphere. Scientific Report No. 1. 
COO-2195-11 74-24 4B PC$9.50/MF$2.25 


Planetary Transport Processes in the Upper At- 
mosphere. Annual Progress Report. 
COO-2195-13 74-21 4A PC$4.00/MF$2.25 


Role of Sudden Commencements in Triggering Mag- 
netospheric Substorms. 
N74-23374/3GI 


NEWELL, W. T. 


Assessment of Selected Rann Environmental 
Modelling Efforts, 
PB-227 217/7G1 74-07 13B PC$4.25/MF$2.25 


NEWFELL, ANTHONY T. 
Emergency Lighting for Public Transportation Vehi- 


74-19 9E Reprint 


74-09 9E Reprint 


74-18 4A PC$4.25/MF$2.25 


cles. 
PAT-APPL-479 638 74-16 13F PC$3.25/MFS$2.25 
NEWGARD, P. M. 


Continued Development of Energy Transmission and 
Conversion Systems. 
PB-236 181/4GI 74-25 6L PCS$S5.25/MF$2.25 


Energy Transmission Through Intact Skin. 
PB-235 026/2GI 74-24 6L PC$7.50/MFS$2.25 
NEWHART, WILLIAM H. JR. 


Models and Methodology for Life Cycle Cost and Test 
and Evaluation Analysis. 
AD-782 182/0GI 74-19 1C PC$6.25/MF$2.25 


NEWHOUSE, HENRY 


Some Results from Applying a Cost-Effectiveness 
ba for Evaluating Aviation Weather Dissemination 
echniques. 
ADIT 441/7G1 


NEWHOUSE, M. E. 


Use of Remote Sensing in Agriculture. 
N74-26876/4G1 74-20 2C PCS6.25/MFS$2.25 


74-12 4B PC$4.75/MF$2.25 


NEWHOUSE, T. H. 


A New Method for Combining the Method of Mo- 
ments with the Geometrical Theory of Diffraction. 
AD-780 055/0GI 74-16 20N PC$4.25/MF$2.25 


NEWHOUSE, V. L. 


Superconductive Microwave Slow Wave Structures. 
AD-893 472/1GI 74-11 9A PC$4.25/MF$2.25 


NEWHOUSE, VERNON L. 
Advanced Concepts in Structural Materials and Test- 


ing, 

AD-771 331/6GI 74-04 11F PC$4.75/MF$2.25 
Advanced Concepts in Structural Materials and Test- 
ing. Part I. The Application of Random Signal Correla- 
tion Techniques to Ultrasonic Flaw Detection in 
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Gamma-Ray Energies and Intensities. 
UCID-15439 74-25 20H PC$7.25/MF$2.25 


System for Plutonium Analysis by gamma Ray Spec- 
trometry. Part I. Techniques for Analysis of Solutions. 
UCRL-S1577 Pt.1 74-24 7D PC$4.00/MFS2.25 


NIDICK, E. 
Participation of Lil in Jsexp: Calibration of Mp35n 


Alloy. 
UCID-16438 74-14 20L PC$4.00/MF$2.25 





NIDICK, E. J. JR. 
Critical Energy for Shock Initiation of Fuze Train Ex- 


ppesiees. 

CRL-75339 74-12 19A PC$3.00/MF$2.25 
Critical Energy for Shock Initiation of Tetryl and a-S. 
UCID-16469 74-17 19D PC$4.00/MF$2.25 
Critical Shock Initiation Energy of Pbx-9404, a New 
Approach. 

UCRL-S1522 74-15 19D PC$4.00/MF$2.25 


NIEBANCK, CHARLES F. 


Model Rotor Test Data for Verification of Blade 
Response and Rotor Performance Calculations. 
AD-786 562/SGI 74-25 1C PC$10.00/MF$2.25 


NIEBAUM, E. J. 


Design and Complete Definition of a Systems Pro- 

gramming Language for Data Communications. 

IS-3206 74-04 9B PC$7.75/MF$2.25 
NIECKAU, E 

Evaluation of Reliability of Circuits for Actuating Con- 

trol Rod Drives. 

MRR-121 74-02 181 PC$6.25/MF$2.25 
NIEDERAUER, G. F. 


Analyzing the Thermionic Reactor Critical Experi- 
ments. 
N74-10629/SGI 74-04 18K PC$3.75/MF$2.25 


Development Concept for a Small, Split-Core, Heat- 

Pipe-Cooled Nuclear Reactor. 

N74-20238/3GI 74-14 181 PC$3.75/MF$2.25 
NIZDERMAIR, G. 

Circular Energy Vortex in the Near Field of a 


Directional Antenna. 
N74-14898/2GI 74-09 9E PC$3.25/MF$2.25 


NIEDERMEIER, ROBERT 
EN-118A Printer/Processor Photographic Film. 
AD-784 464/0GI 74-22 14E PC$3.25/MF$2.25 
NIEDRINGHAUS, THOMAS E. 


Rainfall Intensities in the Conterminous United States 
and Hawaii. 
AD-775 459/1GI 74-09 4B PC$3.75/MF$2.25 


Studies of the Army Aviation (V/STOL) Environment. 

Report No. 4. Distribution of Mean Monthly Precipita- 

tion and Rainfall Intensities. 

AD-781 951/9GI 74-19 4B PC$4.25/MF$2.25 
NIEDZWIECKI, R. W. 


The Experimental Clean Combustor Program: Descrip- 


tion and Status. 
N74-21399/2GI 74-15 21E PC$3.25/MF$2.25 


NIEDZWIEDZ, EDWARD 
Handbook of Job Proficiency Criteria: A GLAC 


Research Report. 
PB-233 056/1GI 74-18 SI PC$4.75/MF$2.25 


NIEDZWIEDZIUK, K. 
Alpha Decay of Neutron Resonances in the exp 149 
SM(N, alpha ) exp 146 Nd Reaction. 
JINR-P3-7245 74-10 20H PC$3.00/MF$2.25 
NIEH, SIDNEY T. K. 


Broadband Ferrite Limiters. 
AD-775 846/9GI 74-10 9A PCS$S.25/MFS$2.25 


Broadband Ferrite Limiters. 

AD-782 237/2GI 74-19 9A PC$3.75/MFS$2.25 

ooo: Two-Pass-Internal Second-Harmonic Genera- 

nm Using a Prism Coupler. 

AD-781 451/0GI 74-18 20F Reprint 
NIEHAUS, R. 

Static and Dynamic Biased Quadratic Multi-Attribute 

Assignment Models: Solutions and Equivalents. 

AD-783 070/6GI 74-20 12B PC$3.25/MF$2.25 
NIEHAUS, R. J. 


Application of Civilian Manpower Models to the Naval 
Facilities Engineering Command. 

AD-774 882/SGI 74-09 SI PC$3.75/MF$2.25 
A Computer Support System for Large-Scale Man- 
power Planning. 


AD-781 890/9G1 74-18 SI PC$3.75/MFS$2.25 
Explicit Solutions in Convex Goal Programming. 
AD-780 791/0GI 74-17 12B PCS$3.75/MFS$2.25 
Explicit Solutions in Convex Goal Programming. 

AD-784 417/8GI 74-22 12B_ PCS$3. 7S/MFSz 25 
Ini ted gener and Jom Planning Models 
for Laboratory M: 

AD-772 $41/9GI 74.06 SI PC$3.75/MF$2.25 


A Program for Navy Officer Distribution Models. 
AD-779 138/7G1 74-15 $l PCS3.25/MFS2.25 


A Prototype Test of a Multi-Level Model for Military- 
Civilian Manpower Planning. 
AD-781 891/7GI 74-18 SI PC$3.75/MFS$2.25 


A Prototype Test of a Multi-Level Model for Military- 


Civilian Manpower ‘ 
AD-784 002/8GI 74-22 SI PC$3.7S/MF$2.25 
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Some Advanced Start Procedures for Manpower 

Planning in Goal Programming Models. 

AD-780 793/6GI 74-17 12B PC$3.25/MF$2.25 
NIEHOFF, J.C. 

Pioneer MARS 1979 Mission Options. 

N74-23366/9GI 74-18 22A PC$5.25/MF$2.25 
NIELSEN, A 

Irradiation Embrittlement of Pressure Vessel Steels. 

laea Research Agreement No. 1071/CF. 

RISO-M-1634 74-04 11F PC$3.50/MF$2.25 
NIELSEN, A. G. 


Modification of a Commercially Available Viscometer 
for Photometric Determination of Erythrocyte Ag- 


gregation Potential. 
AD-773 819/8GI 74-07 6L PC$3.25/MF$2.25 
NIELSEN, ARTHUR G. 


An Improved Cardiotachometer Input Circuit for Heart 


Rate Determination. 
AD-773 812/3GI 74-07 6L PC$3.75/MF$2.25 


NIELSEN, B 


Simultaneous Determination of Arsenic, Manganese, 
and Selenium in Human Serum by Neutron Activation 


Analysis. 

RISO-271 74-11 7D PC$3.75/MF$2.25 
NIELSEN, D. S. 

Analysis of Feed Pump System: Improvements. 

RISO-M-1661 74-13 181 PC$3.50/MF$2.25 
NIELSEN, E. V. 

Report of the Wind Power Committee of 1962. 

N74-19710/4GI 74-14 10B PC$3.75/MF$2.25 


NIELSEN, GUNNAR 
Deformographic Storage Display Tube (DSDT) Appli- 
cation for Real-Time Map Annotation. 
AD-786 234/SGI 74-24 9E PC$4.25/MF$2.25 


NIELSEN, H. T. 


Plasma Display/Keyboard (Advanced Development 
Model). 
AD-775 397/3G1 


NIELSEN, HUGO J. 


Concept for Attenuation of the Back Blast Region of a 
105 mm Recoilless Rifle. 
AD-786 616/3GI 74-25 19F PC$S5.25/MF$2.25 


NIELSEN, J. M. 


Pacific Northwest Laboratory Annual Report for 1972 
to the Usaec Division of Biomedical and Environmen- 
tal Research. Volume II. Physical Sciences. Part 2. 
Radiological Sciences. 
BNWL-1751(Pt.2) 


74-09 9E PC$4.75/MF$2.25 


74-04 6R PC$3.00/MF$2.25 


NIELSEN, J. N. 
Assessment of a Wake Vortex Flight Test Program. 
N74-30418/9GI 74-24 1A PC$4.75/MF$2.25 


A Study of Ingestion ang Dispersion of Engine Ex- 
haust Products in Trailing Yortex Systems. 
N74-16497/1GI 74- 21E PC$S.75/MF$2.25 


NIELSEN, JACK N. 


Application of Boundary-Léyer Theory to Dispersion 
in Nonstratified Two-Dimensional Estuaries. 
PB-228 852/0GI 74-09 8C PC$S.25/MF$2.25 


Application of Boundary-Layer Theory to Dispersion 
in Well-Mixed Estuaries. 
PB-236 288/7GI 74-25 8H PC$S5.75/MF$2.25 


Studies of an Integral Method for Dac oae Time- 
Dependent Turbulent Boundary Lay 


AD-770 043/8GI 74-02 20D. PCS3. 75/MF$2.25 
NIELSEN, K. C. 

Electromechanical Machining. 

AD-774 933/6GI 74-09 13H PC$4.25/MF$2.25 


NIELSEN, MARGARET 


Protective Services for Older People. 
PB-235 176/SGI 74-21 SK PC$3.75/MF$2.25 


NIELSEN, NORMAN R. 


SIMUFORT Language. 
PB-225 294/8GI 


NIELSEN, PAUL 


Electromagnetic Shielding of Structures. 
AD-776 367/SGI 74-11 13M PC$3.25/MF$2.25 


NIELSEN, PETER A. 
Portable Collapsible Recompression Chamber. 
PATENT-3 754 551 74-26 6K Not available NTIS 
NIELSEN, S. 


Stores Stock Microcomputer System: The Mcs-8 8-Bit 


Processor Controller. 
UCID-16341 74-02 9B PC$3.00/MF$2.25 


NIELSEN, T. W. 


Reprint: Fast Fourier Transform Analysis of the Cir- 
cadian Rhythm of Urinary 11-Hydroxycorticosteroids 
in Laboratory Rate Exposed to High Environmental 
Pressures of ELIUM AND Oxygen. 

AD-771 849/7GI 74-05 6S Reprint 


74-02 9B PC$11.25/MFS$2.25 





NIELSON, GREGORY M. 
Computation of Nu-Splines. 


AD-781 742/2GI 74-18 12A  PCS$3.25/MF$2.25 
Iterates of Markov Operators. 
AD-775 941/8GI 74-10 12A PC$3.75/MF$2.25 


Some Piecewise Polynomial Alternatives to Splines 

under Tension. 

AD-775 560/6GI 74-09 12A PC$3.75/MF$2.25 
NIELSON, HAROLD C. 


An Analysis of Factors Influencing Alcohol Consump- 

tion of Alcoholic Rats. 

AD-780 116/0GI 
NIEMAN, RICHARD L. 


Map Type Catalog for the Alabama Window, 

AD-780 572/4GI 74-17 4B PC$6.25/MF$2.25 
Map Type Catalog for the California Window, 

AD-780 579/9GI 74-17 4B PC$6.25/MF$2.25 
Map Type Catalog for the Carolina Window, 

AD-775 368/4GI 74-09 4B PC$7.00/MF$2.25 
Map Type Catalog for the England Window, 

AD-783 255/3GI 74-20 4B PC$6.25/MF$2.25 
Map Type Catalog for the Florida Window, 

AD-781 052/6GI 74-17 4B PC$6.25/MF$2.25 
Map Type Catalog for the Maine Window, 

AD-775 369/2GI 74-09 4B PC$6.25/MF$2.25 
Map Type Catalog for the Oklahoma Window, 

AD-775 370/0GI 74-09 4B PC$7.00/MF$2.25 


Map Type Catalog for the Texas Window, 
AD-780 $71/6GI 74-17 4B PC$6.25/MF$2.25 


NIEMANN, J. T. 


Design, Process Development, Manufacture, Test and 
Evaluation of Boron-Aluminum for Space Shuttle 
Components. 

N74-29275/6GI 


NIEMEYER, R. G. 
Plutonium--Beryllium Source Safety Testing Program. 
ORNL-TM-4561 74-20 20H PC$S5.45/MF$2.25 


Release of Tritium from Tritiated Paints. 

ORNL-TM-4510 74-15 8H PC$4.00/MF$2.25 
NIERADT, C. 

To What Extent Is the Glycolysis in Mammalian 

Erythrocytes Carried out Via 2,3 Diphosphoglyceric 

Acid About a Variant of the Glycolytic Cycle on the 

Level of Phosphoglyceric Acids. 

N74-27545/4GI 74-20 6A PC$3.25/MF$2.25 
NIESE, DALE E. 


Surgical Tooth Implants, Combat and Field. 
AD-774 306/SGI 74-08 6L PC$4.25/MF$2.25 


74-16 SJ PC$3.75/MF$2.25 


74-22 22B PC$7.50/MF$2.25 


NIESE, H. 
Inertia of Loudness Measurement in Relation to Sound 
Level. 
N74-23269/SGI 74-18 20A PC$3.75/MF$2.25 
NIESSE, J. E. 


Optically Transparent Magnesium Oxide. 
PAT-APPL-427 288 74-18 11B PC$3.25/MF$2.25 
NIESSEN, F. R. 


Control Theory Analysis of a Three-Axis VTOL Flight 

Director. me 

N74-18676/8GI 74-13. 1B PC$4.75/MF$2.25 

Flight Investigation of Manual and Automatic VTOL 

Decelerating Instrument Approaches and Landings. 

N74-28102/3GI 74-20 17G PC$3.75/MF$2.25 
NIESZ, D. E. 


Characteristics of Spray Dried Granules as Related to 

Control of Ceramic Strength Behavior. 

AD-784 688/4GI 74-22, 1B PC$3.25/MF$2.25 
NIESZ, DALE E. 

Ceramics for Prosthetic Application- Orthopedic, 

Dental and Cardiovascular, 

AD-782 876/7GI 74-20 6L PC$9.95/MF$9.95 


Management of Hard Tissue Avulsive Wounds and 
Management of Orofacial Fractures. 
AD-786 684/1GI 74-25 6L PC$4.25/MF$2.25 


Surgical Tooth Implants, Combat and Field. 

AD-783 400/SGI 74-20 6L PC$3.75/MF$2.25 
NIETHAMMER, A. C. 

Data Acquisition Software for a Mwpc Spectrometer. 

LA-5609-MS 74-21 18D PC$4.00/MFS$2.25 
NIETO DE NUNEZ, G. 

Preparation of Thyroid Stimulating Hormone of High 


Specific Activity. 
CNEA-346 74-06 6A PC$3.00/MFS$2.25 


NIETO, M. M. 
Titius-Bode Law and the Possibility of Recent Large 
Scale Evolution in the Solar System. 
LA-UR-74-919 74-22 3B PC$4.00/MF$2.25 








NIKELLY, J. G. 


NIETUBICZ, CHARLES J. 
Vapor Screen Technique Development at the Ballistic 
Research Laboratories. 
AD-784 077/0GI 
NIEUWENHUUSE, A. W. 
A Simulator Investigation of Engine Failure Compen- 
sation for Powered-Lift STOL Aircraft. 
N74-30427/0GI 74-24 1C PC$4.25/MF$2.25 
NIFENECKER, H 


Measurement of Prompt gamma Ray Lifetimes of Fis- 
sion Fragments of exp 252 CF. 

LBL-1963 74-02 20H PC$3.00/MF$2.25 
Neutron and gamma Emission in Fission. 

LBL-1950 74-02 20H PC$8.75/MF$2.25 


NIGHAN, W. L. 
The Influence of Negative lon Processes on the Sta- 
bility of Molecular Gas Discharges. 
AD-773 977/4GI 74-08 201 PC$4.25/MF$2.25 
NIGHAN, WILLIAM L. 


Investigation of the Feasibility of a Mag- 
netohydrodynamic Laser. 
AD-781 997/2GI 74-19 20E PC$4.75/MF$2.25 


NIGRELLI, R. F. 


Physiologically Active Substances from Marine 
Sponges. II. Antimicrobial Substances Present in Ex- 
tracts of the Sponge ‘Verongia archeri’ and Other Spe- 
cies of the Genus ‘Verongia’, 
COM-74-11540/3GI 


NIHART, F. B. 
Developing a Methodology to Describe the Relation- 
ship of Mobility to Combat Effectiveness, 
AD-778 217/0GI 74-13 1SG PC$S.25/MF$2.25 
NIHO, YOJI 


Multi-Valued Cross-Correlation Functions between 
Two Maximal Linear Recursive Sequences. 


AD-786 066/1GI 74-24 9D PCS$S.25/MF$2.25 
NEILER, A 


Study of Neutron Angular Distributions from the 
9Be(d,n)10B Reaction. 
AD-784 084/6GI 


NIILER, ANDRUS 


A Recoil Proton Telescope for Accurate Fast-Neutron 
Flux Measurement, 
AD-769 708/9GI 74-01 18D PC$3.75/MF$2.25 


NIIMURA, M. 


Influences of Coulomb Collisions on the Spectra of 
Collective Scattered Radiation from Fully Ionized 


74-18 201 PC$S.25/MF$2.25 


74-22. 20D =PC$3.75/MF$2.25 


74-24 60 Reprint 


74-22 20H PC$4.25/MF$2.25 


Plasmas, 

AD-781 177/1GI 
NIINIKOSKI, JUHA 

Studies on Pulmonary Oxygen Poisoning and the Role 


of Oxygen in Repair Processes. 
AD-777 004/3GI 74-11 6E PC$4.25/MF$2.25 


NIINOMI, M. 
Effect of Substrate Surface Roughness on the 


Morphology of Plasma-Polymerized Ethylene. 
AD-774 125/9GI 74-08 7C PC$3.25/MF$2.25 


NIIOKA, T. 
Combustion of Composite Propellants in Acceleration 
Field. 
N74-30235/7GI 
NIKANDROV, V. YA. 
Role of Aerosols in the Formation of Clouds and 
Precipitation--Translation. 
AD-776 114/1GI 74-10 4A PCS$3.25/MFS$2.25 


NIKANOROV, M. A. 


Effect of Plastic Deformation and Alloying with Small 
Additions of Oxygen on the Decomposition of 
Metastable beta-Phase in the Alloy TS6. 

N74-30998/0GI 74-24 11F PC$3.25/MFS$2.25 


Effect of Plastic Flow and Alloying with Small Addi- 
tions of Oxygen on the Decomposition of the Metasta- 
ble Beta-Phase in the Alloy TS6--Translation. 

AD-769 319/5GI 74-01 IF PC$3.25/MFS$2.25 


NIKANOROV, V. I. 


Highly Efficient Circulating System of Gas Cleaning 
for Spark Chambers. 
JINR-P13-7172 74-06 18D PCS$3.00/MF$2.25 


Magnetic Spectrometers at Spark and Streamer Cham- 

bers. 

JINR-P13-7171 74-06 18D PC$3.00/MFS2.25 
NIKARONOV, A. A. 

Civil Defense of the USSR: Antiradiation Shelters in 

Rural Areas, Instructions for the Population 

ORNL -tr-2745 74-14 15C PCS$4. S0/MFS2. 25 
NIKELLY, J. G. 


Reprint: Gas Chromatography Columns. 
AD-781 694/5GI 74-18 14B Reprint 


74-24 21B PCS$3.25/MF$2.25 


PA-805 
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NIKHITINA, L. P. 


NIKHITINA, L. P. 


Character of Moessbauer Spectra and Some Structural 
Peculiarities of Natural Monoclinic Pyroxenes. 


NP-19874 74-08 20L PC$3.00/MF$2.25 
NIKI, ETSUO 
Reprint: Aging and Degradation of Polyolefins. I. 


Peroxide-Initiated Oxidations of Atactic 

Polypropylene. 

AD-779 630/3GI 74-15 7C Reprint 
NIKIFOROV, A. 

Aerosols in Agriculture--Translation. 

AD-771 636/ 74-05 2D PC$3.25/MF$2.25 
NIKIFOROV, V. S. 


Rate of Combustion of Three-Component Mixture 


Systems--Translation. 
AD-779 206/2G1 74-15 21B PC$3.25/MF$2.25 


NIKIFOROVA, N. K. 
Results from Research on Processes of Clotd Forma- 
tion in Chambers--Translation. 
AD-776 747/8GI 74-11 4B PC$3.25/MF$2.25 
NIKIFORUK, P. N. 
Reprint: A Deterministic Type Controller for a Class 


of Uncertain Plants with Partial Identification. 
AD-770 779/7GI 74-03 12A Not available NTIS 


Reprint: Inherently Stable Feedback Control of a Class 
of Unknown Plants. 
AD-769 774/1GI 74-01 12A Not available NTIS 


NIKITENKO, V. L. 


National Conference on Automatic Systems for the 
Design of Linear Type Structures and on Problems of 
Engineering Geodesy--Translation. 

AD-769 468/0GI 74-01 8E PC$3.25/MF$2.25 

NIKITENKO, YU. V 

System for Creation of Oscillating Magnetic Field in 
Magnetic Resonance Spectrometer on Ucn 

JINR-P3-7379 7409 18D Pcss .00/M F$2.25 


NIKITIN, A. A. 
Discrimination of Geophysical Anomalies with the Aid 
of Self-Learning Filters, 
IPRS-61302 
NIKITIN, A. I. 
A Laser Controls a Chemical Reaction--Translation. 
AD-773 278/7GI 74-07 7E PC$3.25/MF$2.25 
NIKITIN, A. K. 


A Problem in Wave Motion of an Seagal 
Viscous Fluid of Finite Depth--Translatio 
AD-779 595/8GI 74-15 20D PCS3. 25/MF$2.25 


Surface Waves of a Viscous Fluid = Infinite Depth 
Due to Tangential Stresses--Translatio 


74-10 81 PC$3.25/MF$2.25 


AD-779 $97/4G1 74-15 20D “PCS. 25/MF$2.25 
NIKITIN, B. 

Combat Training Attack over the Ocean--Translation. 

AD-784 239/6GI 74-22 SI PC$3.25/MF$2.25 
NIKITIN, M. D. 

Cavitation Damage in Diesel Engines--Translation. 

AD-783 747/9GI 74-21 21G MF$2.25 
NIKITIN, M.N. 

Propeller Strength--Translation. 

AD-784 780/9GI 74-23 133 PCS$3.25/MF$2.25 
NIKITIN, S. G. 


Reconstruction of Particle Trajectory Parameters in 

Track Detector with Moderating Material Plates. 

IFVE-SVM-72-108 74-04 18D PC$3.50/MF$2.25 
NIKITIN, V 


P--P and p--D Elastic and Inelastic Scattering in the 
High T-Region in the New Internal Target Laboratory 


COO-1428-332 74-10 20H PC$3.75/MF$2.25 
NIKITIN, V. V. 

Frequency Stabilization of a Ring Laser--Translation. 

AD-776 564/7GI 74-11 20E PC$3.25/MF$2.25 
NIKITIN, Y. P. 

po a remara and Hydrodynamical Theory of 

Processes. 
N74-10670/9G1 7444 20H = PCS3.25/MF$2.25 


NIKITYUK, N. M. 


Data Gathering System on the Basis of Minicomputer 
in Investigation of Parameters Using a Proton 
Synchrotron. 
JINR-P9-7407 


NIKODIJEVIC, VIDEN 


Influence of Liming on the Harmful Effects of Mobile 
Aluminum (Vegetation Pot Tests) (Uticaj Kalcifikacije 
na Odstranjivanje Stetnog Dejstva Mobilnog Alu- 
minijuma- et Ogledi U Sudovima), 

TT-73-56018 74-25 2A PC$3.25/MF$2.25 


Influence of Superphosphate on the Harmful Effects 
of Mobile Aluminum (Pot Tests) (Uticaj Superfosfata 
na Odstranjivanje Stetnog Dejstva Mobilnog Alu- 
minijuma-Ogled U Sudovima), 

TT-73-56019 74-25 2A PC$3.25/MF$2.25 


74-08 20G PC$3.00/MF$2.25 


PA- 806 


Properties of the Soils of the Inundation Area of the 

Lower Reaches of the Velika Morava River (Osobine 

Zemljista Inundacionog Podrucja Donjeg Toka Velike 

Morave), 

TT-73-56014 
NIKODUEVIC, VIDEN C. 

Soils of Rogozna Mountain, 

TT-73-56016 74-05 8M PC$3.25/MFS$2.25 
NIKOLAENKO, YU. P. 

Dry, Live, Aerosol Anthracic Vaccine--Translation. 

AD-781 964/2GI 74-19 6M PC$3.25/MF$2.25 

Dry Live Aerosol Anthrax Vaccine--Translation. 

AD-779 661/8GI 74-15 6M PC$3.25/MF$2.25 
NIKOLAEV, A. 

Cosmonaut Flight Preparation, 

JPRS-62083 74-16 22A PC$3.25/MF$2.25 
NIKOLAEV, A. A. 


Method for Automatic Control of the Process of Zone 
Melting without a Crucible--Translation. 
AD-770 891/0GI 74-03 13H PC$3.25/MF$2.25 


NIKOLAEV, A. F. 


Studying the Ice Drilling Process--Translation. 
AD-769 729/5SGI 74-01 8L PC$3.25/MF$2.25 


NIKOLAEV, A. G. 

Radiometry Radiometri. 

N74-13164/0GI 74-07 14B PC$S.75/MF$2.25 
NIKOLAEV, A. V. 

Block Brake--Translation. 

AD-771 692/1GI 74-05 1C PC$3.25/MF$2.25 
NIKOLAEV, B. I. 


Kinetic Phenomena in a Knudsen Gas with Rotational 
Degree of Freedom--Translation. 
AD-771 652/5GI 74-05 7D PC$3.25/MF$2.25 


NIKOLAEV, O. P. 


Numerical Study of Dynamic Properties of Materials-- 
Translation. 
AD-778 509/0GI 


NIKOLAEV, S. A. 


Water and Zirconium Hydride Converters for UlI- 
tracold Neutrons (Ucn). Holding of Neutrons in 
Copper and Glass Vessels. 

JINR-P3-7282 74-09 20H PC$3.00/MF$2.25 


NIKOLAEV, YU. D. 


Transport Air Coolers with Standardized Thermoelec- 
tric Batteries--Translation. 
AD-781 012/0GI 74-17 13A PC$3.25/MF$2.25 


NIKOLAEVA, L. P. 
Concerning Tri-Component Electron-lon Rings. 
ITEF-79 74-25 20G PC$4.25/MF$2.25 


Increase of Precision in Re-Establishment of Coor- 
dinates During Photographing Through Reflecting and 
Refracting Surfaces. 

ITEF-23 74-11 18D PC$3.00/MF$2.25 


NIKOLAEVA, L. V. 

Flexible, Inorganic, Electrical Insulating Coverings for 

Windings and Thermoelectrode Leads--Translation. 

AD-783 447/6GI 74-20 9A PC$3.25/MF$2.25 
NIKOLAEVA, S. A. 

Methodology for Determining Presence of ‘Cl. perfrin- 

gens’ in Food Products--Translation. 
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Study of the Effects of Additional Endogenous Heat. 
PB-235 246/6GI 74-24 6L PC$7.50/MF$2.25 


NORMAN, J. G. JR. 


Reprint: The SCF-X(Alpha) Scattered-Wave Method. 
AD-772 367/9GI 74-05 7D Reprint 


NORMAN, J. H. 


Delayed Neutron Emission from Mass-Separated Fis- 
sion Products. 
1S-T-627 74-14 20H PC$8.75/MF$2.25 


NORMAN, JAMES E. JR. 
A Conversational Unit for Spline Function Construc- 


74-14 SJ) PC$4.25/MF$2.25 


tion. 
AD-772 123/6GI 74-05 12A PC$4.25/MF$2.25 
NORMAN, JOHN H. 


Availability of Radioiodines in Fallout. 
AD-772 062/6GI 74-05 18C PC$3.75/MF$2.25 


NORMAN, K. 


lon Mass Spectrometry of the Lower Ionosphere. 
AD-787 785/SGI 74-246 7D PC$4.75/MF$2.25 


NORMAN, KENNETH P. 
Size of Ranger District. 
PB-225 927/3GI 74-03 2F PC$5.25/MF$2.25 
NORMAN, ROBERT JAMES JR. 
An Algorithm for the Scheduling of Vessels through 
the Panama Canal. 
AD-769 816/0GI 74-01 133 PC$4.75/MF$2.25 
NORMAND, FLOYD L. 
3,7 Dicyano-3,5,7-Triaza-1-Phosphabicyclo (3.3.1) 
Nonane and Derivatives. 
PAT-APPL-374 584 74-11 7C PC$3.25/MF$2.25 
Flame Retardant Organic Fibrous Materials. 
PAT-APPL-365 896 74-11 IE PC$3.25/MF$2.25 
Process for Producing Fire Resistant Organic Textile 
Materials. 
PAT-APPL-365 895 74-11 ILE PC$3.25/MF$2.25 


Process for Producing Flame Resistant Organic Tex- 


tiles. 
PATENT-3 698 854 74-09 IIE Not available NTIS 
NORMARK, W. R. 


Reprint: Magnetic Lineations Observed near the Ocean 
Floor and Possible Implications on the Geomagnetic 
Chronology of the Gilbert Epoch. 

AD-785 731/1GI 74-24 8G Reprint 


NORQUIST, CANDACE 


A Clinical Trial of Hyper-immune Gamma Globulin for 

the Treatment of Acute Fulminant Viral Hepatitis. 

PB-236 433/9GI 74-26 6E PC$3.25/MF$2.25 
NORR, MARRINER K. 

Photovoltaic Detector and Method of Manufacture. 

PATENT-3 488 507 74-01 17E Not available NTIS 


A Three-Dimensional Structural Model for a High 
Modulus Pan-Based Carbon Fiber. 
AD-784 415/2GI 74-22, ILE PC$3.75/MF$2.25 


NORRBLOM, EVA 
Physical Standards in an All-Volunteer Force, 


AD-787 049/6GI 74-26 6N PC$S5.75/MF$2.25 
NORRBRAND, G. 
Equipment for Melting and Casting of Plutonium in a 
Ox. 
FOA-4-4581-A2 74-22 131 PC$4.00/MF$2.25 
NORRIS, A. E. 


Adsorption of Radiokrypton on Activated Charcoal in 
the Presence of Hydrogen. 
LA-UR-73-1310 74-08 18G PC$3.00/MF$2.25 


NORRIS, ALFRED W. 


Aircraft Parachute Flare Having Tapered Core Candle. 
PATENT-3 747 $28 74-26 19A Not available NTIS 


NORRIS, ARTHUR G. 

Deafness Annual. Contributed Papers and Reports of 

Research and Professional Activities in the Area of 

Deafness. Volume III. 

PB-235 174/0GI 74-21 6E PC$10.25/MF$2.25 
NORRIS, DONALD O. 

Modeling of Human Operator Performance. 

AD-770 308/5GI 74-02 6S PC$4.25/MF$2.25 
NORRIS, E. B. 

Evaluation of Lacbwr Vessel Stud Replacement 

Material. Topical Report No. 17. 

SwRI-2154-P-11-26 74-12 18E PC$3.25/MF$2.25 
NORRIS, G. R. JR. 

Theory and Practice of Measuring Mass Properties. 

SLA-74-127 74-21 14B PC$4.25/MF$2.25 
NORRIS, H. J. 


Reprint: Malignant Reticuloendothelial Disease Involv- 
ing the Ovary as a Primary Manifestation. A Series of 
19 Lymphomas and | Granulocytic Sarcoma. 

AD-786 167/7GI 74-24 6E Reprint 


NORRIS, HENRY J. 
Reprint: Carcinoid Metastatic to the Ovary. A 
Clinicopathologic Analysis of 35 Cases. 
AD-780 133/SGI 74-16 6E Reprint 
Reprint: Detection and Significance of Maternal Pul- 
monary Amniotic Fluid Embolism. 
AD-780 137/6GI 74-16 6E Reprint 
Reprint: Functioning Tumors of the Ovary. 
AD-780 140/0GI 74-16 6E Reprint 
Reprint: Intimal Vascular Lesions Associated with 
Female Reproductive Steroids. 
AD-776 635/SGI 74-11 6E Reprint 
NORRIS, J. W. 


Gas-Cooled Reactor Technology. A Bibliography (Part 


2). 
TID-3339-P2-1 74-16 181 PC$10.60/MFS$2.25 


Gas-Cooled Reactor Technology. A Bibliography (Part 
2-Index). 
TID-3339-P2-2 74-16 181 PCSS.45/MF$2.25 


Gas-Cooled Reactor Technology. A Bibliography (Part 


3). 

TID-3339-P3-1 74-11 181 PC$13.60/MFS2.25 
Gas-Cooled Reactor Technology. A Bibliography (Part 
3). 

TID-3339-P3-2 74-11 181 PC$10.60/MFS$2.25 
NORRIS, K. S. 

Techniques Development for Whale Migration 
Tracking. 

N74-28557/8GI 74-22 6B PCS$4.75/MFS$2.25 


NORRIS, KENNETH S. 
Capture and Harnessing of Young California Gray 
Whales, ‘Eschrichtius robustus’, 
COM-74-50189-04-15/GI 
74-16 8A (Order as COM-74-50189-04) 


Reprint: New Tagging and Tracking Methods for the 
Study of Marine Mammal Biology and Migration. 
AD-785 909/3G1 74-24 6B Reprint 


NORRIS, L. F. 


Improvement in the Mechanical Properties and Oxida- 
tion Resistance of Dispersion Strengthened Nickel- 
Chromium Alloys. 

AD-783 324/7GI 74-20 I1F PC$4.25/MFS$2.25 


Process Development for Ni-Cr-THO2 and Ni-Cr-al- 
THO? Sheet. 
N74-17196/8GI 74-11 MF PCSS.25/MFS2.25 
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NORRIS, LOUISA 
Reprint: Shellfish and the Red Tide. 
COM-73-11899/4GI 7401 8A_ Reprint 
NORRIS, RICHARD E. 


Reprint: Surf-zone Diatoms of the Coasts of Washing- 
ton and New Zealand (‘Chaetoceros armatum’ T. West 
and ‘Asterionella’ spp.). 

COM-74-10578/4GI 74-11 6C Reprint 


NORSEEV, YU. V 


Search for the Regularities in the Change of Physical-- 
Chemical Properties of Element-Homologs and Their 
Compounds. I. Normal Boiling Points of Halogen 


Compounds. 
JINR-P12-7440 74-14 7D PC$3.25/MF$2.25 


Search for the Regularities in the Change of Physical- 
Chemical Properties of the Elements-Homologs and 
Their Compounds. Ili. Energy of the Phase Shifts of 


the Halogen Compounds. 
JINR-P12-7441 74-10 7D PC$3.00/MF$2.25 


Search for the Regularities in the Change of Physical- 
Chemical Properties of the Elements: Homologs and 
Their Compounds. Iii. Ionization Potentials of Halogen 
Compounds. 

JINR-P12-7442 74-12 13B PC$3.00/MF$2.25 


NORTH, D. W. 
Assessment of the Probability of Contaminating 


MARS. 
N74-26299/9GI 74-19 3B PC$6.25/MF$2.25 
NORTH, E. MAX 


Reprint: RASS, a Remote Sensing System for Measur- 
ing Low-Level Temperature Profiles. 
COM-74-10058/7GI 74-04 4B Reprint 


NORTH, R. M. 


Survey of Economic-Ecologic Impacts of Small 
Watershed Development. 
PB-235 407/4GI 74-25 13B PC$S.75/MF$2.25 


NORTH, RONALD M. 


The Identification and Quantification of the Net Ef- 
fects of Multiple-Purpose River Basin Development, 
PB-228 588/0GI 74-09 13B PC$6.25/MF$2.25 


NORTHAM, DONNA 


Reprint: Beam Diagnostics for High Energy Pulsed 
CO2 Lasers. 
AD-785 087/8GI 


NORTHAN, BARBARA J. 


Water Displacing Corrosion Preventive. 
PATENT-3 642653 74-03 1IF Not available NTIS 


NORTHCLIFFE, L. C. 


Study of the Neutron--Proton Interaction in the 300 to 
700 Mev Energy Region. Annual Progress Report. 
ORO-4449-2 74-26 20H PC$9.00/MF$2.25 


NORTHCUTT, W. G. JR. 


Liquid-Phase Sintered Tungsten Alloys 
Y-DA-5260 74-14 11F PC$3. 25/MF$2.25 


NORTHROP, D. A. 
Instrumentation Systems Development for in Situ 


Processing 
74-07 21D PC$4.25/MF$2.25 


74-23. 20F Reprint 


SLA-73-919 
NORTHROP, G. M. 


Technology Transfer in the Marine Environment of 
Long Island, 
COM-73- 11889/SGI 74-01 13B PC$4.25/MF$2.25 


NORTHROP, JOHN 
SOFAR Channel Axial Sound Speed and Depth in the 


Atlantic Ocean. 
AD-778 030/7GI 74-13, 83 ~PC$3.75/MF$2.25 
NORTHROP, T. G. 


The Magnetosphere of Jupiter as Observed with 
PIONEER 10. Parts I, II, and III. 
AD-783 538/2GI 74-21 3B PC$S.75/MF$2.25 


NORTHRUP, C. J. M. JR. 


Effect of Increasing Oxygen Pressure on the Lu- 
minosity of the Metal--Oxygen Photoflash Reaction. 
SLA-73-1036 74-21 7D PC$7.75/MF$2.25 


NORTHRUP, HERBERT R. 


Minority Recruiting in the Navy and Marine Corp: 
AD-787 152/8GI 74-26 SI PC$7 “00/MFS2. 25 


NORTHRUP, R. E. JR. 
— Foggy Cloud V, Panama Canal Warm Fog 


ispersal Program. 
ADT 473/461 74-07 4B PC$4.75/MF$2.25 


NORTHWOOD, JOHN A. 


Mobile Unit to Provide Vocational Evaluation for Han- 
dicapped Children, 
PB-236 910/6GI 74-26 SI PC$S.75/MF$2.25 


NORTON, DAVID C. 
Engineering Development of the Mechanical Bi- 
Directional Decelerometer. 
AD-771 801/8GI 74-05 19A PC$4.25/MF$2.25 


NORTON, E. 


Radioactive Rare Gases and Tritium in the Sample 
Return Container, and the exp 37 AR, exp 39 AR, 
Tritium, Hydrogen, and Helium Depth Profiles in the 
APOLLO 16 and 17 Drill Stems. 

BNL-18808 74-20 3B PC$5.00/MF$2.25 


NORTON, JAMES LARRY 


A Comparative Analysis of Military and Civilian 
Health Care Delivery Systems. 
AD-769 438/3GI 74-01 6E PC$4.75/MF$2.25 


NORTON, JOHN M. 


The Impact of the Computer on Management Policies. 
AD-773 487/4GI 74-07 SA PC$3.75/MF$2.25 


NOKTON, JOSEPH L. 


The Identification and Measurement of Chlorinated 
Hydrocarbon Pesticides Accumulated from Urban Ru- 


noff. 
PB-226 307/7GI 74-05 13B PC$3.75/MF$2.25 
NORTON, RICHARD E. 


Comment on the de Haas-van Alphen Effect and the 
Specific Heat of an Electron Gas, 
AD-774 996/3GI 74-09 20L PC$3.75/MF$2.25 


NORTON, VIRGIL J. 


The Benefits of Fisheries Regulation: A Case Study of 
the New England Yellowtail Flounder Fishery. 
COM-74-11344/0GI 74-21 6C PC$3.75/MF$2.25 


NORTON, WILLIAM 


Modeling Snowmelt Runoff in an Arctic Coastal Plain, 
PB-232 431/7GI 74-15 8L PC$4.25/MF$2.25 


NORVAISIS, EDWARD K. 


Simulation of Triple-Spool Turbofan Engine. 
AD-784 771/8GI 74-23 21E PCS$6.25/MF$2.25 


NORVELL, JOHN P. 
AH-1G Design and Operational Flight Loads Study. 


AD-775 838/6GI 74-10 1A PC$4.75/MF$2.25 
NORWALLT, R. 

LSI Digital Subsystems for Communication 

AD-777 007/6GI 74-11 17B PCSS. 7S/MFS2. 25 


NORWITZ, GEORGE 


Determination of Soluble Styphnate and Nitrate in 
Waste Water from Lean Styphnate Primer Plants. 
AD-781 $13/7GI 74-18 7C PC$3.25/MF$2.25 


Determination of Sulfur, Barium, and Silicon in 
Sebacate-Base Semi-Fluid Lubricants. 
AD-785 $37/2GI 74-23 11H = PC$3.25/MF$2.25 


Role of Diphenylamine as a Stabilizer in Propellants; 
Analytical Chemistry of Diphenylamine in Propeliants 
(A Survey Report). 

AD-783 499/7GI 74-21 7C PC$3.75/MF$2.25 


Spectrophotometric Determination of PETN in Waste 
Water from Lead Styphnate Primer Plants 
AD-769 606/5GI 74-01 7C PC$3.25/MF$2.25 


Spectrophotometric Determination of Trace Amounts 
of Silicon, Iron, and Aluminum in Nitrocellulose-Base 


Propellants. 

AD-787 305/2GI 74-26 7B PC$3.25/MF$2.25 
NORWOOD, F.R. 

Cylindrical Cavity Expansion in a Locking Soil. 

SLA-74-0201 74-24 8M PC$4.75/MF$2.25 


Transient Response of an Elastic Plate to Loads with 

Finite Characteristic Dimensions. 

SLA-73-1113 74-13 20K PC$4.50/MF$2.25 
NORWOOD, G. A. 

Energy Research and Development. A Selected Read- 


ing List 
ORNL- ‘EIS: 73-65 74-07 10A_ PC$14.00/MF$2.25 
Energy Research and Development. A Selected Read- 
ing List 
ORNL- "EIS-73-65(Rev. 1) 
74-09 10B PC$7.60/MF$2.25 


NOSANOW, L. H. 


Liquid and ayneiine Neutron Matter. 
COO-1569-1 74-08 3B PC$3.00/MF$2.25 


NOSE, Y. 


Available Space for a Totally Implantable Cardiac 
Prosthesis. Annual Progress Report, April 1, 1973-- 
March 31, 1974. 

COO-2208-6 74-16 6E PC$8.50/MFS$2.25 


Available Space for a Totally Implantable Cardiac 
Prosthesis. Progress Report, April 1, 1973--July 31, 


1973. 
COO-2208-4 74-06 6E PC$S.00/MFS$2.25 


Design and Evaluation of a {otal Artificial Heart. 
PB-236 273/9GI 74-25 6L PC$S.25/MF$2.25 


Development of Blood and Tissue Compatible Materi- 
Is 


als. 
PB-231 616/4GI 74-13. 6L PC$3.75/MF$2.25 


NOSE, YUKIHIKO 
Development of New Concepts in Blood Access 
Devices. 





NOVAK, ARTHUR F. 


PB-226 840/7GI 
NOSHO, TERRY 
Workshop on Salmonid Aquaculture. A Summary Re- 


port, 
COM-74-11035/4GI 74-15 6C PC$3.75/MF$2.25 


74-06 6L PC$4.25/MF$2.25 


NOSOV, A. I. 

Theoretical Principles of Torpedoes, 

IPRS-61922 74-15 19H PC$S.25/MF$2.25 
NOSOV, V.G. 

Theory of Magic Nuclei. 

TAE-2286 74-24 20H PC$4.50/MF$2.25 
NOSOV, YU. R. 


Semiconductor Devices and Their Application, 
JIPRS-62250 74-20 9A PC$4.25/MF$2.25 


NOSOVELOVA, V. D. 
Carbonate Impurities in the joc, Masses of Nickel- 


Cadmium Batteries--Translatio 
AD-770 970/2GI 74.03 “7D PCS3.25/MF$2.25 


NOSSEIR, M. K. 
A Comparison Between a Contact and a Noncontact 


Method for Measuring the Leaf Surface Temperature. 
N74-19091/9GI 74-13 6C PC$3.75/MF$2.25 


Utilization of Scanner Thermal Infrared Data in Study- 
ing the Watershed Management. 
N74-19020/8GI 74-13 8H PC$3.75/MF$2.25 


NOTARDONATO, J. J. 
Effects of Pressure, Oxygen Concentration, and 
Forced Convection on Flame Spread Rate of Plexiglas. 


Nylon and Teflon. 
N74-16621/6GI 


NOTARGIACOMO, S 


Analysis of the Molecular Weight Distribution of 
Dextran Preparations for Clinical Use 
ISS-72/15 74.04 7D PC$4.25/MF$2.25 


NOTKIN, ELLEN R. 


The Effect of Alcohol on Human yin ang A 
Classification and Integration of Research Findi 
AD-773 648/1GI 7407 53° PC$4.25/M $2. 25 


NOTTHOFF, J. K. 
Neutron Radiation Responses of Motorola MCE 54H79 
Dual Type-D Flip-Flops, 
AD-787 105/6GI 74-26 9E PC$3.25/MF$2.25 
Neutron Radiation Responses of Motorola XCE 1571 
Operational Amplifiers, 
AD-787 102/3GI 74-26 9E PC$3.25/MFS$2.25 
Radiation-Hardened Operational Amplifier Develop- 
ment, 
AD-787 106/4GI 
NOTTI, J. E. 


Integrated Power/Attitude a System (Ipacs) 
Study. Volume |: Feasibility Studie: 
N74-22706/7GI 74-18 0c ” PCS9.25/MF$2.25 


Integrated Power/Attitude Control System (Ipacs) 


74-10 21B PC$3.75/MF$2.25 


74-26 9E PC$S.25/MF$2.25 


Study. Volume 2: Conceptual Designs. 
N74-22707/SGI 74-18 PC$7.25/MF$2.25 
NOUCHIL, I. 


Damage to Vegetation when Exposed to Ozone and 

High Oxidant Concentrations. 

N74-15336/2GI 7409 13B PC$3.25/MFS$2.25 
NOUGUES, B. 


Fabrication in France of Plutonium and Enriched 

Uranium Fast Reactor Cores. 

AEC-tr-7484 74-13 18E PCS$4.00/MFS$2.25 
NOURSE, HUGH O. 


A Rationale for Government Intervention in Housing: 
The External Benefit of Good Housing, Particularly 


with Respect to Neighborhood Property Values, 
PB-229 891/7GI 74-10 13B PC$3.75/MFS$2.25 
NOUSE, H. 


Aerodynamic Investigation of an Air-Cooled Axial- 

Flow Turbine. Part 1: Turbine Design and — 

Stage Performance Without Supply of Cooling-Ai 

N74-30241/SGI 74-24 2E PC$3. 7SIMFS2. 25 
NOVAIS, H. M. 


Contribution to the Study of Electron epee 
Resonance of Some Organic Radical Anion 
LFEN-15S(a) 74-244 7D PCS6.75/MFS2. 25 


NOVAK, ARTHUR 
1-3-Diacyl Derivatives of Imidazolidine and Hex- 


ahydropyrimidine. 
PAT-APPL-448 428 


NOVAK, ARTHUR F. 
1,3-Diacyl Derivatives of Imidazolidine and Hex- 


ah 
74-19 7C PC$3.25/MF$2.25 


74-18 7C PC$3.25/MFS$2.25 


ydropyrimidine. 
PAT-APPL-448 425 
1-3-Diacyl Derivatives of Imidazolidine and Hex- 
ab: 


ydropyrimidine. 
PAT-APPL-448 426 74-18 7C PCS$3.25/MF$2.25 


PA-811 
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NOVAK, L. M. 


NOVAK, L. M. 
Reprint: Reduced-Order Observers for Linear Dis- 
crete-Time Systems. 
AD-779 753/3GI 74-15 12A_ Reprint 
NOVAKOYV, T. 
Catalytic Oxidation of S$O2 on Carbon Partic’ 


LBL-2693 74-24 7D PC$4 O0/MFS2. 25 

Sulfates in Pollution Particulates. 

LBL-3035 74-23 7D PC$4.75/MF$2.25 
NOVEMBER, L. 

Operators Manual for the Magnetograph Program 

(Section 2). 

N74-30892/SGI 74-24 8N PC$4.25/MF$2.25 
NOVESKE, T. 

Ferroelectric Polymers. 

AD-770 620/3GI 74-03 7C PC$3.25/MF$2.25 


NOVGORODOV, A. F. 


Fast Gas-Thermochromatographic Methods of 
Radioactive Element Extraction. li. Gold as Universal 
Target for Rapid Production of poo Samples of 
Rhenium, Osmium, Iridium, and M 

JINR-P12-7164 74-06 188 "PCS .00/MF$2.25 


Fast Gas-Thermochromatographic Methods of 
Radioactive Element Extraction. Iv. Extraction of 
Neutron-Deficient Zr and NB Isotopes from the Silver 


Chloride Melt. 
JINR-P12-7340 74-07 TE PC$3.00/MF$2.25 
Methods of 


Fast Gas-Thermochromatographic 
Radioactive Element Separation. lii. Production and 
Thermochromatographic Behavior of U ltramicroquanti- 
ties of Volatile Oxides and Tungsten H ydroxides. 

JINR-P12-7280 7408 7D PC$3.00/MF$2.25 


NOVICHKOV, A. I. 


Apparatus for the High-Speed Measurement of the 

Thermoelectrical Parameters of Semiconductor Materi- 

als in the 150-S00K Range--Translation. 

AD-784 739/5GI 74-23 20L = PC$3.25/MF$2.25 
NOVICHKOV, YU. N. 


Aerohydroelasticity Theory (Chapter 9)--Translation. 
AD-780 364/6GI 74-16 20D PC$4.75/MF$2.25 


NOVICK, ALVIN 
Mathematical Models and Electrophysiological Studies 


of Echolocation. 
AD-779 047/0GI 74-18 6C PC$3.25/MF$2.25 


Reprint: Echolocation in Bats: A Zoologist's View. 

AD-778 250/1GI 74-13 6P Reprint 
NOVICK, BR. 

Multidisciplinary Research in the Space Sciences. 


Scope B: Experimental X-Ray Astronomy. 
NIa3 32269/4GI 74-25 3A PCS3. 75/MF$2.25 


Research on the Properties and Interactions of Simple 

Atomic and Ionic Systems. 

N74-31230/7GI 74-24 7D PC$3.25/MF$2.25 

Research on the Properties and Interactions of Simple 

Atomic and Ionic Systems. 

N74-32179/SGI 74-25 7D PC$3.25/MF$2.25 
NOVICK, ROBERT 

Atomic and Molecular Physics with Emphasis on 

Atomic and Molecular Beams. 

AD-783 921/0GI 74-21 7D PC$3.25/MF$2.25 
NOVIKOV, A. 


Experimental Investigation of Space--Energy Distribu- 
tions of Slow Neutrons in Water Near Plane Absorber. 
AREAEE-166 74-07 20H PC$4.25/MF$2.25 


NOVIKOV, A. D. 


Device for Conducting an Investigation of the Dynam- 
ic Stability of a Helicopter--Translation 
AD-781 191/2GI 74-18 1C PCS3. 25/MF$2.25 


NOVIKOV, A. I. 


Determination of the Optimum Cross-Sectional Area of 
Ship Hull Elements--Translation. 
AD-782 212/5GI 74-19 133° PC$3.25/MF$2.25 


NOVIKOV, D. L. 


Study of Beam Extraction in the Electron Model of 
the Ring Cyclotron. 
JINR-P9-7449 


NOVIKOV, G. N. 


Certain Features of the Formation of Binary Chlorides 
of Alkali Metals in the Vapor State--Translation. 
AD-776 103/4GI 74-10 7D PC$3.25/MF$2.25 


NOVIKOV, L. N. 
Magnetometers, 
IPRS-61636 

NOVIKOV, 0. A 


Price List No. 27 for Reappraisal of Ships in Maritime, 

River, and Fishing Fleets--1 January 1973, 

IPRS-61508 74-11 133 PC$4.75/MF$2.25 
NOVIKOV, V. S. 


Phonon Transfer of Heat Through Actual Contact of 
Solid Bodies--Translation. 


14.09 20G = =PC$3.25/MF$2.25 


74-12 8N PC$3.75/MF$2.25 


PA-812 


AD-781 735/6GI 
NOVIKOV, YU. V. 


Study of Combined Resorptive Effect of Atmospheric 
Pollutants (Gases and Dust)--Translation 
AD-779 120/SGI 74-15 6] PCS3. 25/M F$2.25 


NOVIKOVA, A. M. 


Thermal Stress of a Shaliow Spherical Shell. 
N74-15654/8GI 74-09 20K PC$3.25/MF$2.25 


NOVIKOVA, T. K. 
Immunological Changes in Case of a Single Sensitiza- 


tion with Heterologous Skin--Translation. 
AD-772 031/1GI 74-05 6P PC$3.25/MF$2.25 


NOVIKOVA, V 
New Things in Technology Open-Hearth Furnace 


‘Doctors’--Translation. 
AD-784 017/6GI 74-22 6Q PC$3.25/MF$2.25 


NOVITSKAYA, G. G. 


Study of the Biological Activity and + onageegegagaag 
Properties of Brucella Allergen--Translatio 
AD-771 624/4GI 74-05 6M PCS3. 25/MF$2.25 


NOVLAN, DAVID J. 


Unguided Rocket Impact Dispersion at White Sands 
Missile Range, New Mexico and Utah Launch Com- 
plex, Green River, Utah. 

AD-779 375/SGI 74-15 19G PC$3.75/MF$2.25 


NOVOKHATNII, A. A. 
Complexes of Minicomputers and Their Application 


(M-6000/6010)--Translation. 
AD-775 107/6GI 74-09 9B PC$3.25/MF$2.25 


NOVOKHATSKIL, A. S. 
A Comparative Study of Thermoinactivation of 


Hemagglutinating and Infectious Activity of 
Venezuelan Equine Encephalomyelitis Virus--Transla- 


tion. 
AD-770 904/1GI 74-03 6M PC$3.25/MF$2.25 


Effect of Diethylaminoethyl Dextrane on the Antiviral 
Action of a Complex of Polyinocynic and Polycytidylic 
Acids in Tissue Culture--Translation. 

AD-770 954/6GI 74-03 6M PC$3.25/MF$2.25 


Virus-Induced Synthesis on Preformed Subcellular 
Structures--Translation 
AD-771 817/4GI 


NOVOKSHCHENOV, N. 


Space Investigations: Their Effect on Science and 
Technology. 
N74-22589/7G1 


NOVOSELOV, G.N. 


Radioactive Waste, Decontamination, Losses of Urani- 
um and Plutonium, 
IPRS-62361 74-21 18G PC$3.75/MF$2.25 


NOVOSELOV, V. S. 


Analytical Mechanics of Systems with Variable Mass. 
N74-31154/9GI 74-24 17G PC$10.50/MF$2.25 


Determination of Angular Position and Angular Veloci- 
ties at the End of the Phase of Active Variation in An- 


gular Velocity. 
N74-33145/SGI 74-26 22C PC$3.25/MFS$2.25 


On Selection of Zero Approximation for the Angular 
Position of an Artificial Earth Satellite in the Form of 
Trigondmetric Polynomials to the Fourth Power. 

N74-33282/6G1 74-26 22C PC$3.25/MF$2.25 


On the Application of Theory of Markov Processes to 
the Evaluation of State of Dynamic System~ *nd to 
Control of Aircraft Oscillations. 

N74-32441/9GI 74-26 1A PC$3.75/MFS$2.25 


On the Pulse Number During Optimal Transfer 
Between Close Keplerian Orbits. 
N74-33284/2GI 74-26 22C PC$3.25/MF$2.25 


Optimal Damping and Stochastic Control in Certain 
Astrodynamic Problems. 
N74-33279/2G1 74-26 1A PC$3.25/MF$2.25 


Optimal Transfer in the Equatorial Plane of an Ax- 
isymmetric Planet with an Additional Claim of Accura- 


cy. 
N74-33286/7GI 74-26 22C PC$3.25/MF$2.25 


Optimization of the Descent Maneuvers of a Satellite 
Module from Planetary Orbit. 
N74-33285/9GI 74-26 22C PC$3.25/MFS$2.25 


Periodic Solutions to a Limited Problem of Three 
Bodies, Including a Large Number of Revolutions 
around a Small Body. 


74-18 20L PC$3.25/MF$2.25 


"74-05 6M PC$3.25/MF$2.25 


74-17 22B PC$3.25/MF$2.25 


N74-33009/3GI 74-26 12A  PC$3.25/MFS2.25 
Problem of Fast Action in a Plane. 
N74-33147/1GI 74-26 1B PC$3.25/MFS$2.25 


Problem of Selecting Zero Approximation for Position 
of an Oriented Satellite Using Non-Dipole Approxima- 
tion of the Geomagnetic Field. 

N74-33281/8GI 74-26 22C PC$3.25/MF$2.25 


Quadrimpulse Flyback with Reversion. 
N74-33288/3GI 74-26 22C PCS$3.75/MF$2.25 


Selection of a Zero Approximation for the Position of 
an Artificial Earth Satellite in a Phase of Its Oriented 
Motion Using a Dipole Approximation of the Geomag- 


netic Field. 
N74-33280/0GI 74-26 22C PC$3.25/MF$2.25 


Task of Predicting the Rotational Motion of an 
Unsymmetrical Twisted Artificial Earth Satellite. 
N74-33278/4G1 74-26 22C PC$3.25/MF$2.25 


NOVOTNY, FRANK J. 


A Simulation Study of Pharmacy Operations at Wright- 
Patterson AFB, USAF Medical Center. 
AD-785 437/SGI 74-23 60 PC$7.00/MFS$2.25 


NOVOZHILOV, G. V. 


The Creative Life of S. V. Il’ Yushin. 
N74-23509/4GI 74-18 1C PC$3.25/MF$2.25 


NOWACKI, JOHN A. 


Multiple-Two-Hypothesis Testing - A New Method for 
Determining Signal Content. 
AD-769 497/9GI 74-01 9D PCS$5.25/MF$2.25 


NOWACKI, LOUIS 


Prevention of Deterioration of Navigational Buoys. 
AD-786 327/7GI 74-25 11F PC$3.75/MF$2.25 


NOWAK, ANDREW V. 


Reprint: Infrared Double Resonance in Boron 
Trichloride. 
AD-772 498/2GI 74-06 7D Reprint 
NOWAK, E. J. 
Approach to Metallize-Braze Research and Process 
Development. 
SC-DR-710016 74-21 13H PC$4.00/MF$2.25 


Formation and Properties of Rare-Earth and Transition 

Metal Hydrides. 

SLA-73-5923 
NOWAK, W. B. 


Diffusion and Structural Changes in Microcircuit Inter- 
connections. 
N74-13905/6GI 74-08 9A PC$3.25/MF$2.25 


Selected Reliability Studies for the Nerva Program. 

N74-31949/2GI 74-25 14D PC$4.25/MF$2.25 

Study of Air Pollutant Signatures for Remote Sensing. 

N74-30055/9GI 74-24 2D PC$4.25/MF$2.25 
NOWAKIWSKY, O. V. 


Effects of Sonic Boom on Automobile-Driver 
Behaviour. 

N74-27576/9GI 
NOWICKI, G. 


Systematic Experiments on Neutron Deficient Nuclei 

in the Region 50 Less Than or Equal to (N,Z) Less 

Than or Equal to 82. 

KFK-1768 
NOWICKI, HENRY G. 

Process for Producing Vitamin D3 Metabolite. 

PATENT-3 772 150 74-07 6A Not available NTIS 
NOWICKI, L. J. 

Effects of Proton Bombardment on Self-Diffusion in 

Silver: A Preliminary Report. 

CONF-740827-1 74-25 11F PCS$4.50/MF$2.25 
NOWLIN, W. D. JR. 


Reprint: Effects of a Cold-Air Outbreak on Shelf 
Waters of the Gulf of Mexico. 
AD-787 002/5GI 

NOWLIN, WORTH D. JR. 


The Waters of the Eastern Gulf of Mexico as Ob- 
served During May 1972. I. Data Collected Aboard the 
R/V Alaminos. 
AD-772 568/2GI 
NOWOBILSKI, J. J. 


Evaluation of a Molybdenum Foil--Quartz Cloth Insu- 
lation System after 18,000 Hours at a Source Tempera- 
ture of Approx.1100 EC (2012 exp 0 F). 

ALO-2832-46 74-24 18N PCS$S.25/MFS$2.25 


NOYES, F. 


Bone Strength and In-Flight Mechanical Stresses. 
AD-769 969/7GI 74-02 6L PC$4.25/MFS$2.25 


NOYES, H. E. 
Shielded Shipping Container for Fissile Material Class 
1 or Large Quantities of Radioactive Material, Supple- 
ment. 
LA-4686-MS(Suppl.) 74-24 18F PC$4.00/MF$2.25 


Shipping Cask for Fast Reactor Fuel Elements. 

LA-5526-MS 74-23 18F PCS$S.45/MFS$2.25 

Shipping Container for Plutonium-238 as Fissile 

Material Class !. 

LA-5589-MS 74-24 18F PC$4.00/MFS$2.25 
NOYES, NEWTON E. 


Barrel-Type Soil Auger. 
PATENT-3 162 257 74-09 131 Not available NTIS 


74-15 20L PC$3.00/MF$2.25 


74-20 6S PC$4.25/MF$2.25 


74-15 20H PC$8.50/MFS$2.25 


74-25 83 Reprint 


74-06 83 PCS$9.5S0/MFS2.25 








| 
| 


NOYES, R. M. 
Diffusion Controlled Reactions and Exchange Reac- 
tions in Solution. Annual Progress Report. 
RLO-2230-T-2-14 74-24 7D Pcs .00/MF$2.25 
NOYES, R. N. 
Aerothermodynamics. Comprehensive Technical Re- 
port, General Electric Direct-Air-Cycle, Aircraft 
Nuclear Propulsion Program. 
APEX-919 74-10 18N PC$7.50/MF$2.25 
NOYES, RICHARD C. 
Fuel Subassembly for Nuclear Reactor. 
PATENT-3 798 124 74-24 183 Not available NTIS 
NOYKINA, A. I. 


Thermal Regime and Convective Motions in the Lower 
Layers of the Venusian Atmosphere 
N74-19494/SGI 74-13 3B PC$3.25/MF$2.25 


NOZAWA, M. 


Assessment of the Power Balance in Fusion Reactors. 
ORNL-TM-4421 74-09 201 PC$7.25/MF$2.25 


NOZKIN, A. D. 


On Rare-Earth Thorium Fluorite (0 Redkozemelno- 
Torievom Flyurite), 


TT-73-58001 7406 8G PC$3.25/MF$2.25 
NSIEH, T. M. 

Nuclear Electric Propulsion Stage Requirements and 

Description. 


N74-32105/0GI 


NUCKLES, NELSON B. 


Automatic Detection of Urban Freeway Incidents. 
PB-236 438/8GI 74-25 13B PC$4.75/MF$2.25 


NUCKOLLS, CHARLES E. 


Mechanics of Cable Mooring Systems. Volume VIII. 
The Dynamic Response of Cable Arrays Subject to 
Large Current Induced Displacements. 

AD-786 188/3GI 74-24 133 PC$4.75/MF$2.25 


NUCKOLLS, J. 


Comparison of X-Ray Photographs and Calculations of 
Laser Generated Plasmas. 
UCRL-74925 74-10 201 PC$3.00/MF$2.25 


Fusion Microexplosions, Exotic Fusion Fuels, Direct 
Conversion: Advanced Technology Options for Ctr. 
UCID-16309 74-21 18A PC$4.50/MF$2.25 


New Approaches to Ctr: General Relativistic Power 
Plants. 
UCRL-75443 74-25 18A PC$4.00/MF$2.25 


Physics of Laser-Ignited Pellets: Implosion 
Hydrodynamics of Fermi Gases and Central Ther- 
monuclear Burn Initiation. 

UCRL-74937 74-24 201 PC$4.00/MF$2.25 


Prospects for Unconventional Approaches to Con- 
trolled Fusion. 
UCRL-74488 74-24 118A PC$4.25/MF$2.25 


Some General Design Considerations Regarding Laser- 
Fusion Ctr Power Plants. 


74-25 21F PC$4.25/MF$2.25 


UCRL-74486 74-26 18A PC$4.00/MF$2.25 
Super-High Density Approach to Laser-Fusion Ctr. 
UCRL-75087 74-26 18A PC$4.75/MF$2.25 


Super-High Density Laser Fusion Ctr. 
UCRL-74802(Rev.1) 74-07 18A PC$3.75/MF$2.25 


Thermonuclear Propagation and Electron Degeneracy 
in Laser Implosion Ctr. 
UCRL-74901 74-04 18A PC$3.00/MF$2.25 


NUCKOLLS, J. H. 


Laser Induced Implosion and Thermonuclear Burn. 
UCRL-74345(Rev.1) 74-04 18A PC$3.25/MF$2.25 


Prospects for Laser Fusion. 
UCRL-75691 74-22 18A_ PC$4.00/MF$2.25 


NUCKOLS, JAMES E. 
a Analyzing Apparatus for Time Sequential 


Signal 

PAT- APPL- 349 S15 74-13 14B PC$3.75/MF$2.25 
NUDELMAN, SOL 

A Unified Approach for the Evaluation of Photosensor 


Imaging Devices. 
AD-772 772/0GI 74-06 9A PC$6.25/MF$2.25 
NUDING, J. M. 


Blow Tube for the Service Testing of Air-Cooled 
Nuclear Reactor Materials. 
NAA-SR-2541 74-17 18] PC$3.00/MF$2.25 


NUESE, CARLOS 


Track-Before-Detect System. 
PATENT-3 731 304 74-26 171 Not available NTIS 


NUGENT, J. 
Flight-Measured Inlet Pressure Transients Accompany- 
ing Engine Compressor Surges on the F-111A Air- 


plane 
N74-26251 /0GI 74-19 21E PC$3.75/MF$2.25 


NUGENT, MARK 
Disappearance of Tri-, Di-, and Monoglycerides From 


the Circulation of Dogs. 
AD-771 935/4GI 74-05 6P PC$3.75/MF$2.25 


NUGENT, PATRICK R. 
Computer Functional Requirements Study. Volume I. 


AD-782 078/0GI 74-19 17G PC$6.25/MF$2.25 

Computer Functional Requirements Study. Volume II. 

AD-782 079/8GI 74-19 17G PC$6.25/MF$2.25 

Computer Functional Requirements Study. Volume III. 

AD-782 080/6GI1 74-19 17G PC$3.75/MF$2.25 
NUHFER, N. T. 


Grain Boundary Segregation of Impurities in Metals 
and Intergranular Brittle Fracture 


AD-781 301/7GI 74-18 11F PCS$3. 75/MF$2.25 
NULLER, T. P. 

ba aly Elements Based on Epitaxial GaAs Films--Trans- 

AD-776 171/1GI 74-10 10B PC$3.25/MF$2.25 
NUMAKUNAIL, T. 

Nuclear Accident Dosimetry System in Jaeri. 

JAERI-1229 74-13 18D PC$4.00/MF$2.25 
NUNN, D. 


A Theoretical Investigation of Banded Chorus. 
N74-10679/0GI 74-04 201 PC$4.25/MF$2.25 


NUNN, D. E. 


An Investigation into the Fatigue of _—_ in an Ex- 
perimental Orthotropic Bridge Deck Pane 
PB-234 720/1GI 74-22 13E Poss. 75/MF$2.25 


Trials of Experimental Orthotropic Bridge Deck Panels 
Under Traffic Loading, 
PB-233 886/1GI 74-18 13B PC$3.75/MF$2.25 


NUNN, E. B. 
Comparison of Oxygen Determination Methods for 
TA--10W Alloy. 
MLM-2086 74-06 11F PC$4.00/MF$2.25 
NUNN, M. E. 


Theoretical Evaluation of the Effect of Temperature 

on the Fatigue Behaviour of Bituminous Road-Bases, 

PB-232 162/8GI 74-14 13B PC$3.75/MF$2.25 
NUNNALLE, EDMUND PIERCE JR. 


A Hydroacoustic Data Acquisition and Digital Data 
Analysis System for the Assessment of Fish Stock 


Abundance, 
COM-74-11545/2GI 74-24 6C PC$4.25/MF$2.25 
NUNNELEY, S&. A. 


Reprint: Inert Gas Washout in Rats: Enhancement by 

Fluorocarbon Infusion. 

AD-774 012/9GI 
NUNZIATO, J. W. 

Wave Propagation Calculations for Nonlinear 


Viscoelastic Solids. 
SLA-74-5413 74-25 20K PC$4.00/MF$2.25 
NURICK, W 


Experimental Investigation of Combustor Effects on 
Rocket Thrust Chamber Performance. 
N74-18398/9GI 74-12 21H = PC$7.25/MF$2.25 


Noncircular Orifice Holes and Advanced Fabrication 
Techniques for Liquid Rocket Injectors (Phases 1, 2, 


3, and 4). 
N74-29213/7GI 74-22 21H PC$8.S0/MF$2.25 
NURMI, M. 


Factors Affecting Direction of Innovation System In- 
—— Systeemin Ohjautumiseen Vaikuttavat 


Tekija 
N74-12671/SGI 74-06 SA PC$7.00/MF$2.25 


NUROMSKH, A. B. 

Apparatus for the High-Speed Measurement of the 

Thermoelectrical Parameters of Semiconductor Materi- 

als in the 150-500K Range--Translation 

AD-784 739/SGI a7 23 20L PC$3.25/MFS$2.25 
NUSBAUM, MILTON S. 

Duplex Combustible Cartridge Case. 

PATENT-3 823 668 74-26 19A Not available NTIS 
NUSBAUM, W. J. 

Turbine for Ordnance Turbojet Engine. 2: Cold-Air 

Performance with Opened Stator. 

N74-27278/2GI 74-20 21E PC$3.25/MF$2.25 
NUSINOV, M. D. 

Simulation of Thermal Systems of a Space Vehicle and 


Its Environment. 
N74-14531/9GI 7408 =22A = PCS$10.25/MF$2.25 


74-08 6P Reprint 


NUSSLE, R. C. 
Performance of a Brayton Power System with a Space 
Type Radiator. 
N74-27528/0GI 74-20 10B PCS$3.75/MF$2.25 


NUSSMEIER, T. A 


Coherent Optical Adaptive Techniques (COAT). 
AD-772 639/1GI 74-06 17H PC$S5.25/MF$2.25 





NUTTER, WADE L. 


NUTBOMM, D. 
Present and Future Utilization of the Research Reac- 
tors Frj-1 (Merlin) 4 Frj-2 (Dido) of the Kern- 
forschungsanlage, Juelic 
JUL-983-RE 721 18E PC$8.00/MF$2.25 
NUTE, CYRIL 
Reprint: Computer Extraction of an Ultradian Cycle in 
Sleep from Manually Scored Sleep Stages. 
AD-773 783/6G1 74-07 6P Reprint 
NUTE, M. E. 
Reprint: A Rapid Method for Studying Acoustic 


Behaviour. 
AD-783 347/8GI 74-20 20A_ Not available NTIS 
NUTE, MARGARET E. 


Reprint: The Effect of Fabric Parameters on Sound- 

Transmission Loss. 

AD-782 347/9GI 74-19 11E Not available NTIS 
NUTKIS, M. S. 

A Regenerative Limestone Process for Fluidized-Bed 

Coal Combustion and Desulfurization. 

PB-231 374/0GI 74-12 7A PCS$S.25/MF$2.25 
NUTLEY, W 


Design, Development, and Laboratory Testing of A 
—— Helicopter-Transported Container Handling 


AD. 783 394/0GI » 74-20 1C PC$S.75/MF$2.25 


Technology Development Report - Model 301 
HLH/ATC Cargo Handling System Coupling. 
AD-778 770/8GI 74-14 13E PC$4.75/MF$2.25 


NUTT, GARY J. 


Computer System Monitoring Techniq 
PB-233 372/2GI 74-21 9B "PCS3. 7S/MF$2.25 


Computer System Resource Requirements of Novice 
Programming Students. 
PB-235 851/3GI 74-24 SI PC$3.75/MF$2.25 


Evaluation Net Simulation System Reference Manual. 
PB-235 296/1GI 74-23. 9B PC$4.25/MF$2.25 


Preliminary Thoughts on Degrees of Security in Mul- 
tiprocessor Systems. 


PB-235 292/0GI 74-24 9B PC$3.25/MF$2.25 
Some Applications of Finite State Automata Theory to 
the Deadlock Problem. 

PB-233 550/3GI 74-18 9B PC$3.75/MF$2.25 


NUTT, H. V. 
Proceedings of Workshop on Navy Alternate Energy 


Sources Research and Development. 
AD-773 746/3GI 7407 21D PC$4.75/MF$2.25 


NUTTALL, ALBERT H. 
An Approximate Fast Fourier Transform Technique 


for Vernier Spectral Analysis. 
AD-785 850/9GI 74-24 9D PC$4.25/MF$2.25 


Error Probability Characteristics for Orthogonal Multi- 
ple Alternative Communication with D-Fold Diversity. 
AD-781 845/3GI 74-18 9D PC$3.75/MF$2.25 


Error Probability Characteristics for seen F-out- 


of-A Communication with D-Fold Diver: 
AD-783 037/5GI 74-20 9D PCSs. 71SIMF$2.25 


Operating Characteristics for Detection of a Fading 
Signal in M Alternative Locations with D-Fold Diversi- 


ty. 

AD-786 371/SGI 74-25 9D PC$4.25/MFS$2.25 
Operating Characteristics for Maximum Likelihood De- 
tection of Signals in Gaussian Noise of Unknown 
Level. II. Phase-Incoherent Signals of Unknown 


Level, 
AD-778 934/0GI 74-14 9D PCS$S.25/MFS$2.25 


Operating Characteristics for Maximum Likelihood De- 

tection of Signals in Gaussian Noise of Unknown 

Level. III. Random Signals of Unknown Level, 

AD-786 729/4GI 74-25 9D PC$4.25/MF$2.25 

Some Integrals Involving the (Q sub M)-Function. 

AD-779 846/SGI 74-16 12A PC$3.25/MF$2.25 
NUTTALL, J. 

Reprint: Asymptotic Expansion of the Wavefunction 

for e-H Scattering. 

AD-774 417/0GI 74-08 7D Reprint 


ae ne Bessel Functions with Pade Ap- 


AD-779 "779 324/31 74-15 203 PC$3.25/MF$2.25 
Reprint: Integral ee ee for Scattering in Potentials 
of Infinite 

AD-779 325/0G 74-15 203 Reprint 


Reprint: The Rate of Convergence of the Fredholm 

Method. 

AD-774 416/2GI 74-08 7D Reprint 
NUTTER, R. V. 

Training Analysis of P-3 Replacement Pilot Training. 

AD-777 428/4GI 74-12 SI PCS$6.25/MFS$2.25 

NUTTER, WADE L. 

The Relationship of Land Use to Domestic Surface 

Water Supply in Georgia. 


PA-813 





- 


——_—_— es eS | = 





NUTTU, OTTO W. 


PB-236 429/7G1 74-26 13B PC$4.25/MF$2.25 


NUTTLI, OTTO W. 
poor age eer a og Relation for Central Mississippi 


COME 18asOr 74-12 8K PC$3.75/MF$2.25 


Reprint: Some Ground Motion and Intensity Relations 
for the Central United States. 
COM-74-10804/4GI 74-12 8K Reprint 


Reprint: The Relation Between Felt Area and Mag- 
nitude for Central United States Earthquakes. 
COM-74-10808/SGI 74-12 8K i 


Research in Seismology: Earthquake M 
AD-786 483/8GI 74-25 173° PCS$3 aM ES. 25 


NUTWELL, LINDA 8. 
bn oe Communities of Lakes Pontchartrain and 
epergen. I ouisiana, 
com. 4-10734/3GI 74-11 6C PC$3.25/MF$2.25 


NUWAYSER, E. S. 
Fabrication of Artificial Heart Devices. 


PB-236 447/9GI 74-26 6L PC$3.75/MF$2.25 
NUYTS, J. 

The Development of an Ion Propulsion System at Sep. 

N74-33232/1GI 74-26 21C PC$3.25/MF$2.25 
NUZHI, M. T. 

The Contribution of University Scientists 

IPRS-62249 74-20 SI PCH .25/MF$2.25 


NWEIHED, KALDONE G. 
— Contribution to the Contemporary Law of 
COM-74-11276-04/GI 
74-21 SD (Order as COM-74-11276) 
NYBAKKEN, G. H. 


Testing Techniques for Determining Static Mechanical 
s ‘of Pneumatic Tires. 
N74-25556/3GI 74-19 1C PC$3.75/MF$2.25 


NYBERG, 8. 
Description of the Wiener Spectrum with Digital and 
Optical Techniques: A Comparison Framstallning AV 
Wienerspektrum Med Digital och Optisk Teknik: En 
Jamforelse. 
N74-13446/1GI 74-07 14E PC$3.25/MF$2.25 
Determination of the Correlation Coefficient. 


N74-13444/6GI 74-07 20F PC$3.25/MF$2.25 
NYBLOM, A. 

Digital-Frequency Method. 

RFP-Trans-142 74-11 12A  PC$S5.75/MF$2.25 
NYCUM, SUSAN 

Computer Abuse. 

PB-231 320/3GI 74-12 9B PC$S.75/MF$2.25 


NYE, PATRICK W. 


Sensory Training Aids for the Hearing Im 
PB-227 584/0GI 74-07 6E PCS$S esi F$2.25 


NYGAARD, KAARE J. 


Atomic Beam Plasma istics. 
74-09 201 PC$4.25/MF$2.25 


AD-774 948/4GI 
NYGREN, D. BR. 

Review of K exp 0 Decays. 

LBL-2407 74-10 20H PC$3.50/MF$2.25 
NYIKOS, P. J. 

A Renal Index for Multiple Trau 

AD-785 576/0GI 74-23 cE PC$3.25/MF$2.25 

Serum Osmolality in Acutely Injured Patients. 

AD-783 480/7GI 74-21 6S PC$3.25/MF$2.25 
NYILAS, E. 


Development and Testing of Avcothane Cannulae 
PB-226 839/9GI 7406 6L PCSS. 25/MF$2. 25 


Microcalorimetric Study of the Interaction of Plasma 

Proteins with Synthetic Surfaces: I. Songeeetine of 

the Microcalorimeter and Preliminary R 

PB-231 776/6GI 74-13 6L PCS. oa TSIMFS2. 25 

NYLAND, F. 8. 

Estimating Bom ber Penetration and Weapons Effec- 

tiveness, 

AD-783 282/7GI 74-20 18G PC$4.25/MF$2.25 
NYLEN, D. 


Peripheral Visual Response Time to Colored Stimuli 
Imaged on the Horizontal Meridian. 
N74-27557/9GI 74-20 SE PC$3.25/MF$2.25 


NYMAN, NANCY B. 


Summary of Locally Funded Low and Moderate In- 
come Housing Programs in the United States. 
PB-236 627/6GI 74-26 SK  PC$3.7S/MF$2.25 


NYPAN, L. J. 


a Evaluation of Stresses in Spherically 
H Balls. 
N74-30962/6GI 74-24 131 PC$3.75/MF$2.25 


NYROP, RICHARD F. 
Area Handbook for the Hashemite Kingdom of Jordan. 


PA-814 


AD-787 708/7GI 74-26 SC PC-GPO 

Area Handbook for the Republic of Turkey, 

AD-776 S81/1GI_ 74-11 SC PC-GPO/MF$2.25-NTIS 
NYSTROM, L. 


Description of the Wiener Spectrum with Digital and 

Optical Techniques: A Comparison Framstallning AV 

Wienerspektrum Med Digital och Optisk Teknik: En 

Jamforelse. 

N74-13446/1GI 74-07 14E PC$3.25/MF$2.25 
NYSTROM, RONALD EDWARD 


AMRL 16-Device x 12-Bit Multiplex Controller 75-300 


Baud. 
AD-777 848/3GI 74-13 6B PC$4.75/MF$2.25 


NYSWANDER, REUBEN E. 


Automatic Gain Control. 
PATENT-3 735 272 74-26 9E Not available NTIS 


NYUN’KO, N. E. 


Influence of the Nucleus Motion on the Fine Structure 
of a Hydrogenic Ato: 


JINR-P2-7493 74-14 7D PC$3.00/MF$2.25 
NYUNKO, N. E. 

Proton Structure and the Fine Splitting in the 

Hydrogen Atom. 

JINR-P2-7530 74-09 7D PC$3.00/MF$2.25 


NYURENBERG, V. A. 

Remote Measurements of Wire Broadcasting Lines, 

IPRS-62096 74-17 17B  PC$3.75/MF$2.25 
NYYSSONEN, D. 

Reprint: Partial Coherence in Imaging Systems. 

COM-74-50949/8GI 74-26 14B Not available NTIS 
O’BOYLE, D. R. 

Actinide Redistribution in Mixed-Oxide Fuels Ir- 

radiated in a Fast Flux. 

ANL-792%Suppl.1) 14-02 18] PC$4.00/MF$2.25 
O'BRIEN, DAVID F. 

Technology and Its Effect on Military Ocean Require- 

meats. 

AD-779 562/8GI 74-15 133 PC$3.75/MF$2.25 
O’BRIEN, EMMETT J. 

Defection: A Military Strategy for Wars of Liberation. 

AD-773 488/2GI 74-07 SD PC$4.25/MF$2.25 
O'BRIEN, FRANCIS ROBERT 


Reprint: Design of the Environmental Gas System for 
a High Pressure Life Laboratory. 
AD-771 569/1GI 


O'BRIEN, H. A. JR. 

Radioisotope Program at Lampf. 

LA-UR-74-147 74-13. 20G PC$3.00/MF$2.25 
O'BRIEN, J.T. 


GaAs Large Optical Cavity (LOC) Laser Diode for 
Communications Systems. 
AD-771 141/9GI 74-04 2E PC$4.25/MF$2.25 


GaAs Large Optical Cavity (LOC) Laser Diode for 

Communications Systems. 

AD-779 472/0GI 74-15 20E PC$4.25/MF$2.25 
O'BRIEN, JAMES J. 


The Coho Project: Living Resources Prediction Feasi- 
bility Study. Volume I. 
PB-234 057/8GI 74-19: 6C PC$3.75/MF$2.25 


The Coho Project: Living Resources — Feasi- 
bility Study. Voiume II. Environmental Repo 
PB-234 058/6GI 74-19 6C PCS? O0/MFS2. 25 


The Coho Project: Living Resources Prediction Feasi- 
bility Study. Volume III. System Evaluation Report, 
PB-234 059/4GI 74-19 6C PC$4.25/MF$2.25 


Reprint: A Simulation of the Mesoscale Distribution of 
the Lower Marine Trophic Levels off West Florida. 
AD-775 912/9GI 74-10 8A Reprint 


Reprint: A Study of an Oregon Sea Breeze Event. 
AD-773 892/SGI 74-07 4B Reprint 


Reprint: Equatorial Jet in the Indian Ocean: Theory. 
AD-784 637/1GI 74-22 8C_ Reprint 


Reprint: On Upwelling along a Zonally-Oriented Coast- 
line 


AD-775 608/3GI 
O'BRIEN, JAMES T. 

GaAs Large Optical Cavity (LOC) Laser Diode for 

Communications Receivers. 

AD-784 341/0GI 74-22 9E PC$4.25/MF$2.25 
O'BRIEN, JOHN A. 


Floating Suction Head. 
PATENT-3 690 463 74-01 13B Not available NTIS 


O'BRIEN, JOHN GRANT 
The Pulsejet Engine - A Review of Its Development 
Potential. 


74-04 6K Reprint 


74-10 8C Reprint 


AD-787 439/9GI 74-26 21E PC$S.25/MF$2.25 


O'BRIEN, JOHN V. 


Reprint: Numerical Solution of the Spencer-Lewis 
— for Kilovolt Electron Transport in Plane 


AD-780 876/9GI 
O'BRIEN, K. 

Operating Manual for Grania, a Code for the Analysis 

of Climatic Effects on Natural Environmental gamma- 

Ray Exposure Rates. 

HASL-283 74-18 18H PC$4.00/MF$2.25 
O'BRIEN, KEN H. 

Development of Guidelines for the Design of Subsur- 

face Drainage Systems for Highway Pavement Struc- 

tural Sections. 

PB-231 173/6GI 74-12 13B PC$7.25/MF$2.25 
O'BRIEN, M. P. 


Hydraulic Constants of Tidal Entrances I: Data from 
NOS Tide Tables, Current Tables and Navigation 


Charts. 
AD-773 627/5GI 74-07 8C PC$4.25/MF$2.25 


Reprint: Hydraulics and Sedimentary Stability of 
Coastal Inlets. 
COM-73-11916/6GI 74-01 8C Reprint PC$3.25 
O'BRIEN, R. N. 
eprint: Ionic Double-layer Adsorption on Immersed 
lectrets by Laser Interferometry. 
AD-774 632/4GI 74-08 7D Not available NTIS 
O'BRIEN, W.G. 
Rare Earth Ion Activities by Static Vapor and Specific 
Ion Electrode Measurements with Aoplication to a Sin- 
gle Component Solvent Extraction System. 
IS-T-621 74-16 7D PC$12.75/MF$2.25 
O'BRIEN, WILLIAM L. 


Oxyreaction Strengthening of Metals. 
PATENT-3 821 036 74-22 LIF Not available NTIS 


O’BRYAN, C. L. 


Reprint: Absorption and Photoionization Cross Sec- 
tions for H20 and D20 in the Vacuum Ultraviolet. 
AD-774 172/1GI 74-08 7D Reprint 


O'CONNELL, EDWARD P. 


Gross Leak Vacuum and Pressure Chamber Assembly. 
PATENT-3 738 158 74-26 14B Not available NTIS 


O’CONNELL, J.C. 
Reprint: Photoluminescence of Gel-Grown Pb(OH)I 
Single Crystals. 
AD-775 530/9GI 
O’CONNELL, J. M. 
Prototype Large Navigation Buoy. 
AD-786 624/7GI 74-25 17G PC$4.25/MF$2.25 
O’CONNELL, J. S. 
Graphical Recoupling of Angular Mementa. 
COM-73-50959/8GI 
74-02 203 PC-GPO/MF$2.25-NTIS 
Reprint: Electromagnetic Interactions of the Few- 


Nucleon Systems. 
COM-74-50005/9GI 74-05 20H Not available NTIS 


Reprint: Neutrino Disintegration of the Deuteron. 
COM-73-S0939/0GI 74-02 20H Not available NTIS 


Reprint: Sum Rules for Forward Elastic Photon Scat- 


74-17 20L Reprint 


74-09 20L_ Reprint 


tering. 
COM-74-50435/8GI_ 74-15 20H Not available NTIS 
O'CONNELL, KEVIN J. 


Reprint: Scanning Electron Microscopic Studies of 
Control and Hypertrophic Human Prostate Glands. 
AD-771 226/8GI 74-04 6E Reprint 


O’CONNELL, M. J. 
Economical Function Fitting for Momentum Deter- 
mination. 
RL-73-81 74-06 20H PC$4.00/MF$2.25 
O’CONNELL, P. ENDA 
A Bayesian Decision Framework for Synthetic 


Hydrology. 

PB-226 289/7G1 74-05 8H PC$3.75/MF$2.25 
O’CONNELL, R. F. 

Reprint: Energy Spectrum of H(-) in a Strong Magnetic 

Fi 


ield. 

AD-782 129/1GI 
O’CONNER, JOSEPH R. 

Method and Apparatus for Growing Crystal: 

PAT-APPL-423 857 74-18 20B PC$3. 25/MFS2. 25 
O’CONNOR, A. J. 

Reprint: Exponential Decay of Bound State Wave 

Functions. 

AD-772 408/1GI 74-05 20) Reprint 

Reprint: Heat Conduction and Sound Transmission in 

Isotopically Disordered Harmonic Crystals. 

AD-783 131/6GI 74-20 20L Reprint 
O’CONNOR, D. T. 


Calibration of a Monsanto Cascade Impactor with a 
Monodisperse Aerosol. 


74-19 7D Reprint 





ee 


OS TERRE BRITE Cor are neo omen none 








NRPB-R-12 74-09 18H PC$3.50/MF$2.25 


O’CONNOR, DENNIS M. 

Final Report of the Task Force on Dade County 

Waterways Regulation, 

COM-74-10006/6GI 74-04 13B PC$4.25/MF$2.25 
O’CONNOR, DONALD J. 

Dynamic Water Quality Forecasting and Management. 

PB. 225 048/8GI 74-01 13B PC-GPO/MF$2.25 
O’CONNOR, GEORGE A. 

Calcium Carbonate Equilibria in Soils and Irrigation 


Waters. 
PB-236 281/2GI 74-25 2C PC$3.25/MF$2.25 


O’CONNOR, J. M. 
Explosive Selection and Fallout Simulation Experi- 
ments Nuclear Cratering Device Simulation (Project 


Diamond Ore). 
AD-776 361/8GI 74-11 18C PC$S.75/MF$2.25 


O’CONNOR, JAMES N. 

An Evaluation of Modulation Systems. 

AD-779 842/4GI 74-16 17B PC$3.75/MF$2.25 
O’CONNOR, JOHN J. 

Self-Calibration of Land-Based Pulse Radar from 


Satellite Track. 
AD-773 156/SGI 74-06 171 PC$3.25/MF$2.25 


O'CONNOR, JOHN L. 
Aerial Observations of Gray Whales during 1973, 


COM-74-50189-04-13/GI 
74-16 8A (Order as COM-74-50189-04) 


O’CONNOR, JOSEPH MICHAEL 
Natural Convection Flow Visualization and Heat 


Transfer from a Horizontal Circular Disk. 
AD-783 793/3GI 74-21 20M PC$4.25/MF$2.25 


O’CONNOR, LAWRENCE J. 
Telemetry, Ranging and Instrumentation Systems for 


Space Vehicles. 
AD-783 618/2GI 74-21 OF PC$4.25/MF$2.25 


O’CONNOR, M. P. 
Relict Sediment Deposits in a Major Transgressive 


Coastal System. 
COM-74-11097/4GI 


O’CONNOR, P. J. 
Clinical Psychology and Psychiatry of the Aerospace 


Operational Environment. 
AD-775 008/6GI 


O’CONNOR, PATRICK B. 
Survival of Enteric Pathogens and Indicator Organisms 
in Natural Waters. 
PB-232 242/8GI 
O’CONNOR, W 
Interactive Television: A Study of its Effectiveness as 
a Medical Education Resource in the Rural Northeast, 


| PB-225 172/6GI 74-02. SI PC$6.25/MF$2.25 
. 


74-16 8G PC$3.75/MF$2.25 
74-09 SJ PC$4.25/MF$2.25 


74-14 6M PC$4.25/MF$2.25 


O’DAY, J. 


Tri-Level Accident Investigation Study. Volume I. 
PB-224 975/3GI 74-01 13L PC$S.75/MF$2.25 


The Use of Accident Data in the NHTSA Standards 
Enforcement Program. 
PB-235 708/SGI 74-23 13F PC$S.25/MF$2.25 


O’DAY, JAMES 
Statistical Inference From Multidisciplinary Accident 


Investigation. 
PB-234 706/0GI 74-21 13L = PC$7.50/MF$2.25 


O’DELL, A. A. 
A Method for Estimating the X-Ray Produced Elec- 
tromagnetic Pulse Observed in the Source Region of a 


High-Altitude Burst. 
AD-774 152/3GI 74-08 18C PC$3.75/MF$2.25 


Monte Carlo Calculation of the Response Function for 
a 4- by 4-Inch Nai Crystal Scintillation Detector. 
EGG-1183-2299 74-11 18D PC$4.00/MF$2.25 


Monte Carlo Characterization of the Near-Field Ener- 
gy and Angular Distribution for the Henre D-T 
Neutron Generator. 
EGG-1183-2298 


O’DELL, G. D. 


Method of Inspecting Dielectric Materials at 
Microwave Frequencies. 
BDX-613-991 74-08 13H PC$3.25/MF$2.25 


O'DONNELL, F. R. 


Preparation, Testing, and Analysis of Zinc Diffusion 
Samples, NASA Skylab Experiment M-558. 
ORNL-4956 74-17 11F PC$S.45/MF$2.25 


O'DONNELL, JOSEPH 
Evaluation of Alternative Means of the Diffusion of 
the Slanting Techniques. 
AD-773 396/7GI 74-07 1SC PC$4.25/MF$2.25 


74-13 20G PC$4.00/MF$2.25 


O’DONNELL, MATTHEW B. 


The Role of the Armed Forces in the Administration 
of Military Justice. 





AD-779 564/4G1 74-15 SD PC$3.25/MF$2.25 
O’DONNELL, STEPHEN E. 


Reprint: Tungstovanadate Heteropoly Complexes. V. 
The 11-Tungstovanadate(V) Anion and the Oxidation 
and Reduction of Tungstovanadates. 

AD-782 458/4GI 74-19 7B Reprint 


O’FARRELL, THOMAS P. 


Nitrogen Removal by Ammonia Stripping 
PB-231 371/6GI 74-12 13B PC-GPOMIFS2. 25-NTIS 


Physical-Chemical Treatment of Raw Municipal Waste- 
water, 
PB-231 250/2GI 74-12 13B PC-GPO/MF$2.25-NTIS 


O’FLAHERTY, KEVIN 
Socio-Behavioral Techniques for Open Welfare 


Settings. 
PB-236 497/4GI 74-25 $3. PC$6.25/MF$2.25 
O’GORMAN, J. V. 


Mineral Matter and Trace Elements in U.S. Coals. 
PB-234 000/8GI 74-20 81 PC$7.25/MF$2.25 


O’GRADY, L. F. 
Hematopoietic Repopulation Following Irradiation In- 
jury. Progress Report, September 1, 1973--June 1, 


UCD-34P187X2 74-24 6R PC$4.50/MF$2.25 
O’GRADY, W. 

Ruthenium Oxide Catalysts for the Oxygen Electrode. 

AD-779 899/4GI 74-16 7D PC$3.75/MF$2.25 
O’HAGAN, R. M. 


Report of the International Ice Patrol Service in the 
North Atlantic Ocean (Season of 1961), 
AD-777 950/7GI 74-13 83 PC$S5.25/MF$2.25 


O’HARA, G. P. 
Finite Element Analysis of Several Swage Mandrel 
Designs. 
AD-783 486/4GI 74-21 131 PC$3.75/MF$2.25 


O’HARA, G. PETER 
Photoelastic Stress Analysis of Two Slide Block 


Breech Designs. 
AD-772 942/9GI 74-06 19F PC$3.75/MFS$2.25 


O’HARA, J.B. 
Environmental Factors in Coal Liquefaction Plant 


Design, 
PB- 2 802/6GI 


O’HARA, S 
Reprint: A Study of the Power Handling Ability of 
Gallium Arsenide and Silicon, Single and Double Drift 


Impatt Diodes. 
AD-781 020/3GI 


O’HARA, T. V. 
High Chamber Pressure Blast Tube and Nozzle Materi- 
al Evaluation. Volume II. 
AD-780 532/8GI 74-17 21H = PC$7.00/MF$2.25 
O'HARE, P. A. G. 


Chemical Engineering Division be ng aga Stu- 
dies Semiannual Report, January--June 1 
ANL-8021 74-04 7A PCS4 O0/MFS2. 25 


O’HERN, EUGENE A. 


Air-to-Air Fire Control Disturbed Line Method and 
System. 
PAT-APPL-317 554 74-15 19E PC$3.25/MF$2.25 


O’HERRON, ROBERT J. 


Literature Survey of Instrumental Measurements of 
Biochemical Oxygen Demand for Control Application 


1960-1973. 
PB-232 765/8GI 74-17 6F PC$3.75/MF$2.25 


O'KEEFE, D. P. 


Tungsten Water Moderated Reactor Fuel Support 
Design Analysis. 
NASA-CR-72031 74-16 18N PCS$15.25/MFS$2.25 


O'KEEFE, J. D. 


Experimental Study of Cavity Dynamics and Wave 
Propagation. 
AD-769 350/0GI 74-01 19D PC$4.75/MFS$2.25 


Holographic Study of Rock Specimens Under Uniaxial 


and Triaxial Loads. 
AD-784 433/SGI 74-22 8G PCS$4.25/MFS$2.25 


O'KEEFE, ROBERT W. 
Support of Air Force Automatic Data Processing 
Requirements through the 1980's (SADPR-85). Volume 
I. SADPR-85 Report, Including Executive Summary. 
AD-783 766/9GI 74-21 9B PCS$S5.25/MFS2.25 


Support of Air Force Automatic Data Processing 
Requirements through the 1980's (SADPR-85). Volume 
Il. Background and Requirements. 

AD-783 767/7GI 74-21 9B PC$6.25/MFS2.25 


Support of Air Force Automatic Data Processing 
Requirements through the 1980's (SADPR-85). Volume 
Ill. Technology. Appendix VI, Including Annex A. 

AD-783 768/SGI 74-21 9B PCS$9.25/MFS$2.25 


74-23 7A PC$3.25/MF$2.25 


74-17 9A Not available NTIS 


O’MEARA, D. C. 


Support of Air Force Automatic Data Processing 
Requirements through the 1980's (SADPR-85). Volume 
IV. Concept and Configurations. 

AD-783 769/3G1 74-21 9B PC$8.50/MFS$2.25 


Support of Air Force Automatic Data Processing 
Requirements through the 1980's (SADPR-85). Volume 
V. Economic Analysis. 

AD-783 770/1GI 74-21 9B PC$8.75/MF$2.25 


Support of Air Force Automatic Data Processing 
Seness Sour the 1980's (SADPR-85). Volume 
I : 


. Program ning. 
AD-783 771/9GI 74-21 9B PC$S.25/MF$2.25 


O’KEEFFE, MICHAEL 


Reprint: Relations Between the Rhenium Trioxide 
Structure Type and Some ‘Bronze’ and ‘Tunnel’ Struc- 


tures. 

AD-771 504/8GI 
O'KEEFFE, T. W. 

Novel Magnetic Materials for Signal Processing 

AD-777 197/SGI 74-12 20L PCS$3. 2S/MFS2. 25 
O’KEEFFE, TERRENCE W. 

Mobile Central Switches (An Electron-Lithography 


Application). 
AD-771 $45/1GI 74-04 9B PCS$8.75/MF$2.25 


O’KONSKI, CHESTER T. 


The Calculation of Electric Field Gradients in Am- 
monia from Ab Initio Wave Functions, 
AD-787 837/4GI 74-26 7D PC$3.25/MFS$2.25 


Interpretation of Quadrupole Coupling Constants in 

Imidazole Using Electric Field Gradients from Ab In- 

itio Wave Function. 

AD-787 836/6GI 
O'LEARY, J. L. 

Reprint: Mechanisms of Pathological Pain. 6. 

AD-784 466/SGI 74-22 6P Reprint 
O’LEARY, JAMES J. 


Examination of Mission Categories of General Support 

and Logistics. Volume I. Summary and Correlation 

Analysis. 

AD-782 626/6GI 74-19 1SE PCS$S.75/MF$2.25 
O'LEARY, T. 


Some Approaches to Photochemical and Photophysical 

Separation of Isotopes. 

UCRL-74904 74-25 18B PC$4.00/MFS$2.25 
O'LEARY, T. J. 

Reprint: X-Ray Photoelectron Spectra of Lead Oxides. 

AD-776 189/3GI 74-10 20B Reprint 
O’MALEY, L. M. 

Alterations in Oxygen Transport in Stored Canine 

Blood from Donors having Undergone Chronic Exer- 

cise. 

AD-778 723/7GI 
O'MALLEY, DUANE C. 

Detecting and Predicting Severe Thunderstorms Using 

Radar and Sferics. 

COM-74-11335/8GI 
O'MALLEY, MICHAEL H. 

Prosodic Signals of Syntactic Structure. 

AD-774 006/1GI 74-08 SG PCS3.25/MFS2.25 
O'MALLEY, ROBERT E. JR. 


Boundary Layer Methods for Ordinary Differential 
Equations with Small Coefficients Multiplying the 
Highest Derivatives. 


74-04 20B Reprint 


74-26 7D PCS$3.75/MF$2.25 


74-14 6P PC$3.25/MF$2.25 


74-20 4B PCS$3.25/MFS2.25 


AD-776 272/7G1 74-10 12A PC$3.75/MFS2.25 
Cheap Control of the Time-Invariant Regulator. 
AD-779 336/7GI 74-15 12A PCS3.75/MFS2.25 


Examples Illustrating the Connection between Singular 
Perturbations and Singular Arcs. 
AD-770 058/6GI 7402 12A_ PCS3.25/MFS2.25 


Further Results on Singular Perturbations and Singular 


Arcs. 
AD-786 773/2GI 74-25 12A PCS$3.25/MFS2.25 


Introduction to Singular Perturbations. Volume 14. Ap- 
plied Mathematics and Mechanics. 
AD-787 833/3GI 74-26 12A Not available NTIS 


Phase Plane Solutions to Some Singular Perturbation 
Problem 


s. 
AD-786 770/8GI 74-25 12A PCS$3.75/MFS$2.25 
The Singular Perturbation Approach to Singular Arcs. 
AD-785 897/0GI 74-24 12A PCS3.25/MFS$2.25 
Singular Perturbations and Singular Arcs I. 

AD-770 060/2GI 7402 12A PC$3.75/MFS2.25 

O’MEARA, D. C. 

Preliminary Observations Concerning the Nutritive 
Value of eee Scallop Viscera as a Component 


of Poultry Ration 
CoM-74.10514/9GI 7409 2E PCS$3.25/MFS2.25 


Reprint: Dehydrated Scallop Viscera, a Potential Com- 
ponent of Poultry Rations. 


COM-74-10500/8GI 74-09 2E Reprint 


PA-815 


—— eee eS 

























































































































































































































































































































































































































































































































































O’MEARA, J. W. 


O’MEARA, J. W. 
Indexed Bibliography on Corrosion and Performance 


of Materials in Saline Water Conversion Processes-1. 
PB-232 474/7GI 74-15 7A PC$3.75/MF$2.25 


Indexed Bibliography on Corrosion and Performance 
of Materials in Saline Water Conversion Processes - 2. 
PB-232 475/4G1 74-15 7A PC$3.75/MF$2.25 


Indexed Bibliography on Corrosion and Performance 
of Materials in Saline Water Conversion Processes - 3. 
PB-232 476/2GI 74-15 7A PC$3.75/MF$2.25 


Indexed Bibliography on Corrosion and Performance 
of Materials in Saline Water Conversion Processes - 4. 
PB-232 477/0GI 74-15 7A PC$4.25/MF$2.25 
Indexed Bibliography on Corrosion and Performance 
of Materials in Saline Water Conversion Processes - 5. 
PB-232 478/8GI 74-15 7A PC$4.25/MF$2.25 


Indexed Bibliography on Corrosion and Performance 
of Materials in Saline Water Conversion Processes - 6. 
PB-232 479/6GI 74-15 7A PC$4.25/MF$2.25 


Study of the Application of Aluminum as a Principal 
Material of Construction in a 50 MGD Multistage 
Flash Distillation System. 

PB-233 047/0GI 74-17 I1F PC$5.25/MF$2.25 


O’MEARA, T. R. 


Coherent Optical Adaptive Techniques (COAT). 
AD-776 8144@G1 74-11 17H = PC$4.75/MF$2.25 


O’MELIA, CHARLES R. 


The Role of Polyelectrolytes in Filtration Processes. 
PB-233 271/6GI 74-17 7D PC$4.75/MF$2.25 


O’MERA, T. R. 
Coherent Optical Adaptive Techniques (COAT). 


AD-772 639/1GI 74-06 17H PC$5.25/MF$2.25 
O'NEAL, J. B. 

Adaptive Differential PCM Speech Transmission. 

AD-785 124/9GI 74-23. 17B_ PC$7.25/MF$2.25 


O'NEAL, J. B. JR. 
Entropy Coded Adaptive Differential PCM for Speech. 


AD-778 952/2GI 74-14 17B PC$3.75/MF$2.25 
Reprint: Delta Modulation of Data Signals. 
AD-782 759/5GI 74-20 17B Reprint 


Reprint: Differential PCM for Speech and Data 
Signals. 
AD-777 338/5GI 74-12. 17B_ Reprint 


Reprint: Entropy Coding in Speech and Television Dif- 
ferential PCM Systems. 
AD-777 361/7GI 74-12 17B Reprint 


Reprint: Signal-to-Quantizing-Noise Ratios for Dif- 
ferential PCM. 
AD-777 363/3GI 


O'NEAL, J. M. 


A Cloud Climatology for Selected Antarctic Locations 
from November 1966, December 1966 and January 
1967 - Meteorological Satellite Data. 

AD-778 300/4GI 74-13 4B MFS$2.25 


O'NEAL, JOHN B. JR. 
Reprint: Bounds on Subjective Performance Measures 


for Source Encoding Systems. 
AD-777 362/5SGI 74-12 9D Reprint 


Reprint: Low Bit Rate Differential PCM for 
Monochrome Television Signals. 
AD-777 370/8GI 74-12 17B Reprint 


O'NEAL, JOHN D. 


Reprint: Effects of Carboxyhemoglobin on the Deter- 
mination of Methemoglobin in Blood. 
AD-782 124/2GI 74-19 6A Reprint 
Reprint: Relative Affinity of Hemoglobin S and 
Hemoglobin A for Carbon Monoxide and Oxygen. 

AD-777 $07/5GI 74-12 6A Reprint 


O'NEAL, MICHAEL V. 


Biological Treatment of Feedlot Runoff. 
PB-231 479/7GI 74-13 13B) =PC$4.25/MF$2.25 


O’NEIL, EDWARD F. 
Static, Substained, and Cyclic Load Tests of Steel Pile 


Connectors. New Orleang District. 

AD-782 941/9GI 74-20 13M PCS$S.75/MF$2.25 
O’NEIL, HAROLD F. JR. 

Feasibility and Utility of an On-Line Information Com- 

munication System in a Research and Development 

M ment and Planning Environment. 

AD-785 143/9GI 74-23, SA PC$4.25/MF$2.25 


Individual Differences and Learner Control. I. Program 
Development and Investigation of Control over 
Mnemonics in Computer-Assisted Instruction. 

AD-783 844/4GI 74-21 53° -PC$S.25/MF$2.25 


Individual Differences and Learner Control. Il. In- 
vestigation of Control over Pictorial Mediators in Com- 
puter-Assisted Instruction. 

AD-783 845/1GI 74-21 SI PC$4.25/MF$2.25 


Technical Literature Review Concerning Management 
Information Systems. 


74-12 9D Reprint 





PA-816 








AD-781 749/7GI 
O’NEIL, RICHARD W. ; 
Reprint: Beam Diagnostics for High Energy Pulsed 


CO2 Lasers. 
AD-785 087/8GI 74-23 20F Reprint 


Reprint: High-Energy CO2 Laser Pulse Transmission 
through Fog. 
AD-778 400/2G 74-14 4B Reprint 


Reprint: Observation of Hydrodynamic Effects on 
Thermal Blooming. 
AD-777 558/8G1 74-12 20E Reprint 


Reprint: Thermal Blooming of Pulsed Laser Radiation. 
AD-771 894/3GI 74-05 20E Reprint 


Reprint: Variable Pulse-Length Electron Beam CO2 
Laser. 
AD-772 117/8GI 


O'NEILL, ALAN 


An Investigation of Factors Affecting the Recreational 
Use of State Parks. 
PB-235 819/0GI 


O'NEILL, E. P. 


Evaluation of the Fluidized-Bed Combustion Process. 
Volume I. Pressurized-Bed Combustion Process 
Development and Evaluation. 

PB-231 162/9GI 74-12 13B PC$10.00/MF$2.25 


Evaluation of the Fluidized Bed Combustion Process. 
Volume Il. Fluidized-Bed Boiler Combined-Cycle 
Power Plant Development. Volume I. Appendices. 

PB-231 163/7GI 74-12 13B PC$7.50/MF$2.25 


Evaluation of the Fluidized-Bed Combustion Process, 
Volume Iv. Fluidized-Bed oil Gasifica- 
tion/Desulfurization. 
PB-233 101/SGI 


O'NEILL, J. J. 


Testing the Applicability of Existing Telecommunica- 
tion Technology in the Administration and Delivery of 
Social Services. 
PB-235 665/7GI 
O'NEILL, JOHN H. 


Aerospace Vehicle Hazard Protection Program: Detec- 
tors; Materials; Fuel Vulnerability. 
AD-776 301/4GI 74-11 IC PC$4.25/MF$2.25 


O’NEILL, LEONARD ALFRED 
Film-Forming Organometallic Derivatives of Fatty 


74-18 SA PC$3.75/MF$2.25 


74-05 20E Reprint 


74-24 SK PC$4.75/MF$2.25 


74-17 7A PC$9.25/MF$2.25 


74-22 SK PC$7.25/MF$2.25 


Acids. 
PATENT-3 258 475 74-17 7C Not available NTIS 


Iron Butoxide Improved Polyhydric Phenol Modified 
Alkyd Compositions. 
PATENT-3 321 320 74-16 11C Not available NTIS 


Polyhydric Phenol Modified Fatty Media and Iron Sur- 
faces Chelated therewith. 
PATENT-3 304 276 74-16 11C Not available NTIS 


O'NEILL, R. V. 


Eastern Deciduous Forest Biome Progress Report and 
Continuation Proposal. 
EDFB-IBP-74-1 


O'NEILL, T. B. 


Removal of Oil in Ground at Transmitter Site, NAV- 
COMSTA, Greece. 
AD-773 945/1GI 74-08 13B PC$3.25/MF$2.25 


O'NEILL, THOMAS F. JR. 


Bragg Angle Colliner Heterodyning Filter. 
PATENT-3 745 353 74-26 20F Not available NTIS 


O’NIEL, R. R. 


Reprint: Vibrational Temperature and Molecular Den- 
sity of Thermospheric Nitrogen Measured by Rocket- 
Borne Electron Beam Induced Luminescence. 

AD-780 878/SGI 74-17 4A Reprint 


O’REAR, JACQUES G. 

Tricarballylic Acids. 

PATENT-3 594 415 74-04 7C Not available NTIS 
O’REGAN, WILLIAM G. 


Regression Sampling: Some Results for Resource 
Mai rs and Researchers. 
PB-233 249/2GI 74-17 12A  PC$3.25/MFS$2.25 


O'REILLY, CHARLES A. Ill. 


Empirical Findings and Suggestions for Future 
Research on Organizational Communication. 
AD-785 002/7GI 74-23 $3 PCS$7.00/MF$2.25 


O'REILLY, DONALD E. 
Method for Dispersing Cr(3+) Ions Impregnated in Sil- 


74-13 6F PC$38.75/MF$2.25 


ica. 
PATENT-3 748 283 74-06 7B Not available NTIS 
O'REILLY, G. T. 


Microstrip Design Procedure for L-Band Transistor 
Power Amplifiers. 


AD-783 039/1GI 74-20 9E PC$3.75/MF$2.25 





O'REILLY, GEORGE T. 


Computer Program for Increasing the Accuracy of Im- 
pedance Measurements Performed with a Hewlett 
Packard Manual Network Analyzer. 

AD-769 667/7GI 7401 14B PC$3.25/MF$2.25 


Phase Shifter Test Programs for Use with an H.P. Au- 
tomatic Network Analyzer. 

AD-770 120/4GI 74-02 9E PC$3.25/MF$2.25 

O'REILLY, J. E. JR. 

SUPER-SCEPTRE. User's Manual. A Program for the 
Analysis of Electrical, Mechanical, Logic and Control 
Systems, 

AD-782 251/3GI 74-19 9E PC$7.00/MF$2.25 


SUPER-SCEPTRE. User's Manual. A Program for the 
Analysis of Electrical, Mechanical, Logic and Control 
Systems. Chapters V and VI, 

AD-787 522/2GI 74-26 9E PC$3.75/MF$2.25 


O’REILLY, M. P. 
The Compaction of Soils and Stabilized Bases on Road 


in East Africa, 
PB-231 391/4GI 74-12 13B PC$4.25/MF$2.25 


Some Examples of Underground Development in Eu- 


rope, 
PB-231 959/8GI 74-15 13B PC$3.75/MF$2.25 


Two-Dimensional Analysis of Settlement by Computer 
Program, 

PB-231 393/0GI 
O’REILLY, R. J. 


Computer Analysis of Regional Cerebral Perfusion: A 

Critical Clinical Analysis. 

CONF-740708-40 
O'REILLY, R. R. 

Reprint: Complications of Repetitive Hyperbaric 

Therapy. 

AD-783 363/SGI 74-20 6E Reprint 


Reprint: The Treatment of Burns with Hyperbaric Ox- 

gen: A Progress Report. 
AD-783 364/3GI 
O'REILLY, W. F. 


Detection of Cyclohexanone in the Atmosphere Above 
Emplaced Antitank Mines. 
AD-778 741/9GI 74-14 7C PC$3.25/MF$2.25 


Exploratory Analysis of Vapor Impurities from TNT, 
RDX and Composition B. 
AD-769 731/1GI 74-01 7C PC$3.25/MF$2.25 


O’REILLY, WILLIAM F. 
Identification of Soil Organics Using a Gas Chromato- 
graphic/Mass Spectrometric Method. 
AD-782 991/4GI 74-20 8M PC$3.25/MF$2.25 
O’ROURKE, J. A. 


Development of Particles Coated with Pyrolytic Car- 
bon. Ii. Coatings from Methane at High Temperatures. 
LA-3601 74-02 18) PCS$4.50/MF$2.25 


Development of Particles Coated with Pyrolytic Car- 
bon. Ix. Studies of Commercial Experimental Coated 
Particles. 

LA-4560 74-02 183 PC$3.25/MF$2.25 
Development of Particles Coated with Pyrolytic Car- 
bon. V. Doped Coatings. 

LA-3984 74-02. 183 PC$3.50/MF$2.25 


Development of Particles Coated with Pyrolytic Car- 
bon. Viii. Improved Core-Coat Combinations. 
LA-4308 74-16 18) PC$4.75/MFS2.25 


Development of Particles Coated with Pyrolytic Car- 
bon. X. Scale-Up of Coating Processes. 
LA-4771 74-02 183 PC$3.50/MFS2.25 


O’ROURKE, P. J. 


Method for Increased Accuracy in Eulerian Fluid 
Dynamics Calculations. 
LA-5426-MS 74-08 20D PCS$4.00/MFS2.25 


O’SHAUGHNESSY, JAMES. C. 
Criteria for Estimating Limiting Nutrients in Natural 


74-12 8M PC$3.25/MF$2.25 


74-24 6E PC$4.00/MF$2.25 


74-20 6E Reprint 


Streams. 
PB-230 705/6GI 74-12. 13B) PC$4.75/MFS2.25 
O’SHEA, MAURICE F. 


National Area Health Education Center Program: Ex- 
ternal Assessment Design. 
PB-225 111/4G1 74-02 SI PC$4.75/MFS$2.25 


O’SULLIVAN, R. A. 
Relativistic Theory of Electromagnetic Susceptibility 
aad Its Application to Plasmas. 
IPP-IV-55 74-02 201 + PCS$4.50/MFS2.25 


O’SULLIVAN, W. 


Critical Scattering of Laser Light by Thin Fluid Films. 

Progress Report. 

COO-2203-2 74-07 20F PC$3.00/MFS$2.25 
O'TOOLE, ANITA WERNER 

The Cleveland Rehabilitation Complex. A Study of In- 

teragency Coordination 


PB-235 888/SGI "74-23 SK PC$4.75/MFS2.25 






O'TOOLE, RICHARD 
The Cleveland Soheeiiation Complex. A Study of In- 


teragency Coordinatio 
a 888/SGI "74-23 SK PC$4.75/MF$2.25 


s for Working with the Inner-City Poor, 
PB 23 S3s/0GI 74-25 SK PC$3.75/MF$2.25 


OADES, G. C. 
Study of a and R Measurements in K exp + p Scatter- 


ing. 
RL-73-119 74-08 
OAKES, R. E. JR. 


Length and Strain-Rate Effects on the Probability of 
Failure of Two Boron Reinforcing Monofilaments. 
Y-1923 7406 11D PC$4.00/MF$2.25 


OAKLAND, WILLIAM H. 


Incidence and Other Fiscal Impacts of the Reform of 
Educational Finance: A Case Study of Baltimore 
PB-234 918/1GI 74-22 SI PCS8. 75/MFS2. 25 


OAKLAND, WILLIAM N. 


A Rationale for Federal Government Intervention in 
Housing: Distortions Arising from ene Fiscal Ar- 
rangements at the Local Government Level 

PB-229 890/9GI 74-10 13B PC$4.2S/MF$2.25 


OAKLEY, D. R. 
The Utilization of Mild Steel Machining Swarf in Hot 


Forging. 
N74-12253/2GI 
OAKLEY, DONALD T. 


Natural Radiation Exposure in the United States. 
PB-235 795/2GI 74-25 6R PC$4.75/MF$2.25 


OAKS, DENNIS E. 
A Study of the Effectiveness of Water Resources 


Planning Groups. 
13B PC$9.50/MF$2.25 


20H PC$3.00/MF$2.25 


74-06 13H PC$3.25/MF$2.25 


PB-236 630/0GI 
OATES, D. E. 


Reprint: Molecular Beam Maser Measurements Relax- 
ation Cross Sections in NH3. 
AD-781 085/6GI 


OATES, GERALD 


Silylcarboranes from Bis-trimethylsilylpentaborane. 
AD-787 612/1GI 74-26 7C PCS$3.25/MF$2.25 


OATES, JOHN F. JR. 
Factors Influencing Arrests for Alcohol-Related Traf- 
fic Violations. 
PB-237 004/7GI 
OATMAN, LYNN C. 


Lack of Appetitive Arousal Effects on 
Processing of Auditory Evoked Potentials. 
AD-785 541/4GI 74-23 $3°— PC$3.25.2.25 


Reprint: Effect of Click Intensity on Round-Window 
Potentials in Cats. 

AD-786 048/9GI 74-24 SJ Reprint 
Reprint: Lack of Appetitive Arousal Effects on Audi- 
tory Evoked Potentials. 
AD-786 051/3GI 


OATWAY, THOMAS P. 


Investigations of a Variable Geometry Compressor for 
a Diesel Engine Turbocharger. 
AD-784 003/6GI 74-22. 21G = PC$S.25/MF$2.25 


a 


74-26 


74-17 7D Reprint 


74-26 SJ PC$7.50/MF$2.25 


Sensory 


74-24 SJ Reprint 


mse of Structural Materials to Impulsive Loading 
ast Breeder Reactor Development. 
JAPENR.123 74-12 18) PC$4.75/MF$2.25 


OBECK, DOUGLAS K. 


Selected Topics in Laboratory Animal 
Volume XXII. The Guinea Pig. 
AD-782 008/7GI 74-19 2E PC$3.75/MF$2.25 


OBENCHAIN, C. F. 


Flow Film Boiling Heat Transfer Correlations: A 
Parametric Study with Data Comparisons 
CON F-730803-5 74-02 20M. PC$3.25/MF$2.25 


OBENSCHAIN, A. 


The Atmosphere Explorer Power Subsystem. 
N74-28350/8GI 74-20 10C PC$3.75/MF$2.25 


OBENSCHAIN, A. F. 


Temperature, Illumination and Fluence Dependence of 
Current and Voltage in Electron Irradiated Solar Cells. 
N74-26513/3GI 74-20 10B PC$3.75/MF$2.25 


OBENSHAIN, F. E. 
Exp 61 Ni Moessbauer Studies of Substituted Ni 


CONF-731104-13 74-12 20L PC$3.00/MFS2.25 
OBER, GOODWIN 

Flow Separation, Reattachment, and Ventilation of 

Foils with Sharp Leading Edge at Low Reynolds 


Number, 
AD-787 $00/8GI 74-26 20D PC$3.25/MF$2.25 
OBERG, C. L. 


Advanced Acoustic Cavity Technology. 


N74-31206/7GI 74-24 21H PC$4.75/MF$2.25 


Analysis of Combustion Instability in — Propellant 
Engines with or Without Acoustic Cavitie 
N74-31381/8GI 74-24 21H PCSS. 25/MF$2.25 


Analysis of the Effects of Baffles on Combustion In- 

stability. 

N74-22567/3GI 
OBERG, D. L. 


Production of Li and B in Proton and alpha-Particle 
Reactions on exp 14 N at Low Energies 
RLO-1388-233 74-22 20H OCS: 75/MF$2.25 


Upper Limit on the Radiative Width of the 9.64-Mev 


State of e 2c 
RLO-1388-246 74-22 20H PC$4.00/MF$2.25 


OBERG, ROBERT R. 
Fifteen-Year Results from Six Cutting Methods in 
Second-Growth Northern Hardw 
PB-234 787/0GI 74-21 
OBERHOLTZER, BETTY L. 


Publications of the National Bureau of Standards 1972 
Catalog. A Compilation of Abstracts and Key Word 
and Author Indexes. 
COM-73-50931/7GI 

7401 SB PC-GPO/MF$2.25-NTIS 


Publications of the National Bureau of Standards. 1973 
Catalog. A Compilation of Abstracts and Key Word 
and Author Indexes. 
COM-74-50930/8GI 
74-24 SB PC-GPO/MF$2.25-NTIS 
OBERLADSTATTER, MICHAEL 


In situ Measurements of the Electric Rock Parameters 
by Means of a Wenner Four-Point A 
AD-781 839/6GI 74-18 8G 


OBERLECHNER, G. 


Classical Theory of Charged and Spining Tachyons. 
CRN/HE-73-5 74-07 203 PC$3.00/MFS$2.25 


OBERLIN, J.C. 


Microanalysis by Nuclear Reactions and by Atomic 

Excitation with Low Energy Charged Particles. Appli- 

cation to Plants Analysis. 

CEA-R-4544 74-12 7D PC$7.50/MF$2.25 
OBERMAN, C. 

Reprint: Parametric Instabilities and lonospheric 

Modification. 

AD-780 487/S5GI 
OBERMAN, C. R. 


Reprint: Model of Parametric Excitation by an Imper- 
fect Pump. 
AD-769 304/7GI 


OBERMAYER, RICHARD W. 


Trainee Performance Measurement At = gee 
Using Multivariate Measure Selection Technique 
AD-787 594/1GI 74-26 SI PCS$4. 2S/MFS2. 25 


OBERMEIER, F. 


Behavior of Viscous Turbulent Boundary Layer Wall 
Flow Einige Theoretische Bemerkungen Zum Verhal- 
ten der Viskosen Wandstroemung Turbulenter 
Grenzschichten. 
N74-17985/4G1 
OBERMULLER, J.C. 


Recordation of Quantities of a Incorporated in 
Base and Pavement Plant Mixture 
PB-228 656/SGI 74-10 


OBEROI, R. S. 


Reprint: Deactivation of He (2 triplet S) by Thermal 
Electrons. 
AD-781 909/7GI 74-19 7D Reprint 


Reprint: Inelastic Scattering of Electrons by Helium. 
AD-781 908/9GI 74-19 7D Reprint 


OBEROI, RANJIT S. 
Reprint: Numerical Asymptotic Functions in Varia- 
tional Scattering Theory. 
74-05 7D Reprint 


AD-771 871/1GI 
Reprint: Variational Formulation of the R Matrix 


Method for Multichannel Scattering. 
AD-771 872/9GI 74-05 7D Reprint 


OBERT, LUANNE P. 


A Flare Effectiveness Model. 
AD-784 117/4GI 74-22 


OBERTH, ADOLF E. 
Curing System for Carboxy Terminated Polybutadiene 
ants. 
PATENT-3 817 945 
OBINANI, FELIX CHU. 
Home Interview Update and Selected Sector Opinion 
Poll. 


PB-236 656/SGI 


74-17 21B PC$3.75/MF$2.25 


oods. 
2F PC$3.25/MF$2.25 


ment. 
PC$3.75/MF$2.25 


74-16 4A_ Reprint 


74-01 201 Reprint 


74-12, 20D =PC$3.75/MF$2.25 


13 PC$5S.25/MF$2.25 


19A PC$4.75/MF$2.25 
74-% 211 


Not available NTIS 


74-26 13B PC$3.75/MFS2.25 


OCCHIPINTI, A. G. 


OBLANAS, JOHN 
Evaluation of the Lidar Technique of Determining 
Slant Range Visibility for Aircraft Landings Opera- 


tions. 
AD-776 054/9GI 74-10 1B PCS$S.7S/MF$2.25 
OBLER, H. D. 


Air Conditioning System and Senge Therefor Dis- 
Al 


tributing Air Flow from 
PATENT-3 818 814 74- 131 Not available NTIS 
OBLIVANTSEV, A. N. 


Temperature of Thermal Peaks during lonic Crystal Ir- 


radiation--Translation 
AD-779 607/1GI 74-15 7E PC$3.25/MF$2.25 


Use of a Cyclotron to Study the Radiation Chemistry 


of Solids--Transiation 
AD-785 971/3GI 74-24 7D PC$3.25/MF$2.25 
OBLOW, E. 


Effects of Highly Anisotropic Scattering on Monoener- 
getic Neutron Transport at Deep Penetrations. 
ORNL-TM-4408 7408 2H PC$4.25/MF$2.25 


Selection of Group Energy Boundaries Using Sensitivi- 

ty Theory. 

CONF-731101-12 74-06 20H PC$3.00/MF$2.25 
OBLOW, E. M. 

Cross-Section Sensitivity of Breeding Ratio in a Fu- 


sion-Reactor Blanket. 
ORNL-TM-4208 74-04 18A PC$6.00/MF$2.25 


Radiation Transport Cross-Section Sensitivity Analy- 
sis: A General Approach Illustrated for a Ther- 


monuclear Source in Air. 
ORNL-TM-4335 74-09 18H PC$6.25/MF$2.25 


Reactor Cross-Section Sensitivity Studies Using Trans- 


port Theory. 

ORNL-TM-4437 18K PC$4.00/MF$2.25 
OBRAZTSOV, I. P. 

Structural Mechanics of Skewed Thin Wall Systems-- 


Translation. 
74-23 20K PC$19.25/MF$2.25 


74-17 


AD-785 116/SGI 
OBRIEN, D. E. Il. 


Technique for Recovery of Voice Data from Heat 


Damaged Magnetic Tape. 
PATENT-3 819 440 74-20 14C Not available NTIS 


OBRIEN, J. F. 


Effects of Noise Upon Human Information Processing. 
N74-31576/3GI 74-25 6F PC$4.25/MF$2.25 


OBRIEN, K. C. 


Effects of Size, Shape, and Frequency on the Aatifer- 
romagnetic Resonance Linewidth of Maf. 
N74-17468/1GI 74-11 20L PC$3.25/MFS$2.25 


OBRIEN, M. P. 


Kennedy Space Center Ocean Beach Erosion. 
N73-33337/9GI 7402 8C PC$4.25/MFS$2.25 


OBRIST, WALTER D. 
Reprint: Human Cerebral Blood Flow during Sleep and 


Waking. 
AD-775 265/2G1 74.09 6P Reprint 
OBRUSNIK, I. 


Determination of Zn and Cu in the Periphery Nerves 
of Rats Suffering from Sulfur and Carbon N 
CONF-721069-30 74-06 6A PC$3.00/M 


OBU, M. 


Multiple Scattering from Overlapping Potentials: The 
Effective Propagator Approximation. 
N74-32041/7GI 74-28 203 PC$3.75/MF$2.25 


OBUKHOV, A. A 
Super-High-Frequency Wave Absorption by Plasma in 
Magnetic Field for a Significant Influence of the Lon- 


gitudinal Inhomogeneity. 
NP-19925 74-11 201 PC$3.25/MF$2.25 


Wave oe ee by Plasma with Nonmonotonic Lon- 
‘oncentration Distribution 


fipcissas 74-11 201 PC$3.00/MFS2.25 
Wave Absorption by Two-Dimensional Heterogeneous 


Plasma Near Special Points. 
NP-19923 74-11 201 PC$3.00/MFS$2.25 
OBUKHOV, A. M. 


Dimensionless Characteristics of Turbulence im the At- 
mospheric La: ¥ near the Ground--Translatioa. 
AD-771 384/: 74-04 4B PCS$3.2S/MFS2.25 


OBUKHOV, YU. V. 
Negative Muon Depolarization in Condensed Molecu- 


lar Media. 
JINR-P 14-7213 20H PC$3.00/MF$2.25 
OBUKHOVSKYI, I. T. 


Nonrelativistic Formulation of the Problem of N 
Bodies--T: 


AD-776 $27/4G1 203 =PCS3.25/MFS$2.25 
OCCHIPINTI, A. G. 


Studies for the Ocean Disposal System for Sewage in 
Santos and Sao Vicente--Ocean Mixing. Part 2. 


74-10 


7+ 


PA-817 





OCCHIPINTI, A. G. 


IEA-301 74-21 18G PC$S.25/MF$2.25 


Studies for the Ocean oe System for Sewage in 
Santos and Sao Vicente. Part | 
IEA-300 74-21 18G PC$5.00/MF$2.25 


OCHAKOVSKIY, Y. Y 
Errors in Measurement of Underwater Irradiance in 


the Sea. 

N74-20966/9GI 74-15 8) PC$3.25/MF$2.25 
OCHIAI, J. 

Dropwise Condensation. 

N73-32186/1GI 
OCHILTREE, C. W. 

Ligntes for High-Accuracy —— 

Y-1924 74-12 
OCHOJNA, SANDY 

Dial-A-Ride in Maidstone, 

PB-230 740/3GI 4-11 
OCHONSKI, A 

Radioisotope Investigation of the Fuel Plates of High- 


Temperature Energy Sources. 
ITJ-43 74-13 183 PC$3.25/MF$2.25 


OCHS, G. R. 


A Feasibility Study of an Optical Crosswind Monitor. 
COM-74-10528/9GI 74-10 4B PC$3.75/MF$2.25 


PAR ame Optical System for Measuring Average 


COM-74-11109/7GI 74-16 4B PC$3.75/MF$2.25 
OCHS, H. T. II 


Modeling Studies for Evaluation and Planning of 
Precipitation Enhancement in Illinois 
PB-228 820/7GI 74-09 4B PC$4.75/MF$2.25 


OCHS, OSCAR S. 


An Evaluation Framework for Neighborhood Health 
Centers: Qbjectives, Information Requirements, and 
Inventory of Research Methods for Evaluating Or- 
poe Ambulatory Health Care Centers. 

-233 $74/3GI 74-18 6E PC$7.25/MF$2.25 


7402 7D PC$3.75/MF$2.25 


and Inspection. 
C$4.00/MF$2.25 


13F PC$4.25/MF$2.25 


OCKEN, H. 
Re-Solution Effects and Fission Gas Swelling in Uo 


). 
18] PC$4.25/MF$2.25 


sub 2 (Lwbr Development 
WAPD-TM-1059 74-14 


OCKENDON, H. 


Reprint: Resonant Surface Waves. 
AD-772 204/4GI 74-05 20D Reprint 


OCKENDON, J. R. 


Reprint: Resonant Surface Waves. 
AD-772 204/4GI 7 


OCKERT, C. WILLIAM 


Analysis of Selected Mobility Measurements of the 
General Development Plan - Interim Report. 
PB-237 024/SGI 74-26 13B PC$3.75/MF$2.25 


Selected Land Use, Socio-Economic, and Transporta- 
tion C s in the Baltimore Region, 1970 to 1973. 
PB-237 02 I 74-26 13B PC$3.75/MF$2.25 


OCONNOR, D. E. 
Design and Operation of a 1000 C Lithium-Cesium 


Test System. 
10B PC$S5.75/MF$2.25 


20D Reprint 


N74-14786/9GI 
OCWIEJA, FRANK A. 
Marketing in Zaire. 
COM-74-50113-23/GI 

74-22, SC. PC-GPO/MF$2.25S-NTIS 


74-09 


ODA, G. 


Reprint: An Acidic, Alanine-rich 50 S Ribosomal 
Protein from ‘Halobacterium cutirubrum’: Amino Acid 
Sequence Homology with ‘Escherichia coli’ Proteins 


L7 and L12. 
AD-785 588/SGI 74-23 6A Not available NTIS 
ODAIRA, T. 


ioe to Vegetation when Exposed to Ozone and 
x 


igh Oxidant Concentrations. 
N74-15336/2GI 7409 13B PC$3.25/MF$2.25 


Using Wind Tunnel Experiments to Forecast Automo- 
bile Exhaust Gas Concentfations Along Streets. 
N74-15335/4G1 74-09 13B PC$3.25/MF$2.25 


ODAKURA, YOSHIHIRO 


Reprint: Mutation of R Factors Capable of Specifying 
H ynthesis of Penicillinase. 
AD-773 257/1G1 74-07 6M Reprint 


ODEGARD, B.C. 
Esvehatee of Several Hip, p-1 Beryllium Modifica- 


s. 
SAND-74-8207 74-25 11F PC$4.25/MF$2.25 


Some Observations on the Formation of Surface Mar- 

tensite in 304L Stainless Steel. 

SCL-DC-720088 74-06 11F PC$3.00/MF$2.25 
ODEGARD, DONALD C. 


Effectiveness of the USAR Additional Drill Program. 
AD-779 563/6GI 74-15 1SC PC$3.75S/MF$2.25 


ODEKIRK, T. G. 


Detailed Test Plan Report for Pbf Test Series PCM-20: 
The Behavior of Unirradiated Pwr Fuel Rods under 
Power-Cooling-Mismatch Conditions. 

ANCR-1095 74-26 181 PC$7.60/MF$2.25 


ODELL, A. W. 
The Look-Angle Prediction Programs PLAP, ESPLAP 


and 6130PLAP. 
AD-771 204/SGI 74-04 22C PC$4.25/MF$2.25 


The Look-Angle Prediction Programs Plap Esplap and 


6130PLap. 
N74-16941/8GI 74-11 22C PC$4.25/MF$2.25 
ODELL, B. N. 


Fiscal Year 1973 Summary Report for the Usaec Divi- 
sion of Applied Technology: Environmental Analysis 
UCRL-51422 74-06 7D PC$4.00/MF$2.25 


ODELL, C. R. 


Spectrophotometry of Comets. 
N74-33291/7GI 74-26 3A PC$3.25/MF$2.25 


ODELL, P. L. 


Statistical Theory and Methodology for Remote 
Sensing Data Analysis. 
N74-32788/3GI 


ODELL, WILLIAM 
Reprint: Secretion of LH and FSH during Sleep in 


Man. 
AD-777 $67/9GI 
ODEN, J. T. 


Finite Element Methods in Flow Problems. 
AD-787 665/9GI 74-26 20D Not available NTIS 


ODEN, LAURANCE L. 


Corrosion of Commercial Alloys in ee Environ- 
ments Simulating Phosphate Rock Acidulatio 
PB-233 421/7GI 74-18 LIF PC$3. 2S/MFS2. 25 


Phase Relations in the Alkaline Earth Fluoride-Yttria 
Systems. 3. The SrF2-Y203 Phase Diagram and Infor- 
mation on the SrF2-SrO System. 

PB-231 301/3GI 74-12 7D PC$3.25/MF$2.25 


ODEN, S. F. 


Automatic Detection and Ree ei. for the San Fran- 
cisco Vessel Traffic Syste: 
AD-779 $89/1GI 74-15 


ODENOVA, N. B. 


Teaching Oncology in Medical Institutes, 
PB-226 744-T/GI 74-06 6E PC$3.25/MF$2.25 


ODENWALDER, J. P. 
Coded Spread Spectrum Digital Transmission System 


Design Study. 
74-20 9D PC$S.75/MF$2.25 


74-26 2C PC$7.00/MF$2.25 


74-12 6P Reprint 


17G PC$4.25/MF$2.25 


N74-27624/7G1 
ODETTE, G. R. 
Particle Range and Energy Deposition in Materials 

Voids. 


Containing 
UCLA-34-P-172-10 74-14 20L = PC$3.25/MF$2.25 


Reactor Materials Performance Predictions: A Critique 


of Damage Functions Analysis. 
HEDL-SA-657 74-22 183 PC$4.50/MF$2.25 


ODIAN, GEORGE 
Radiation Effects in Crosslinking in Polymeric 
Systems. 
AD-787 531/3GI 
ODIDI, A. O. 


Measurements of Mean, Root-Mean-Square, and Ener- 
gy Spectrum of Fluctuating Temperature in a Round 
Free, Turbulent Diffusion Flame. 

N74-12078/3GI 74-06 20M PC$3.25/MF$2.25 


ODINI, A. 0 


Measurement of Mean and Fluctuating Temperature 
and of Ion Concentration in Round Free Jet Turbulent 
Diffusion and Premixed Flames. 

N74-27753/4GI 74-20 21B PC$3.75/MF$2.25 


ODINTSOV, A. I. 
Investigation of Pulse Superradiant Radiation of Thalli- 


um Vapors--Translation. 
AD-778 383/0GI 74-14 7D PC$3.25/MF$2.25 
ODINTSOV, E. S. 


Research on Concretes and Mortars with : emg 
Additives for Bridge Construction--Transla 
AD-786 834/2GI 74-25 13C PCS3.25/ 25/MF$2.25 


ODINTSOV, V.G. 


Determination of Statistical Significance in Experi- 
ments on oe oe of New Resonances 
JINR-P1-7155 74-06 20H PCS3 .00/M F$2.25 


ODLAND, GEORGE F. 


Water Content of Stratum Corneum in 
AD-774 278/6GI 74-08 6P Peso; 75/MFS$2.25 


O@DLAUG, THERON O. 
The Distribution, Composition and Biomass of the 
o—— Zooplankton Population in Western Lake 


uperior, 
PB-225 137/9GI 74-02 6F PCS$6.25/MF$2.25 


74-26 7E PC$3.25/MF$2.25 


ODLE, JOHN W. 


Minefield Simulation Models, 
AD-782 354/SGI 74-19 


ODLE, MAX L. 


T-38 Visual Landing Aid Study. 

AD-769 397/1GI 74-01 
ODNOVOL, L. A. 

A Device for Determining the Rotational Derivatives 

of Models Studies in Aerodynamic Installations--Trans- 

lation. 

AD-780 374/SGI 
ODORICO, R. 

Experimental Suppressions of Resonance Couplings as 


Gauge-Like Conditions from Dual Resonance Models. 
ANL/HEP-7330 74-04 20H PC$6.50/MF$2.25 


ODUM, E. P. 


Flux of Radionuclides Through a Salt Marsh. Progress 
Report, July 1, 1973--June 30, 1974. 
SR-639-14 74-24 8H PC$15.25/MF$2.25 


ODUM, H. T. 
Coastal Ecological Systems of the United States. 
Volume I, 
COM-74-11389/5GI 74-22 6F MF$2.25 


Coastal Ecological Systems of the United States. 
Volume II, 
COM-74-11390/3GI 74-22 6F MFS$2.25 


Coastal Ecological Systems of the United States. 
Volume III, 
COM-74-11391/1GI 74-22 6F MFS$2.25 


Coastal Ecological Systems of the United States. 
Volume IV, 
COM-74-11392/9GI 74-22 6F MFS$2.25 


Simulation and Evaluation of Macroenergetic Models 
of Environment, Power, and Society. Progress Report, 
September 1972--August 1973. 
ORO-4398-1 74-04 


ODUM, HOWARD T. 


The Effects of Herbicides in South Vietnam. Part B. 
Working Papers: Models of Herbicide, Mangroves, and 
War in Vietnam, 

AD-779 031/4GI 74-18 6A PC$9.25/MF$2.25 
Energy Eyaluation of Water Management Alternatives 
in the Upper St. Johns River Basin of Florida, 

PB-227 051/0GI 74-06 8H PC$5.25/MF$2.25 


Models for Planning and Research for the South 
Florida Environmental Study. 
PB-231 938/2GI 74-14 6F PC$5.75/MF$2.25 


Simulation of a Model of Sawgrass Marsh With Peat, 
Fire, Water and Phosphorus, 
PB-231 668/SGI 74-13 6F PC$3.75/MF$2.25 


ODUM, WILLIAM T. 


Salvage Pontoon. 
PATENT-3 730 122 


OEHL, S. 


Culture of Normal and Leukemic Cells in Diffusion 
Chambers. 
BNL-18319 


OEHLER, H. 


Local Properties of Dual Field Theory 
JINR-E2-7179 74-07 203 Css. 00/M F$2.25 


OEHMAN, Y 
Observations of Selective Diffraction in Sodium 


19A PC$3.25/MF$2.25 


1C = PC$3.75/MF$2.25 


74-16 14B PC$3.25/MF$2.25 


13B PC$17.00/MF$2.25 


74-26 133 Not available NTIS 


74-06 6E PC$3.50/MF$2.25 


Vapour. 

N74-17435/0GI 
OEHME, FREDERICK W. 

Reprint: Effect of Disulfiram on Oxygen Toxicity in 

Beagle Dogs. 

AD-777 374/0GI 
OEHMEN, K. H. 


A Computation Procedure for Stationary and Non- 
steady Transonic Flows around Slender Profiles Ein 
Berechnungsverfahren fuer Stationacre und insta- 
tionaere Schalinahe Stroemungen Um Schianke Profile. 
N74-29644/3GI 74-24 20D PC$S.75/MF$2.25 


OEHRLE, J. 
Siru Utilization. Volume 2: Software Description and 


Program Documentation. 
N74-10617/0GI 74-04 17G PCS$9.25/MFS$2.25 


OEIEN, A. H. 
Kinetic Theory for Evolution of a Plasma in External 
Electromagnetic Fields Toward a State Characterized 
7 » sees of Forces Transverse to the Magnetic 
ield. 
BUM-40 
OELAND, ERNEST N. JR. 


Diver's Belt and Method of Manufacture. 

PATENT-3 735 $98 74-26 6Q Not available NTIS 
Resilient Self-Adjusting Wrench. 

PATENT-3 572 190 74-05 131 Not available NTIS 


74-11 7D PC$3.25/MF$2.25 


74-12 60 Reprint 


74-22 201 +=PCS$6.50/MF$2.25 





OELFKE, WILLIAM C. 
Heads Up Display System Using Nonparaxial Holo- 


graphic Lenses. 
AD-769 117/3G1 7401 1D PCS$3.25/MF$2.25 


Investigation of Cineholographic System Charac- 
teristics. I. Theoretical Treatment of A cys Holo- 
graphic Techniques used in Cinehologra 

AD-776 $52/2G1 74-11 14E es .25/MF$2.25 


OELTJEN, PAUL D. 
The Benefits-To-Risks Ratio as a Factor in Drug Cho- 


ice by Physicians. 
PB-236 113/7GI 74-25 60 PC$4.75/MF$2.25 
OEMIJATA, SRI 
Reprint: Malaria and Filariasis in a Transmigration Vil- 
lage Eight and Twenty-Two Months after Establish- 
ment. 
AD-777 060/5SGI 74-11 
OEMIJATI, SRI 


Reprint: Evaluation of Thick Smear, Knott and Mem- 
brane Filtration Methods for Demonstrating 
Microfilariae in Blood. 
AD-777 059/7G1 

OEN, O. S. 


Cross Sections for Atomic Displacements in Solids by 
Fast Electrons. 
ORNL-4897 


Ion Radiation Damage. 
CONF-731028-1 


OENER, O. D. 
Irradiation Facilities in and around the TR-1 Reactor 
Core. 
CNAEM-R-114 
OERNBERG, G. 
Proposal for a Visual System of Simulating a Landing 
Foerslag Till Visuellt System Foer Landningssimuler- 
ing. 
N74-13423/0GI 74-07 
OERTEL, FRITZ H. 
Sequence Laser Interferometry in a Muzzle Jet Flow 


Simulator, 
AD-785 659/4GI 74-24 19D PC$3.25/MF$2.25 
OERTEL, FRITZ H. JR. 


Laser Interferometry of Unsteady, Underexpanded 


jets, 

AD-773 664/8GI 
OERTEL, GEORGE F. 

Patterns of Sediment Dispersion on the Shoreline of an 


Eroding Barrier Island 
COM-74-11111/3GI 74-16 8C PC$4.75/MF$2.25 


Patterns of Water Flow and Sediment Dispersion Ad- 
jacent to an Eroding Barrier Island. 
COM-74-11110/SGI 74-16 8C PC$3.75/MF$2.25 


OESTERLE, B. 


Swing-R: A Digital Computer Program for Calculating 
the Time History of the Motion of Multi-Degree-of- 
Freedom Systems Considering Nonlinearity and Solid- 
State Friction. 

MRR-127 74-10 181 


OESTERLING, MICHAEL J. 


The Role of the Mangrove Ecosystems: Quantitative 
Dietary Analyses for Selected Dominant Fishes in the 
Ten Thousand Islands, Florida. 

PB-231 747/7GI 74-13 6C PC$4.25/MF$2.25 


OESTERWINTER, CLAUS 


Astronomical Papers. Volume XXII. eas. Elements 
of the Outer Planets for One Million Yea 
AD-773 811/SGI 74-07 3C PC-GPO/MFS2. 25-NTIS 


OESTLUND, H. G. 
Study of Tritiated Hydrogen and Its Compounds in the 
Environment. Progress Report, July 1, 1973--March 31, 


1974. 
ORO-3944-7 74-16 8H PC$4.25/MF$2.25 
OESTREICHER, H. L. 
Minimization Methods 
Biodynamic Models, 
AD-770 992/6GI 
OESTREM, GUNNAR 


Evaluation of Glacier Mass poe Hg Observing 
Variations in Transient Snowline Pos 
E74-10128 74-05 8L "PCS: 25/MF$2.25 


OETJEN, G. H. 


Construction and Performance of a Multiple Focusing 
Time of Flight Mass Spectrometer. 
IPP-9-15 74-16 14B PCS$S.75/MF$2.25 


OETTING, E. R. 
Psychiatric Disability, Work Adjustment, and Reha- 
bilitation 


PB-236 558/3GI 74-25 53 PC$S.25/MF$2.25 
OETTING, F. L. 


page of Solution of Uranium in Nitric Acid. 
RFP-2097 7404 7D PC$4.00/MF$2.25 


6E Reprint 


74-11 6E Reprint 


7402 7D PC$7.60/MF$2.25 


74-06 20L PC$3.00/MF$2.25 


74-21 18E PC$4.00/MF$2.25 


17G_ = PC$3.75/MF$2.25 


7407 20D PC$3.75/MF$2.25 


PC$5.00/MF$2.25 


in the Development of 


74-03 6S PC$3.25/MF$2.25 


Heat of Formation of Plutonium Hydride. 
RFP-2170 74-21 7D PC$4.00/MF$2.25 


OETTING, JOHN D. 


Formant Extraction Hardware. 
AD-769 959/8GI 74-02 


OETTING, R. B. 


Preliminary Noise Measurements ~ the Open-Jet of 
the Vki Low Speed Wind Tunnel, L 
N74-13946/0GI 74-08 20a "css. 75/MF$2.25 


OETTINGER, ANTHONY G. 


A Review of Edward M. Dickson, in Association with 
Raymond Bowers, The Video Telephone, A New Era 
in Telecommunications, a Preliminary Technology As- 
sessment, Ithaca, New York: on Science, 
Technology and Society, Cornell University, June 


1973, 241 pages, 
PB-235 145/0GI 74-25 17B PC$3.25/MF$2.25 
OETTINGER, FRANK F. 


Reprint: Thermal Response Measurements for 
Semiconductor Device Die Attachment Evaluation. 
COM-74-50394/7GI_ 74-13 9A Not available NTIS 


OETZEL, G. N. 


Papers Presented at the Lightning and Static Electrici- 
ty Conference (1972). Structure of Lightning Noise - 
Especially above HF. Triggered Lightning and Its Ap- 
plication to Rockets and Aircraft, 

AD-771 464/SGI 74-04 4A  PC$3.25/MF$2.25 


OFELT, G. S. 


Investigation of Gas Temperature Measurements Using 
Ultraviolet Excitation. 
N74-22102/9GI 


OFFER, H. P. 


Characterization of Brittle Crack Initiation in Welded 
a-36 and a-537 Steels. 
LBL-2251 


OFFI, DOMINICK 


Flight Tests of the Rome Air Development Center Tar- 
get Enhancing Linear Relay System. 
AD-787 309/4GI 74-26 171 PC$3.75/MF$2.25 


OFFI, DOMINICK L. 


Test and Evaluation of Passive Horn Antenna for the 


Airport Surveillance Radar-S. 
AD-783 748/7GI 74-21 171 ~=PC$3.75/MF$2.25 


OFFUTT, G. F. 


First Electrolytic Dissolution Campaign of Ebr-II Fuel 
at Icpp. 
ICP-1028 


OFSEVIT, DAVID 


Dynamic Railroad Freight Car Monitoring Sys 
PAT-APPL-494 098 74-23 13F PC$3. 35/MES2. 2s 


OGALLAGHER, J. J. 
Modulation of Cosmic-Ray Protons and Helium Nuclei 


Near Solar Maximum. 
N74-26273/4GI 74-19 3B PC$4.25/MF$2.25 
OGANESYAN, DZHULETTA 


Energy Calibration of the ‘Orion'Spectograph--Transla- 
tion. 

AD-769 324/SGI 74-01 3B PC$3.25/MF$2.25 
Study of the Photographic Characteristics of the 
UFSh-4 Film Used in the ‘Orion’ Apparatus--Transla- 
tion. 

AD-769 325/2GI 


OGANESYAN, K. O. 


Investigation of the Synthesis Reaction D mu + D Im- 
lies exp 3 He + N + mu in Gaseous Deuterium. 
INR-P1-7342 74-06 20H PC$3.00/MF$2.25 


OGANESYAN, R. O. 


Electron Microscope Data on the Development and 
Structure of the Retina--Translation. 
AD-770 725/0GI 74-03 6C PC$3.25/MF$2.25 


OGANESYAN, YU. TS. 
Determination of Reaction Thresholds in Bombarding 
exp 208 PB and exp 238 U Nuclei by exp 40 AR and 


exp 52 Cr Ions. 
74-20 20H PC$4.00/MF$2.25 


17B =PC$S.25/MF$2.25 


74-17 7D PC$3.25/MF$2.25 


74-25 11F PC$7.50/MF$2.25 


74-17 183 PC$S5.45/MF$2.25 


74-01 14E PC$3.25/MFS$2.25 


JINR-P7-7863 


Energy Dependences of the Fission Reaction and 
Nucleon Transfer Cross Sections at Interaction of exp 
232 TH with Accelerated exp 74 Ge Ions. 

JINR-P7-7391 74-06 20H PC$3.00/MF$2.25 


Experiments on Superheavy Nuclear Fusion in Reac- 


tions with Ge Ions. 
JIN R-P7-7409 74-09 20H PC$3.00/MFS2.25 


Mass and Charge Distributions of Fission Fragments in 
Reactions with Accelerated Kr and Xe Ions. 
JINR-P7-7327 7406 20H PC$3.00/MF$2.25 


Multiplicity of Prompt Neutrons at Spontaneous Fis- 


sion of Nuclei. 
JINR-P15-7119 74-02 20H PC$3.25/MFS$2.25 


Multiplicity of Prompt Neutrons from S Spontaneous 
Fission of the Isotope exp 252 102. 
JIN R-P15-8095 74-25 20H PC$4.00/MF$2.25 


OGEA, J. 


Spontaneous Fission of Kurchatovium and Nilsborium 


Isotopes. 
ORNL-tr-2711 74-06 20H PC$3.00/MF$2.25 


Synthesis of Neutron-Deficient Isotopes of Fermium, 
Kurchatovium and Element with Atomic Number 106. 
JINR-D7-8099 74-24 20H PC$4.00/MF$2.25 
Synthesis of Superheavy Elements. 

JINR-P7-7410 74-07 20H PC$3.25/MF$2.25 


OGANYAN, R. V. 
Curve of the Field in the Air Gap of a Salient-Pole 
Synchronous Machine with Consideration of Satura- 


tion--Translation. 
AD-786 903/SGI 74-25 10B PC$3.25/MF$2.25 


OGARKOV, V. 1. 


Primary Distribution of Microbial Aerosols mt the 
Respiratory System as a Function of Infecting Do: 
74-12 6M = PC$3. 25/MFS2. 25 


IPRS-61649 


OGATA, A 
Direct Digital Control of a Plasma. 
N74-20362/1GI 74-14 201 PC$4.25/MF$2.25 
A Multichannel Storage Coe System for 
Processing of Fast Simultaneous Signals 
N74-19879/7GI 74-14 y PCS3.25/MF$2.25 
Spatial Fourier Analyzer. 
IPPJ-T-13 74-12 201 
OGAWA, A. 
Flexual Rigidity of a Thin Walled Build-Up Rotor for 
Jet Engine. Measurement by Static Load Test and 
Vibration Test and Calculation by Finite Element 
Method. 
N74-20572/SGI 
OGAWA, MASARU 


Vacuum Ultraviolet Emission and Absorption Proper- 

ties of Gases and Hot Plasmas. 

AD-787 461/3GI 74-26 7D PC$3.25/MF$2.25 
OGAWA, T. 

Ground Operation Tests of Flying hee mong for VTOL 

Aircraft at National Aerospace Labora! 

N74-14764/6GI 7409 1B PCS. 25/MF$2.25 


A Two-Dimensional Theroretical Model for Strato- 
eats Ozone Density Distributions in the Meridional 


COM.73-S0949/9G1 
74-02 4A PC-GPO/MF$2.25-NTIS 
OGAWA, TOSHIHIRO 


On the Theoretical Model of Vertical Distributions of 
Minor Neutral Constituents Concentrations in the 
Stratosphere. 
COM-74-11327/SGI 
OGBURN, CLIFTON A. 


Preparation of Anti-Interferon Serum; Production of 
Crude and Partially Purified Mouse Interferon. 
PB-232 826/8GI 74-17 6M PC$3.25/MF$2.25 


OGBURN, F. 


Reprint: Banded Structure of Electroless Nickel. 
COM-73-50983/8GI 74-03 IF Not available NTIS 


OGBURN, FIELDING 


Effects of Electroless Nickel Process Variables on 
Quality Requirements. 
AD-778 753/4GI 74-14 11C PC$3.7S/MF$2.25 
Effects of Electroless Nickel Process Variables on 
Quality Requirements. . 
COM-74-10986/9GI 74-14 1L€~ PC$3.75/MF$2.25 
Plating. Standards and Specifications. 
COM-74-S0375/6GI_ 74-13 11C Not available NTIS 
Use of Organic Coatings on the Interior Surfaces “of 
Equestrian Statues at Memorial Bridge Plaza. 
COM-74-10131/2G1 74-05 11F PCS$3.25/MFS2.25 
OGDEN, E. C. 
Experimental Data on Particulate Dispersion into and 
within a Forest. Part II. Dispersion from Upwind Area 


Sources. 
BNL-18064 7402 4B PC$4.00/MF$2.25 


OGDEN, JOHN 
Consumer Ecology Working Group, 
PB-231 186/8GI 74-12 6F Not available NTIS 
OGDEN, JOHN C. 


Pesticides, Polychlorinated Biphenols and Heavy 
Metals in Upper Food Chain Levels, Everglades Na- 
tional Park and Vicinity. 
PB-235 359/7GI 


OGDEN, W. F. 
Primitive Models for Computer Securit 
AD-778 467/1GI 74-14 9B 

OGEA, J. 

Air Flotation-Biological Oxidation of Synthetic Rubber 
and Latex Wastewater. 
PB-229 408/0GI 


PC$4.00/M F$2.25 


74-14 21E PC$3.25/MF$2.25 


74-20 4A PC$3.75/MF$2.25 


74-24 6F PCS$3.75/MFS$2.25 


PCS3. 75/MFS$2.25 


74-10 13B MFS$2.25-NTIS 


PA-819 





OGGERO, M. 


OGGERO, M. 


Axisymmetric Electrom: tic Field Influence on the 
Characteristic Velocity of an Arc Jet Influenza di UN 
Campo Elettromagne' do ane Sulla 
Velocita Coratteriation 4 di UN 
N74-18404/SGI 74-12 At "PCS3.25/MFS2.25 


OGIEVETSKII, V. 1. 


Infinite-Dimensional Algebra for the General Covari- 

ance Group as a Completion of ie Al- 
for the Conformal and Linear Grou 

R-P2-7405 74-10 203 PCS30 00/MF$2.25 


OGIEVETSKY, V. I. 


Spin Anisotropies in the Production and Decay Cor- 
relations of X exp 0 (960). 
JINR-E2-7666 74-18 20H PC$4.00/MF$2.25 


Theory of Dynamical Affine and Conformal Sym- 


metries as Gravity Theory 
JINR-E2-7684 F-16 20] PC$4.25/MF$2.25 
OGILVIE, K. W 


A Discussion oe Interplanetary Post-Shock Flows with 


Two Exam 
N74-194: r 74-13 3B PC$3.75/MF$2.25 


The Solar Cycle Variation of the Solar Wind Helium 
bundance 


Al . 
N74-28261/7G1 74-20 3B PC$3.75/MF$2.25 
OGILVIE, P. 


Numerical A sis of Stiffened Shells of Revolution. 
Volume 4: E er’'S Program Manual for Stars-2S 
Shell Theory Automated for Rotational Structures - 2 
(Statics) Computer Program. 

N73-32804/9GI 74-02 20K PC$7.00/MF$2.25 


Numerical Analysis of Stiffened Shells of Revolution. 
Volume 5: Engineer'S Manual for Stars-2B- 
Shell Theory Automated for Rotational Structures-2 


Sones eh gemma ard 20K. PCS7.00/MFS2.25 


Numerical Analysis of Stiffened Shells of Revolution. 
Volume 6: Engineer'S Manual for Stars-2V- 
Shell Theory Automated = Rotational Structures - 2 


(Vibration), Digital bac ce Se; 
'2806/4G1 PC$7.00/MF$2.25 


N73-3: 

Numerical A sis of i Shells of Revolution. 

Volume 7: Sate! Programs for the Stars System. 

N73-32807/2GI 74-02 20K PC$7.00/MFS$2.25 
OGINSKAYA, Y. I. 


Properties of Alloy 4201 at Elevated Temperatures. 
N74-31000/4GI 74-24 LIF PC$3.25/MF$2.25 


OGLE, J. 8. 


Whole Body Measurement Systems. 
PATENT-3 769 834 74-05 6B Not available NTIS 


OGLE, PEARL R. JR. 
Separation of Uranium Isotopes by Chemical 


bre 
PATENT-3 794 716 74-23 18B Not available NTIS 
OGLESBY, CLARKSON H. 


Unified and Decisionmaking: . on 
Framework for Forest Service Manageme 
PB-228 101/2GI 74-08 2F PCs. '50/MFS2. 25 


OGLESBY, MICHAEL 


Interfacial Interaction of Water and Silicate Minerals. 
PB-233 791/3GI 74-21 8H PC$4.25/MF$2.25 


OGLESBY, PHILIP L. 
NBS Corridor Fire Tests: Energy and Radiation 
Models. 
COM-73-$0927/5GI 
74-02 
OGLESBY, RAY T. 
Continued Effects of Tropical Storm Agnes (1972) on 


Aquatic Weed Growth. 
PB-236 926/2GI 74-26 13B PC$3.25/MF$2.25 


An Evaluation of the Needs in Freshwater Research 
and Related Public Information Facilities. 
PB-232 227/9GI 74-15 8H PCS3. 75/MF$2.25 


OGNYANIK, S. 8. 


13L PC-GPO/MF$2.25-NTIS 


notntge of of 4 


Polarographic In 

N74-21773/8GI 
OGRA, P. L. 

Hepatitis Study Center, West Papese on School, 


PCS3: DSiMFS2. 25 


Phase-I: Epidemiology of Type B Hepa 
PB-232 I 74-17 6E cs3 7S/MFS2. 2s 


OGRADY, E. P. 
User Mic: 

Rate Telemetry 
N74-10142/9GI 
OGREN, C. CARL 

= ee | Systems: es {rae nae egg Infrared 
‘elescope  —_—. 
AD-770 005/7G1 74-02 1 Pese. 25/MF$2.25 
OGREN, H. 


Mea-Magnetic Field Measurements. 
LNF-73-59 74-16 20G PC$4.75/MF$2.25 


mmable Processors for High Data 
74-04 9B PCS3.75/MFS2.25 


PA-820 


OGREN, HARVEY 
Yaw Axis Stability Augmentation System Flight Test 


Report. 

AD-784 134/9GI 74-22, 1C PC$5.25/MF$2.25 
OGREN, HARVEY D. 

Hydrofluidic Yaw SAS Analysis Design and Develop- 

AD-777 804/61 
OGREN, JOHN R. 


Plasma ARC Sprayed Modified Alumina High 
Emittance Coatings for Noble Metals. 
PATENT-3 751 295 74-07 11F Not available NTIS 


OGREN, W.E 


Durability Evaluation of Radioactive Waste Products. 
ARH-SA-165 74-08 18G PC$3.00/MF$2.25 


Durability Evaluation of Radioactive Wastes in Ceram- 
ic Form. 
18G PC$4.50/MF$2.25 


74-13 1C = PC$4.25/MF$2.25 


ARH-SA-178 
OGROMNOV, P. V. 


Possibilities for Increasing the Technical Level and 
Specific Weight and Volumetric Electrical Rating 
mo maga of Chemical Sources of Current--Trans- 


latio: 
AD- 777 665/1GI 10C PC$3.25/MF$2.25 
OGUCHI, H. 


An Analysis of Shock Waves in Binary Gas Mixtures 
with Special Regard to Temperature Overshoot. 
N74-22912/1GI 74-18 7D PC$3.25/MF$2.25 


OGUCHI, K. 


Damage to Vegetation when Exposed to Ozone and 
High Oxidant Concentrations. 
N74-15336/2GI 


OGUMA, M 
Basic Studies on Vented Fuel. 1. 
Vented Fuel. 
JAPFNR-140 
OGUNI, Y. 


Methods of Detecting Boundary Layer Transition. 
N74-29651/8GI 74-24 20D PC$3.25/MF$2.25 


OGUNYANKIN, O. 
Procedure for Analysis of Nickel-Cadmium Cell 


Materials. 

N74-15744/7G1 10C PC$3.75/MF$2.25 
OGURA, Y 

A Numerical Study of Cloud Groups. 

AD-781 525/1GI 74-18 4B PC$3.25/MF$2.25 


Reprint: The Development of Warm Rain in a Cumulus 

Model. 

AD-775 956/6GI 
OGURA, YOSHIMITSU 


Reprint: A Comparison between Axisymmetric and 
Slab-Symmetric Cumulus Cloud Models. 
AD-775 9S1/7GI 74-10 4B Reprint 


Reprint: Diagnostic Determination of Cumulus Cloud 
Populations from Observed Large-Scale Variables. 
AD: 775 958/2GI 74-10 4B Reprint 


OGURI, MIKIHIKO 


Marine Studies of San Pedro Bay, California. Part III. 
Thermal Tolerance and Sediment Toxicity Studies, 
COM-74-11120/4GI 74-16 8A PC$S5.25/MF$2.25 


Marine Studies of San Pedro Bay, California. Part IV. 
Environmental Field Investigations, 
COM-74-11121/2GI 74-16 8A PC$5.25/MF$2.25 


Marine Studies of San Pedro Bay, California. Part V. 
Data Report. Temperature, Salinity, Oxygen and pH in 
Outer Los Angeles Harbor, June 1971 to Novemebr 


1973, 
COM-74-11122/0GI 


OH, S. 1. 


Workability Theory of Materials in Plastic Deforma- 
tion Processes. 
AD-770 205/3GI 


OHAIN, HANS J. P. VON 


Aircraft Propulsion System. 
PATENT-3 785 593 74-16 


OHANNESSIAN, T. D. 


Dental Cement from Marine Sources. 
PB-226 045/3GI 74-05 6L PC$3.75/MF$2.25 


OHARA, J. 


Experimental Determination of Turbulence in a GH2- 
Gox Rocket Combustion Chamber. 
N74-33382/4GI 74-26 21B PC$3.75/MF$2.25 


OHARA, T. 


74-20 


74-12 


74-09 13B PC$3.25/MF$2.25 


Development of 


74-14 18E PC$7.75/MF$2.25 


74-10 


74-10 4B Reprint 


74-16 83 PC$4.75/MF$2.25 


74-02 11F PC$4.75/MFS2.25 


1C Not available NTIS 


Radioisotopic Tracer Study in the aa 
Reactor R811 for the Production of Polyeth 
TEA-305 74-25 7D Pose SMFS? 25 


Radiotracer Determination of the Weight of Mercury 
Immobilized in Electrolytic Cells. 
TEA-304 74-24 7D PC$S.75/MFS$2.25 


OHI, N. 


Studies on Swelling of Fast Reactor Fuel Caused by 
Gaseous Fission Products. li. Out-of-Pile Experiments 
on Eduction Behavior of Fission-Produced Gaseous 


Bubbles. 
JAPFNR-117 74-02 
OHISHI, I. 


An Experimental TV Display Using a Gas Discharge 
Flat Panel. 
N74-10149/4GI 


OHKAWA, T. 


Chesacterleties of Doublet II Discharges 
GULF-GA-12556 74-07 18A PC$3.00/MF$2.25 
Classical Diffusion Due to Thermal Equilibrium Fluc- 
tuations in the DC Octopole. 

GULF-GA-A-12512 74-06 201 PC$3.00/MF$2.25 
Controlled Thermonuclear Research Program. Summa- 
ry Progress Report, August |, 1972--July 31, 1973. 
GULF-GA-A-12690 74-06 18A PC$7.60/MF$2.25 


Measurement of Neoclassical Diffusion in the DC Oc- 


topole. 

GULF-GA-A-12229 
OHKUBO, K. 

Optimization in the Design of a 12 Gigahertz Low Cost 


Ground Receiving System for Broadcast’ Satellites. 
Volume 1: System Design, Performance, and Cost 


Analysis. 
N74-14890/9GI 74-09 17B PC$6.25/MF$2.25 


Optimization in the Design of a 12 Gigahertz Low Cost 
Ground Receiving System for Broadcast Satellites. 
Volume 2: Antenna System and Interference. 

N74-14891/7GI 7409 17B PC$7.00/MF$2.25 


OHLBAUM, ROBERT A. 


Instructions for Connecting Aluminum End Fittings to 
6-Inch Circumference, Double-Braided Nylon Towing 
Hawser with Epoxy Resin. 
AD-774 489/9GI 714-08 
OHLEMILLER, THOMAS J. 


Radiative Ignition of Polymeric Fuels in an Oxidizing 


183 PC$3.50/MF$2.25 


74-04 9E PC$3.25/MF$2.25 


74-04 18A PC$3.50/MF$2.25 


13E PC$4.25/MF$2.25 


Gas, 

AD-774 327/1GI 74-08 211 
OHLERT, EDWARD JAMES 

A Study of Display Devices for Feedback of Meaning- 


ful Information to Electro-Encephalogram Subjects. 
AD-780 946/0GI 74-17 6E PC$4.25/MF$2.25 


OHLMANN, R. C. 
High-Efficiency, Single-Frequency Laser and Modula- 


tor Study. 
AD-782 189/S5GI 74-19 20E PC$4.25/MF$2.25 


High-Efficiency, Single-Frequency Laser and Modula- 
tor Study. 
AD-782 222/4GI 74-19 20E PC$3.25/MF$2.25 


High-Efficiency, Single-Frequency Laser and Modula- 
tor Study. 
AD-782 440/2GI 


OHLMANN, ROBERT C. 
High-Efficiency, Single-Frequency Laser and Modula- 
tion Study. 
AD-780 266/3GI 


OHLSEN, W. D. 


Re- -Interpretation of the Ti(3+) Interstitial ESR Spec- 
trum in Rutile 
AD-776 758/SGI 


OHMAN, HOWARD L. 


Worldwide Distribution of Mean Monthly Dewpoint. 
AD-775 440/1GI 74-09 4B PCS$4.25/MF$2.25 


OHMANN, LEWIS F. 


Wilderness Ecology: The Upland Plant Communities, 
Woody Browse Production, and Small Mammals of 
Two Adjacent 33-Year-Old Wildfire Areas of 
Northeastern Minnesota. 
PB-234 212/9GI 


OHMICHI, T 


Thermodynamical Consideration for Corrosion of 
Metals in Molten Fluorides. The Behavior of Hastel- 
loy-N in Molten Li sub 2 Bef sub 4. 

JAERI-M-5393 74-18 I1F PC$3.75/MFS$2.25 


OHMOMO, Y 


Survey on Food Consumption for Inhabitants around 
Nuclear Sites in Coastal Area of Ibaraki Prefecture. 
NIRS-C-1 74-21 8H PC$14.25/MFS$2.25 


OR, JACK 


The Chemistry and Applications for the Solubilization 
of Chromate Salts in Nonpolar Organic Media. Part I. 
AD-780 426/3GI 74-16 7C PC$3.75/MFS$2.25 


ORI, A. K. 


Digital Computer Simulation of Inductor-Energy- 

—— DC-to-DC Converters with Closed-Loop Regu- 
tors. 

N74-26497/9GI 


PC$6.25/MF$2.25 


74-19 20E PC$3.75/MF$2.25 


74-16 20E PC$3.75/MFS2.25 


74-11. 20L PC$3.25/MFS$2.25 


74-20 6F PCS$3.75/MF$2.25 


74-20 10C PCS$3.75/MFS$2.25 





OHRN, Y. 
Reprint: Configuration Interaction Calculations of 
Some Observed States of NO(-), NO, NO(+), and 
NO(2+). 
AD-784 661/1GI 


OHRN, YNGVE 
Reprint: Atomic and Molecular Electronic Spectra and 


Properties from the Electron Propagator. 
AD-784 679/3GI 74-22 7D Reprint 


OHTA, M. 
Conceptual Design of a Gas Cooled Tokamak Reactor. 
JAERI-M-5502 74-25 18A PC$3.25/MF$2.25 
OHTA, Y. 
Reprint: Effect of Anesthesia on Rate of N2 Washout 


from Body Stores. 
AD-787 137/9GI 


OHTAKE, T. 
Reprint: Concentration of Ice 


Stratus Clouds. 
AD-784 773/4GI 


OHTSUKA, H. 
Experimental Observation of Collisionless Drift Waves 


in the Jaeri Toroidal Hexapole (Jft-1). 
JAERI-M-5263 74-12 201 PC$4.00/MF$2.25 


OHYABU, N. 


Anomalous Resistivity in a Magnetic Neutral Point. 
N74-30115/1GI 74-24 201 PC$3.25/MF$2.25 


OHYANE, T. 
Detection of Cosmic Ray Produced Radionuclides by 
Means of a Low Background Counting System. 
Description of the Problems in the Project. 
INS-TCA-29 74-13 3B PCS. 45/MF$2.25 


Ol, WALTER 


Economic and Empirical Aspects of Industrial Safety. 
PB-233 179/1GI 74-18 13L PC$7.00/MF$2.25 


Ol, WALTER Y. 


Alternate Formulas for a Federal Operating Subsidy 
Program for Transit. 
PB-225 718/6GI 


OISTMANN, DAVID B. 


Master's thesis, 
PB-226 775/SGI 


OITTO, RICHARD H. 


Device for Securing a Plug in an Infusion Hole. 
PATENT-3 287920 74-10 131 Not available NTIS 


OJA, ROBERT K. 
A Quantitative Survey of Oils and Tars Stranded on 


Galveston Island Beaches. 
AD-787 718/6GI 74-26 


0J0, JOHN 


An Analysis of System Tradeoffs to Improve Access 
to Special Generators. 
PB-228 349/7GI 


OKA, Y. 


Experimental Analysis of Jrr-4 Reactor Noises on 
Various Reactor Power and Coolant Flow Rate. 
JAERI-M-5295 74-12 18E PC$4.00/MF$2.25 


OKABE, H. 


Photon Impact Studies of CZHCN and CH3CN in the 
Vacuum Ultraviolet; Heats of Formation of C2H and 
CH3CN. 

COM-73-50966/3GI 74-02 7E Not available NTIS 


Reprint: Fluorescence Detection of Sulfur Dioxide in 
Air at the Parts Per Billion Level. 
COM-74-50744/3GI_ 74-22 4B Not available NTIS 


Reprint: Production of Electronically Excited Species 
in Photodissociation of Simple Molecules in the 
Vacuum Ultraviolet. 
COM-74-50479/6GI 


OKADA, EDWIN S. 


Biology, Ecology and Control of ‘Musca sorbens’. 
AD-769 838/4GI 74-02 6C PC$3.25/MF$2.25 


OKADA, HISATAKE 


Distribution of Coccolithophorids in the North and 
Equatorial Pacific Ocean: Quantitative Data on Sam- 
ples Collected During Leg 30, Oshoro Maru, 1968 and 
Leg HK69-4, Hakuho Maru, 1969. 
PB-225 271/6GI 74-02 6C PC$4.25/MF$2.25 
OKADA, MINORU 
Reprint: Gel-forming Capacity of Washed and Un- 
washed Flesh of Some Pacific Coast Species of Fish. 
COM-73-50645-12-03/GI 
74-06 6H 
Reprint: ‘Kamaboko’ - The Giant Among Japanese 
Processed Fishery Products. 
COM-73-50645-12-01/GI 
74-06 6H 
OKAMOTO, J. 
Chemorheology of 
Elastomer. 


74-22 7D Reprint 


74-26 6P Reprint 


Crystals in Arctic 
74-23 4B Reprint 


74-03 13B PC$S.75/MF$2.25 


74-06 6F PC$3.75/MF$2.25 


13B PC$4.75/MF$2.25 


74-08 13B PC$6.25/MF$2.25 


74-15 7E Not available NTIS 


(Order as COM-73-50645-12) 


(Order as COM-73-50645-12) 


Tetrafluoroeth ylene-Propylene 


JAERI-M-5422 74-20 7E PC$4.00/MF$2.25 


Effects of Solid Particles in Oil on the Life of Ball 
Bearings. 
N74-26978/8GI 


Properties of 


74-20 131 PC$3.75/MF$2.25 
Tetrafluoroethylene-Propylene 
Copolymer. 


JAERI-M-5476 74-25 7E PC$3.25/MF$2.25 


Radiation-Induced Emulsion Copolymerization of 
Tetrafluoroethylene with Propylene. 
JAERI-M-5593 74-24 TE PC$4.00/MF$2.25 


Radiation-Induced Emulsion Copolymerization of 
Tetrafluoroethylene with Propylene: Polymerization 
Formulas and the Conditions. 

JAERI-M-5501 74-25 7E PC$3.75/MF$2.25 


OKAMOTO, P. R. 


Segregation and Second Phase Formation at Free Sur- 
faces During Irradiation. 
CONF-740104-16 


OKAMOTO, TATSUO 


Regional Impact Analysis System. VI. Regional Feed- 
back Model: Computer Program. 
PB-236 371/1GI 74-26 SC PC$3.25/MF$2.25 


OKAMURA, H. 


Reprint: Visual Cortical Evoked Potentials as a Func- 
tion of Intensity Variations in Sequential Blanking. 
AD-783 152/2GI 74-20 SJ Reprint 


OKAMURA, HIROHISA 
Evoked Cortical 


Processing. 
AD-771 701/0GI 


OKAMURA, S. 


Dense Relativistic Electron Plasma by Electron 
Cyclotron Heating and Adiabatic Compression. 
N74-19345/9GI 74-13 201 PC$3.25/MF$2.25 


OKASHITA, H 


Method of the gamma-Ray Spectrum Analysis. Fortran 
IV Programs ‘Bob 73° for Ge(Li) Detectors and 
‘*"Naisap"’ for Nai(Tl) Detectors. 

JAERI-1227 74-12 18D PC$5.45/MF$2.25 


OKAWA, MELVIN T. 


Health Hazard Evaluation/Toxicity oa 
Aerojet General, Inc., Sacramento, Californ: 
PB-232 726/0GI 74-16 63 PCS3. 25/MFS2. 25 


Health Hazard Evaluation/Toxicity Determination. 
Airco Vacuum Metals Company, Berkeley, California. 
PB-232 574/4GI 74-16 63 PC$3.25/MF$2.25 


Health Hazard Evaluation/Toxicity Determination. 
American Standard Fiberglass, Inc., Stockton, Califor- 


nia. 
PB-232 736/9GI 74-16 63 PC$3.25/MF$2.25 


Health Hazard Evaluation/Toxicity Determination. Art- 
craft Company, Los Angeles, California 
PB-232 584/3GI 74-16 63 PC$3.25/MF$2.25 


Health Hazard Evaluation/Toxicity Determination. 
Continental Airlines, Los Angeles, California. 
PB-229 078/1GI 74-10 63 PC$3.25/MF$2.25 


Health Hazard Evaluation/Toxicity Determination. 
Dyna-Con Packaging Corporation, Hamilton, Ohio. 
PB-229 092/2GI 74-10 63 PC$3.25/MF$2.25 


Health Hazard Evaluation/Toxicity Determination. 
Ferry Morse Seed Company, Mountain View, Califor- 


nia. 
PB-229 644/0GI 74-10 63 PC$3.25/MF$2.25 


Health Hazard Evaluation/Toxicity Determination. Fil- 
tering Materials Corporation, Richmond, California. 
PB-229 155/7GI 74-10 63 PC$3.25/MF$2.25 


Health Hazard Evaluation/Toxicity Determination. 
Galileo-Capri Salami, Inc., San Lorenzo, California. 
PB-232 575/1GI 74-16 63 PC$3.25/MFS$2.25 


Health Hazard Evaluation/Toxicity Determination. 
Hoerner-Waldorf Corporation, Jefferson, Ohio. 
PB-229 082/3GI 74-10 63 PC$3.25/MF$2.25 


Health Hazard Evaluation/Toxicity Determination. 
Modern Industrial Plastics Division, Duriron Co., 
Dayton, Ohio. 

PB-229 167/2GI 74-10 63 PCS$3.75/MF$2.25 


Health Hazard Evaluation/Toxicity Determination. 
Pacific Moulded Products Company, Los Angeles, 


California. 
PB-232 745/0GI 74-16 63 PCS$3.25/MF$2.25 


Health Hazard Evaluation/Toxicity Determination. 
Rice Growers Association, West Sacramento, Califor- 


nia. 
PB-232 753/4GI 74-16 63 PC$3.25/MF$2.25 


Health Hazard Evaluation/Toxicity Determination. Sun 
Products Corporation, Barberton, Ohio. 
PB-229 166/4GI 74-10 63 PCS$3.25/MF$2.25 


Health Hazard Evaluation/Toxicity Determination. Tri- 
pler Army Medical Center, Honolulu, Hawaii. 
PB.232 577/7G1 74-16 63 PC$3.25/MF$2.25 


Health Hazard Evaluation/Toxicity Determination. 
Western Electric Company, Inc., Dublin, California. 


74-14 11F PC$3.25/MF$2.25 


Potentials and Information 


74-05 SJ PC$S.25/MF$2.25 


OKLADNIKOV, YU. N. 


PB-229 113/6GI 
OKAZAKI, A 


Shutoff Rod Experiments in Zed-2. 
AECL-4831 74-24 «181 


OKAZAKI, M. 
Vibrations of Jpdr-Il Fuel Rod Induced by Coolant 
Flow. 
JAERI-M-5478 
OKAZZAKI, WILLIAM 


Method for Producing Vaccine for Immunization of 

Poultry Against Marek's Disease. 

PATENT-3 642 574 74-17 2E Not available NTIS 
OKE, J.B. 

Photoelectric Spectrophotometry of OQ 172 and OH 

471. 

N74-27346/7G1 


OKEAN, H.C. 


High Sensitivity Millimeter and Infrared Radiometric 
Receiver. 
AD-784 005/1GI 


OKEEFE, J. A. 


Recommended Reference Figures for Geophysics and 
Geodesy. 
N74-17118/2GI 


OKEEFE, J. V. 


Design Integration and Noise Studies for Jet STOL 
Aircraft. Task 7C: Augmentor Wing Cruise Blowing 
Valveless System. Volume 1: Static Testing of Aug- 
mentor Noise and Performance. 

N74-17752/8GI 74-12 1C PC$3.75/MF$2.25 


74-10 63 PC$3.25/MF$2.25 


PC$7.00/MF$2.25 


74-26 


18E PC$4.75/MF$2.25 


74-20 3B PC$3.25/MF$2.25 


74-22 


14B  PC$4.25/MF$2.25 


74-11 8E PC$3.25/MF$2.25 


Static Performance and Noise Tests on a Thrust 
Reverser for an Augmentor Wing Aircraft. 
1C  =PC$4.75/MF$2.25 


N74-32438/SGI 
OKEL, N. WAYNE 


Franklin, Ohio's Solid Waste Oy and Fiber 
Recovery Demonstration Plant. Volume I 
PB-234 715/1GI 74-20 13B PC$4.25/MF$2.25 


Franklin, Ohio's Solid Waste Disposal and Fiber 
Recovery Demonstration Plant. Volume II. 
PB-234 716/9GI 74-20 13B PC$9.25/MF$2.25 


OKELLY, K. P. 


Method of Fluxless Brazing and Diffusion Bonding of 
Aluminum Containing Components. 
PAT-APPL-450 504 74-14 13H PC$3.25/MF$2.25 


OKER, E 


Transient Boiling Heat Transfer in Saturated Liquid 
Nitrogen and F113 at Standard and Zero Gravity. 
N74-21585/6GI 74-15 7D PC$8.S0/MF$2.25 


OKERHOLM, R. A. 


Photochemical Degradation of Dapsone. 
AD-771 108/8GI 74-04 7E PC$3.25/MF$2.25 


OKEY, D. W. 


Positive lon and Neutral Fragment Mass Spectrometry 
of Ketones. 
IS-T-642 


OKHIMIN, V.N 


Shock Waves in Soils and in Water near the Explosion 
Site--Translation. 
AD-775 127/4GI 


OKHLOPKOVA, V. A. 
Scattering of Light by Light in Vector Electrodynam- 


ics. 
JINR-P2-7883 
OKHOTSIMSKIL, D. E. 


Algorithms for Controlling a Walking Apparatus Capa- 
ble of Overcoming Obstacles, 
IPRS-62018 74-15 6D PC$3.25/MFS$2.25 


OKHRIMENKO, L 


Range-Energy Relation for Electrons in Electron-- 

Photon Showers Induced by 20 to 150 Mev gamma - 

Quanta in Liquid Xenon. 

JINR-P1-7500 74-13 20H PCS3.00/MF$2.25 
OKHRIMENKO, L. S. 

Investigation of the Interaction of pi -Mesons with 

Xenon Nuclei at 2.34, 3.5, 5, and 9 Gev/C. 

JINR-E 1 -8046 74-24 20H PCS4.00/MFS2.25 

Multiparticle Emission in pi exp - -Xe Interactions at 

3.5 Gev/C. 

JINR-P1-7577 
OKHRIMOVICH, B. P. 


Quality of Killed Steel Ingots--Translation. 
AD-785 890/SGI 74-24 11F PCS$3.75/MFS2.25 


OKUSHI, T. H. 


Prediction of Overall and Blade-Element Performance 

for Axial-Flow Pump Configurations. 

N73-32189/SGI 7402 21H PCS$7.50/MFS$2.25 
OKLADNIKOV, YU. N. 

Mineral Composition of Food Rations for Testers of 

the Biological Life Support System--Translation. 


74-26 


74-24 7C PC$10.00/MFS$2.25 
74-09 


19D PC$3.25/MF$2.25 


74-21 203 | PCS$4.25/MFS2.25 


74-13 20H PCS3.00/MFS2.25 


PA-821 





OKON, O. B. Il 


AD-781 967/5G1 74-19 6H PC$3.25/MF$2.25 


OKON, O. B. Il 


Investigations in Radiative alpha Capture in = 29 Si, 
;~ 26 MG, exp 31 p, exp 35 Cl, and exp 37 
-2186-13 74-04 20H PC$I13 aSMFS2. 25 


Prarairacy T. 


Test of a Swept-Back Wing Model Conducted in the 
Nal 2M X 2M Transonic Wind Tunnel. 
N74-22675/4GI 74-18 1A  PC$3.75/MF$2.25 


OKOROKOV, V. Vv. 
Coherent Energizing by a Crystal Periodic Field. 
ITEF-19 74-12, 7D PC$4.25/MF$2.25 
Coherent Excitation by the Periodic Field of Crystal. 
ANL-Trans-951 74-17 7D PC$4.75/MF$2.25 
OKRASKI, HENRY C. 
Design of Training Systems Phase I Summary Report. 
AD-773 458/SGI 74-07 SI PC$3.75/MF$2.25 
OKSENGENDLER, G. I. 
Antidotes and Their Mechanisms of Action in the Or- 


ganism, 
JPRS-62171 74-17 60 PC$3.25/MF$2.25 
OKSMAN, B. 


Gamma Radiolysis of Hexane and Hexane--Carbon 
Tetrachloride Mixtures. 
FRNC-TH-463 


OKUBO, AKIRA 


Diffusion-Induced Instability in Model Ecosystems: 
Another Possible Explanation of Patchiness. 
AD-779 875/4GI 74-16 6F PC$3.25/MF$2.25 


OKUBO, SEICHI 
Experiments on Pulse Propagation in an Obliquely 


Laminated Composite 
AD-777 577/8GI 11D = =PC$3.75/MF$2.25 


OKUBO, SHIGEO 


Seismic Angular Motion Sensor 
AD-769 288/2GI 74-01 


OKUDA, HIDEO 


Reprint: Effect of Magnetic Shear on Convective 
Plasma Transport. 
AD-774 440/2GI 74-08 201 Reprint 


Reprint: Interpretation of Plasma Confinement Minima 
near the Resonance Surface in a Stellarator. 
AD-778 402/8GI 74-14 201 Reprint 


OKUDA, T. 
Electron Temperature Determination of a Relativistic 


Plasma by Laser Scattering. 
IPPJ-178 74.25 201 + PC$3.25/MF$2.25 


On the Electron Temperature Determination of a 
Relativistic Plasma by Laser Scatteri: 
N74-19341/8GI 74-13 201 


OKUMOTO, MASSAO 


Reprint: Collagenase Inhibitors in ‘Pseudomonas’ 
Keratitis. Adjuncts to Antibiotic Therapy in Rabbits. 
AD-778 145/3GI 74-13 6E Reprint 


OKUMOTO, VICTOR H. 
STOL Tactical Aircraft Investigation-Externally Blown 
Flap. Volume V. Flight Control Technology. Part II. 
Simulation Studies/Flight Control System Validation. 
AD-770 449/7GI 74-02 1C PC$7.25/MF$2.25 
OKUN, L. B. 


Cosmological Consequences of the 
Breakdown of Discrete Symmetry. 
SLAC-Trans-165 74-23 3B PC$4.00/MFS2.25 


OKUNEWICK, J. P. 


Effect of Radiation on Normal Hematopoiesis and on 
Viral Induced Cancer of the Hematopoietic System. 
Technical Progress Report, August 1, 1973--July 31, 


1974. 
COO-3097-7 74-20 6R PC$4.50/MF$2.25 


OKUTO, YUSI 
Reprint: Avalanche Breakdown of Highly Doped Pas- 
sivated Si Schottky Barriers. 
AD-785 173/6GI 
OKUYAMA, N 


Irradiation Apparatus for the Calibration of gamma 
Survey Instruments. 
JAERI-M-5293 


74-15 7E PC$7.00/MF$2.25 


* 74-12 


17G PC$3.25/MF$2.25 


ing. 
PC$3.2S5/MF$2.25 


Spontaneous 


74-23 9A Reprint 


74-17 18D REFER TO AL 


GAUDREAU/MFS72.25 
OL’KHOVIKOV, V 
Radiation Damage of Dispersion Compositions. 
SRARI-P-188 74-06 18] PC$3.00/MFS2.25 
OLAH, GEORGE A. 


Reprint: Aromatic Substitution. XXXIV. The Differing 
Nature and Selectivity of the Nitration of 
Nitro(dinitro)benzene and -toluenes from that of 
Benzene and Toluene. 


AD-786 268/3GI 74-24 7C Reprint 


PA-822 


Reprint: Synthetic Methods and Reactions. VI. Boron 
Trifluoride Catalyzed Mononitration of Tetramethyl- 
benzenes and Pentamethylbenzene with Methyl Nitrate 
in Nitromethane Solution. A New Selective Nitration 
Method. 

AD-771 938/8GI 74-05 7C Reprint 


Reprint: Synthetic Methods and Reactions. VIII. 
Nitrofluorination of Alkenes. 
AD-786 264/2GI 


OLATEJU, OLUBAYO T. 


Laboratory Evaluation of the Response of Reinforced 
Concrete to Internal Vibration. 
PB-234 911/6GI 74-23, 13C_ =PC$5.75/MF$2.25 


Laboratory Evaluation of the Response of Reinforced 
Concrete to Internal Vibration. Executive Summary 


Report. 
PB-234 912/4GI 74-23, 13C ~=PC$3.25/MF$2.25 
OLAUSSON, L 


Theory of Time Varying Atmospheric Electric Fields 
and Some Applications to Fields of lonospheric Origin. 
TRITA-EPP-73-2 74-02 4A PC$4.75/MF$2.25 


OLBERT, S. 


Stellar Winds Driven by Alfven Waves. 
N74-23365/1GI 74-18 3B PC$4.75/MF$2.25 


OLBRICH, W 
Regent Third Semiannual Progress Report, October 


1972--March 1973. 
KFK-EXT-8-73-1 74-07 9B PC$4.25/MF$2.25 
OLCOTT, EUGENE L. 


Method of Mounting a Nozzle Insert. 
PATENT-3 694 883 74-06 21H Not available NTIS 


OLCOTT, HAROLD S. 
Proline Nitroxide, 
COM-74-11396/0GI 

OLD, C. F. 

Fabrication and Properties of Magnesium--Carbon 


Fibre Composites. 
AERE-R-7256 11D PC$3.00/MF$2.25 
OLDAKER, ERNEST C. 


Rotary Particle Distributor for Minimizing Particle Size 

Segregation in a Bin. 

PATENT-3 576 262 
OLDBERG, OSCAR 

Heat Exchanger Corrosion Tests. Phase I 

AD-771 918/0GI 74-05 13A Pcs. 25/MF$2.25 


Refrigeration System with Heat Exchanger Employing 

Eutectic. 

PATENT-3 744 272 74-22 
OLDERSHAW, J. 

Some Biophysical and Microchemical Properties of 

Oral Structures in Health and Disease. 

AD-775 239/7GI 74-09 6E PC$3.25/MF$2.25 
OLDFIELD, D. 


Reprint: Some Reactions of Organotin Compounds 
under Gamma-Irradiation: Preliminary Communication. 
AD-770 105/SGI 74-02 7C Not available NTIS 


Some Reactions of Organotin Compounds under 

gamma-lrradiation. 

DSL-TN-298 
OLDHAM, GREG 

A New Strategy for Job Enrichment. 

AD-779 827/SGI 74-16 SI 
OLDHAM, GREG R. 


The Job Diagnostic Survey: An Instrument for the 
Diagnosis of Jobs and the Evaluation of Job Redesign 


Projects. 
AD-779 828/3G1 PC$4.75/MF$2.25 
OLDHAM, RONALD G. 


Synthesis of Organic Monomers 
AD-778 206/3GI 74-13 


OLDHAM, T. R. 
Gruneisen Data from the Free Surface Velocity of 
Thermoelastic Materials. 
AD-775 423/7GI 74-09 20L PC$3.75/MFS2.25 
OLDHAM, TIMOTHY R. 


The Dynamic Response of Aluminum to es Energy 

Deposition in the Melt-Dominated Regim 

AD-781 978/2GI 74-19 20L C3. 75/MFS$2.25 
OLDHAM, W.G. 

Research on Lead-Tin-Telluride Infrared Emitters and 


Detectors. 
AD-782 061/6GI 74-19 20E PCS$3.25/MFS2.25 


OLDHAM, WILLIAM G. 
Study of Bulk Trapping 
sistence MOS Devices. 
AD-786 419/2GI 

OLDRIEVE, R. E. 
Evaluation of Alloys and Coatings for Use in Automo- 
bile Thermal Reactors. 
N74-28990/1GI 


74-24 7C Reprint 


74-22 7C Reprint 


74-04 


74-07 131 Not available NTIS 


13A Not available NTIS 


74-07 7E PC$3.00/MF$2.25 


PC$3.75/MF$2.25 


74-16 51 


“IC PC$3.25/MFS2.25 


Effects in Radiation-Re- 


74-25 9A PCS$3.75/MF$2.25 


74-22 21F PCS$4.25/MFS$2.25 


OLDS, DAVID R. 


The Use of Time-Share Computer Programs in Analyz- 
ing Systems Reliability in the Graduate Management 
Program, School of Systems and Logistics (AFIT). 

AD-769 196/7GI 74-01 14D PC$S5.25/MF$2.25 


OLDS, DAVID W. 


Levoglucosan Production by Pyrolysis of Pretreated 
Starches. 
PATENT-3 478 012 


OLEINIK, A. O. 


Problem of Couplong Certain Unsteady Differential 
Equations of Order--Translation. 
AD-771 418/1GI 74-04 12A_ PC$3.25/MF$2.25 


OLEJARCZYK, W 


Automatic Unit for Kd Sog-1 Neutron Spectrometer 
Control. 
INP-836 74-04 18D PC$4.75/MF$2.25 


Automatic Unit for Kd Sog-l Neutron Spectrometer 

Control. 

INP-836 
OLEKSEEV, M. R. 

Group Theory in Multielectron Problems. 

ITF-73-47-P 74-04 20H PC$3.00/MF$2.25 
OLEKSEEVA, M. F. 


Diagram Technique for Defining the Complete Correla- 
tion Function. 
ITF-73-144-P 74-17 12A PCS$4.75/MF$2.25 


Irreducible Representations of the Symmetry Group in 

Many Electron Problems. 

ITP-74-3E 74-24 7D PC$4.00/MF$2.25 
OLEKSENKO, P. F. 


Using the Principle of Opto-Electronic Conversion for 

Manufacturing Certain Dynamic Multistable Elements-- 

Translation. 

AD-776 920/1GI 
OLENCHUK, PETER G. 


Evaluation of Herbicide Operations in the Republic of 
Vietnam (September 1962-September 1963), 
AD-779 795/4GI 74-16 1SB PC$4.25/MF$2.25 


OLEND, PETER 


Telephone Channel Simulator. 
AD-781 107/8GI 74-17 


OLENDORFF, R. R. 


Raptorial Birds of the U.S.a.E.C. Hanford Reserva- 

tion, South-Central Washington. 

BNWL-1790 74-09 
OLERUD, JOHN E. 


Reprint: Maximal Oxygen Uptake Based on Lean 
Body Mass: A Meaningful Measure of Physical Fit- 


74-19 6A _ Not available NTIS 


74-09 18D PC$4.75/MF$2.25 


74-11 9A PC$3.25/MF$2.25 


17B = =PC$3.75/MF$2.25 


6C PC$4.00/MFS$2.25 


ness. 
AD-782 796/7GI 
OLES, A. 


Comparison of Magnetic Structures with the Su- 
perexchange Theory. 
NP-19820 


OLES, A. M. 


Temperature Spin-Wave Renormalization in Cr sub 2 
O sub 3 and alpha --Fe sub 2 O sub}. 
INP-851 74-16 20L PCS4.00/MFS2.25 


OLESEN, OLE V. 


Broadband Sound Propagation Trials in Shallow Water 
near the Island of Elba, 
AD-782 326/3GI 


OLESEN, S. T. 


Quality Testing of Electroplatings: An Evaluation of 
Methods with Emphasis on Noble Metal Coatings for 
Electrical Contacts Kvalitetsbedommelse AF Piletter- 
inger: En Undersogelse AF Malemetoder Med Saerlig 
Henblik PA Aedelmetalbelaegninger. 

N74-10533/9GI 74-04 11C PCSS.25/MFS2.25 


OLESON, N. L. 
Nonlinear Electrostatic lon Waves. Annual Progress 


eport. 
ORO-4338-3 PCS4.50/MFS$2.25 
OLEYNIK, A. V 


Determination of the Boundary Conditions at the Sur- 
face of Bodies Subjected to Alternating Thermal Ef- 
fects. 

N74-26392/2GI 74-19 21E PCS3.25/MFS2.25 


Temperature Fields in Profile Samples During Thermal 


Fatigue Testing. 
N74-23452/7GI 14B  -PCS$3.25/MFS$2.25 


OLFE, D. B. 
Reprint: Nonsimilar Blast Waves with Transparent Gas 
Radiation. 
AD-777 398/9GI 
OLIEN, N. A. 
Reprint: Measurements of Liquefied Natural Gas in 


Commerce. 
COM-74-50414/3GI_ 74-13 21D Not available NTIS. 


74-20 6P Reprint 


74-02 20L PCS$3.00/MFS2.25 


74-19 20A PCS$5.25/MFS2.25 


74-15 201 


74-18 


74-12 20D Reprint 





OLIEN, NEIL A. 
Superconducting Devices and Materials. Issue no. 74-1, 
January-March 1974. 
COM-74-10757-01/GI 
OLIKER, MICHAEL D. 
Sulfur-Based Lithium-Organic Electrolyte Secondary 


Batteries. 
AD-782 241/4GI 


OLIN, C. H. 
Study of the Material and Techniques Used by Some 
Nineteenth Century American Oil Painters by Means 
of Neutron Activation Autoradiography. 
BNL-18629 74-16 7D PC$S.75/MF$2.25 
OLINER, ARTHUR A. 
Progress Report No. 38, 15 Sep 72-14 Sep 73, to the 
Joint Services Technical Advisory Committee, 
AD-774 747/0GI 74-08 SB PC$11.25/MF$2.25 
Reprint: Propagation in Periodically Loaded 
Waveguides with Higher Symmetries. 
AD-782 769/4GI 74-20 9A_ Reprint 


OLIPHANT, T. A. 
Ergonic Optimization and Parameter Study of the Rtpr 


Burn Cycle. 
LA-UR-74-617 74-20 18A PC$4.00/MF$2.25 


First Wall Fluxes in a theta Pinch Feasibility/D-T Ex- 
periment. 
LA-UR-74-56 74-14 18A PC$3.00/MF$2.25 


Heat Transfer Through a Reference theta-Pinch Reac- 

tor (Rtpr) Cooling Layer. 

LA-UR-74-616 74-20 18A PC$4.00/MF$2.25 

Monte Carlo Treatment of Heat Flow Through a 

Neutral Gas Layer. 

LA-UR-74-43 
OLIVA, P. R. 


Automatic Data Analysis in the Mass Spectrometer. 

RT/FI-(74)24 74-25 7D PC$4.25/MF$2.25 

Statistical Elaboration of Experimental Results. I. Prin- 

ciples of Calculation of Probability. 

RT/FI-(73)32 74-17 12A_ PC$8.75/MF$2.25 
OLIVARI, DOMENICO 

Investigation of the Dynamic Response of Proportional 

Fluidic Amplifiers. Part 1. The Behaviour of an Oscil- 

lating Jet. 

AD-783 441/9GI 
OLIVEIRA, CARLOS S. 


Seismic Risk Analysis. 
PB-235 920/6GI 


OLIVEIRA, ROLAND A. 
Systems Analysis in Land-Use Planning. A Conceptual 
Development. 
PB-225 482/9GI 
OLIVEIRA, RONALD A. 
Predicting Traffic Load Impact of Alternative Recrea- 
tion Development. 
PB-231 065/4GI 
OLIVER, BENNIE F. 


Method of Producing Multicomponent Metal-Metal 
Oxide Single Crystals. 
PATENT-3 796 673 74-25 20B Not available NTIS 


OLIVER, G. CHARLES 


Sudden Cardiac Death and the Onset of Myocardial In- 
farction: Relationship of Ventricular Arrhythmias to 
Sudden Death in Survivors of Myocardial Infarction. 

PB-231 192/6GI 74-12 6E PC$S.25/MF$2.25 


OLIVER, G. D. 


Scanning Nozzle Plating System. 
PATENT-3 810 829 74-18 13H Not available NTIS 


OLIVER, G. J. 
Particle Fluxes Associated with Solar Flares. 
AD-779 498/SGI 74-15 4A PC$6.25/MF$2.25 
OLIVER, H. W. 
Gravity Data for 525 Stations in Long Valley and 
Vicinity, California. 
PB-231 695/8GI 74-13, 8E PC$3.25/MF$2.25 


Principal Facts, Accuracies, and Sources for 3046 
Gravity Stations on the San Jose | degree x 2 degree 


Quadrangle, California. 
PB-232 728/6GI 74-16 8E PC$5.25/MF$2.25 


OLIVER, HOWARD W. 


Principal Facts, Plots, and Reduction Programs for 
1753 Gravity Stations in the Southern Sierra Nevada 
and Vicinity, California. 
PB-231 185/0GI 


OLIVER, JAMES H. JR. 


Reprint: Cytogenetics of Ticks (Acari: Ixodoides). 
Chromosomes of Six Species of Egyptian scala 
(Ixodidae). 
AD-773 251/4GI 


74-22, 20L =PC-Subscription 


74-19 10C PC$3.75/MF$2.25 


74-14 18A PC$3.00/MF$2.25 


74-20 13G PC$4.75/MF$2.25 


74-25 8K PC$S5.25/MF$2.25 


74-02 2F PC$3.25/MF$2.25 


74-12. 13B =PC$3.25/MF$2.25 


74-12 8E PC$4.75/MF$2.25 


7407 6C Reprint 


OLIVER, JAMES M. 


Application of Impedance Methods to the mae of 
Isolators for Helicopter Mounted Weapons Store 
AD-787 293/0GI 74-26 1C *PCS3. 75/MPS2. 25 


OLIVER, JOHN W. 


Reprint: Picture of the Month. NOAA 2 Scanning 
Radiometer Visual and Infrared Imagery Received 
Real-Time Over a 50,000-Mile Transmission Link. 
COM-73-50496-06-10/GI 


74-01 4B (Order as COM-73-50496-06) 


OLIVER, L. 


Configuration Mixing and Deep Inelastic Scattering of 
Polarized Le; ~ Ta by Polarized Nucleons. 
N74-30138/3 74-24 20H PC$3.25/MFS$2.25 


A Study of Neutrino-Production of Nucleon Isobars in 


the Quark Model. 
N74-22339/7GI1 74-17 20H PC$4.75/MF$2.25 
OLIVER, R. E. 


Reprint: Effects of Changing Canopy Directional 

Reflectance on Feature Selection. 

AD-786 178/4GI 74-24 2F Reprint 
OLIVER, R.G. 


Design Criteria: Data Acquisition System for Waste 
Tank Liquid Level Gauges and Sx Tank Farm Ther- 


mocouples. 
ARH-2384 74-09 18G PC$3.00/MF$2.25 


OLIVER, RICHARD CLARKE 
Statistical Techniques for the Analysis of Shear Flow 
ield: 


ields. 
AD-769 498/7GI 
OLIVER, ROBERT M. 
Longitudinal Budget Planning Models, 
AD-787 604/8GI 74-26 SA PC$3.75/MF$2.25 


Longitudinal Manpower Planning Models, 

AD-769 221/3GI 7401 SI PCS3. 75/MF$2.25 
Pricing Long-Lived Options, 

PB-236 596/3GI 74-26 SC PC$3.25/MF$2.25 


OLIVER, WAYNE R. 


The Mark IV Supersonic-Hypersonic Arbitrary-Body 
Program. Volume I. User's Manual. 
AD-778 443/2GI 74-14 22C PC$8.50/MF$2.25 


The Mark IV Supersonic-Hypersonic Arbitrary-Body 

Program. Volume II. Program Formulation. 

AD-778 444/0GI 74-14 22C PC$7.50/MF$2.25 

The Mark IV Supersonic-Hypersonic Arbitrary-Body 

Program. Volume III. Program Listings. 

AD-778 445/7GI 74-14 22C PC$13.25/MF$2.25 
OLIVER, WILLIAM W. 

Seed Maturity in White Fir and Red 

PB-233 368/0GI 74-18 2F FPCS3. 25/MF$2.25 
OLIVIE, M. 

The Holographic Grating of the Lyman beta Experi- 

ment of the D2a Polar Satellite. 

N74-22170/6GI 74-17 20F PC$3.25/MF$2.25 
OLIVIER, C. 


Iterative Study of Renal Functions by the Continuous 
Perfusion of Radioactive Tracers Before and after the 
Initiation of Treatment for Sugar Diabetes and Hyper- 
tension. 

CONF-740708-28 


OLIVIER, L 


Golgi Apparatus and Origin of the Secretory Granules 

in Adenohypophyseal Cells in the Cells in the Rat. Au- 

toradiographic Studies with the Electron Microscope 

after Injection of Tritated Leucine. 

N74-11890/2GI 74-06 6C PC$3.25/MF$2.25 
OLKEN, H. 


Stores Stock Microcomputer System: The Mcs-8 8-Bit 
Processor Controller. 
UCID-16341 
OLKHOVATOVA, O. L. 
Formation of Antibiotic 1719 by a Culture of Actino- 
myces cinereoviridis sp. nov., 
PB-226 743-T/GI 74-06 60 PC$3.25/MF$2.25 
OLKHOVSKIHL, V. S. 
Time Operator in Quantum Mechanics. I. 


Relativistic Case. 
NP-19850 74-04 20] PC$3.50/MFS2.25 


Time Operator. Non-Relativistic Case. 

ITF-73-65-E 74-04 203 PC$3.00/MFS$2.25 
OLKIN, INGRAM 

Reprint: Multivariate Statistical Inference under Mar- 

ginal Structure. 

AD-785 324/SGI 
OLLENDORF, S. 

Structural Heat Pipe. 

PAT-APPL-397476 
OLMSTEAD, JOSEPH A. 


Development of Leadership Assessment Simulations. 
AD-772 990/8GI 74-06 53 PCS$4.75/MF$2.25 


74-01 20D PC$4.25/MF$2.25 


74-24 6E PC$4.00/MF$2.25 


74-02 9B PC$3.00/MFS$2.25 


Non- 


74-23 12A_ Reprint 


74-02 13A PC$3.25/MF$2.25 


OLSEN, P. T. 


OLMSTEAD, W. J. 


Reprint: Electrolytic H/D Separation Factors on 
Cathode and Diffusion Sides of Iron Membranes in 
H2S04. 
AD-773 999/8GI 
OLNESS, R. J. 
Thermodynamic Properties of Xenon in the Fluid 
Regime Between | and 10 Ev. 
UCID-16260 74-04 7D PC$3.50/MF$2.25 
OLPIN, OWEN 


Plowshare Technology Assessment Legal Studies. 

Volume III. Deficiencies of Price-Anderson Protection 

for Plowshare, and Other Legal Papers. 

PB-231 016/7GI 74-11 se P PC$4.25/MF$2.25 
OLREE, H. D. 


An Evaluation of the Effects of Bed Rest, Sleep 
Deprivation and Discontinuance of Liege J on the 
Physical a of Highly Trained Young 

N73-32008/7G 7402 6S Peas? 7S/MPS2. 25 


An mre of the Exer-Genie Exerciser and the 
a Pedal Mode Ergometer for Developing Physical 


Fitne: 
N73- 3.32023/6GI 74-02 SH PC$3.25/MF$2.25 
Program to Study Optimal Protocol for Cardiovascular 


and Muscular Efficiency. 
74-26 6P PC$3.75/MF$2.25 


74-08 7D Not available NTIS 


N74-32530/9GI 
OLSEN, A 

Burn-out, Circumferential Film Flow Distribution, and 

Pressure Drop for an Eccentric Annulus with Heated 

RISO-M-1623 74-02 20M PC$4.00/MFS2.25 
OLSEN, A. A. 

Sec Vidicon Testing. 

N74-28929/9GI 
OLSEN, A. R. 


Irradiation Test of Candidate Htgr Recycle Fuels in 

the H-1 and H-2 Capsules. 

ORNL-TM-4397 74-23 18E PC$S.45/MF$2.25 
OLSEN, ANTHONY 


Optimizing the Measurement of Convective Rainfall in 
rida 


Florida. 
COM-74-11554/4GI 74-24 4B PC$S.25/MF$2.25 


Reprint: Bayesian Statistics Applied to Dynamic 
Modification Experiments on Florida Cumulus Clouds. 
COM-74-10351/6GI 74-08 4B Reprint 


OLSEN, ANTHONY R. 


Development and Comparison of Bayesian and Classi- 
cal Statistical Methods as ge to Randomized 
Weather Modification Experiment 

COM-74-10522/2GI 74-10 4B PC$4.25/MF$2.25 


On the Design and Evaluation of Cumulus Modifica- 
tion Experiments. Part I. Precipitation Correlations for 
Two Areas as Background for Cross-Over Experimen- 
tation in Florida. Part Il. On the Use of Predictors and 


Cov ariates. 
COM-74-11264/0GI 74-18 4B PC$4.25/MFS$2.25 


OLSEN, C. W. 
Strain Seismometer Data from the Almendro Event at 


Nts. 
UCID-16390 


OLSEN, D. A. 


ERTS-i Virgin Islands Experiment 589: Determine 
Boundaries of ERTS and Aircraft Data within which 
Useful Water Quality Information can be Obtained 

E74-10197 7406 8) PCS8. 50/MF$2 .25 


OLSEN, DAVID A. 


Reprint: A Vertical Longline for Red Snapper Fishing. 
COM-74-50189-01 -02/GI 
74-09 SC 


74-22 9A PC$4.25/MF$2.25 


7408 18C PC$4.00/MF$2.25 


(Order as COM-74-50189-01) 
OLSEN, J. H. 
The Construction and Operation of a Water Tunnel! in 
Application to Flow Visualization Studies of an Oscil- 


lating Airfoil. 
N74-15946/8GI 74-10 20D PC$4.75/MF$2.25 


OLSEN, J. N. 
Picosecond X-Ray Pulses. 
SLA-74-5382 74-22 201 
OLSEN, LIEF O. 


a to Liquid Flow Metering and Calibration 
Liquid Flowmeters. 
Com 74-$0333/5G1 
74-16 14B 


OLSEN, NORMAN W. 
Reprint: Malignant Melanoma in a Biack Gerbil 
(Meriones unguiculatus). 
AD-784 470/7GI 6C Reprint 
OLSEN, P. T. 
Reprint: Determination of the Gyromagnetic Ratio of 
the Proton at the National Bureau of Standards. 
COM-74-S0194/1GI 74-10 14B Not available NTIS 


PC$4.00/MF$2.25 


PC-GPO/MF$2.25-NTIS 


74-22 


PA-823 





OLSEN, R 
Remotely Piloted Vehicles: Necessity, Wishful Think- 


or Plaything. 
N74-22636/6G1 74-18 1C PC$3.75/MF$2.25 


OLSEN, R. A. 
Major Interchange Design, Senen, and Traffic 
Control. Volume I. Text of Repo: 
PB-232 135/4GI 74-15 ath) PC$5.75/MF$2.25 
Major Interchange Design, Operation, and Traffic 
Control. Volume II. Appendixes A-G. 
PB-232 137/0GI 74-15 13B PC$8.50/MF$2.25 
Major ‘my Design, Operation, and Traffic 
Control. Volume III. Appendixes H-M. 
PB-232 136/2GI 74-15 13B PC$8.50/MF$2.25 
OLSEN, R. J. 
Regional Environmental Systems Reus Program. 
Progress Report, June 1973--June 197 
ORNL-NSF-EP-74 74-25 13B Pcsi0, 00/M F$2.25 


OLSEN, S. L. 


Small Angle Proton Scattering from 8 to 400 Gev. 
COO-3065-77 74-22 20H PC$4.00/MF$2.25 


OLSEN, T. M. 
Hypervelocity Particle Breakup: Analysis and Experi- 


meant. Feasibility Report. 
MND-3062-26 74-16 18N PC$5.00/MF$2.25 


OLSEN, W. 
Jet Noise from CO-Axial Nozzles over a Wide Range 
of Geometric and Flow Parameters. 

21E PC$3.75/MF$2.25 


N74-17405/3GI 
OLSHANETSKII, V. E. 


On Anomalous Changes in the Grain Boundary Energy 
of Nickel Micro-Alloyed to Lathanum or Cerium-- 
Translation. 

AD-787 348/2GI 74-26 


OLSHEVSKIHL, V. V. 
Statistical Methods in Sonar, 
IPRS-60586 74-03 17A_ PC$7.00/MF$2.25 


Topics of Reports of the All Union Seminar on 
Statistical Hydroacoustics (3rd), 
JPRS-62571 74-22 20A_ PC$9.25/MF$2.25 


Works of the All-Union School-Seminar on ceetent 
Hydroacoustics (2nd) Held in Novosibirsk in 1 
IPRS-62622 74-22 20A_ PCS$9. 2S/MES2. 25 


Works of the All-Union Seminar on Statistical 
Hydroacoustics (4th), 
JPRS-62481 


OLSON, A. P 
User’'S Manual for the Reactor Burnup System, 


Rebus-2. 
FRA-TM-62 74-21 18E PC$14.75/MF$2.25 
OLSON, ALAN E. 


A Cost-Benefit Analysis of Competitive Versus Sole 
Source Procurement of Aircraft Replenishment Spare 


Parts. 
AD-777 247/8GI 1SE PC$S5.25/MF$2.25 


OLSON, ANDREW M. 


An Investigation of Some Extensions of a Method for 


Generating Power Series. 
AD-771 741/6GI 74-05 12A PC$3.25/MF$2.25 


OLSON, C. D. 


Preparation of Reference Materials for Stationary 
Source Emission Analysis: Beryllium. 
COM-74-10985/1GI 74-14 7B PC$3.25/MF$2.25 


OLSON, C. F. JR.. 


Remote Sensing of Changes in 
Physiology of Trees under Stress. 
N74-22962/6GI 74-18 2F 


OLSON, C. L. 


Collective lon Linear 
BEAMS. 
SLA-74-5035 74-20 20G PC$4.00/MF$2.25 


Theoretical Models of Collective lon Acceleration. 
SLA-74-5100 74-15 20G PC$3.50/MF$2.25 


Two New Collective Acceleration Schemes. 
SLA-74-5024 74-20 20G PC$4.00/MF$2.25 


OLSON, CARL E. r 
Financing Private Water Resource Development: Anal- 


ysis of a State Loan Pr 
13B PC$3.25/MF$2.25 


74-11 


11F PC$3.25/MF$2.25 


74-22 20A_ PC$9.25/MF$2.25 


74-12 


Morphology and 
PC$3.75/MF$2.25 


Acceleration in Electron 


‘ogram, 

PB-226 112/1GI 74-04 
OLSON, D. J. 

Experiment Data Report for Single- and Two-Phase 

Steady State Tests of the 1-1/2-Loop MOD-1 Semis- 


cale System Pump. 
ANCR-1150 74-21 181 PCS$S.45/MF$2.25 


Experiment Data Report for 1-1/2- nore * pean 
System Isothermal Tests 1001, 1002, and 1 
ANCR-1148 74-21 «181 Pcs AS/MFS2. 25 


OLSON, D. L. 


Liquid Lithium Corrosion Research. Progress Report, 
April 1, 1973--December 31, 1974. 


PA-824 


COO-2313-1 
OLSON, DAVID S. 
Reprint: Liquid and Vapor Densities of Aluminum 
Bromide. 
AD-779 115/SGI 
OLSON, G. A. 
San for Boost-Glide Transport Technology 


ning. 
N74-18681/8GI 74-13 1A  PC$8.50/MF$2.25 
A Methodology for Hypersonic Transport Technology 


Planning. 
N73-31953/SGI 74-02 1C PC$8.75/MF$2.25 
OLSON, GARY M. 


RTLAB: A Reaction-Time Sey for the Data 
General NOVA Minicompute 
AD-780 216/8GI 74.16 SJ. PC$S.25/MF$2.25 


Speed of Comprehending Submarine Fire Control Dis- 
plays: Il. Further Evidence of Right-Left Differences. 
AD-775 872/SGI 74-10 $3 PC$3.75/MF$2.25 


Speed of Comprehending Submarine Fire Control Dis- 
plays: Processing Information About ‘Right’ and 
‘Left’: A Note on Left-Handers. 

AD-775 685/1GI 74-10 SH PC$3.25/MF$2.25 


OLSON, GERALD W. 
Alternative Methods for Mipeneins Public Services: 


The Cases of Education and Welfare 
PB-234 744/1GI 74-22 SA PC$3.75/MFS2.25 


Alternative Methods for as Public Services: 
The Cases of Education and Welfare 
PB-234 745/8GI 74-22 SA PC$7.00/MF$2.25 


Analysis of Employment Trends and Key Industries in 
Kansas City, Missouri, and Kansas City, Kansas. 
PB-235 109/6GI 74-22, SC PC$7.25/MF$2.25 


Analysis of Employment Trends a... Key Industries in 
Kansas City, Missouri, and Kansas City, Kansas. 
Summary. 

PB-235 110/4GI 74-22 SC PC$3.25/MF$2.25 


Analysis of Employment Trends and Key Industries in 

Kansas City, Missouri, and Kansas City, Kansas. Sup- 

plementary Report 

PB-235 111/2GI 74-22 SC PC$4.75/MF$2.25 

The Impact of Reassessment in Jackson County, Mis- 

souri. 

PB-235 112/0GI 
OLSON, H.C. 

Cable Development Status Computer Program. 

SLA-73-561 74-02 9A PC$3.25/MF$2.25 


Lightning Arrestor Connector. Group 2. Design, Fabri- 
cation, and Assembly. 
SC-DR-720300 74-10 9A PC$S.50/MF$2.25 


Lightning Arrestor Connector. Group 2 Evaluation and 
Testing Development Report. 
SC-DR-720307 74-10 9A PC$11.25/MF$2.25 


Preliminary Characteristics and Development Report 
for the MC2789 Interconnecting Box, Lightning Ar- 
restor. 

SLA-73-532 74-08 9A PC$4.50/MF$2.25 


Preliminary Development and Evaluation of the 
Lightning Arrestor Connector. 

SC-DR-720267 74-10 9A PC$S.00/MF$2.25 
OLSON, H. G. 


Radon Progeny Control in Buildings. Final Report. 
COO-2273-1 74-02 18F PC$16.00/MFS$2.25 


OLSON, HAROLD MUSCHOTT 


A Technological Forecast for Gallium Arsenide Lasers. 
AD-783 669/SGI 74-21 20E PC$6.25/MF$2.25 


OLSON, J. S. 
Model for Suspension and Atmospheric Transport of 


Dust. 
CONF-731209-1 
OLSON, JOHN C. 


Method of Producing Permanent Magnets of Rare 
Earth Metals Containing Co, or Mixtures of Co, Fe 


and Man. 
PATENT-3 424 578 
OLSON, L. E. 


Numerical Solution of the Time-Dependent Compressi- 
ble Navier-Stokes Equations in Inlet Regions. 
N74-21934/6GI 74-17 20D PC$3.75/MF$2.25 


OLSON, L. W. 
Nuclear EMP: Cable Shielding Effectiveness Testing. 
PEM-14 74-12 9A  PC$3.25/MF$2.25 
OLSON, MICHAEL P. 


Development of Mathematical Theory and Procedures 
to Accomplish Neurological Throughput Speed Deter- 
mination. 
AD-784 119/0GI 
OLSON, N. J. 


Interim Results of End-of-Life Examination of Mark- 
la Fuel Irradiated in Ebr-I] Subassembly X068a. 
ANL/EBR-69 74-02 18] PC$3.75/MFS$2.25 


74-24 11F PC$4.25/MF$2.25 


74-15 7B Reprint 


74-22. SA  PC$3.75/MF$2.25 


74-11 4A PC$4.00/MF$2.25 


74-08 9A Not available NTIS 


74-22 6P PC$4.25/MF$2.25 


OLSON, N. THOMAS 


UV Gas Laser Investigations. 
AD-782 219/0GI 74-19 20E PC$3.75/MF$2.25 


OLSON, PAUL L. 


Development and Use of Driving Tests to Evaluate 
Headlamp Beams 
PB-236 109/SGI 


OLSON, R. C. 


Criteria for Seal Coating Bituminous Surfaces. 
PB-233 757/4GI 74-18 13C PC$4.25/MF$2.25 


Microwave Radiometry Applications Study. Volume I. 
AD-915 570/6GI 74-12 4B PC$5.25/MF$2.25 


Microwave Radiometry Applications Study. Volume II. 

Appendices. 

AD-915 $71/4GI 
OLSON, R. E. 


Atomic and Molecular Charge Transfer Processes. 
AD-771 136/9GI 74-04 7D PC$3.75/MF$2.25 


Reprint: Low-Energy Inelastic Scattering of He(2 
triplet S) on He(1 singlet S). 
AD-786 995/1GI 74-25 7D Reprint 


Reprint: Measurement and Control System for Deep 
Sea Vane-Shear Device. 
AD-779 132/0GI 


OLSON, R. J. 
Computer Program Used to Estimate Primary Produc- 
tivity from Ph and Carbon Dioxide Data Employing 


the Upstream--Downstream Method. 
BNWL-1828 74-24 6F PC$4.25/MF$2.25 


Solubility Changes of exp 238 Pu Oxide in Water 
Suspension and Effect on Biological Behavior after In- 
halation by Beagle Dogs 
BNWL-SA-4566 
OLSON, R. W. 
Net Technical Assessment - Methodologies for Pro- 
gram Planning within the Department of Defense. 
AD-777 091/0GI 74-12. SA PC$7.S0/MF$2.25 
OLSON, RICHARD C. 


Tunneling Machine Research Interaction Between 
Disk-Cutter Grooves in Rocks. 
PB-233 413/4GI 74-18 13C PC$3.75/MF$2.25 


Tunneling Machine Research. Size Distribution of 
Rock Fragments Produced by Rolling Disk Cutters. 
PB-233 414/2GI 74-20 13C PC$3.75/MF$2.25 


OLSON, ROBERT M. 


Reprint: A Nondestructive Ultrasonic Technique to 
Measure Diameter and Blood Flow in Arteries. 
AD-780 307/SGI 74-16 6B Reprint 


OLSON, ROGER H. 


Reprint: New Evidence for Effects of Variable Solar 
Corpuscular Emission on the Weather. 
COM-74-10065/2GI 74-04 4B Reprint 


OLSON, ROGER W. 


Local Government Personnel Management Manual. 
PB-226 686/4GI 74-05 SI PC$S.25/MF32.25 


OLSON, RONALD E. 

Inelastic Collisions of Excited Atoms. 

AD-769 296/5GI 74-01 7D PC$3.75/MFS$2.25 
OLSON, RUSSELL C. 


Rubella. An Abstract Review of Selected Materials 
from the World-Wide Educational, Medical, Social, 
and Rehabilitation Literature, 

PB-235 172/4GI 74-22 6E PC$10.25/MFS$2.25 


OLSON, S. R. 


Modular Multi-Wire Readout System for Proportional 

Wire Chambers. 

LBL-2445 
OLSON, T. 


Adsorption Energies and Swelling Pressures of Mont- 

morillonite. 

PB-230 773/4GI 
OLSON, THEODORE A. 


The Distribution, Composition and Biomass of the 
Crustacean Zooplankton Population in Western Lake 


Superior, 
PB-225 137/9GI 7402 6F PCS6.25/MFS2.25 


OLSSON, THEODORE A. JR. 


Economic Optimization of the Avco Crystallization 
Process. 
PB-226 918/1GI 


OLSTAD, R. A. 


Htgr Fuel Kernel Migration Data for the TH--U--C--O 
System as of April 1, 1974. 
ORNL-TM-4493 74-22 18E PCS$S5.45/MFS$2.25 


Irradiation Test of Candidate Htgr Recycle Fuels in 
the H-1 and H-2 Capsules. 
ORNL-TM-4397 74-23 


74-25 13F PC$7.00/MF$2.25 


74-12 4B PC$5.75/MF$2.25 


74-15 83 Reprint 


“74-17 6R PC$4.00/MF$2.25 


74-13 18D PCS3.00/MFS2.25 


74-11 8G PCS$4.75/MFS$2.25 


74-07 7A PCS$S.7S/MFS$2.25 


18E PCS$S.45/MF$2.25 





OLSTER, E. F. 
Development and Application of Nondestructive 
Methods for Predicting Mechanical Properties of Ad- 
vanced Reinforced Nonmetallic Composites. 
AD-771 774/7GI 7405 11D PC$4.75/MF$2.25 
OLUNLOYO, V. O. S. 
Reprint: Shear Flow Past a Flat Plate. 
AD-776 437/6GI 74-11 
OLVER, F. W. J. 
Reprint: Error Bounds for Stationary Phase Approxi- 


20D Reprint 


mations. 
AD-785 785/7GI 74-24 


OLVER, FRANK W. J. 


Error Bounds for Stationary Phase Approximations. 
COM-74-50379/8GI_ 74-13 12A Not available NTIS 


Fundamental Research in Applied Mathematics. 
AD-772 076/6G1 74-05 20D PC$3.25/MF$2.25 


OLYANYUK, P. 


Optimum Signal Reception and the Potential Accuracy 
of Space Measuring Complexes 
N74-27616/3GI 74-20 


OMAN, CHARLES M. 
Identifying and Determining Skill Degradations of 


Private and Commercial Pilots. 
AD-771 101/3GI 74-04 SI 


OMAROV, T. B. 
Scattering and Absorption of Light in the Atmosphere- 


-Translation. 
AD-781 013/8GI 


OMATA, T. 


Images: Interactive Montage and Animation Generat- 
ing System. 
N74-14925/3GI 


OMBERG, R. P. 


Model for Calculating the Incremental Fuel Cost of 
Reactor Operating Strategies. 
HEDL-SA-666 74-10 


OMEL’YANENKO, M. N. 


Investigation of the Synthesis Reaction D mu + D Im- 
plies exp 3 He + N + mu in Gaseous Deuterium. 
JINR-P1-7342 74-06 20H PC$3.00/MF$2.25 


OMELER, H. W. 


Information Conference, Data Processing in Research. 
N73-33680/2GI 74-02 201 PC$7.25/MF$2.25 


OMENETTO, N 


Reprint: Non-Linear Optical Behavior in Atomic 
Fluorescence Flame Spectrometry. 
AD-770 673/2GI 74-03 7D Reprint 


Reprint: On the Shape of Atomic Fluorescence 
Analytical Curves with a Laser Excitation Source. 
AD-772 289/5GI 74-05 7D Reprint 


Reprint: Pulsed Source Atomic Fluorescence Spec- 
trometry. 
AD-772 866/0GI 74-06 7D Reprint 


Reprint: Simultaneous Multi-Element Atomic Emission 
Flame Spectrometry with an Image Vidicon Detector. 
AD-781 555/8GI 74-18 7D Reprint 


OMETSINSKAYA, E. B. 
Propagation of Short Waves in a Cylindrical Shell-- 


Translation. 
AD-781 158/1GI 74-17 20K PC$3.25/MF$2.25 


The Propagation of Slight Disturbances in an Elastic 
Cylindrical Shell, Which Contains Liquid--Translation. 
AD-782 539/1GI 74-19 20K PC$3.25/MF$2.25 


OMINO, J. H. O. 


The Applicability of ERTS-1 Data Covering the Major 
Landforms of Kenya. 
E74-10134 


OMMAYA, AYUB K. 
Head Injury Mechanisms. 
PB-226 828/2GI 74-06 6E PC$7.50/MFS$2.25 


Inflatable Cervical Collar for Prevention of Head and 
Neck Injury 
PATENT. : 765 412 


OMNES, R. 


The Amount of Matter in a Matter-Antimatter Model 
of the Universe. 
N74-32180/3GI 


OMODT, F. H. 


Precipitation as a Nutrient and Hydrogen lon Source 

for Forested Watersheds in the Missoula Vicinity 

PB-227 249/0GI 74-07 13B PCS$3. 75/MFS2. 25 
OMORI, S. 

Calculation of Eddy Viscosity in a Compressible Tur- 

bulent Boundary Layer with Mass Injection and 


Chemical Reaction, Volume 1. 
N74-17017/6GI 74-11 


12A_ Reprint 


17B  PC$7.00/MF$2.25 


PC$4.75/MF$2.25 


74-17 20F PC$7.25/MF$2.25 


74-09 9B PC$3.25/MF$2.25 


18] PC$3.50/MF$2.25 


74-05 8F PC$3.25/MF$2.25 


74-07 6Q Not available NTIS 


74-25 20H PC$3.75/MFS2.25 


21B_ = PC$S.25/MF$2.25 


Calculation of Eddy Viscosity in a Compressible Tur- 
bulent Boundary Layer with Mass Injection and 


Chemical Reaction, Volume 2. 
N74-17018/4GI 74-11 21B PC$7.50/MF$2.25 


OMOTH, M. J. 
Strategic Control Algorithm Development. Volume I. 


Summary. 
PB-236 719/1GI 74-26 17G PC$4.25/MF$2.25 


Strategic Control Algorithm Development. Volume III. 
Strategic Algorithm Report. 
PB-236 722/5GI 74-26 17G PC$4.75/MF$2.25 


Strategic Control Algorithm 8 te ini Volume 


IVA. Computer Program Repo: 
PB-236 723/3GI 74-26 "i7G PC$8.50/MF$2.25 
Volume 


Strategic Control Algorithm ype as 

IVB. Computer Program Report (Conclude 

PB-236 724/1GI 74-26 17G PCs. SO/MFS2: 25 

Strategic Control Algorithm Development. Volume 

11A. Technical Report. 

PB-236 720/9GI 74-26 17G PC$7.50/MF$2.25 

Strategic Control Algorithm Development. Volume 

11B. Technical Report (Concluded). 

PB-236 721/7GI 74-26 17G PC$7.00/MF$2.25 
ON, LILLIAN 


Optical Communication Systems. Report of a Grantee- 
User Meeting at University of California, Berkeley, 


May 14-15, 1973. 
PB-225 003/3GI 7401 17B PC$6.25/MF$2.25 
ONACEWICZ, WLODZIMIERZ 


Developing a Methodology to Describe the Relation- 

ship of Mobility to Combat Effectiveness, 

AD-778 217/0GI 74-13 1SG PC$S.25/MF$2.25 
ONAK, THOMAS 


Proton Nmr Study of the Small Carboranes, 1,5- 

C2B3HS, CBSH7, 1,2-C2B4H6, 1,6-C2B4H6 and 2,4- 

C2BS5H7. 

AD-770 337/4GI 74-02 7D PC$3.75/MF$2.25 

Silylcarboranes from Bis-trimethylsilylpentaborane. 

AD-787 612/1GI 74-26 7C PC$3.25/MFS$2.25 
ONANOV, G. G. 

Structural Mechanics of Skewed Thin Wall Systems-- 

Translation. 

AD-785 116/SGI 
ONDERDELINDEN, D. 

Esr Study of Irradiated Plastics. 

EUR-4920 74-07 7E PC$3.25/MFS$2.25 
ONDRACEK, G. 

Newsletter ‘73 in Stereology. 

KFK-EXT-6-73-2 74-12. 20B PC$11.25/MF$2.25 
ONDREIJCIN, R. S. 

Chemical Compositions of Supernates Stored in Srp 

High Level Waste Tanks. 

DP-1347 74-25 18G PC$4.00/MFS$2.25 

Role of Hydrogen in Hot-Salt Stress Corrosion 

Cracking of Titanium--Aluminum Alloys 

DP(NASA)-1253 74-24 IF PCS4. 25/MF$2.25 
ONDRIA, JOHN G. 

Investigation of the Physical Origins of Noise in 

Avalanche and Gunn Oscillators and Noise Reduction 

Techniques. 

AD-780 935/3GI 
ONEILL, M. J. 


The Development of a Solar Powered Residential 
Heating and Cooling System. 
N74-31532/6GI 74-25 


ONEILL, P. G. G. 
A Wind Tunnel Investigation into the Design of a 
Filling and Launching Shelter for Meteorological Bal- 
loo: 


74-06 4B PC$3.75/MFS2.25 


74-23 20K PC$19.25/MF$2.25 


74-17 9E PC$4.25/MF$2.25 


13A PCS$4.75/MFS$2.25 


ns. 
N74-12018/9GI 

ONEY, W.R. 
High-Speed Motor-Driven Helium Compressor. 


AD-773 665/SGI 
ONG, JOHN N. JR. 


A Social Report for Milwaukee: Trends and Indicators. 
PB-228 097/2GI 74-08 13B PCS$5.75/MFS$2.25 


ONG, R. S. B. 


Conversion of an lon-Acoustic Wave by Collisions to a 
Neutral Sound Wave in a Nonhomogeneous Plasma. 
AD-782 099/6GI 74-19 4A PCS4.75/MFS2.25 


Reprint: On The Theory of Nocturnal Elf Emissions. 

AD-780 384/4GI 74-16 4A Reprint 
ONGERTH, RICHARD H. 

Aluminum as a Component of Solid Waste and a 


Recoverable Resource. 
PB-235 770/SGI 74-24 11F PCS$3.75/MFS$2.25 


ONGLEY, LOIS K. 


Sea Floor Geothermal Measurements from Vema 
Cruise 26. 
AD-776 243/8GI 


74-07 13A  PCS7.25/MFS$2.25 


74-10 83 PCS7.25/MFS2.25 


ONUOHA, DANIEL 


ONISHCHENKO, E. L. 


Soviet Papers on the Design of Underwater Manipula- 

tors, 

JIPRS-60907 
ONISHCHENKO, L. M. 


Possible Ways of Increasing the Beam Duration in a 
Synchrocyclotron. 
JINR-P9-7836 


ONISHCHENKO, O. G. 


Optical-Mechanical Analogy. 
N74-26163/7G1 74-19 20N PC$3.25/MF$2.25 


ONISHCHENKO, V. F. 

Aerospace Human Factors Engineering, 

IPRS-60419 74-02 SE PC$8.75/MF$2.25 
ONISHCHUK, V. A. 

About Possible Influence of Quantum-Mechanical 

Beats on the Chemical Reaction Rate. 

JINR-P12-7927 74-24 7D PC$4.00/MF$2.25 
ONISHI, H. 


Economic Evaluation of the Effect of Selected Crop 
Practices on Nonagricultural Uses of Water. 
PB-232 161/0GI 74-14 13B PC$4.25/MFS$2.25 


ONISHI, T. 


Irradiation Effect in Superconducting Magnets. 
N74-26164/SGI 74-19 9A PC$4.25/MF$2.25 


ONISHI, YASUO 
Effects of Meandering on Sediment Discharges and 


Friction Factors of Alluvial Streams. 
PB-230 946/6GI 74-11 8H PC$7.00/MFS$2.25 


ONLEY, DAVID S. 
Investigations in the Theory of Electron Reactions 


with Nuclei. 
AD-786 774/0GI 


ONO, K. 
An Observation on Spanwise Distribution of Vertical 


Atmospheric Turbulence. 
N74-22674/7GI 74-18 1A 


Reactor Steels Studies. 
April--June 1973. 
UCLA-34-P-177-18 74-13 MIF 


Reactor Steels Studies. 
January--March 1973. 
UCLA-34-P-177-17 74-22, 11F 


Reactor Steels Studies. 
July--September 1972. 
UCLA-34-P-177-15 74-22 11F PCS$4.50/MFS2.25 


Reactor Steels Studies. Quarterly Progress Report, 

July--September 1973. 

UCLA-34-P-177-19 74-13 11F PCS4.00/MFS2.25 

Reactor Steels Studies. Quarterly Progress Report, Oc- 

tober--December 1973. 

UCLA-34-P-177-21 74-23 11F PCS$4.00/MFS2.25 

Reactor Steels Studies. Quarterly Progress Report. 

September--December 1972. 

UCLA-34-P-177-16 74-22 
ONO, KANJI 

Acoustic Emission and Microscopic Deformation and 

Fracture Processes. 

AD-787 086/8GI 74-26 11F PCS4.25/MFS2.25 


Acoustic Emission During Electro and Electroless Plat- 


ing. 
AD-787 087/6GI 
ONOMA, K. 
Production of Mercury-197 and -203. 3. Labeling of a 
Large Quantity of Metallic Mercury by Heterogeneous 
Isotope-Exchange Reaction. 
JAERI-M-5320 74-13 7E PCS4.00/MFS2.25 
ONOLE, ¥ 
Use of Plastein Reaction in Recovering Protein from 
Fish Waste, 
COM-74-10890/3GI 
ONSAGER, L. 
Reprint: Hopping of Ions in Ice. 
AD-778 153/7G1 
ONSTOTT, E. I. 


Hydrous Oxide Compositions of Rare Earth (lii) Ca- 
tions and Mixed Valence Chromium (Iii), (V), (Vi). 
LA-UR-74-954 74-24 7E PCS4.00/MFS2.25 


ONUMA, Y. 
Gpictur-I: Graphical Figures Input and Output Program 
by Graphic Display. 
JAERI-M-5305 
ONUOHA, DANIEL 


An Extension of the Combinatorial 
Technique for Modeling Vegetation and 
tures. 

AD-782 883/3GI 


74-06 133 PC$3.25/MF$2.25 


74-20 20G PC$4.50/MFS$2.25 


74-25 20H PC$3.25/MFS$2.25 


PC$3.25/MFS$2.25 
Quarterly Progress Report, 


PC$4.00/M FS$2.25 
Quarterly Progress Report, 


PC$5.00/MFS$2.25 
Quarterly Progress Report, 


11F PCS4.00/MFS2.25 


74-26 11C PCS$3.25/MFS2.25 


74-13 6H Reprint 


74-13 20L Reprint 


74-12 9B PCS$4.00/MFS2.25 


Geometry 
Terrain Fea- 


74-20 8B PCS4.25/MFS2.25 


PA-825 





ONYEONWU, RONALD O. 


ONYEONWU, RONALD O. 
A Numerical Study of the Effects S. Ae Manoeu- 
vers on the Focussing of Sonic Boo 
AD-775 095/3GI 74-09 1B ™3css .25/MF$2.25 
OOMURA, YUTAKA 
Neuronal Activities on the Regulation of Feeding 


(Study of the Membrane a of 
Chemoreceptive Neurons in the Hypothalam: 
AD-779 427/4GI 74-15 6P PCS. 7S/MFS2. 25 


Neuronal Activities on the Regulation of Feeding 


(Study of the Membrane Characteristics of 

Chemoreceptive Neurons in the Hypothalamus). 

AD-779 428/2GI 74-15 6P PC$3.75/MF$2.25 
OON, E. H. 

Decay of Trailing Vortices. 

N73-32932/8GI 74-02 1A PC$4.25/MF$2.25 


OORT, ABRAHAM H. 


Reprint: Five-Year Climatic Trend for the Northern 
Hemisphere. 
COM-73-50933/3GI 
OOSTERBAAN, W. A. 
Investigation of the Properties of aay aa Trans- 
ducers Used in Ultrasonic Visualization System 
N74-23059/0GI 74-18 14B PCSS. 2S/MFS2. 25 


OOSTERVELD, N. B. 


Holographic Determination of the Circular Spectrum in 
a Cavitation Tunnel Holografische — van Het 
Bellenspectrum in een Cavitatie-Tunne' 

N74-13207/7GI 74-07 20D Pcs. 25/MF$2.25 


OPALKA, KLAUS O. 


Wind-Tunnel Test of a Spinning, Low-Drag Projectile 
—- Bore Riders at Mach Numbers from 1.75 
to 2.5. 


AD-774 804/9GI 74-09 19A PC$4.75/MF$2.25 
OPDERBECK, HOLGER 
Measurement and Modeling of Program Behavior and 


Its Applications, 
AD-779 884/6GI 74-16 9B PC$8.75/MF$2.25 


74-02 4B Reprint 


OPDYKE, N. D. 


Reprint: Rock Magnetism and Paleomagnetism of 
Some Intrusions from Virginia. 
AD-774 702/SGI 74-08 8G Reprint 


Reprint: The Extension of the Magnetic Time Scale in 
Sediments of the Central Pacific Ocean. 
AD-784 635/SGI 


OPDYKE, NEIL D. 


Reprint: Magnetic Properties of Deep-Sea Drilling Pro- 

ject Basalts from the North Pacific Ocean. 

AD-773 221/7GI 74-06 8N_ Reprint 

Reprint: Remagnetization Hypothesis Discounted: A 

Paleomagnetic Study of the Trenton Limestone, New 

York State. 

AD-770 785/4GI 
OPFER, WALDO V. JR. 


RPV Shipboard Launch and Recovery Operations 
Study. 


74-22 8G Reprint 


74-03 8N_ Reprint 


AD-781 712/SGI 74-18 1B PC$8.50/MF$2.25 
OPITTEK, E. W. 

Master Monitor Display Study. 

AD-773 973/3GI 74-08 1D PC$S5.75/MF$2.25 


OPLINGER, DONALD W. 


prc Effect Studies in Fiber-Reinforced Laminates. 
D-772 956/9GI 74-06 11D PC$3.25/MF$2.25 


Pose seg . 


Economic Evaluation of Total Energ 
PB-228 893/4GI 74-10 10B "Bcsi2 oe eg 25 


Economic Evaluation of Total Energy: Guide 
PB-228 683/9GI 74-10 10B PCS$4. DSIMFS2. 25 
OPPENHAEUSER, G 


The Telecommunication System and Specific Trans- 
mission Parameters of the Symphonie Satellite das 
Fernmeldetechnische System der a 
und Spezielle Uebertragungsparame 

N73- 33113/9GI 74-02 7B PCS3 .25/MF$2.25 


OPPENHEIM, A. K. e 
Experimental Study of the Dynamics of a Spherical 


Flame. 
N73-32825/4GI 74-02 21B PC$3.25/MF$2.25 
Reprint: Photographic Laboratory Studies of Explo- 


sions. 

AD-776 457/4GI 74-11 19D Reprint 

Reprint: Pressure Waves Generated by Steady Flames. 

AD-775 178/7GI 74-09 21B Reprint 
OPPENHEIM, ALAN V. 

Digital Signal Processing. 

AD-775 $59/8GI 74-09 9D PC$3.25/MF$2.25 
OPPENHEIM, ANTONI K. 

Factors Controlling Pollutant Emissions from Gas Tur- 

bine Engines, 


AD-775 094/6GI 74-09 21E PCS$3.25/MF$2.25 


OPPENHEIM, BOHDAN W. 


A Lifting-Surface Program for Trapezoidal Control 
Surfaces with Flaps. 
AD-785 247/8GI 74-23, 133. ~PC$4.25/MF$2.25 


OPPENHEIM, I. J. 
Web Buckling Strength of Beam-to-Column Connec- 


tions, 
PB-234 621/1GI 74-22. 13M =PC$3.75/MF$2.25 
OPPENHEIM, ROSA 


On Balanced Matrices, 
AD-776 237/0GI 74-10 12B PC$3.25/MF$2.25 


OPPER, R. L. 


The Fabrication and Test of a Dual Spin Gas Bearing 
Reaction Wheel. 
N74-21069/1GI 74-15 131 PC$4.25/MF$2.25 


OPPERHAUSER, H. JR. 


Further Observations on the Effect of Grain Boundary 
Segregation in the Hydrogen Embrittlement of Nickel. 
AD-783 103/SGI 74-20 LIF PC$3.25/MF$2.25 


OPPOLD, J. A. 
Suitability of Glass-Encapsulated CAF2:Mn Thermolu- 
minescent Dosimiters for Environmental Radiation 


Surviellance, 
PB-225 $40/4GI 74-03 6R PC$3.25/MF$2.25 
OPRESKO, DENNIS 


Guide to the Lobsters and Lobster-Like Animals of 
Florida, the Gulf of Mexico and the Caribbean Region, 
COM-74-10007/4GI 74-04 6C PC$3.75/MF$2.25 


OPRESKO, LEE 


Guide to the Lobsters and Lobster-Like Animals of 
Florida, the Gulf of Mexico and the Caribbean Region, 
COM-74-10007/4GI 74-04 6C PC$3.75/MF$2.25 


The Potentially Commercial Species of Octopus and 
Squid of Florida, the Gulf of Mexico and the Carib- 


bean Sea, 
COM-74-10319/3GI 74-07 6C PC$3.7S/MF$2.25 
OPT, PRESTON C. 


Static Propensity of Various Air Force Garments. 
AD-784 789/0GI 74-23 11E PC$3.75/MF$2.25 


OPTIZ, BRUCE K. 


Multispectral Analysis Software. 
AD-776 298/2GI 74-11 9B PC$19.25/MF$2.25 


ORABI, G. I. 


Preliminary Studies of Grain Growth in Caf sub 2 . 
AREAEE-183 74-24 7D PC$4.00/MF$2.25 


Preparation of Calcium Fluoride, Magnesia, Alumina, 
and Spinel Refractories. 


AREAEE-164 74-08 11B PC$3.00/MF$2.25 
ORAEVSKII, A. 

Lasers and Chemistry--Translation. 

AD-786 910/0GI 74-25 7E PC$3.25/MF$2.25 


ORAEVSKII, A. N. 
Effect of Kinetic Chain Reaction Interruption on the 
Propagation of a Photochemical Wave--Translation. 
AD-778 539/7GI 74-14 7E PC$3.25/MF$2.25 
ORAN, E. 
Electron Impact Cross-Sections and Rates for One- 
and Two- Electron Aluminum Ions. 
AD-778 024/0GI 74-13 7D PC$3.25/MF$2.25 
Oxygen Recombination in the Tropical Nightglow. 
AD-771 368/8GI 74-04 4A PC$3.25/MFS$2.25 
ORAN, E. S. 


A Numerical Model of the Mid-Latitude Ionosphere. 
AD-785 841/8GI 74-24 4A PC$4.75/MF$2.25 


ORAN, F. L. 
Uranium Enrichment Activity (Uea) Simulator. 
CTC-INF-1077 74-25 18B PC$4.50/MF$2.25 


ORAVA, R. NORMAN 


Response of Nickel-Base Superalloys to Thermo- 
Mechanical Processing by Shock-Wave Deformation. 
AD-781 726/SGI 74-18 LIF PC$S5.25/MF$2.25 


ORBACH, R. 


Correlation between Electron Spin Resonance and Su- 
perconductivity in Gd(x)B(1-x)Ru2 (B = Th,Ce,La). 
AD-774 073/1GI 74-08 20L PC$3.25/MF$2.25 


Electron Spin Resonance in Superconductors, 
AD-774 671/2GI 74-08 20L PC$3.25/MFS$2.25 


Reprint: Anisotropic Behavior of Dilute Au:Dy Alloys: 
Observation of the Gamma 8 (Quartet) Resonance. 
AD-770 922/3GI 74-03 20L Reprint 


Reprint: Electron Spin Resonance and Superconduc- 
tivity in Gd(x)La(1-x)AI2 Intermetallic Compounds. 
AD-771 556/8GI 74-04 20L Reprint 


Reprint: Electron Spin Resonance of Gd in the Inter- 
metallic Compounds YCu, YAg, and LaAg: Wave 
Vector Dependence of the Exchange Interaction. 

AD-771 539/4GI 74-04 7D Reprint 


Reprint: Electron-Spin Resonance of Rare Earths in 
Aluminum. 


AD-771 549/3GI 74-04 20L Reprint 


Reprint: Exchange Narrowing of Fine Structure in 
Dilute Magentic Alloys: Mg:GD. 
AD-771 552/7GI 74-04 20L Reprint 


Reprint: Magnetic Resonance of a Localized Magnetic 
Moment in the Superconducting State: LaRu2:Gd. 
AD-771 550/1GI 74-04 20L Reprint 


ORBESEN, S. 
Los Alamos Q3d Program. 
LA-UR-74-980 74-22 20G = PC$4.00/MF$2.25 


ORCHIN, MILTON 


Reduction of the Thiophene Nucleus. 
PATENT-3 002 002 74-11 7C Not vailable NTIS 


ORCUTT, SAMUEL E. 
Efficient Data Routing Schemes for ILLIAC IV-Type 


Computers. 
PB-232 623/9GI 74-16 9B PCS$3.75/MF$2.25 


A Novel Parallel Computer Architecture and Some Ap- 

plications. 

PB-234 513/0GI 
ORDIN, P. M. 

Review of Hydrogen Accidents and Incidents in 

NASA Operations. 

N74-28457/1GI 74-20 13L PC$3.75/MFS$2.25 
ORDMAN, EDWARD T. 

Convergence and Abstract Spaces in Functional Analy- 


sis. 
COM-74-SO0114/9GI_ 74-11 12A Not available NTIS 
ORDON, VLADIMIR A. 


Epileptic Seizure Warning System. 

PAT-APPL-412 496 74-17 6L PC$3.75/MF$2.25 
ORDOVSKII, D. L. 

Physiology of the Sonar System in Black Sea Dol- 


phins, 
SPRS.60298 74-01 6C PC$3.25/MF$2.25 


ORDWAY, D. E. 


A Correlation Study of In-Flight Vibration Measure- 
ments for Patrol-Type Aircraft. 
AD-777 668/S5GI 74-12 1C =PC$4.25/MF$2.25 


Development and Test of a Technique to Create 
Liquid Suspensions of Sub-Micron Metallic Particles. 
AD-786 233/7GI 74-24 7A PC$3.75/MF$2.25 


ORDWAY, FRED 


Fabrication and Testing of Sapphire-Reinforced Super- 
plastic Ni-Cr-Fe Alloy Composites. 
AD-774 065/7GI 74-08 11D PC$3.75/MFS$2.25 


ORDYAN, M. B. 


Hydromethoxy Carbonylation of 1-Hexene by Formic 
Acid and Methanol under Phosphoric Acid Catalytic 
Conditions (Gidrokarbemtoksilirovanie Geksene-1 Mu- 
ravanoi Kislotoi i Metannolom v Usloviyakh Fosfor- 
nokislotnogo Kataliza), 
TT-72-S1136 


ORDZHONIKIDZE, S. K. 


Burning of Condensed Aluminized Systems under 
Overload--Translation. 


74-22. 9B PC$3.75/MF$2.25 


74-26 7C PC$3.25/MF$2.25 


AD-783 574/7GI 74-21 21B PC$3.25/MFS$2.25 
ORE, FRED R. 

Broadband and Small Aperture Antennas. 

AD-892 246/0GI 74-13 9E PC$S.75/MFS$2.25 


Research on Broadband Antenna Systems. 
AD-781 181/3G! 74-18 9E PC$4.75/MF$2.25 


ORECCHIO, JOHN 

EHF Digital Radio Set AN/GRC-17}(XW-1). 

AD-781 109/4GI 74-17 17B PCS$7.00/MFS2.25 
OREILLY, B. E. 


The Dsis Report Search Code Study. 
N73-33125/8GI 74-02 3B. PCS$3.75/MF$2.25 
OREILLY, C. L. 


Low-Speed Aerodynamic Characteristics of Naca 0012 
Aerofoil Section. Including the Effects of Upper-Sur- 
face Roughness Simulating Hoar Frost. 


N74-17709/8GI 74-12 1A PCS$3.75/MFS2.25 
ORELL, M. K. 

Development of Autoclavable Addition Type Polyi- 

mides. 

N74-16248/8GI 74-10 11D PCS$S5.75/MFS2.25 


ORELLANA, HUGO E. 

Implementation of a Complex Design System 

PB-226 594/0GI 7405 13B PCss. 25/MFS2.25 
OREN, J. A. 

Thermal and Flow Analysis Subroutines for the Sinda- 

Version 9 Computer Routine. 

N74-12045/2GI 74-06 20D PCS$8.50/MFS2.25 
OREN, JOHN B. 

Comparative Operational Tests of Various Types of 40 

Foot Utility Boats including Specific Test Data on 40 

Foot Plastic Type. 

AD-787 149/4GI 74-26 133 PCS$4.25/MFS$2.25 











Comparative Operational Tests of 30 Foot Steel Utility 
Boat and 30 Foot Wooden Rescue Boat, 
AD-787 147/8G1 74-26 13) PC$3.75/MF$2.25 


Comparative Radar Response Characteristics of First 
Class Tall Ld, Can and Nun Buoys with Equivalent 
Can and Nun Buoys of XRA Structure, 

AD-787 162/7GI 74-26 17G PC$3.75/MF$2.25 


Comparative Radar Response Characteristics of 10 CM 
Radar on First, Second and Third Class Unlighted 
Buoys with XRA Reflectors. 

AD-787 128/8GI 74-26 17G PC$3.75/MF$2.25 


Comparative Radar Response of 3 CM Radar on First, 
Second and Third Class Unlighted Buoys with XRA 
Reflectors. 

AD-787 113/0GI 74-26 17G PC$3.25/MF$2.25 


Determination of Visual Ranges of First, Second and 
Third Class Unlighted Buoys with XRA Reflectors. 
AD-786 618/9GI 74-25 17G PC$3.25/MF$2.25 


Operational Test of 95 Foot Patrol Craft (Rough Water 


Test). 
AD-787 118/9GI 74-26 133° PC$3.75/MF$2.25 


Portable Radar Reflectors for Small Craft, 
AD-785 476/3GI 74-23, 171 ~=PC$3.2S/MF$2.25 


Test of Low Discharge Type Storage Batteries. 
AD-787 125/4GI 74-26 10C PC$S.75/MF$2.25 


OREND, RICHARD J. 


Career Potential Among ROTC Enrollees: A Com- 
parison of 1972 and 1973 Survey Results. 
AD-781 374/4GI 74-18 SI PC$S.25/MF$2.25 


The Structure of Enlistment Incentives. 
AD-777 055/SGI 74-11 SI PC$4.75/MF$2.25 


ORENS, JOSEPH H. 


Anomalous D. C. Plasma Resistivity Due to Ion- 
Acoustic Turbulence 
AD-785 236/1GI 74-23 201 PC$5.75/MF$2.25 


Parallel Propagation Effects on the Type I Electrojet 
Instability. 
AD-775 596/0GI 


ORESHKINA, A. A. 


The Effect of Strain on the Mechanical Properties of 
Magnesium Alloys Alloyed with Yttrium--Translation. 
AD-778 531/4GI 74-14 11F PC$3.25/MF$2.25 


ORESTANO, F. 


Assessment of the Reliability of the Cnen’S Methods 
for the Neutronic Design of Pwr'S. ‘aa Ill. Analysis 
of Several Westinghouse Experiment 

RT/F1-(73)23 74-10 18E *Pcss. $0/MF$2.25 


ORFANITSKIH, YU. A. 


Trials in the Establishment of Shelter Belts Against 
Snow in the Tundra (Iz Opyta Sozdaniya 
Snegozashchitnykh Lesnykh Polos v Tundre), 

TT-72-S1101 74-26 2F PC$3.25/MF$2.25 


ORFEI, R. 
Analog Noise Generators with Uniform Probability 
Density Generatori Analogici di Rumore a Densita’ di 


Probabilita’ Uniforme. 
N74-12932/1GI 7407 9D PC$4.25/MF$2.25 


A Spectrum Analyzer Using a Network with Periodi- 
cally Energized Switches UN Analizzatore di Spettro 
Realizzato Mediante Reti Contenenti Interruttori 
Azionati Periodicamente. 

N74-13598/9GI 74-07 22B PC$3.75/MF$2.25 


State Space Analysis of Networks Containing Periodi- 
cally Operated Switches. 
N74-13599/7GI 7407 9A PCS$4.25/MF$2.25 


ORGANESYAN, DZHULYETTA 


Spectograms of Alpha Lyr and Beta-Cen in the 2000- 
38000 A Region--Translation. 
AD-769 566/1GI 74-01 3B PC$3.25/MF$2.25 


ORGANIC, HAROLD N. 


A Research and Demonstration Project for Determin- 
ing Potentials and Procedures for Serving Selective 
Service Rejectees in Rhode Island. 

PB-235 655/8GI 74-23 SI PC$4.25/MF$2.25 


ORGILL, M. M. 


Geographical Analysis of Oil Spill Potential Associated 
with Alaskan Oil Production and Transportation 
Systems. 

AD-784 099/4GI 74-22 13B PC$8.50/MF$2.25 


Research and Development Technique for Estimating 
Airflow and Diffusion py een potas to the At- 
mospheric Water Resources Prog 

PB-226 942/1GI 74-05 iA. "PC$5.25/MF$2.25 


ORHAUG, T. 


Abstracts from a Study Visit to Switzerland Samman- 
fattning AV Studieresa Till Schweiz. 
N74-13161/6GI 74-07 SB PC$3.25/MF$2.25 


Scale of Blackness for a Line Printer for Picture 
Generation Svaertningsskala PA Radskrivare Foer 
Bildgenerering. 

N74-13155/8GI 74-07 14E PC$3.75/MF$2.25 


74-10 4A PC$3.75/MF$2.25 


ORIEL, ARTHUR E. 


Improving Performance in Technical and Apprentice 
Training. A Pilot Study of PBAT (Performance Based 


Apprentice Training). 
PB-231 241/1GI 74-12 SI PC$7.S0/MF$2.25 


ORITO, S 
A Search for Heavy Leptons with Electron Positron 


Colliding BEAMS. 
N74-16404/7GI 74-10 20H PC$3.25/MF$2.25 


Study of Photon--Photon Interactions by the E exp + 
E- Frascati Storage Ring. Internal Note 471. 
NP-19846 74-06 20H PC$3.50/MF$2.25 


Study of Photon-Photon Interactions by the Positron 

Electron Frascati Storage Ring. 

N74-16402/1GI 74-10 20H PC$3.25/MF$2.25 
ORLANDEA, N. 

Description of a Program for the Analysis and Optimal 

Design of Mechanical Systems, 

AD-773 186/2GI 74-06 20K PC$4.75/MF$2.25 
ORLANDI, G. 

Reprint: Basis-Independent Matrix Elements for Radia- 

tionless Transitions and Their Application to In- 

tersystem Crossing 

AD-769 167/8G1 74-01 7D Not available NTIS 


Reprint: Vibronic Intensity Borrowing. Deuterium Ef- 

fect and Emission--Absorption Asymmetry of the SI 

and SO Transition in Pyrene. 

AD-769 134/8GI 74-01 7D Not available NTIS 
ORLANDINI, F. 

Cyclic Voltammetric Determination of Uranium in 

Leaching Solutions. 

RT/CHI-(73)1 
ORLANDO, A. F. 


Turbulent Transport of Heat and Momentum in a 
Boundary Layer Subject to Deceleration, Suction and 
Variable Wall Temperature. 

N74-31759/SGI 74-25 20D PC$7.25/MF$2.25 


ORLANDO, J. 


Economic Evaluation of Total Energy. 
PB-228 893/4GI 74-10 10B PC$12.00/MF$2.25 


Economic Evaluation of Total Energy: Guidelines, 
PB-228 683/9GI 74-10 10B PC$4.25/MF$2.25 


ORLIK-RUCKEMANN, K. J. 


Reprint: Half- and Full-Model Experiments on Slender 
Cones at Angle of Attack. 
AD-772 892/6GI 74-06 20D Not available NTIS 


ORLIK-RUCKERMANN, K. J. 


Reprint: Example of Dynamic Interference Effects 
between Two Oscillating Vehicles. 
AD-772 888/4GI 74-06 22C Not available NTIS 


ORLIK-RUECKEMANN, K. J. 
Dynamic Stability Testing of Aircraft - Needs Versus 


74-02 7D PC$3.00/MF$2.25 


Capabilities, 

AD-773 160/7GI 74-06 22B PC$3.25/MF$2.25 
ORLOB, G. T. 

Management of Urban Storm Runoff. 

PB-234 316/8GI 74-20 13B PC$4.75/MF$2.25 
ORLOFF, K. L. 

Airfoil Wake Vortex Characteristics in the Far Field. 

N74-22625/9GI 74-18 1A  PC$3.25/MF$2.25 


Combined Dual Scatter, Local Oscillator Laser Dop- 
pler Velocimeter. 
PAT-APPL-446 562 


ORLOS, HENRYK 
Fungi. Polyperaceae II (Pileatae), Mucronoporaceae II 


74-12 20D PC$3.25/MFS$2.25 


(Pileatae), Ganodermataceae, Bondarzewiaceae, 

Boletopsidaceae, Fistulinaceae, 

TT-70-55022 74-06 6C PCS$10.25/MF$2.25 
ORLOV, G. P. 


The Effect of Transplantation of Bone Marrow 

Preserved at 196C on Hemopoiesis of Patients with 

Depressed Hemopoiesis, 

PB-225 062-T/GI 74-01 6E PC$3.25/MF$2.25 
ORLOV, L.N. 

Calculating the Reg ee ot Field of Molecular Lasers 


with Gas a 
AD-787 337/5' 74-26 20E PC$3.25/MFS2.25 


Method of Analysis of Accelerations and Smoothness 
of Ride of a Motor Vehicle--Translation 
AD-780 994/0GI 74-17 13F PCS3.25/MF$2.25 


ORLOV, S. M. 


Activity of Histamine-Activating Enzymes in the Kid- 

neys of Dogs in Allergic Reactions of the Immediate 

Type--Translation. 

AD-783 929/3GI 74-21 6P PC$3.25/MFS$2.25 
ORLOV, S. V. 

On the Special Features of Igniting Powder with a Hot 


Gas--Translation. 


AD-770 008/1GI 74-02 21B PC$3.25/MFS$2.25 


ORNES, W. H. 


ORLOV, V. Vv. 


Large Power Fast Reactors with Joint Utilization of U- 
235 and Plutonium. 
FEI-399 74-18 18E PC$4.25/MF$2.25 


ORLOV, YU. A 


Fundamentals of Paleontology. Volume V. Mollusca - 
Cephalopoda i Nautiloidea, Endoceratoidea, Ac- 
tinoceratoidea, Bactritoidea, Ammonoidea 
(Agnoiatitida, Goniatitida, Clymeniida), 

TT-74-50018 74-17 6C PC$19.25/MF$2.25 


ORLOV, YU. N. 


Gluing Plastics--Translatio 
AD-777 443/3GI 74-12 13H PC$3.25/MF$2.25 


ORLOVA, E. 1. 
Life Activity of Some Cellulose-Decomposing Fungi-- 


Translation. 
AD-784 319/6GI 74-22. 6M PC$3.25/MF$2.25 


ORLOVA, N. 8. 


Asymptotic Solution to Three-Dimensional Problem of 
the Oblique Incidence of an Electromagnetic Wave on 
a Convex Cylinder--Translation. 

AD-783 448/4GI 74-20 20N PC$3.25/MF$2.25 


ORLOVA, Z. T. 


Study of the Population of Rotational Levels of 
Nitrogen Molecules Excited by Electron Impact in 
Flows of Rarefied Gas with Large Parameter 
Gradients, 
IPRS-61292 


ORLOVSKII, N. V. 


Agrochemistry of the Soils of the USSR. Central 

Siberia, 

TT-74-50012 
ORMANDZHIEV, S. 


Information Reduction Technique in gamma--Gamma 
Coincidence Experiments. 
JINR-P6-7355 74-06 18D PC$3.00/MF$2.25 


ORME, ANTONY R. 


Effect of a Low Impermeable Groin on Shorezone 
Geometry and Texture, Point Mugu, California. 
AD-774 309/9GI 74-08 13B PC$5.25/MF$2.25 


Quarternary Deformation of Western Baja California, 
Mexico, as Indicated by Marine Terraces and As- 
sociated Deposits. Coastal Dune Systems of Northwest 
Baja California, Mexico. Coastal Salt Marshes of 
Northwest Baja California, Mexico. 

AD-773 599/6GI 74-07 8G PC$4.75/MF$2.25 

ORMISTON, T. 

Development of an External Ceramic Insulation for the 
Space Shuttle Orbiter. Part 3: Development of Stabil- 


ized Aluminum Phosphate Fibers. 
N74-10544/6GI 74-04 11B PC$3.75/MF$2.25 


74-10 7D PC$3.25/MF$2.25 


74-12 2A PC$8.75/MF$2.25 


* ORMISTON, T. J. 


Improved Coating for Silica Fiber Based Ceramic 
Reusable Surface Insulation (Crsi). 
N74-30006/2GI 74-24 11C PC$S.25/MF$2.25 


ORMOND, A. 
Preliminary Report on the Geology of Uranium 
Deposits in the Browns Park Formation in Moffat 
County, Colorado, and Carbon County, Wyoming. 
TID-26356 7402 8G PC$4.25/MFS$2.25 
ORMONDO, STEPHAN 


Theoretical Foundation for a General Quantal Molecu- 
lar Reaction Rate Code. Volume I. General Formula- 
tion and Review of Vibrational Relaxation Theories 


and Measurements. 
AD-775 734/7GI 74-10 7D PCS$S.75/MFS$2.25 
ORNBERG, G. 
Alternative Methods for Recording Blink Reflex Alter- 
nativa Metoder for Registrering AV Blinkreflex. 
N74-12792/9GI 7407 5S} PCS$3.75/MFS$2.25 


The Dependence of the Optical Blink ay on Light 
Energy Optisk Blinkreflex Beroende AV Lju 
N74-12791/1GI 7407 53° PCS3. 7S/MFS2. 25 


ORNDOFF, J. D. 


Neutronics of the Phoebus-2 Reactor. 
LA-4455 74-02 21F PC$S5.00/MF$2.25 


Some Neutronic Results of the Kiwi-B4E Nevada 
Test. 


LA-3327 74.02 21F PC$4.25/MFS2.25 
ORNDORFF, JAMES A. JR. 


Construction and Testing of an Experimental 
Prestressed Concrete Bridge. 


PB-232 930/8GI 74-16 13B PC$7.25/MF$2.25 
ORNER, GEORGE M. 

Static Propensity of Navy Clothing. 

AD-783 035/9GI 74-20 11 
ORNES, W. H. 

The Autecology of Sawgrass (Mariscus Jamaicensis) in 

the Florida Everglades. 

PB-231 608/1GI 


PCS3.75/MF$2.25 


74-13 6C PC$3.75/MF$2.25 


PA-827 





ORNES, W. H. 


Investigations into the Mineral Nutrition of Sawgrass 
Experimental Culture Techniques. 
PB-231 609/9GI 74-13 6C  PC$3.25/MF$2.25 


ORNES, W. HAROLD 


Assessing the Capability of the Soiree Marsh En- 
vironment for Renovating Wastew 
PB-231 652/9GI 74-13 tae "Pcs -75/MF$2.25 


Effect of Phosphorus and Potassium on Phytoplankton 
Population in Field Enclosures 


PB-231 650/3GI 74-13 6F PC$3.25/MF$2.25 
ORNING, A. A. 

An Algorithm for Calculating Multiphase Chemical 

Equilibrium. 

PB-226 109/7GI 74-04 7D PC$3.75/MF$2.25 
OROWAN, E. 

Origin of Surface Features of the Moon, 

AD-775 086/2GI 74-09 3B PC$4.25/MF$2.25 

Physical Basis of Adhesion. 

AD-774 538/3GI 74-08 111 PC$3.25/MF$2.25 

Reprint: The Fracture of Glassy Polymers. 

AD-775 SS1/SGI 74-09 111 Reprint 


ORPANIDES, GUS G. 

Handbook of Soviet Adhesives, 

AD-780 713/4GI 74-17 LA PC$7.50/MF$2.25 
ORR, CLYDE JR. 


The Electrical Process in the Breaking of Dilute Oil-In- 
Water Emulsions. 


PB-235 908/1GI 74-24 7A PC$3.25/MF$2.25 


ORR, D. E. 
Reprint: The Preen Gland Waxes of the Gaviae. 
AD-785 147/0GI 74-23 6C Not available NTIS 
ORR, DONALD 


Methodology for Projection of Resources Require- 

ments. , 

AD-771 049/4GI 
ORR, ELSIE C. 

Investigation of the Theoretical Foundations of Self- 


74-04 SI PC$4.75/MF$2.25 


Organizing and Learning Systems. 
AD-776 065/5GI 74-10 9B PC$4.25/MF$2.25 
ORR, G. L. 


Vamp: A Library of Fortran Programs for Solving the 

Vibrational Secular Equation for the Analysis of 

Polyatomic Molecules. 

IS-3342 74-16 7D PC$10.S0/MF$2.25 
ORR, H. D. 


Overview of a Comprehensive Computerized Project 
Cost and Schedule Evaluation System. 
LA-UR-74-761 74-26 9B PC$4.00/MF$2.25 


ORR, S. R. 
Computer Generated Movies: Another Dimension in 


Man-Machine Communications. 
LA-UR-74-500 74-16 14E PC$4.00/MF$2.25 
ORRU, G. 


Transient Temperature Distribution of a Power Reac- 
tor Fuel Element. 
RT/ING-(73)1 74-07 18] PC$3.00/MF$2.25 


ORSBORN, JOHN F. 
A Summary of Quantity, Quality and Economic 
Methodology for Establishing Minimum Flows. 
Volume I. 
PB-232 254/3GI 74-15 13B PC$4.75/MF$2.25 
ORSBORN, JOHN S. 


Reprint: Isolation of Type-A Influenza Viruses from 
Imported Exotic Birds. 
AD-776 525/8GI 74-11 2E Reprint 


ORSELLO, S. 
Analytical Laboratories of the Eurex Reprocessing 


Plant and the First Mtr Campaign. 
RT/CHI-(73)14 74-15 18] PC$S.00/MF$2.25 
ORSIER, G. 


Behavior of Fuel Elements with Zirconium Alloy 
Jacket Operating at High Temperature: Element EL4 


Zr--Cu. i 
CEA-CONF-2528 74-18 18E PC$3.00/MF$2.25 


ORTH, C. 
Beach Mobility Tests and Analysis of Large, Cargo- 
Handling Vehicles. 
AD-778 167/7GI 74-13 13F PC$7.25/MF$2.25 
ORTH, D. A. 
Control and Treatment of Radioactive Liquid Waste 
Effiuents at the Savannah River Plant. 


DP-1349 74-14 18G PC$5.45/MF$2.25 
Evaluation of Centrifugal Contactors. 
DPSPU-69-30-1 74-21 183 PC$4.00/MF$2.25 


ORTHLIEB, MAXENCE P. 
Freeway Operations Study-Phase III. Progress Toward 
a Freeway Corridor Model. 
PB-231 161/1GI 74-12. 13B + PC$6.25/MF$2.25 
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ORTHWERTH, P. J. 


Solid Fuel Burner for Ramjet Engine. 
PAT-APPL-349 900 74-13 21E PC$3.25/MF$2.25 


ORTIN, N 
Food Irradiation. Report to the Government of Uru- 
guay. 
AEC-tr-7555 74-23 6H PC$4.75/MF$2.25 
ORTIZ, E. 


Gas Stopping Power Measurements for alpha Particles. 
PRNC-164 74-06 20H PC$6.00/MF$2.25 


ORTIZ, J. 


Effect of Electrical Stimulation on the Biophysical 
Properties of Healing Fractures. 
ORO-2401-82 74-21 6B PC$4.00/MF$2.25 


ORTIZ, L. W. 


Aerosol Research and Development Related to Health 
Hazard Analysis. Progress Report, July 1--December 
31, 1973. 

LA-5555-PR 74-21 63 PC$4.00/MF$2.25 


ORTIZ, M 


Aids for the Evaluation of the Global Maxima of Con- 
tinuous Functions. 
AD-779 323/SGI 74-15 12B PC$3.25/MF$2.25 


ORTIZ, M. R. 


Improved Two-Column lon Exchange Separation of 
Plutonium, Uranium, and Neodymium in Mixed Urani- 
um--Plutonium Fuels for Burnup Measurement. 

LA-5568 74-24 7D PC$4.00/MF$2.25 


ORTLEPP, G. KH. 


Connection of the Mesic X- Ray Soares Structure 
with Negative Muon Depolarizatio 
JINR-P15-7202 74-06 20H PC$3.00/MF$2.25 


ORTLEPP, H. G. 


New Isotope exp 132 PR(T/sub 1/2/ = 1.6 +- 0.3 Min.). 
JINR-P6-7761 74-15 20H PC$4.00/MF$2.25 


On the Decay Schemes of exp 123 BA and exp 125 
A 


BA. 

JINR-E6-7762 74-21 20H PC$4.00/MF$2.25 
ORTMANN, ANNELIES 

Reprint: Yellow Fever Vaccine. Production and Con- 


trol. L. Re . Plaque Titration of the 17-D Virus. 

AD-769 183/SGI 74-01 6M Not available NTIS 
ORTOLANI, S. 

Mhd Stability of Helical Modes in a Cylindrical 

Tokamak Plasma. 

IPP-1/132 74-02 201 PC$4.75/MF$2.25 


ORTOLEVA, P. 
Far-From-Equilibrium Phenomena at Local Sites of 


Reaction 
AD-778 626/2GI 74-14 7D PC$4.25/MF$2.25 


Nucleation in Systems with Multiple Stationary States. 
AD-787 813/SGI 74-26 7D PC$3.75/MF$2.25 
ORTOLEVA, PETER 


Fluctuations and Transitions at Chemical Instabilities: 
The Analogy to Phase Transitions. 


AD-778 623/9GI 74-14 7D. PC$4.75/MF$2.25 
On a Variety of Wave Phenomena in Chemical Reac- 
tions. 

AD-780 917/1GI 74-17 7D PC$4.75/MFS$2.25 
Symmetry Breaking Instabilities in Illuminated 
Systems. 

AD-780 916/3GI 74-17 7D PC$4.25/MF$2.25 


ORTWERTH, PAUL J. 

Aerodynamically Stabilized Electric Discharges. 

AD-778 476/2GI 74-14 20E PC$3.75/MF$2.25 

Free Jet E Testing: Wind Tunnel Starting, 

AD-776 318/8GI 74-11 14B  PC$3.75/MF$2.25 
ORVES, PETER S. 

Development of High Speed Tapered Roller Bearing. 

AD-771 $47/7GI 74-04 131 PCSS. 7SIMFS2. 25 
ORVINI, EDOARDO 


Reprint: Method for Determination of Selenium, Ar- 
senic, Zinc, Cadmium, and Mercury in Environmental 
Matrices by Neutron Activation Analysis. 

COM-74-50975/3GI_ 74-25 7B Not available NTIS 


OSADSHI, V. I. 
Air Navigation (Selected Chapters)--Translation. 
AD-778 563/7GI 74-14 17G_ PC$7.25/MFS$2.25 
OSAKI, SHUNJI 
A Note on Stochastic Duels. 
PB-229 342/1GI 74-10 12B PC$3.25/MF$2.25 
Optimum Replacement Policies with Delay. 
PB-229 288/6GI 74-10 12B PC$3.25/MF$2.25 


OSAKIEWICZ, W. 


Energy Distributions of alpha Particles Emitted in the 
(N, alpha ) Reactions Induced by 18-Mev Neutrons in 
exp 160 Dy, exp 161 Dy, exp 162 Dy, and exp 164 Dy. 
INR-1468 74-06 20H PCS3.00/MF$2.25 


OSASYUK, V. V. 


Stress-Rupture Strength of Turbine Blade Root Con- 
nections--Translatio 


AD-779 159/3GI 74-15 21E PC$3.25/MF$2.25 
OSBORN, A. G. 

He Formulation. Period Covered: July--September 
1973. 

MHSMP-73-44-B 74-10 19A PC$3.00/MF$2.25 
Paste Processing. 

MHSMP-74-5-G 74-17 19A PC$4.00/MF$2.25 
Pbx Processing. 

MHSMP-74-6-A 74-17 19A PC$4.00/MF$2.25 
Petn and Lx-13 Processing. 

MHSMP-74-5-E 74-17 19A PC$4.00/MF$2.25 
OSBORN, ANN 


Thermodynamic Properties of Organic Compounds and 
Thermodynamic Properties of Fluids. 

AD-785 481/3GI 74-23. 7D PC$3.25/MF$2.25 
Thermodynamic Properties of Organic Derivatives of 
the Lighter Elements and Thermodynamic Properties 
of Fluids. 

AD-774 455/0GI 74-08 7D PC$3.25/MF$2.25 

OSBORN, ANN G. 


Reprint: The Enthalpies of Formation of Ethykcyclobu- 
tane, Methylenecyclobutane, and  1,1-dimethyl- 


cyclopropane. 
AD-781 458/5GI 74-18 7C Reprint 
OSBORN, DANIEL C. 


Research on Internal Electromagnetic Pulse 
Phenomena. 
AD-770 613/8GI 74-02 20N PC$S5.75/MF$2.25 
OSBORN, H. 


Approach to Asymptopia Deep Inelastic Scattering and 
Annihilation. 
N74-16397/3GI 


OSBORN, JAMES E. 


An Input-Output Model Analysis of Texas High Plains 
Labor Employment Potentials to 1980. 
PB-225 263/3GI 74-02 SC PC$4.25/MF$2.25 


OSBORN, JOHN S. 


Reprint: Type-A Influenza Viruses Isolated from Wild 
Free-Flying Ducks in California. 
AD-776 623/1GI 74-11 6M Reprint 


OSBORN, W. M. 


Performance of a Single-Stage Transonic Compressor 
with a Blade-Tip Solidity of 1.5 and Comparison with 
1.3 and 1.7 Solidity Stages. 

N74-10734/3GI 74-04 21E PC$4.75/MF$2.25 


Performance of a 1.15- orca wg Axial-Flow Fan 
Stage with a Blade Tip Solidity of 0. 
N74-29369/7GI 74-24 21E css. 75/MF$2.25 


OSBORN, WILLIAM C. 


Development and Evaluation of a Pre-School Study 
Manual for Drill Sergeant Candidates. 
AD-780 689/6GI 74-17 SI PCS$3.25/MF$2.25 


OSBORNE, J. M. 


Vacuum Chuck System and Process for Precision 
Grinding of Molded Plastic Parts. 
MLM-2056 74-10 13H PC$4.00/MF$2.25 


OSBURN, LELAND ANTONE 


A Procurement View of the Systems Acquisition 
Process: An Effort to Provide Procurement Research 
Objectives. 

AD-773 798/4GI 74-07 1SE PC$8.50/MFS$2.25 


OSCARSSON, B. 


Physical Phenomena of Nuclear Explosions Below 
Ground Level and Near Ground Level. 
FOA-4-4568-A-1 74-18 18C PC$S.75/MFS$2.25 


OSCZEVSKI, R. J. 


Field Trials of a Modified Parka Hood. Part 1. At Fort 
Churchill, Manitoba. Part 2. At Yellowknife, NWT. 
AD-782 781/9GI 74-20 6Q PCS$3.75/MFS$2.25 


OSDER, STEPHEN 
Modification of Prototype Fly-By-Wire System to In- 
vestigate Fiber-Optic Multiplexed Signal Transmission 
Techniques. 
AD-783 269/4GI 74-20 1D PCS$S5.75/MFS2.25 


OSEPCHUK, J. 

_ Life and Reliability of EBS Diodes. 

” AD-781 741/4GI 74-18 9A PC$4.25/MFS2.25 
OSER, H 


The Catecholamine and 17-Hydroxycorticoidexcretion 
of Five Aquanauts During Their Stay in the Un- 
derwaterlaboratory Tektite 2. 

N74-30482/5GI 74-24 6S PC$3.75/MF$2.25 


OSETINSKHI, G. M. 


Study of Reaction exp 15 n( Exp 3 He,p) exp 17 O. 
JINR-P15-7216 74-08 20H PC$3.50/MFS2.25 


74-10 20H PC$3.75/MF$2.25 
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Study of the Energy and Angular Dependence of the 
Spin-Flip Probability at Inelastic Scattering of Protons 
on exp 24 MG. 

JINR-P15-7682 74-16 20H PC$4.00/MF$2.25 


Study of the exp 22 Ne( Exp 3 He,p) exp 24 NA, exp 
22 Ne( Exp 3 He, alpha ) exp 21 Ne Reaction. 
JINR-P15-7401 74-09 20H PC$3.00/MF$2.25 


Study of the Reaction exp 2 H( Exp 3 He,p) exp 4 He. 
JINR-P15-7121 74-02 20H PC$3.00/MF$2.25 


Study of the Reaction exp 15 n( Exp 3 He, alpha ) exp 


14N. 
JINR-P15-7515 74-14 20H PC$3.25/MF$2.25 
Study of the Reaction exp 15 n( Exp 3 He,D sub 0 ) 


exp 160. 
JINR-P15-7156 74-02 20H PC$3.00/MF$2.25 
OSETROVA, T. A. 


Determining the Geometric Characteristics of a Sea 
Surface by the Signal Scattered from It--Translation. 
AD-777 436/7Gi 74-12 8C PC$3.25/MF$2.25 


OSGERBY, |. T. 
A Literature Review on Turbine Combustor Modelling 
and Emissions. 
AD-770 260/8GI 7402 21E PC$3.75/MF$2.25 
OSGOOD, R. M. JR. 


Reprint: Measurement of the Vibrational-Vibrational 
Exchange Time (V = 2) for DF Gas. 


AD-782 624/1GI 74-19 7D Reprint 
OSHANIN, D. A. 

Psychological Problems in the Regulation of Activity, 

JPRS-61315 74-11 SI PC$6.25/MF$2.25 
OSHER, J. E. 


Formation of a D exp - Beam for Efficient Production 
of D exp 0 at High Energies. 
UCID-15893 74-24 20G PC$4.00/MF$2.25 


Metastable Atom and Uv Excitation as Corrections for 
Secondary Emission Type Fast Atom Detectors. 
UCID-16283 74-02 201 PC$3.00/MF$2.25 


> ae Trapping Enhancement Through Photo-loniza- 


UCID-15766 74-26 201 PC$4.00/MF$2.25 


Return to Brute Force. 
UCID-16357 74-06 18A PC$3.00/MF$2.25 


OSHIER, EDWIN H. 

A Deep Hole Stress Measurement Device. 

AD-783 304/9GI 74-20 8G PC$5.75/MF$2.25 
OSHIMA, RONALD J. 


Development of a System for Evaluating and Report- 
ing Economic Crop Losses Caused by Air Pollution in 
California. I. Quality Study. 


PB-235 836/4GI 74-25 2B PC$S.75/MF$2.25 
OSHIMA, Y. 

High-Power X-Ray Generator for Irradiations. 

JAERI-M-5223 7402 20G PC$S.45/MF$2.25 


OSHKADEROYV, S. P. 
Peculiarities in the Formation of Austenite during the 
Quick Heating of Cold-Worked Steel KVH-42 
(42Kh2NGSM)--Translation. 
AD-773 881/8GI 74-07 11F PC$3.25/MF$2.25 
OSHURKOVA, A. N. 


Study of the Photographic Characteristics of the 
UFSh-4 Film Used in the ‘Orion’ Apparatus--Transla- 


tion. 
AD-769 325/2GI 74-01 14E PC$3.25/MF$2.25 
OSIAS, J. R. 


User’S Guide for Analysis of Finite Elastoplastic 
Deformation: The Fipdef and Fipax Programs for the 
Cdc 6600. 

N74-27411/9GI 74-20 20K PC$4.25/MF$2.25 


OSINITSKH, A. K. 


The Influence of Exercise upon the - a of Respond- 
ing in a Recognition Task--Translatio 
AD-780 823/1GI 74-17 SJ "PCS3. 25/MF$2.25 


OSINTSEVA, L. A. 


Investigation of the Character of Molecular Movement 
in the Polypropylene Method--Translation 
AD-781 931/1GI 74-19 7D PC$3 .25/MF$2.25 


OSIPENKO, B. P. 


High Precision Measurements of the Energies and the 
Intensity of the gamma -Rays with Ge(Li)-Detectors. 
JINR-P6-7308 7407 18D PC$3.00/MF$2.25 


Semiconductor beta -Spectrometer of High Energy 
Resolution. 


JINR-P13-8026 74-25 18D PC$4.00/MF$2.25 
OSIPOV, G. P. 

A Sleeve Filter for Cleaning Dusty Gas--Translation. 

AD-771 609/SGI 74-04 13K PC$3.25/MF$2.25 
OSIPOV, K. A. 


Amorphous and Ultradisperse Crystalline Materials-- 
Translation. 
AD-786 812/8GI 74-25 20L PC$4.75/MF$2.25 


OSIPOV, N. K. 


The Passage of an Electron Stream through the At- 
mosphere--Transliation. 
AD-774 406/3GI 74-08 4A PC$3.25/MF$2.25 


Sporadic Formations of a Nocturnal Auroral Iono- 
sphere. Several Methods for Determining the Profile of 
Electron Concentration by Ground-Based Means 
(Chapter III. Section 1.)--Translation. 

AD-772 010/SGI 74-05 4A PC$3.25/MF$2.25 


OSIPOV, V.G. 


Detormability of Metals and Binary Alloys--Transla- 
tion. 
AD-786 787/2GI 74-25 11F PC$8.50/MF$2.25 


OSIPOV, V. V. 


Development of an Electrical Discharge in Gaps with 
Great Overvoltage at Low Air Pressure--Translation. 
AD-781 157/3GI 74-17 201 PC$3.25/MF$2.25 


OSIS, LAIMONS 


Alsea River Estuary Resource Use Study, 1971, 
COM-74-10339/1GI 74-07 6C PC$3.75/MF$2.25 


Chetco and Rogue River Estuaries Resource Use 
Study - 1971, 
COM-73-11926/SGI 74-01 6C PC$3.75/MF$2.25 


Columbia River Estuary Resource Use Study - 1971, 
COM-73-11927/3GI 74-01 6C PC$3.25/MF$2.25 


Coquille River Estuary Resource Use Study - 1971, 
COM-74-10343/3GI 74-07 6C PC$3.75/MF$2.25 


Nehalem River Estuary Resource Use Study, 1971, 
COM-74-10347/4GI 74-07 6C PC$3.75/MF$2.25 


Nestucca River Estuary Resource Use Study, 1971, 
COM-74-10340/9GI 74-07 6C PC$3.25/MF$2.25 


Netarts Bay Estuary Resource Use Study - 1971, 
COM-74-10590/9GI 74-11 6C PC$3.75/MF$2.25 


Salmon River Estuary Resource Use Study, 1971, 
COM-74-10345/8GI 74-07 6C PC$3.25/MF$2.25 


Sand Lake Estuary Resource Use Study, 1971, 
COM-74-10341/7GI 74-07 6C PC$3.25/MF$2.25 


Siletz River Estuary Resource Use Study - 1971, 
COM-74-10049/6GI 74-04 6C PC$3.75/MF$2.25 


Siuslaw River Estuary Resource Use Study - 1971, 
COM-74-10592/SGI 74-11 6C PC$3.75/MF$2.25 


Yaquina Bay Resource Use Study, 1970-71, 
COM-74-10816/8GI 74-12 6C PC$3.75/MF$2.25 


OSKAM, HENDRIK J. 
Study of Plasma Sheaths. 


AD-786 451/SGI 74-25 10B PC$S5.75/MF$2.25 
OSMER, P. S. 

Physical Parameters of the Cen X-3 System. 

N74-31322/2GI 74-24 3A  PC$3.25/MF$2.25 


OSMEYER, W. E. 


Hypervelocity Particle Breakup: Analysis and Experi- 

ment. Feasibility Report. 

MND-3062-26 74-16 18N PC$S.00/MF$2.25 
OSMOND, MARIE W. 

Vocational Rehabilitation for Disabled Public 

Assistance Clients: A Follow Up Study of Four Pro- 

jects. 

PB-236 560/9GI 74-25 SK PC$5.25/MF$2.25 
OSMOND, RICHARD 


Engineer Design Tests of ~~" seM Dust-Control 
Materials and Prototype Equipme: 
AD-772 961/9GI 74-06 SB PC$5.75/MF$2.25 


OSMUNDSON, J. 
A Dually Mode Locked Nd:YAG Laser. 
PAT-APPL-393528 74-02 2E PC$3.25/MF$2.25 
OSNES, E. 
a Approximants and Realistic Effective Interac- 


coo- 3001-50 74-11 20H PC$3.00/MF$2.25 


Self-Screening of the Particle-Hole Interaction and 
Core Polarization of the Effective Two-Particle In- 
teraction. 

COO-3001 -53 74-14 20H PC$3.75/MF$2.25 


T = 1 to T = O Splitting of the F/sub 7/2/D/sub 3/2/ 

exp -1 Particle-Hole Multiplet. 

COO-3001-51 74-10 20H PC$3.00/MF$2.25 
OSOKIN, YU. A. 

Gyroscopic Instruments, 

JPRS-60530 74-04 17G PC$3.25/MF$2.25 
OSOSKOV, G. A 

Computer Simulation Program of Flat Charged Layer 

Behavior in an External Field by the Finite-Size Parti- 

cle Method and Using the Display for Result 


Representation. 

JINR-P11-7299 74-09 201 PC$3.00/MF$2.25 
Pre-Equilibrium Decay Model for Excited Nuclei. 
JINR-P4-7821 74-21 20H PC$4.50/MF$2.25 


OSTERWEIL, LEON J. 


OSSAKA, J. 


Report of the Japanese Antarctic Research Expedition 


in Dry Valleys, Victoria Land--Translation. 
AD-772 764/7GI 74-06 8D PC$3.25/MF$2.25 
OSSAKOW, S. 


Preliminary Report in Numerical ——— of Type Il 
Irregularities in the Equatorial Electro; 
AD-776 545/6GI 74-11 4A PCs3. 25/MF$2.25 


OSSAKOW, S. L. 


Coupled Barium Cloud-lonosphere Systems: 2. Con- 
ductivity Ratio Effects. 
AD-775 S91/1GI 74-10 4A PC$3.25/MF$2.25 


Image Effects in Barium Cloud-lonospheric Interac- 
tions. 
AD-769 474/8GI 74-01 4A PC$3.75/MF$2.25 


Topside lonosphere Ion Heating Due to Electrostatic 
Ion Cyclotron Turbulence. 
AD-778 649/4GI 74-14 4A PC$3.25/MF$2.25 


OSSAKOW, SIDNEY L. 


Parallel Propagation Effects on the Type I Electrojet 
Instability. 
AD-775 $96/0GI 74-10 4A PC$3.75/MF$2.25 


OSSIN, ARCHIE 
Evaluation of the CONAP (Controlled Atmospheric 
— System) Concept for Advanced ABM Nose 
rx 774 844/SGI 7409 16C PC$5.75/MF$2.25 
OSTACHOWICZ, J. 
Stream Radioisotope X-Ray Fluorescence Analyser for 
the Determiation of Calcium and Iron in Lime Stone 
Slime. 
IFTJ-52/1 74-22, 7D PC$5.00/MF$2.25 
OSTAD-HOSSEINI, ABDULLAH 


Performance of a Vertical Flat Plate Solar Collector, 
PB-236 179/8GI 74-26 10B PC$4.25/MF$2.25 


OSTANEVICH, YU. M. 


Development of Moessbauer Spectroscopy with the 
Use of exp 67 Zn. 


ANL-Trans-954 74-22 20H PC$4.00/MF$2.25 

Isomeric Shift and Neutron Resonances. 

JINR-P4-7296 74-08 7D PC$3.00/MF$2.25 

Isomeric Shift of X-Ray Lines. 

JINR-P4-7695 74-15 20H PC$4.00/MF$2.25 
OSTAPOFF, F. 


Upper Air Soundings During Atlantic Trade-Wind Ex- 
pedition (1969) (ATEX). Volume I, 
COM-73-12014/9GI 74-04 4B PC$11.25/MF$2.25 


Upper Air Soundings During Atlantic Trade-Wind Ex- 

pedition (1969) (ATEX). Volume II, 

COM-73-12015/6GI 7404 4B PC$12.00/MF$2.25 

Upper Air Soundings During Atlantic Trade-Wind Ex- 

pedition (1969) (ATEX). Volume III, 

COM-73-12016/4GI 74-04 4B PC$9.25/MF$2.25 
OSTEEN, ROBERT E. 


Reprint: A Clique-Detection Algorithm Based on 
Neighborhoods in Graphs. 


AD-786 328/SGI 74-25 9B Reprint 
OSTER, C. A. 

Sousa: A Root Finder for Nonlinear Equations. 

BNWL-SA-4984 74-20 9B PC$4.25/MF$2.25 


OSTERMAN, JOSEPH V. JR. 

Genetic Studies on Scrub Typhus and Spotted Fever 

Rickettsiae. 

AD-785 761/8GI 74-24 6M PC$3.25/MF$2.25 
OSTERMIER, B. J. 

Zirconium Hydride Reactor Core Hydraulic Studies: 

Summary Report. 

AI-AEC-13087 74-02 18N PC$8.25/MF$2.25 
OSTERNDORF, CHARLES J. 

Synthesizing Terrain for Operational Models. 

AD-773 S31/9GI 7407 1SG PC$3.75/MFS$2.25 
OSTERWEIL, LEON 


Enumeration of Non-Separable Graphs on Fewer than 
Ten Points. 
PB-233 $79/2G1 74-18 12A PC$3.25/MF$2.25 


A FORTRAN System for Flexible Creation and Ac- 
cessing of Data Bases. 


PB-236 341/4GI 74-26 9B PC$S.25/MF$2.25 
Some Classes of Uniquely Colorable Graphs. 
PB-233 562/8GI 74-18 12A PC$3.25/MF$2.25 


A Theorem for Enumerating Certain Types of Collec- 

tions. 

PB-233 565/1Gi 74-18 12A PC$3.25/MFS$2.25 
OSTERWEIL, LEON J. 

An Algorithm for Finding the Elementary Circuits of a 

Directed Graph. 

PB-233 561/0GI 74-18 12A PC$4.25/MF$2.25 


Automated Input/Output Variable Classification as an 
Aid to Validation of FORTRAN Programs. 
PB-235 293/8GI 74-23 9B PCS3. 25/MF$2.25 
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OSTERWEIL, LEON J. 


A Stochastic Model of Multiprocessor Access to an In- 


terleaved Memory 
PB-233 695/6GI 74-18 9B PC$3.25/MF$2.25 
OSTERYOUNG, R. A. 


Reprint: Electrode Reactions of Aromatic Amines in 
vents Containing Fused Aluminum Chloride. II. 
AD-782 931/0GI 74-20 7D Reprint 


OSTERYOUNG, ROBERT A. 


Chronocoulometric Investigation of Adsorption in Mol- 
ten Nitrates. 
AD-774 768/6G1 74-09 7D PC$3.75/MF$2.25 


Double Potential Step Chronocoulometry at a 
Dropping Mercury Electrode. 
AD-773 957/6GI 7408 7D PC$3.75/MF$2.25 


Reprint: Electrochemical Studies on Ag, Fe, and Cu 
Species in AICI3-NaC! Melts. 
AD-782 389/1GI 


OSTFELD, DAVID 
— hgoes Metalloporphyrins - Syntheses and Im- 


plication: 
AD-781 753/961 
OSTHEIMER, W. D. 


Design Procedure for Satisfying Time Domain Bounds 
for Nonminimum-Phase Systems. 
N74-17314/7GI 74-11 112A PC$4.75/MF$2.25 


OSTLUND, STELLAN SVEN 


Computer Software for Rainfall Analyses and Echo 
Tracking of Digitized Radar Data. 
COM-74-11253/3GI 74-19 4B PC$4.75/MF$2.25 


OSTORERO, J. 


Contribution to the Study of the Molecular Interac- 
tions of Gaseous Hydrofluoric Acid. 
CEA-R-4381 74-04 7B PC$11.25/MF$2.25 


OSTRANDER, NEILL C. 


Applicability of ERTS for Surveying Antarctic Iceberg 
Resources. 
E74-10200 74-06 83 PC$4.25/MF$2.25 


Applicability of ERTS to Antarctic Iceberg Resources, 
AD-786 638/7G1 74-25 8L PC$3.75/MF$2.25 


Applicability of ERTS to Antarctic Iceberg Resources, 
E74-10198 74-07 83 PC$3.75/MF$2.25 


OSTRETSOV, I. N. 
The Steady-State Electromagnetic Acceleration of 
Plasma in an External Axisymmetric Magnetic Field-- 


Translation. 
74-22 201 + PC$3.25/MF$2.25 


74-19 7D Reprint 


74-18 6A Reprint 


AD-784 697/5GI 
OSTROFF, A. J. 


Evaluation of Control Laws and Actuator Locations 

for Control Systems Applicable to Deformable As- 

tronomical Telescope Mirrors. 

N73-33148/0GI 74-02 20F PC$4.25/MF$2.25 
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Preliminary Study to Investigate Feasibility of Desalt- 
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PB-225 976/0GI 74-04 13B PC$6.25/MF$2.25 
OwRE, H. B. 

Reprint: Studies on Caribbean Zooplankton. Descrip- 

tion of the Program and Results of the First Cruise. 

AD-770 371/3GI 74-02 8A_ Reprint 
OWSIAK, T. 


Stream Radioisotope X-Ray Fluorescence Analyser for 
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Slime. 

IFTJ-S2/1 74-22 7D PC$5.00/MF$2.25 
Two-Detector Probe of a Pulsed Neutron Generator. 
ITJ-42 74-06 18D PC$3.75/MF$2.25 


OWSLEY, DAVID P. 


Active Multispectral Data Analysis. 
AD-786 032/3GI 74-24 17H PC$6.25/MF$2.25 


OWSLEY, NORMAN L. 
Noise Cancellation in the Presence of Correlated 


Signal and Noise. 
AD-773 744/8G1 7407 20A PC$3.25/MF$2.25 


OWZARSKI, P. C. 
Transport and Deposition of Airborne Fission Products 
in Containment Systems of Water Cooled Reactors 
Following Postulated Accidents. 
BNWL-B-357 74-23. 181 PC$4.00/MF$2.25 
OWZARSKI, T. P. 
Vaporization and Thermodynamics of Vanadium 
Monosulfide. 
IS-T-609 74-02 7B PC$14.25/MF$2.25 
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OXENHAM, J. P 


An Oil Recovery epi Utilizing Polyurethane Foam. 
A Feasibility Stud 
PB-231 838/4G1 14- 13° 13B) =PC-GPO/MF$2.25-NTIS 


OXFORD, RICHARD B. 


Boundary Cone. 

PB-225 254/2GI 74-02 13B PC$3.25/MF$2.25 

Crater Range. 

PB-225 244/3GI 74-02 13B PC$3.25/MF$2.25 

Grand Wash Cliffs. 

PB-225 243/SGI 74-01 13B PC$3.25/MF$2.25 

Joshua Tree. 

PB-225 251/8GI 74-02 13B PC$3.25/MF$2.25 

Red Lake. 

PB-225 253/4GI 74-01 13B PC$3.25/MF$2.25 

Sentinel Plain Lava Flow. 

PB-225 252/6GI 74-02 13B PC$3.25/MF$2.25 

Sitgreaves Pass. 

PB-225 255/9GI 74-02 13B PC$3.25/MF$2.25 

Table Top Mesa. 

PB-225 229/4GI 74-01 13B PC$3.25/MF$2.25 
OXLEY, J. H. 

Sulfur Markets for Ohio Utilities, 

PB-232 010/9GI 74-14 13B PC$4.75/MF$2.25 
OYE, JOHAN 


Investigation of Reduced Cost Guideway Designs for 
the Tracked Air Cushion Research Vehicle 


PB-235 123/7GI 74-25 13F PC$7.25/MF$2.25 
OZA, R. 

Two Phase Detonation Studies. 

N74-22570/7GI 74-17 19D PC$4.75/MF$2.25 
OZAKIL, S. 


Forward Neutral Vee Production by Negative Pions at 
24 GeviC. 
BNL-18188 74-07 20H PC$3.00/MF$2.25 


Higher Statistics Investigation of K/sub S/ exp 0 K 
exp - Decay of the a sub 2- Produced by 23 Gev/C pi 
exp - on Hydrogen. 

BNL-19000 74-25 20H PC$4.25/MF$2.25 


Results on Neutral Associated Production and Plan for 
Bnl Multiparticle Spectrometer Project: Our Spec- 
trometer Program, past and Future. 

BNL-18210 7407 20H PC$4.00/MF$2.25 
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Computer Simulation of Optimal Control of an In- 
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Methodology 


PB-234 660/9GI 74-21 6Q PC$4.75/MF$2.25 
OZARSKI, R. 
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N74-28937/2GI1 74-22 14B  PC$4.25/MF$2.25 
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PB-231 113/2GI 74-12 20K PC$7.00/MF$2.25 
OZDZHONIKIDZE, S. K. 


The Combustion of Condensed Explosives (VV) in the 
Case of Overloads--Translation. 
AD-769 996/0GI 74-02 21B PC$3.25/MF$2.25 


OZER, J. 


Qualification Testing of Microcom Corporation Beacon 
Transmitter Type XB-12. 
AD-774 709/0GI 74-08 17G PC$3.25/MF$2.25 


OZERNOY, L. M. 
High Energy Astrophysics. 


N74-29258/2G1 74-22 3B PC$9.25/MF$2.25 
OZEROV, E. S. 

The Ignition Limit of a Conglomerate of Metal Parti- 

cles--Translation 

AD-782 073/1GI_ 74-19 21B PC$3.25/MF$2.25 


Ignition Limit of Metal Particle in Mixture of Two Ox- 
idizers--Translation. 
AD-786 111/SGI 
OZEROVA, G. E. 
Calculating Heterogeneous Ignition of Particle Ag- 


gregates--Translation. 
AD-781 654/9GI 74-18 21B PC$3.25/MF$2.25 


OZERYANAYA, I. N 
Anodic Polarization of Nickel in Alkali Metal Car- 
bonates--Translation. 
AD-784 159/6GI 74-22. 7D PC$3.25/MF$2.25 
Stationary Potentials and Anodic Polarization of 
Platinum and Palladium in a Molten Eutectic Mixture 
of Alkali Metal Carbonates--Translation. 
AD-785 933/3GI 74-24 7D PC$3.25/MF$2.25 
OZGEDIZ, SELCUK 


Survey and Analysis of In-School NYC Programs. 
PB-225 578/4GI 74-04 SI PC$S.25/MF$2.25 


74-24 21B PC$3.25/MF$2.25 
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AD-781 266/2GI 74-18 12A PC$3.75/MF$2.25 
OZHEGOV, I. YA. 
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AD-771 078/3GI 74-04 13C PC$3.25/MF$2.25 
OZOLINA, V. A. 
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PB-232 858-T/GI 74-17 7C PC$3.25/MF$2.25 
PAAR, V 
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JINR-E4-7454 74-12 20H PCS3. 00/M F$2.25 
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Acoustic Testing of a 1.5 Pressure Ratio Low Tip 
Speed Fan with a Serrated Rotor (Qep Fan B Scale 
Model). 
N74-27296/4GI 
PAASCHE, O. G. 
Phases and Interdiffusion Between Titanium and Its 
Mononitride. 
PB-237 029/4GI 74-26 IF PC$3.75/MF$2.25 
PAAUWE, JACOB 
A New Tool for Accurately Measuring the Inside 
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AD-769 272/6GI 7401 14B PC$3.25/MF$2.25 
PABLICO, RUFINO C. 


Prospective Study of Cytomegalovirus and Herpes 
Simplex Virus Infection of Patients Undergoing 
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Quantitative Analysis of Hepatograms Using the 
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PACE, FRANK P. 
Infrared Receiver for Optical Radar. 
PATENT-3 746 454 74-26 17E Not available NTIS 
PACE, J. V. 1 
Vehicle Code System (Vcs) User’S Manual. 
ORNL-TM-4648 74-24 18F PC$7.00/MF$2.25 
PACE, N 
Physiological Responses to Environmental Factors Re- 
lated to Space Flight. 
N74-10090/0GI 74-04 6S PC$3.75/MF$2.25 
White Mountain Research Station: 25 Years of High- 
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74-17 6S PC$4.25/MF$2.25 


PATENT. 3154381 74-11 20B Not available NTIS 
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PATENT-3 222 142 74-11 20B Not available NTIS 


PACE, S. 
Radiofrequency Superconductor Magnetometer. 
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Astep User’S Guide and Software Documentation. 
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Tire Traction Grading Procedures as Derived from the 
Maneuvering Characteristics of a Tire-Vehicle System. 
Volumes I and II (Combined). 

PB-225 561/0GI 7402 13B PC$6.25/MFS$2.25 
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A Penny-Shaped Crack Filament Reinforced 
Matrix. 1: The Filament Mead 
N74-27401/0GI 74-20 20K PC$3.75/MFS$2.25 


A Penny Shaped Crack in a Filament-Reinforced 
Matrix. 2: The Crack Problem. 
N74-27402/8GI 74-20 20K PC$3.25/MFS$2.25 
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Reprint: Structural Chemistry of Ba2CdS3, Ba2CdSe3, 
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PACHELLA, ROBERT G. 
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AD.787 87 877/0GI 74-26 SJ PCS$3.75/MFS$2.25 


The Interpretation of Reaction Time in Information 
Processing Research. 
AD-787 880/4GI 74-26 $3 PC$4.75/MFS2.25 


Reprint: Locus of the Stimulus Probability Effect. 
AD-787 892/9GI 74-26 53 Reprint 






25 


ip 
le 


2S 


IS 


5 


5 


ie 


5 


5 


'S 


PACILIO, N 


Hinz and Guriand Test: Applications to p-M-Z-B-B 
Distribution. 

RT/F1-(74)4 74-25 112A PC$5.50/MF$2.25 
Nuclear Noise: Two Generalized Poisson Distributions. 
RT/F1-(73)40 74-16 18K PC$6.50/MF$2.25 
Pal--Mogilner--Zolotukhin--Bell--Babala Distribution. 
RT/FI-(73)29 74-12 12A_ PC$7.00/MF$2.25 


Reactor-Noise and Stochastic Neutronics at C.S.N. 
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RT/FI-(73)26 74-10 18K PC$3.50/MF$2.25 
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Occupational Illness in the Uranium Industry. 
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Analysis. 
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PATENT-3 729 552 74-26 7B Not available NTIS 
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The Use of Urban Models in Urban Policy Making: 
Report on Research to Refine the Relevant Questions 
and to Provide an Appropriate Research Design. 
Volume I, 
PB-230 279/2GI 74-11 13B PC$8.75/MF$2.25 


The Use of Urban Models in Urban Policy Making: 
Report on Research to Refine the Relevant Questions 
and to Provide and Appropriate Research Design. 


Volume II. — 
PB-230 280/0GI 74-11 13B PC$8.75/MF$2.25 


PACKARD, MICHAEL T. 


Evaluation of MIS/M18 Enzyme Detector Ticket 
System with Low Concentrations of GB. 


AD-780 835/SGI 74-17 6A PC$3.25/MF$2.25 
PACKER, D. R. 

Paleomagnetism of the Mesozoic in Ala 

N74-26915/0GI 74-20 8N PCs: 25/MF$2.25 
PACKER, J. E. 


Reprint: The Radiolysis of Aqueous Solutions of 
Homocysteinethiolactone Hydrochloride. 
AD-782 450/1GI 74-19 7E Reprint 
PACKER, JOHN E. 
Reprint: Kinetics of the Reaction of Hydrogen Perox- 
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AD-782 454/3GI 
PADALINO, K. 


Integrated Manpower and cee Planning Models 
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AD-772 541/9GI 74:06 SI PC$3.75/MF$2.25 


PADALKO, L. P. 
Mathematical Methods of Optimal Planning Develop- 
ment and Use of Energy Systems, 
JPRS-60546 7403 12B PC$7.25/MF$2.25 
PADAWER, GABRIEL E. 


Static Strength of Film Reinforced Multi-Fastened 
Mechanical Joints in Fibrous Composites. 
AD-787 715/2GI 74-26 13E PC$4.75/MF$2.25 


PADAWER, GERALD M. 


Development of a Nuclear Microprobe Technique for 
Hydrogen Analysis in Selected Materials. 
AD-770 856/3GI 7403 =#11F PC$S.25/MF$2.25 


PADDISON, D. I. 
Cabtrack Studies. Estimation of Capacity of Cabstops. 


74-19 7C Reprint 


AD-781 901/4GI 74-19 13B PC$4.25/MF$2.25 
Cabtrack Studies. Operation of Cabtrack Junctions. 
AD-781 897/4GI 74-19 13B PC$4.25/MF$2.25 


PADDISON, F.C. 
Path-Length Stability of the Ocean, Inferred from 
Ocean Temperature Measurements. 
AD-787 509/9GI 74-26 20A PC$4.25/MF$2.25 
PADDOCK, DAVID 
POLISH, A FORTRAN Program to Edit FORTRAN 


ms. 
PB-236 340/6GI 74-26 9B PC$3.75/MF$2.25 
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Reprint: Dynamic Nuclear Polarization in 
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AD-775 $21/8GI 
PADDOCK, RB. A. 
Temperature and Velocity Measurements and Predic- 
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Highway Traffic Safety Administratio 
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High-Temperature Thermodynamic Properties of Sodi- 
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ANL-8095 74-22, 11F PC$S5.45/MF$2.25 
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Fiber Separating and Cleaning Method and Apparatus. 
PAT-APPL-450 502 74-14 13H PC$3.25/MF$2.25 


PADILLA, J. R 


State of the Art of Electro-Mechanical Cables. 
AD-772 516/1GI 74-06 9A PC$4.75/MF$2.25 


PADIS, ALEXANDER A. 
Conversion of Delong Pier Barge Type B to Floating 


Container Discharge Facility. 
AD-772 998/1GI 74-06 133 PC$S.25/MF$2.25 


Development of a Conceptional Design for a Non- 
propelled Container Discharge Facility with Auxiliary 
Maneuvering Propulsion and Revolving Crane Capacity 
of 20 LT at 95° Outreach. 

AD-772 799/3GI 74-06 133 PC$7.25/MF$2.25 


Development of a Conceptional Design for a Self- 
Propelled Container Discharge Facility with a Speed of 
10 Knots and Revolving Crane Capacity of 20 LT at 
95° Outreach. 

AD-772 796/9GI 74-06 133 PC$7.50/MF$2.25 


Development of a Conceptional Design for a Selif- 
Propelled Container Discharge Facility with a Speed of 
13 Knots and Revolving Crane Capacity of 20 LT at 
95° Outreach. 
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Development of a Conceptional Design for a Self- 
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95° Outreach. 

AD-772 798/SGI 74-06 133 PC$8.50/MF$2.25 


Development of Conceptional Design for a Non- 
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Maneuvering Propulsion and Gantry Crane Capacity of 
20 LT at 95° Outreach. 

AD-772 795/1GI 74-06 133 PC$8.75/MF$2.25 


Engineering Design and Working Plans for a Set of 
Ramps to Connect an Elevated De Long Pier to a 
Navy Pontoon Causeway and Causeway to the Beach. 
AD-772 964/3GI 74-06 133 PC$6.25/MF$2.25 


Feasibility of Using Commercial Offshore Drilling Plat- 
forms as a Container Discharge Facility. 
AD-772 995/7GI 74-06 133 PC$S.75/MF$2.25 


Feasibility Studies and Development of Preliminary 
Engineering Data for Alternative Container Discharge 
Facilities. Volume I. 

AD-772 794/4GI 74-06 133 PC$7.50/MF$2.25 


Life Cycle Cost Analysis of Merchant Ship Expedi- 

tionary Logistic Facilities. 

AD-773 014/6GI 74-06 133 PC$6.25/MF$2.25 
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Acoustic Ray-Tracing and Propagation-Loss Computa- 

tions on a Mini-Computer. 

AD-786 009/1GI 74-24 20A PC$3.25/MFS$2.25 


PADMANABHAN, M. S. 


Determination of the Effects of Nozzle Nonlinearities 
Upon Nonlinear Stability of Liquid Propellant Rocket 


Motors. 
N74-32214/0GI 74-25 21H PC$3.75/MF$2.25 
PADMANABHAN, P. K. 


Exchange of Metal Ions Against H exp + of a Carbox- 
ylic Acid Exchanger. 
BARC-720 74-12 7D PC$3.00/MF$2.25 


PADOLINA, M. C. 
Reprint: A Photoelectron Spectroscopic Study of 
P spines. The Question of p pi:d pi Bonding. 
AD 3 164/761 74-20 7C Reprint 
sia Detection of Rotational isomerism in Diphos- 
phines and Diarsines by Photoelectron Spectroscopy. 
AD-783 165/4GI 
PADOVANI, F. A. 
Growth of a Single Crystal Ribbon in Space. 
N73-32588/8GI 74-02 20B PC$3.75/MF$2.25 
PADOWSKI, DANIEL A. 
Reprint: Computer Storage and Search System for In- 
frared Spectra Including Peak Width and Intensity. 
AD-787 691/SGI 74-26 7D Reprint 
PADUCHEVA, A. L. 
Synchronization of Rates of Wool Growth of Pregnant 
Ewes and Their Fetuses with Reference to Level of 
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Suyagnykh Ovets i ikh Plodov v Svyazi s Urounem 


Upitannosti), 
TT-72-51058 74-07 2D PC$3.25/MFS$2.25 


74-20 7C Reprint 


PAGE, CHESTER H. 


PADWA, S. L. 
Brookhaven Computer User'S Guide. 
BNL-18733 74-16 9B PC$7.50/MF$2.25 
Brooknet-2: A Guide to the Brookhaven Online Com- 
er Network. 
NL-50404 74-14 9B PC$4.00/MF$2.25 


PADWO, SAUL 


Federal Agency Development in Medical Engineering. 
PB-234 749/0GI 74-21 6B PC$4.25/MF$2.25 
PAEGLE, JAN 
Reprint: Correlation of Nocturnal Thunderstorms and 
Boundary-Layer Convergence. 
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74-11 4B (Order as COM-73-50496-12) 


Reprint: Three-Dimensional Characteristics of Diur- 
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COM-73-50496-10-03/GI 

74-10 4B (Order as COM-73-50496-10) 


PAEGLE, JULIA N. 


Objective Forecast of Precipitation Over the Western 
Region of the United States. 
COM-73-11946/3GI 74-02 4B PC$4.25/MF$2.25 


PAEK, S. H. 


Concentration Dependent Diffusion of H(+) in TiO2: 
Analysis of Electronic Effects in Ionic Diffusion, 
AD-787 681/6GI 74-26 20L PC$3.25/MF$2.25 


Diffusion of H and D in TiO2: Suppression of Internal 
Fields by Isotope Exchange 


AD-787 669/1GI 74-26 20L PC$3.75/MF$2.25 
PAEK, SU-HYON 

Diffusion of arene and Deuterium in Rutile 

AD-776 584/5G 74-11 7D PC$4.25/MF$2.25 


PAEZ, MARIO D. 
Reprint: A Comparison of Optimum and Logarithmic 
Quantization for Speech PCM and DPCM Systems. 
AD-777 364/1GI 74-12 17B Reprint 


PAFFENBARGER, G. C. 


Reprint: Clinical Evaluation of a Radiopaque Com- 
posite Restorative Material After Three and a Half 


Years. 
COM-74-S0049/7GI_ 74-06 6L Not available NTIS 


Reprint: Clinical Evaluation of a Tooth-Restoration 
Coupling Agent. 

COM-74-50427/SGI_ 74-13 6L Not available NTIS. 
Reprint: Composite Restorative Materials in Dental 


Practice: A Review. 

COM-74-50902/7GI_ 74-24 11D Not available NTIS 
PAGANO, ANTHONY M. 

The Highway Corridor: Predicting the Consequences 

of Alternative Highway Locations. 

PB-226 076/8GI 7404 13B PC$10.00/MF$2.25 
PAGANO, JOSEPH S. 

Detection of Cytomegalovirus by Nucleic Acid 

Hybridization Techniques. 

PB-226 887/8GI 74-06 6M PC$3.75/MF$2.25 

Detection of Cytomegalovirus by Nucleic Acid 


= bridization Techniques 
-234 207/9GI 74-21 6M PC$3.25/MF$2.25 


ommed 
- oa for Optimization Under Linear Con- 
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On the Linear convergence of a Covariance Factoriza- 
tion Algorithm. 
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N74-28458/9GI 74-20 4B PC$3.25/MF$2.25 
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Review Study, 

PB-231 171/0GI 74-12 13B PC$S.25/MF$2.25 


PAGE, BOBBY G. 
California Skid Resistance Studies. 


PB-233 000/9GI 74-16 13B PCS$4.75/MFS$2.25 
PAGE, C.G. 

Beamforming of Sensor Arrays by Compu 

AD-779 902/6GI 74-16 117A PCs3. 3 75/MFS2. 25 

Beamforming of Sensor Arrays by Compute: 
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PAGE, CHESTER H. 
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Reprint: Tetrahedral Junction Error Contribution to a 
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COM-74-50554/6GI_ 74-18 9A Not available NTIS 
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Codas. 
AD-784 348/SGI 74-22, 173: ~PC$4.25/MF$2.25 
PAGE, G. L. 


Modification of a Pneumatic Track Drill for Un- 
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AD-778 333/SGI 74-13 133 PC$3.25/MF$2.25 


PAGE, G. L. JR. 


Considerations for Preparation of Operation and Main- 
tenance Manuals, 
PB-227 096/SGI 74-06 13B Not available NTIS 


PAGE, J. R. 
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UCID-15691 74-25 18C PC$S5.25/MF$2.25 


PAGE, JIMMY W. 


Reprint: Interactions of Dietary Levels of Protein and 
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COM-74-10034/8GI 74-04 6C Reprint 


PAGE, K. T. 


Thermodynamic Analysis of Split-Turbine Concept. 
AD-775 910/3GI 74-10 21E PC$4.25/MF$2.25 


PAGE, MARION 


Oak Leaf Roller: Contact Toxicity of Four Insecticides 
Applied to the Larvae. 
PB-233 323/SGI 


PAGE, N. W. 


Computed and Measured Far-Field Pressure Signatures 
of Artillery Shells. 
N74-26828/5GI 74-20 19A PC$3.75/MF$2.25 


PAGE, R. J. 
Shock-Induced Separation of Adiabatic Turbulent 
Boundary Layers in Supersonic Axially Symmetric In- 


ternal Flow 
74-24 20D PC$3.75/MF$2.25 


74-18 6F PC$3.25/MF$2.25 


N74-29648/4GI 
PAGE, RICHARD L. 


QUICK/HIS —_ Remote Terminal Utilization: Func- 
tional Description. 
AD-778 355 Sr 74-13 1SG PC$3.75/MF$2.25 


PAGE, W. H. 


Truck Noise IV-C: The Reduction of Cooling System 
Noise on Heavy Duty Diesel Trucks. 
PB-234 501/SGI 74-24 13F PC$6.25/MF$2.25 


PAGEL, DONALD J. 


Management Tools for Mid-Level (Battalion and 

Brigade) Army Managers. 

AD-779 570/1GI 74-15 1SE PC$3.25/MF$2.25 
PAGENKOPF, GORDON K. 

Cation Adsorption and Desorption Rates in Natural 

Water Studies. 
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PASLEY, L. H. 
The Influence of Wing Loading on Turbofan Powered 
STOL Transports with and Without Externally Blown 
N70-13718/3G1 74-08 1C PCS6.25/MFS2.25 
PASLEY, STEPHEN A. 
Flow Field Analysis of a Nozzle-Boattail System. 


74-05 6P PC$3.75/MF$2.25 


* AD-786 468/9GI 74-25 13G PC$S.25/MF$2.25 
PASOTTI, G. 
Design of a Direct Current Superconductor Dipole. 
LNF-73-66 74-20 20C PC$4.50/MF$2.25 
PASQUIER, C 


Study of the Translocation of Radiostrontium from 
Wounds and Therapy by Local Insolubilization. 
CEA-CONF-2542 74-16 6R PC$3.00/MF$2.25 


PASS, DAVID S. 
User's Guide to Auxiliary Programs for the Mintz- 
Arakawa Atmospheric Model, 
AD-784 443/4GI 74-22 4B PC$4.75/MF$2.25 
PASS, J. E. 
Nasa/Ge Quiet Engine C Acoustic Test Results. 
N74-22408/0GI 74-17 21E PC$7.25/MF$2.25 


PASSAFIUME, JOSEPH J. 


Analysis and Synthesis of Tutorial Dialogues. 
AD-776 596/9GI 74-11 SI PC$4.75/MF$2.25 
PASSAGLIA, E. 


NBS Materials Science and Manufacturing in Space 


Research. 
COM-74-10472/0GI 74-10 7D PC$S.7S/MF$2.25 


PA-844 


PASSAMANECK, R. S. 
Viscous, Radiating Hypersonic Flow About a Blunt 


Body. 
N74-27749/2G1 74-20 20D PC$4.25/MF$2.25 


PASSAMANTE, A. P. 

Pulsed Inert Gas Plasma Model. 

AD-780 717/SGI 74-17 13A  PC$3.75/MF$2.25 
PASSAMANTE, ANTHONY P. 

Plasma Arc Flash Source. 

PATENT-3 671 796 74-02 13A Not available NTIS 
PASSANI, J. P. 


Study and Stabilization of Lateral Motion of Modern 
Transport Aircraft Etude et Stabilisation des Mouve- 
ments Lateraux d'UN Avion de Transport Moderne 


N74-22684/6GI 74-18 17G PCSS. 25/MF$2.25 
PASSAVANTI, LOUIS A. 

Visual Simulator. 

PATENT-3 732 630 74-26 1B Not available NTIS 
PASSELL, L. 

Spin Wave Renormalization in Euo. 

BNL-18324 74-08 20L PC$3.00/MF$2.25 


PASSERELLO, CHRIS E. 


User's Manual for UCIN Vehicle-Occupant Crash- 

Study Model. 

AD-778 338/4GI 74-13, 13F PC$3.75/MF$2.25 
PASSERO, B. 


Directory of M.LT. Research Projects Related to 
Marine Resources, Ocean Utilization, and Coastal 
Zone Management, 

COM-74-11427/3GI 74-22 13B PC$4.25/MF$2.25 


Index of M. I. T. Faculty and Staff Interests in 
Marine-Related Research, 
COM-74-10041/3GI 


PASSERO, BARBARA 
Oceans of the World: The Last Frontier. An An- 
notated Introductory Bibliography on the Law of the 
Sea, 
COM-74-10817/6GI 
PASSMAN, S. L. 


Mechanics and Thermodynamics of a Mixture of a 
Granular Material with a Fluid. 


74-05 83 PC$3.75/MF$2.25 


74-12 83 PC$3.25/MF$2.25 


AD-779 401/9GI 74-15 12A PC$3.75/MF$2.25 
On Convected Rates. 

AD-787 731/9GI 74-26 20K PC$3.25/MF$2.25 
On the Balance Equations for a Mixture of Granular 
Materials. 

AD-775 584/6GI 74-09 7D PC$3.25/MF$2.25 


PASSMORE, EDWIN E. 

Seamobile Air Cavalry. 

AD-785 486/2GI 74-23 1SG PC$7.00/MF$2.25 
PASSMORE, J. 


Reprint: The Preparation of Perfluoroethylselenium 

Trifluoride and Trans Perfluoroethylselenium 

Monochloride Tetrafluoride. 

AD-772 399/2GI 74-05 7B Not available NTIS 
PASSMORE, JACK 


Reprint: Preparation and Characterization of Per- 


fluorophosphonium Hexadecafluoro-triantimonate(v) 
(PF4)( + (Sb3F 16\-). 
AD-774 645/6GI 74-08 7D Not available NTIS 


Reprint: The Preparation of Perfluoroethyltellurium 
Trifluoride, trans Perfluorethytellurium Monochloride 
Tetrafluoride, Bis(Perfluoroethyl) Tellurium Difluoride, 
and trans Bis(Perfluoroethyl) Tellurium Tetrafluoride. 

AD-782 344/6GI 74-19 7C Not available NTIS 


Experience at the National Reactor Testing Station in 
Segregation and Compaction of Low-Level Solid 
Waste. 


CONF-740406-20 74-23 18G PC$4.00/MF$2.25 
PASSOW, C. A. 

Superconductive Microwave Slow Wave Structures. 

AD-893 472/1GI 74-11 9A PC$4.25/MF$2.25 
PASSOW, ELI 


a Piecewise Monotone Polynomial Approxima- 


AD-776 485/SGI 74-11 112A Reprint 
PASTA, BETTY B. 

A Short Concordance to Laurence Sterne’s ‘A Senti- 

mental Journey France and Italy by Mr. 


Yorick.’ Volume I. A-L, 
PB-236 232/SGI 74-26 SB PC$7.50/MF$2.25 


A Short Concordance to Laurence Sterne’s ‘A Senti- 
mental Journey Through France and Italy by Mr. 
Yorick’. Volume II. M-Z, 

PB-236 233/3GI 74-26 SB PC$7.50/MFS$2.25 


PASTA, DAVID J. 


A Short Concordance to Laurence Sterne’s ‘A Senti- 
mental Journey Through France and Italy by Mr. 
Yorick.’ Volume I. A-L, 


PB-236 232/SGI 74-26 SB PC$7.50/MF$2.25 


A Short Concordance to Laurence Sterne's ‘A Senti- 
mental Journey Through France and Italy by Mr. 
Yorick’. Volume II. M-Z, 

PB-236 233/3GI 74-26 SB PC$7.50/MF$2.25 


PASTA, JOHN R. 


A Short Concordance to Laurence Sterne's ‘A Senti- 
mental Journey Through France and Italy by Mr. 


Yorick.’ Volume I. A-L, 
PB-236 232/SGI 74-26 SB PC$7.50/MF$2.25 


A Short Concordance to Laurence Sterne’s ‘A Senti- 
mental Journey Through France and Italy by Mr. 
Yorick’. Volume II. M-Z, 

PB-236 233/3GI 74-26 SB PC$7.50/MF$2.25 


PASTER, T. 


Remote-Terminal Emulator (Design Verification 
Model) - Scenario Assembler. 
AD-772 820/7GI 74-06 9B PC$4.75/MF$2.25 


PASTERNACK, B. S. 


Statistical Analysis of Longitudinal Growth Data on 
Adolescents Exposed in Utero to the Atomic Bombs, 
Hiroshima and Nagasaki. Final Report, January 1, 
1971--February 29, 1972. 
COO-3387-2 74-14 6R PC$5.50/MF$2.25 


PASTERNACK, BARRY A. 


Optimal Gambling and Investment Systems Under 
Discounting and Disbursement. 
AD-774 307/3GI 74-08 12B PC$5.25/MF$2.25 


PASTERNACK, S. 


Analytical Finite Element Simulation Model for Struc- 
tural Crashworthiness Prediction. 
PB-228 136/8GI 74-09 13F PC$4.25/MF$2.25 


PASTERNAK, A. D. 


Field Measurements of Fracture Permeability in 
Granodiorite. 
UCID-15653 74-21. 18C PC$4.25/MF$2.25 


PASTERNAK, N. I. 


Allergenicity of the Pollen of Certain Plants of the Fer- 
gana Valley, USSR--Translation. 
AD-783 741/2GI 74-21 6E PC$3.25/MF$2.25 


Anaphylactogenic and Immunogenic Properties of 
Lower Fungi--Translation. 


AD-770 897/7GI 74-03 6E PC$3.25/MF$2.25 
PASTO, A. E. 

Europium Oxide as a Potential Lmfbr Control Materi- 

al. 

ORNL-TM-4226 74-04 183 PC$S.45/MF$2.25 
PASTOR, G. J. 


ATA Rail Transit Conference Held in San Francisco, 

California on April 14 and 16, 1974. Power and Signals 

Sessions. Papers, 

PB-234 826/6GI 74-22. 13F PCS$S.75/MF$2.25 
PASTOR, GERALD R. 

Development of a Process for Producing an Ashless, 

Low-Sulfur Fuel from Coal. bron | Il. Laboratory 


Studies. Part 1, Autoclave Experime 
PB-236 305/9GI 74-25 7A PC-GPO/MFS2. 25-NTIS 


Dual Temperature Coal Solvation Process. 
PAT-APPL-446 971 74-11 7A PC$3.75/MF$2.25 


PASTORI, L. 


Amleto: A Pressure Drop Computer Code for Lwr 
Fuel Bundles. 
RT/ING-(73)11 74-10 I18E PC$4.25/MFS$2.25 


PASTRANA V, A. 


Rate of the Reaction of Hydroxyl Radical with 
Acetylene. 
COO-2026-10 


PASTULA, E. J. JR. 


Investigation Using Data from ERTS-1 to Develop and 
Implement Utilization of Living Marine Resources. 
E74-10332 74-10 8A PC$7.00/MFS$2.25 


PASTULA, E. JR. 


Preliminary Results of Fisheries Investigation As- 
sociated with Skylab-3, 
E74-10479 


PASTUR, L. A. 
Spectral Theory of Kirkwood--Saizburg Equations in 
Finite Volume. 
ITF-73-41-E 74-04 12A PC$3.00/MF$2.25 
PASTUSHKOV, BR. S. 


Influence of the Vertical Structure of the Wind Field 
on the Development of Cumulus and Cumulonimbus 
Clouds--Traaslation. 

AD-776 745/2G1 74-11 4B PC$3.25/MF$2.25 


PASUPATHY, S. 


Reprint: Space-Time Factorability of Active Sonar 
Array Processors. 
AD-770 658/3GI 74-03 17A Not available NTIS 


74-13 7E PC$3.00/MFS$2.25 


74-14 8A PC$3.75/MF$2.25 








PASZEK, LAWRENCE J. 


Reprint: Soldiers and Statesmen. Proceedings of the 
Military History Symposium (4th) Held mi the Air 
Force Academy, Colo., on 22-23 October 1 

AD-775 474/0GI 14-09 SI PCGPOIMPS2. 25-NTIS 


PASZKIEWICZ, T. 
Influence of Phonons on Low-Temperature Paramag- 


netic Relaxation. 
JINR-E4-7373 74-10 20L PC$3.00/MF$2.25 
PATANKAR, S&. V. 


Calculation of the Three-Dimensional Boundary Layer 
with Solution of All Three Momeatum Equations. 
N74-12068/4GI 74-06 20D PC$3.25/MF$2.25 


Numerical Prediction of Three-Dimensional Flows. 
N74-13975/9GI 74-08 20D PC$3.75/MF$2.25 


Prediction of Laminar Flow and Heat Transfer in Heli- 


cally-Coiled Pipes. 
N74-12070/0GI 74-06 20D PC$3.75/MF$2.25 


Prediction of Turbulent Flow in Curved Pipes. 
N74-32745/3GI 74-246 20D PCS3 1SIMFS$2. 25 


Sabre Code for Prediction of Coolant Flows and Tem- 
peratures in Pin Bundles Containing Blockages. 
AEEW-R-905 74-21 181 PC$4.00/MF$2.25 


Simulataneous Predictions of a Pattern and Radia- 
tion for Three-Dimensional Flam: 
N74-12055/1GI 714-06 ME PC$3.75/MF$2.25 


PATARINI, VALENTINO M. 


Develop, Fabricate and Test High Strength 
Directionally Solidified Eutectic Alloys. 
AD-778 655/1GI 74-14 11F PC$4.75/MF$2.25 


PATASHNIK, MAX 


Reprint: Surimi - A Semi-Processed Wet Fish Protein. 
COM-73-50645-12-02/GI 
74-06 6H 


PATCH, R. W. 


Hot Ion Plasma Heating Experiments in Sum 
N74-27232/9GI 74-20 201 PC$3 75/MFS2. 2s 


PATCHELL, JAMES RB. 


A Device and Technique for Optically Aligning a Light 
Beam Relative to a Reference Axis. 
AD-770 423/2GI 74-02 14B PC$3.75/MF$2.25 


PATEL, A 


Study of the Physiologic Effects of Circulatory Assist 
Devices and Implanation of the Total Artificial Heart 
and Associated Systems. 
PB-232 213/9GI 


PATEL, D. 
The Effects of Material Properties en Materials Han- 


Processes. 
74-04 13C PC$4.25/MF$2.25 


(Order as COM-73-50645-12) 


74-14 6L PC$S.75/MF$2.25 


dling 

AD-771 272/2GI 
PATEL, D. J. 

Data Processing Programs for Nonlinear Analysis of 


Aortic Flow in Living Dogs, 
PB-235 997/4GI 74-26 6P PC$3.75/MF$2.25 


PATEL, D. K. 


An Experimental and Theoretical Study of the Flow 
Phenomena within a Vortex Sink Rate Sensor. 
N74-26823/6GI 74-20 20D PC$7.25/MF$2.25 


An Experimental and Theoretical Study ef the Flow 
Phenomena within a Vortex Sink Rate Sensor. 
N74-30631/7GI 74-24 20D PC$7.25/MF$2.25 


PATEL, D. N. 
Metallic Oxide Switches Using Thick Film Technology. 
N74-33179/4GI 74-26 9A PC$3.25/MF$2.25 
PATEL, G. L. 
Study of the Non-Histone Proteins of the 


Nucleolochromatin Complex. Progress Report: March 
1973--March 1974. 


SRO-644-9 74-21 6A PC$4.00/MF$2.25 
PATEL, H. B. 

Ultrasonic Testing of Irradiated Fuel She: 

AECL-4655 74-13 18) PC$3.50/MFS$2.25 


PATEL, MAHEN 


An Investigation of Thermal-Mechanical Fragmenta- 
tion of Hard Rock. 
AD-772 987/4GI 74-06 

PATEL, MAHESH 
Fault Diagnosis by Inserting the Minimum Number of 
Test Points in System Graphs. 
AD-785 272/6GI 74-23 9B PC$7.25/MF$2.25 


PATEL, NITIN R. 


The One-Period N-Location Distribution Problem 

AD-787 085/0GI 74-26 12B PC$3. 1SIMES3. 25 

Optimal Control of Sulfur Dioxide Emissions at Power 

Stations: Models and a Case Study. 

AD-775 392/4GI 74-09 48 PC$S.75/MF$2.25 
PATEL, RAMAN LAL 


Preparation of Molecular Sieve Materials from 
Anthracite. 


13B PC$7.25/MF$2.25 


PB-233 995/0GI 
PATEL, S. M. 


Analysis and Testing of Aeroelastic Model Stability 
Augmentation Systems. 


74-21 7A PC-GPO/MF$2.25-NTIS 


N74-11807/6GI 74-06 1A PC$6.25/MF$2.25 

Analysis and Testing of Stability Augmentation 

Systems. 

N74-11809/2GI 74-06 1A PC$S.25/MF$2.25 
PATEL, V. C. 


Calculation of the Viscous Resistance of Bodies of 
Revolution, 
AD-780 235/8GI 74-16 20D PC$3.75/MF$2.25 


Reprint: A Simple Integral Method for the Calculation 
of Thick Axisymmetric Turbulent Boundary Layers. 
AD-781 784/4GI 74-18 20D Reprint 


A Simple Integral Method for the ae of Thick 
Axisymmetric Turbulent Boundary Laye 
AD-772 589/8GI 74-06 20D Psi. 75/MF$2.25 


Study of Thick Boundary Layers Near the Tail of 
Bodies of Revolution. 
AD-780 275/4GI 


PATERNO, G. 


Radiofrequency Superconductor Magnetometer. 
LNF-73-55 74-21 8N PC$4.00/MF$2.25 


PATERSON, J. H. 
C-SA/Orbiter Wind Tunnel Testing and Analysis: Pig- 


gyback Ferry. 
N74-15717/361 74-10 1C PC$7.50/MF$2.25 


Correaltion of Full-Scale Drag Predictions with Flight 

Measurements on the C-141A Aircraft. Phase 2: Wind 

Tunnel Test, Analysis, and Prediction Techniques. 

Volume 1: Drag Predictions, Wind Tunnel Data Analy- 

sis and Correlation. 

N74-18679/2GI 74-13 1A PC$6.25/MF$2.25 

Correlation of Full-Scale Drag Predictions with Flight 

Measurements on the C-141A Aircraft : Phase 2: Wind 

Tunnel Tests, Analysis, and Prediction a 

Volume 2: Wind Tunnel Test and Basic Da’ 

N74-18680/0GI 74-13 1A PC$7. 100/MFS2. 25 
PATERSON, J. L. 

Pair-Quasiparticle Potential Differences in Current- 

Carrying Superconductors. 

LBL-1840 74-04 20L PC$S.75/MF$2.25 
PATERSON, MICHAEL S. 


i earn Overlap Argument for On-Line Multipli- 


74-16 20D PC$3.25/MF$2.25 


AD.773 137/SGI 74-06 12A PC$3.75/MF$2.25 
String-Matching and Other Products. 
AD-773 138/3GI 74-06 9B PC$3.25/MF$2.25 


PATERSON, ROBERT A. 
Aquatic Fungi in Rivers: Their Distribution and 
Response to Pollutants, 
PB-233 790/SGI PC$3.75/MF$2.25 
PATHAK, ANSHU A. 
Optimal Configuration of a Regional Solid Waste 


Management System 
PB-233 360/7GI 74-18 13B PC$7.25/MF$2.25 
PATHAK, P. 


The Dyadic Diffraction Coefficient for a Curved Edge. 
N74-28710/3GI 74-22 9E PC$4.75/MF$2.25 


The Radiation from Slots in Truncated Dielectric- 


Covered Surfaces. 
N74-28709/5GI 74-22 9E PC$3.75/MF$2.25 


Tm Surface Wave Diffraction by a Sunes § a 
tric Slab Recessed in a Perfectly Conducting S 


74-19 6F 


N74-26739/4GI 74-20 9E PCS$S. 5 SMES: 2s 
PATIL, P. 

Two Phase Detonation Studies. 

N74-22570/7GI 74-17 19D PC$4.75/MF$2.25 
PATIL, S. A. 


Tolerance Factors for the Two-Parameter Exponential 


Distribution. 
ORNL-4981 12A PC$4.00/MF$2.25 
PATIL, 8. K. 


Extraction of Actinides by Some Long-Chain Amines. 
BARC-730 74-20 7D PC$4.50/MF$2.25 
PATLAN, DANIEL 


Reprint: Color Changes in the Ovaries of Penacid 
Shrimp as a Determinant of Their Maturity. 


COM-74-50189-07-06/GI 
74-23 6C (Order as COM-74-50189-07) 


PATMORE, LEDA C. 
Statistical Prediction of Equilibrium Temperature from 
Standard Meteorological Data Bases. 
PB-226 874/6G1 74-06 8H PCS$8.75 
PATON, A 


Calibration of COD Specimens to Determine the Accu- 
racy of Current R ips Between Clip Gauge 
Displacement and Crack Tip Opening, 

PB-232 281/6GI 74-15 11F PC$3.25/MF$2.25 


74-26 


PATRICK, RUTH 


PATON, B. E. 


Electron-Beam Melting and Refining of Metals and Al- 
loys--Translation. 


AD-776 746/0GI 74-11 IF PC$8.50/MF$2.25 
Plasma Processes in Metallurgy, 
IPRS-61321 74-11 13H PC$7.00/MF$2.25 


Specific Welding Procedures - The Characteristics of 
the Electron-Beam Welding and ee Procedure 
uader Cosmic Conditions--Translatio 

AD-770 431/SGI 7402 13H "Pcs. 25/MF$2.25 


PATON, B. Y. 


Test Stands for Studying pe al Processes 
under Simulated Space Conditio 
N74-21897/SGI 74-17 


PATON, J. E. 


Multiparticle Shadow Effects on Elastic Scattering in 
the Dual Model. 
RL-73-56 


PATON, N. E. 


Deformation and Solid Solution Strengthening of BCC 
Titanium-Molybdenum Alloys. 
AD-780 911/4GI 74-17 WF PC$3.75/MF$2.25 


Deformation and Solid Solution Strengthening of BCC 
Titanium-Vanadium Alloys. 
AD-773 $46/7GI 74-07 


PATON, W.D.M 


Reprint: The Pressure Reversal of General Anesthesia 
and the Critical Volume Hypothesis. 
AD-771 348/0GI 7 


PATOU, C. 


Contribution to the Study of a Noncylindrical Focused 
Electrical Discharge. 
CEA-R-4452 74-04 201 PC$8.25/MFS$2.25 


Contribution to the Study of Noncylindrical Focused 
Electrical Di , 
N74-16957/4GI 


PATOUILLET, C 


Measurements of Mercury Sorption by Algae. 
AD-774 694/4GI 74-08 6C PC$3.75/MF$2.25 


PATRANA V, A. 


Tubular Reactor Study of the Kinetics of Hydroxyl 
Radical-Olefin Reactions. 
COO-2026-12 


PATRASCIOIW, A. 
— Dynamics of a Massiless Relativistic String. 


CO0-2220-23 
PATRIARCA, F. 


Analysis of the Measurement of the Single 
Photoproduction Collision Cross Section. Part Ill. Pi 
exp - of the 500 Mev Threshold. 

LNF-73-11 74-21 20H PC$S5.50/MF$2.25 


PATRICIO, JAN 


Ventilation Studies and Escape Plans for Underground 
Hardrock Mines. 
PB-232 304/6GI 


PATRICK, DARL PAUL 


Digital Display of Characteristic Parameters of Active 
Radio Frequency Transmission Systems. 
AD-783 806/3GI 74-21. 17B PC$6.25/MF$2.25 


PATRICK, DONALD L. 


Linear Models of Social Preferences for Constructing 
a Health Status Inde: 
PB-236 155/8GI 74-25 6E PC$3.75/MF$2.25 


Social Indicators for Health Planning and Policy Anal- 


ysis, 
PB-233 233/6GI 74-18 6E PC$3.75/MF$2.25 
PATRICK, LAWRENCE M. 


Optical Instrumentation - A Problem Solving Tool in 
Automotive Safety Rate and Bio-Mechanics, 
HS-013 873 4-05 13L Not available NTIS 


Trauma as a Function of Forces and Accelerations in 
Collisions. 
PB-231 430/0GI 
PATRICK, LYLE 
Reprint: Photoluminescence of H- and D-Implanted 4H 
Silicon Carbide. 
AD-782 749/6G1 
PATRICK, R. 


Investigation of the Production of High Density 
Uniform Plasmas, 
AD-775 099/SGI 


PATRICK, RUTH 
The Delaware Estuary System, Environmental Impacts 


148 PC$3.25/MF$2.25 


74-02 20H PC$3.00/MF$2.25 


11F =PC$3.75/MF$2.25 


60 Reprint 


74-11 201 + PC$S.25/MF$2.25 


74-24 7C PC$4.25/MF$2.25 


74-21 20L = PC$5.00/MF$2.25 


74-15 81 PC$8.50/MF$2.25 


74-13 13L =PC$S.25/MF$2.25 


74-20 20L Reprint 


74-09 201 PC$3.75/MFS$2.25 


and Socio-Economic Effects. Delaware River 
Estuarine Marsh Survey. 
PB-229 781/0GI 74-11 6F PC$7.00/MFS$2.25 


PA-845 



























































































































































































































































































































































































































































































































































































































PATRICK, W. P. 


PATRICK, W. P. 


Experimental Investigation of the Effects of 
free eenbrenrad Design Parameters on Forward Flight 
Stall C teristics. 

AD-783 440/1GI 74-20 1C PC$S5.75/MF$2.25 


PATRUTESCU, M 


Modular System Camac. 
IFA-ER-4-1973 


PATRY, J. 
Computation of Analytical Functions by Means of 


74-14 9B PC$3.75/MF$2.25 


Power-Series or Continued-Fractions 
EIR-247 74-14 12A PC$S.50/MF$2.25 
PATSAEV, V. I. 


Spectograms of Alpha Lyr and Beta-Cen in the 2000- 
38000 A Region--Translation. 
AD-769 1GI 74-01 3B PC$3.25/MF$2.25 


PATSAYEV, V. I. 


Equipment for Investigation of Secondary Electron 
High Frequency Discharge at Salyut Orbital Station: 
Conduct of Experiment and Its Results. 


N74-29256/6GI 74-22 4A  PC$3.25/MF$2.25 
PATTANAIK, 8. 

Dispersion Hardened Titanium Alloys by Powder 

Metallurgy. 

N74-31983/1GI 74-25 11F PC$3.75/MF$2.25 
PATTEE, H. E. 

Materials Processing in Space M512, Phase B Report. 

N74-29972/8G1 74-24 11F PC$4.25/MF$2.25 
PATTEN, J. W. 

Lamellar Composites Formed by Sputter Deposition. 

AD-776 023/4GI 74-10 11D PC$3.75/MF$2.25 

Lamellar Composites Formed by Sputter Deposition. 

AD-787 875/4GI 74-26 11D PC$4.25/MF$2.25 
PATTEN, RAYMOND A. 

‘Film Thickness Monitor. 


PATENT-3 744 916 74-26 20F Not available NTIS 
PATTEN, SAM M. 

The Counting of Words: A Review of the History, 

Techniques and Theory of Word Counts with An- 


notated Bibliography 
AD-775 922/8GI 74-10 SG PC$18.00/1.45 
PATTERSON, C. DOWELL 


Alpha | Antitrypsin Deficiency and Respiratory Dis- 


ease. 
PB-231 041/SGI 74-12 6E PC$3.75/MF$2.25 
PATTERSON, DENNIS B. 
Reprint: A Study of Bonding in Some Organoalu- 
minum Compounds by (27)Al Nuclear Quadrupole 


Resonance Spectroscopy. 
AD-781 354/6GI 74-18 7D Reprint 


PATTERSON, E. L 
any ened HF Laser Initiated by an Intense Elec- 


SLA-73-881 7402 20E PC$3.00/MF$2.25 
PATTERSON, G. 


Implementation and Extension of the Impulse Transfer 
Function Method for Future Application to the Space 
Shuttle Project. Volume 2: Program Description and 


User’S Guide. 
N74-28335/9GI 74-20 22B PC$4.75/MF$2.25 
PATTERSON, J.C. JR.. 


Wingtip Vortex Dissipator for Aircraft. 
PAT-APPL-473 973 74-20 1C PC$3.25/MF$2.25 


PATTERSON, J. H. 


Dissolution of exp 238 Pu in Environmental and 
Biological Systems. 
LA-5624 74-25 7E PC$4.00/MF$2.25 


PATTERSON, J. W. 


Reprint: Steady-State Chemical Potential Profiles in 
Solid Electrolytes. 
AD-779 751/7GI 


PATTERSON, JAMES H. 


Reprint: Alternate Methods of Project Scheduling with 
Limited Resources. t 
AD-777 610/7GI 


PATTERSON, JOHN W. 


Reprint: Electrolytic Behavior of Yttria. 
AD-779 766/SGI 74-15 7D Reprint 


~~ em Electrolytic Behavior of Yttria-Stabilized Haf- 


AD-779 709/5G1 74-15 20L Reprint 


Reprint: lonic Domain for Y203-Doped ThO2 at Low 

Oxygen Activities. 

AD-779 768/1GI 74-15 11B Reprint 
PATTERSON, JOSEPH T. 

Noise in Microwave Semiconductor Oscillators and 

Amplifiers. Part - Noise Properties of Transferred- 


AD-783 436/9GI_ 74-20 9E PC$7.25/MF$2.25 


74-15 20L Reprint 


74-12 SA Reprint 


PA-846 








PATTERSON, KENNETH B. 


Infrared Inspect Evaluation. 
AD-772 678/9GI 74-06 14B PC$7.00/MF$2.25 


PATTERSON, L. K. 


Interfacing the Biomation 8100 Transient Recorder to a 
Pdp-8 Minicomputer for Kinetic Measurements. 
TID-26575 74-21 7E PC$4.00/MF$2.25 


PATTERSON, M. R. 


Overview of a Unified Transport Mod 
CONF-730802-2 74-10 8H PCs. 00/M F$2.25 


PATTERSON, MARY M. 
Intertidal Mecreuioley of Selected Sandy Beaches in 


Southern California 
COM-74-11551/0G1 74-25 8A PC$3.75/MF$2.25 
PATTERSON, MILES 


Reprint: Recognition and Number of Incorrect Alterna- 
tives Presented during Learning. 
AD-773 646/SGI 


PATTERSON, PHILIP D. 


An Environmental Laboratory for the Social Sciences, 
PB-225 091/8GI 74-02 13B PC$5.25/MF$2.25 


PATTERSON, R. B. 


Inspection of Manganese Deposits in Deep Water, 
PB-226 011/5GI 74-05 8] (Order as PB-225 983) 


PATTERSON, R. E. 


Solar Array Study for Solar Electric Propulsion 
Spacecraft for the Encke Rendezvous Mission. 
N74-17509/2GI 74-11 22B PC$4.75/MF$2.25 


PATTERSON, ROBERT W. 


Free Export Zones in the Republic o 
AD-779 $73/SGI 74-15 SD tocse: 25/MF$2.25 


PATTERSON, ROY D. 
Reprint: Auditory Filter Shape 


74-07 SJ Reprint 


AD-784 616/SGI 4-22 ‘s3 Not available NTIS 
PATTERSON, SAMUEL O. 

Ultra-Deep Drilling for Geothermals 

AD-774 108/SGI 74-08 I PC$5.75/MF$2.25 


PATTERSON, T. A. 
Reprint: High Resolution Photodetachment Studies of 


Negative Ions. 
AD-785 561/2GI 74-23 7E Reprint 


Reprint: High Resolution Photodetachment Study of 
OH(-) and OD(-) in the Threshold Region 7000-64-50 A. 
AD-778 $60/3GI 74-14 7E Reprint 


Reprint: Laser Sheateanment of wer: ). 
AD-786 092/7GI 4-24 7E Reprint 


PATTERSON, W.C. 


Msfc Skylab Thermal and Environmental Control 
System Mission Evaluation. 
N74-31335/4GI 74-24 22B PC$12.00/MF$2.25 


PATTERSON, W. J. 
Polymerizable Disilanols Having in-Chain Perfluoroal- 
kyl Groups. 
PATENT-3 763 204 74-02 7C “y available NTIS 
Projectile Penetration of in Situ Roc’ 
SLA-73-831 74-08 8G * pcs3. 25/MF$2.25 
PATTERSON, W.N 
Coal Cleaning Plant Noise and its Control. 
PB-235 852/1GI 74-23, 81 PC$S5.25/MF$2.25 
PATTERSON, WILLIAM N. 


Truck Noise III-C. Source Analysis and Experiments 
With Noise Control Treatments Applied to Freightliner 
Quieted Truck, 

PB-235 393/6GI 74-23 13F PC$S.75/MF$2.25 


PATTI, F. 


Strontium-90 Levels in Human Bones Collected in 

1972. Evolution Since 1963. 

CEA-R-4535 
PATTIE, CURREL L. 


Individualized Course Completion Time Predictions: 
pete. pore of Instruments and Techni 
992/4GI 


74-12 6R PC$3.25/MFS$2.25 


AD- 74-06 SI 3.75/MF$2.25 
PATTINSON, E. B 

Further Studies on Secondary Electron 

N73-32146/SGI 74-02 20L Poss: OSIMES2. 25 


PATTISON, WILLIAM L. 


Production of Predominantly Crystalline Sols. 
PATENT-3 758 670 74-07 7D Not available NTIS 


PATTNAIK, AMITAV 
Characterization of Aluminum Adherend Surfaces. 
AD-786 597/SGI 74-25 11F PC$4.75/MF$2.25 


Development of an Instrumental Monitoring Method 
for Measurement of Asbestos Concentrations in or 
Near Sources. 
PB-226 471/1GI 


PATTON, B. L. 


Find: San Onofre Nuclear Generating Station, Unit 1. 
FIND-5S0206 74-08 18E PC$4.00/MF$2.25 


74-06 7D PC$4.25/MFS$2.25 





PATTON, EDWIN D. 


Vessel Traffic System (VTS) Communication Study. 
AD-770 159/2GI 74-02 133 PC$7.00/MF$2.25 


PATTON, GEORGE H. 


Fast Pulse Processing for Gamma-Ray Spectroscopy. 
PB-233 418/3GI 74-18 18D PC$3.25/MF$2.25 


Pulse Processing System. 
PATENT-3 747 001 74-06 18D Not available NTIS 
PATTON, J. P. 
Parameter Estimation in Clinical Nuclear Medicine 
Studies. 
ORO-2401-79 
PATTON, J. S. 
Reprint: Studies on the Digestive Lipase of the Surf 
Clam ‘Spisula solidissima’. 
COM-74-10506/5GI 
PATWARDHAN, A. B. 
Spectrographic Analysis of Plutonium by Carrier 
Distillation Technique. 
BARC-687 
PATWARDHAN, P. K. 


Effect of Nuclear Radiation on the Electrical Charac- 
teristics of Semiconductor Devices. 
BARC-697 74-14 9A PC$3.75/MF$2.25 


PATWARDHAN, VINAYAK N. 


Reprint: Plasma and Red Blood Cell Amino Acids of 

Egyptian Children Suffering from Protein-Calorie Mal- 

nutrition. 

AD-785 765/9GI 
PATYK, STANISLAW 


From Studies on the Control of Ox Bot by Injections 
of Dermaphos (Organophosphorus Insecticide Z-50) (Z 
Badan nad Zwalczaniem Hypodermatozy Bydla 
Deramphosem (Insekycyd Fosforoorganiczny Z-50) 
przy Uzyclu Iniekcji), 

TT-73-54088 74-25 2E PC$3.25 


Further Studies on the Control of Ox Bots with the 
Organophosphorus Insecticide Z-50 (Dalsze Badania 
nad Zwalczaniem Hypodermatozy Bydla Insektycydem 
Fosforoorganiczyn Z-50), 
TT-73-54069 74-25 2E PC$3.25 
The Use of 5% Dermaphos (Organophosphorus Insec- 
ticide Z-50) for the Prevention of Ox Bot in Cattle 
(Anaczenie 5% Dermaphosu (Insektycyd Fasforoor- 
ganiczny Z-50) dla Profilaktyki Hypodermatozy 
Bydla), 
TT-73-54070 
PATZELT, R 


Investigations on the Interaction Between Arcs and 
Gas Flow Untersuchungen ueber die Wechselwirkung 
Zwischen Hochstromplasmen und Gasstroemungen in 
Hochleistungsschaltern. 
N74-11552/8GI 74-05 201 PCS$S. $/MF$2.25 


PATZERT, WILLIAM C. 


Reprint: Current Meter Data: An Indication of Either 
— Countercurrent or Anticyclonic Island Cir- 


culatio 
AD-781 '534/3G1 74-18 8C Reprint 
Reprint: Wind-Induced Reversal in Red Sea Circula- 


tion. 

AD-781 541/8GI 74-18 8C Reprint 
PAUCKER, KURT 

Preparation of Anti-Interferon Serum; Production of 

Crude and Partially Purified Mouse Interferon. 

PB-232 826/8GI 74-17 6M PC$3.25/MF$2.25 
PAUCKERT, R. P. 


Space Shuttle Maneuvering Engine Reusable Thrust 
Chamber Program. Task 11: Low Epsilon Stability 
Test Plan. 

N74-31276/0GI 74-24 21H PC$3.25/MF$2.25 


Tank 12 Data Dump Ome Integrated Thrust Chamber 
Test Report, Phase 1. 
N74-22415/SGI 74-17 21H PC$7.00/MF$2.25 


Task 12 Data Dump (Phase 2) Ome Integrated Thrust 
Chamber Test Report. 
N74-33231/3GI 


PAUKER, GUY J. 


An Essay on Vietnamization, 
AD-785 893/9GI 74-24 SD PC$S.25/MFS$2.25 


In Search of Self-Reliance: U.S. Security Assistance to 
the Third World under the Nixon Doctrine 
‘AD-775 353/6GI 74.09 SD PC$4.75/MFS2.25 


Indonesian Dilemma: Social Justice vs. Growth, 
AD-786 855/7GI 74-25 SK PC$3.25/MF$2.25 


PAUL, A. J. 


Abuadance Estimations and Growth-Rate Comparisons 

for the Clam ‘Protothaca staminea’ from Three 

Beaches in Prince William Sound, Alaska, with Addi- 

— Comments on Size-Weight Relationships, Har- 
esting and Marketing. 

COM-74-10601/4GI 74-11 6C PC$3.75/MF$2.25 


74-20 6R PC$4.50/MF$2.25 


74-09 6C Reprint 


74-20 7D PC$4.75/MF$2.25 


74-24 6A_ Reprint 


74-26 2E PC$3.25 


74-26 211 PC$8.5S0/MF$2.25 






Reprint: Growth, Recruitment, and Distribution of the 
Littleneck Clam, ‘Protothaca staminea’, in Galena 
Bay, Prince William Sound, Alaska. 
COM-73-50437-03-06/GI 


74-04 6C (Order as COM-73-50437-03) 


PAUL, B. B. 
Effect of Irradiation on the Biochemical Changes of 
Mammalian Cells in the Absence and Presence of Par- 
ticulate Materials. Final Report. 
TID-26509 74-09 6R PC$3.00/MF$2.25 


PAUL, CLAYTON R. 


Computation of the Capacitance Matrix for Dielectric- 
Coated Wires. 
AD-778 948/0GI 74-14 9A PC$6.25/MF$2.25 


Coupled Transmission Lines. Part 1. Theory. 
AD-780 038/6GI 74-16 9A PC$7.25/MF$2.25 


Coupled Transmission Lines. Part II. Experimental 
Results. 
AD-780 039/4GI 


PAUL, D. B. 


Low Intensity, Long Duration Chemiluminescence 
from Bis (Trichlorophenyl) Oxalate Ester Systems. 
N74-27594/2G1 74-20 7C PC$3.25/MF$2.25 


Reprint: Aromatic Nucleophilic Substitution with 
Sulphoxides: The Interaction of Dimethyl Sulphoxide 
with Chloronitrobenzenes. 

AD-784 704/9GI 74-22 7C Not available NTIS 
Reprint: Reduction by Sulphoxides: The Mechanism of 
Deoxygenation of Heterocyclic N-Oxides and Tertiary 
Amine N-Oxides. 

AD-784 726/2GI 74-22 7C Not available NTIS 
Reprint: The Apparent Intervention of Diimide during 
a Pyridazine Synthesis. A Re-examination of the Reac- 
tion between Hydrazine and Pyrazine-2,3-dicarboxylic 
Acid Derivatives. 
AD-786 956/3G1 


PAUL, DAVID I. 


Reprint: Mossbauer Spectroscopy of Ferromagnetic 
Materials. 
AD-782 123/4GI 


PAUL, GRAHAM R. 


A Critical Analysis of Viscosity Measurements Made 
on an Impact Viscometer. 
AD-786 235/2GI 74-24 11H PC$3.25/MF$2.25 


Viscosity of a Number of Oils Measured with a High 
Pressure Impact Viscometer at Various Times after 
Impact. 

AD. 782 231/SGI 


PAUL, IAIN C. 


A Selenium Ylides: Preparation and Structural Fea- 
tures. 
AD-770 146/9GI 


PAUL, J. E. 


Automatic Recognition of Continuous Speech: Further 
Development of a Hierarchical Strategy 
AD-773 182/1GI 74-06 17B Pcs7. 00/MF$2.25 


PAUL, L. 
Inclusive Photoproduction of pi exp 0 Mesons at 6 


Gev. 
DESY-73-43 74-09 20H PC$3.00/MF$2.25 
PAUL, N 


Thermionic Core-Configurations of the Critical As- 

sembly Itr. 

JUL-981-RG 
PAUL, N.C 


Reprint: The Mass Spectrometry of Nitrates Esters 
and Related Compounds. Part II. 
AD-782 800/7GI 74-20 7C Not available NTIS 


PAUL, RICHARD 


Modelling, Trajectory Calculation and Servoing of a 
Computer Controlled Arm, 
AD-785 071/2G1 74-23 6B PC$4.75/MF$2.25 


The Use of Sensory Feedback in a Programmable As- 
sembly System. 
AD-772 064/2GI 


PAUL, ROGER A. 


Crater Measurements, 
AD-779 533/9GI 


PAUL, S. L. 


Research to Improve Tunnel Support Systems. 
PB-235 762/2GI 74-23 13B PC$9.25/MF$2.25 


PAUL TENG, T. C. 
r= putea Reinforced Concrete Pavements in Mis- 


74-16 9A PC$7.50/MF$2.25 


74-25 7C Not available NTIS 


74-19 20L Reprint 


74-19 11H PC$3.25/MF$2.25 


74-02 7C PC$3.25/MF$2.25 


74-06 183 PC$4.75/MF$2.25 


74-05 9B PC$3.75/MF$2.25 


74-15 19D PC$S.75/MF$2.25 


PB-225. '604/8GI 
PAUL, WATERS C. 


The Eufaula Adjustment Center: A Progress Report, 
PB-227 245/8GI 74-07 $3 PC$3.75/MF$2.25 


PAULA, HIGINO 


Characteristics of Fog Produced in the FAA-U.C. Fog 
Chamber. 


74-04 13B PC$4.75/MF$2.25 


AD-773 418/9GI 
PAULE, ROBERT C. 


Reprint: Ultrapure Materials: Containerless Evapora- 
tion and the Roles of Diffusion and Marangoni Con- 
vection. 
COM-74-S0155/2GI_ 74-10 11B Not available NTIS 
Standard Reference Materials: Analysis of Interlabora- 
tory Measurements on the Vapor Pressures of Cadmi- 
um and Silver (Certification of Standard Reference 
Materials 746 and 748). 
COM-74-11359/8GI 
PAULEY, DONALD E. 
Expedient AM and FM Broadcast Antennas. 
AD-775 831/1GI 74-10 9E PC$S.75/MF$2.25 
PAULHUS, NORMAN G. JR. 


Suburbanization and Its Implications for Urban Trans- 
portation Systems. 
PB-231 819/4GI 


PAULI, D.C. 


Project TEKTITE I: A Multiagency 60-Day Saturated 
Dive Conducted by the United States Navy, the Na- 
tional Aeronautics and Space Administration, the De- 
partment of the Interior, and the General Electric 
Company. 

AD-773 351/2G1 74-07 


PAULL, F. A. 


The Use of an Aircraft Test Stand for VTOL Handling 
Qualities Studies. 
N74-28737/6GI 


PAULKK, G. J. 


Reprint: Biological Oceanography: Models. 
COM-74-10574/3G1 74-10 8A _ Reprint 


PAULIKAS, GEORGE A. 


The Aerospace Corporation Space Science Program 
Report to COSPAR CY 1973. 
AD-779 681/6GI 74-15 4A PC$3.75/MF$2.25 


Astronomy Research at the Aerospace Corporation - 


1973, 
AD-770 986/8GI 74-03 3B PC$3.75/MF$2.25 


Geomagnetically Trapped Alpha Particles. Low-Al- 
titude Outer-Zone Alpha-Proton Comparisons. 
AD-775 168/8GI 74-09 4A PC$3.75/MF$2.25 


On the Access of Solar Protons to the Synchronous 
Altitude Region. 
AD-778 932/4GI 74-14 4A PC$3.75/MF$2.25 


Solar Proton Observations at the Synchronous Altitude 
During the CINOF Time Period, 
AD-779 682/4GI 74-15 4A PC$3.25/MF$2.25 


PAULON, J. 


Study of Shock Waves Patterns in an Axial Supersonic 
Compressor. 
N73-32196/0GI 


PAULOVICH, F. J. 


Frequency Response of an Axial- a Compressor 
Exposed to Inlet Pressure Perturbation 
N74-21398/4GI 74-15 2E PCS3. 75/MF$2.25 


PAULS, CHESTER F. 


Comprehensive Survey of Magpie Creek. 
AD-784 819/5SGI 74-23 13B PC$4.25/MF$2.25 


Survey of Wastewater Characteristics. 
AD-784 820/3GI 74-23 13B = PC$4.25/MF$2.25 


Survey of Wastewater Discharge - Campion AFS, 


Alaska. 
AD-784 785/8GI 74-23. 13B 


pected of Wastewater Discharge: 
Alask: 
AD-783 480/8GI 74-19 13B PC$4.25/MF$2.25 


Wastewater Treatment Facility Evaluation, Malmstrom 
AFB MT. 
AD-784 844/3GI 


PAULSEN, WILBUR H. 


Lightning Warning Set Test Report. 
AD-770 014/9GI 74-02 4B PC$3.75/MFS$2.25 


PAULSON, C. A. 
Reprint: Air-Sea Transfer of Momentum, Heat and 
Water Determined from Profile Measurements during 
BOMEX. 
AD-773 563/2GI 
Reprint: Compilation of Reprints. 
AD-773 560/8GI 

PAULSON, DANTON L. 


Smelting of Nickel Oxide Ores to Produce Ferronickel. 
PAT-APPL-401 004 74-02 11F PC$3.25/MF$2.25 


PAULSON, OSCAR L. JR. 


Reconnaissance of the Flushing Characteristics and 
Water Quality in Coastal Canals of the Gulf of Mex- 


ico, 
PB-234 430/7GI 


74-07 4B PC$4.75/MF$2.25 


74-20 11F PC$3.75/MF$2.25 


74-13, 13B  PC$4.25/MF$2.25 


13) PC-GPO/MF$2.25-NTIS 


74-22, 1B PC$3.75/MF$2.25 


7402 21E PC$3.25/MF$2.25 


PC$3.75/MF$2.25 
Elmendorf AFB, 


74-23 13B PC$S5.25/MF$2.25 


74-07 4B Reprint 


7407 83 Reprint 


74-21 13B PC$3.25/MFS$2.25 


PAVIA, ANTHONY 


PAULSON, R. F. 


The Calculation of Emission and Absorption Coeffi- 
cients of the Positive Column of a Low-Pressure Mer- 
cury-Argon Discharge. 
AD-778 428/3GI 
PAULSON, ROLF A. 
Interaction of Nitrilotriacetic Acid with Suspended and 


Bottom Material, 
PB-225 023/1GI 


PAULSON, RONALD F. 


The Electrical Discharge Initiation of Chemical Reac- 
tants in Pulse HF Chemical Laser Systems. 
AD-778 446/SGI 74-14 2E PC$4.25/MF$2.25 


Time-Resolved Spectroscopy of Plasma Instabilities. 
AD-778 429/1GI 74-14 7D PC$3.75/MF$2.25 


PAULUS, M 


Effect of the Technological Grinding Process on the 
Coercitive Field of (Lanthanide) COS Permanent Mag- 
netic Material Effekt des Technologischen Mahl- 
prozesses Auf das Koerzitivfeld von (Lanthanid) COS 
Dauermagnetmaterial. 
N74-31152/3GI 


74-14 7D PC$3.75/MF$2.25 


74-01 7D PC-GPO/MF$2.25 


74-24 20C PC$S.25/MF$2.25 


PAULUS, ROBERT D. 


Bristol Bay Test Fishing Program. 
74-16 6C PC$4.75/MF$2.25 


COM-74-11101/4GI 
PAUR, RICHARD J. 
Reprint: Ozone Ultraviolet Photolysis. 


traviolet Spectrum. 
AD-773 155/7G1 


PAUSCHINGER, P. 
Blood Supply Change in the Area of the Lower Ex- 
tremities as Result of Inactivity and Its Control by 


Trasylol. 
N74-25628/0GI 


PAUSHKIN, YA. M. 
Application of Polymer Semiconductors in Electronics 


and Automation--Translation. 
AD-783 836/0GI 74-21 


PAUSTOVSKAYA, V. V. 


Allergenic Effect of Florimycin--Translation. 
AD-770 471/1GI 74-02 6T PC$3.25/MF$2.25 


PAUSZEK, F. H. 
Digest of the 1972 Catalog of Information on Water 


Data. 
PB-232 082/8GI 


PAUTRAT, J. L. 
Properties of an Electron Trap Observed in al Im- 


planted Zante Crystals. 
CEA-CONF-2586 


PAVARD, B. 


The Role of Peripheral Vision and Visual Vestibular 
Interactions in the Exocentric Perception of Linear 
Movement in Humans. 
N74-32559/8GI 


PAVARINI, C. 


System Design Optimization for a MARS-Roving Vehi- 
cle and Perturbed-Optimal Solutions in Nonlinear Pro- 
gramming. 

N74-27723/7GI 


PAVEL, D.G. 


Multilateral Evaluation of Renal Transplants with 
Radionuclides. 
CONF-740708-33 74-24 6E PC$4.00/MF$2.25 


PAVELCHEK, EDWARD K. 
Fracture Strength of Soda-Lime Glass after Etching. 
AD-783 086/2GI 74-20 11B PC$3.75/MFS$2.25 
PAVELLE, RICHARD 


Use of Symbolic Manipulation ser ong to Examine 
Gravitational and Unified Field Theorie 
AD-770 160/0GI 74-02 20) PCS3. 75/MF$2.25 


Use of Symbolic Manipulation Potetanes to Examine 

Gravitational and Unified Field Theorie 

AD-780 195/4GI 74-16 20) PCS4. 75/MFS$2.25 
PAVER, N. 

Axial-Vector Nucleon Form Factor and Low-Energy 

Pion Electroproduction. 

1C-73/150 74-11 20H PC$3.00/MFS$2.25 

Current Algebra and Light Cone (Lecture Notes). 

IC-73-194 74-16 20H PC$8.00/MFS$2.25 

An Introduction to Light-Cone Commutators and Sum 

Rules. Daresbury Lecture Note Series No. 11. 

DNPL/R-28 7402 2H PC$3.25/MFS2.25 


Theoretical Approaches to K/sub L3/ Decay. Daresbu- 
ry Lecture Note Series No. 10. Notes Based on a Lec- 
ture Given at Daresbury Nuclear Physics Laboratory, 


30TH October 1972. 
DNPL/R-27 7402 20H PCS$3.00/MFS$2.25 
PAVIA, ANTHONY 


Field Measurements and Laboratory Testing of Bridge 
Components. 


VI. The UL 


74-06 7D _ Reprint 


74-19 6S PC$3.25/MF$2.25 


9A PCS$3.75/MF$2.25 


74-14 13B PC$4.75/MF$2.25 


74-18 20L PC$4.00/MF$2.25 


74-26 SJ) PC$3.25/MF$2.25 


74-20 22A PC$7.00/MF$2.25 


PA-847 












































































































































































































































































































































































































































































































































































































PAVIA, EDGAR H. 





PB-235 726/7GI 
PAVIA, EDGAR H. 


Hypochlorination of Polluted Stormwater Pumpage at 
New Orleans. 
PB-228 581/SGI 74-09 13B PC-GPO/MF$2.25-NTIS 


PAVIOTTI CORCUERA, R. 


Sensitivity of Fast Neutron Spectra and Integral 
Parameters to exp 238 U Inelastic Scattering Cross 


Sections. 
CEA-N-1632 74-06 20H PC$S5.50/MF$2.25 
PAVKOV, KENNETH L. 


NSC-132313: Preclinical Toxicity of Intravenous Injec- 
tions in s and Monkeys. 
PB-228 999/9GI 74-09 6T PC$7.25/MF$2.25 


PAVLENKO, V. F. 
The Power Plants of Vertical Takeoff and Landing 


Aircraft--Translation 
AD-778 791/4G1 74-14 21E PC$9.S0/MF$2.25 
PAVLICEK, FRANK V. 


Reprint: An Electrochemical Release Device. 
AD-784 620/7G1 74-22, 133 Reprint 


PAVLICHENKO, O. S. 


Measurement of Turbulent HF Fields in a High Cur- 
rent Rectilinear Gas Discharge from the Intensity of 
Forbidden Hei Lines. 
N74-22352/0GI 
PAVLIK, B. D. 
Non-Linear Narrow Resonances of the Density of 
= Molecules in a Standing-Light Wave--Transla- 


AD.787 404/3G1 74-26 7D PC$3.75/MF$2.25 


PAVLIKOV, V.N. 


Refractory Material--Translation. 
AD-784 186/9GI 74-22 11B PC$3.25/MF$2.25 


PAVLIS, R. R. 


Reprint: Bridged Bromine and Chlorine Free-Radical 
Intermediates. Free-Radical Halogenations of 2- 
Halobutanes. 

AD-772 248/1GI 


PAVLIVA, V. S. 


Diffusion in a Non-Uniformly Heated Strained Layer 
in the Presence of Mass Exchange with the Surround- 
ing Medium (Difuzya v Nerivninirno Nitritomyu Shuri 
pri Nayavhosti Masoobnin u Otochuyuchin Seredo 
Vishchem), 

TT-70-59078 74-07 11F PC$3.25/MF$2.25 


PAVLOPOULOS, T. G. 


Waveguide Techniques for Integrated O 
AD-777 029/0GI 74-11 20F PCS. D ISIMPS2. 25 


PAVLOSKY, J. E. 


Apollo Experience Report: Thermal Protection 
Subsystem. 
N74-15536/7GI 


PAVLOU, S. P. 


R/V ONAR Cruises 434, 450, 469, 502. SYOPS 
(Synthetic Organics in Puget Sound) Cruise Series 1, 2, 
3, 4. Hydrographic, Chemical and Biological Measure- 


ments. 
PB-227 060/1GI 74-06 83 PC$5.75/MF$2.25 
PAVLOV, A. I. 


The Investigation of Certain Thermoplastic Properties 


74-25 13B PC$S.75/MF$2.25 


74-17 201 PC$3.25/MF$2.25 


74-05 7E Reprint 


74-09 22C PC$3.25/MF$2.25 


of Capron Fabrics--Translation. 
AD-780 831/4GI 74-17 IIE PC$3.25/MF$2.25 
PAVLOV, A. V. 


Electro-Optical Equipment for Spacecraft, 


N74-72985/6GI 74-25 22B PC$10.5S0/MF$2.25 
PAVLOV, L. E. 

eaeee of Calibrating Infrasonic Hydrophones--Trans- 

latio 

AD-770 $20/SGI 7402 14B PC$3.25/MF$2.25 
PAVLOV, M. K. 


Intensity of Reproduction of Wild and Sovkhoz Popu- 
lation of Sables (Intensivnost Razmnozheniya Sobolei 
na Fermakh i v Prirodnykh Usloviyakh), 


TT-72-51086 7426 6C PC$3.25/MF$2.25 
PAVLOV, V.A. 

Inertial Instruments, 

IPRS-62187 74-18 17G PC$3.75/MF$2.25 
PAVLOV, V.N. 

Electrosynthesis of Organic Compounds--Translation. 

AD-786 824/3GI 74-25 7C PC$S5.25/MF$2.25 
PAVLOV, V.S. 


Determining the Vapor saa of Metals at High 
Tem; s--Translatio 
1 623/4GI 74.18 11F PC$3.25/MF$2.25 


PAVLOV, YU. A. 
Guaty Measurements in the Sea of Japan--Transla- 


AD-782 589/6G1 74-19 8E PC$S.75/MF$2.25 





PA-848 





Isostasy and Seismicity of the East Asia Transitional 


Zone---Translation. 
AD-782 598/7GI 74-19 8G PC$3.75/MF$2.25 


PAVLOVA, L. B. 
Reprint: Change in the Properties of Staphylococci 


after Repeated Gamma Radiation. 
AD-784 832/8GI 74-23 6M PC$3.25/MF$2.25 


PAVLOVA, L.N. 
Preliminary Data on ‘Adiabatic’ Fogs in a Large 
Aerosol Chamber--Translation. 

AD-770 722/7G1 74-03 4B PC$3.25/MF$2.25 

PAVLOVA, M. T. 

Photometric Measurement of the Immunofluorescence 
Intensity of Group D Streptococci. 
BNL-17854 74-02 6M PC$3.00/MF$2.25 

PAVLOVA, T. G. 

Analog Digital Computer for Calculating Dose Fields-- 
Translation. 
AD-781 591/3GI 


PAVLOVICH, P. 


Properties of Light Transition Radiation of 660 Mev 
Proton ( Gamma = 1.7) Inclined Incidence on a Thick 
Nickel Plate. Ii. 
JINR-P1-7956 74-25 20H PC$4.75/MF$2.25 
Search for the Dirac Monopole over the Vavilov-- 
Cherenkov Radiation Using the 70 Gev Ihep Proton 
Synchrotron. 
JINR-P1-7996 
PAVLOVSKIL, P. E. 


Accumulation of Free Amino Acids in Autolytic 

Muscle Tissue in Cold P:ocessing of Beef--Translation. 

AD-781 733/1GI 74-18 6H PC$3.25/MF$2.25 
PAVLOVSKIS, OLGERTS R. 


Reprint: ‘Pseudomonas aeruginosa’ Exotoxin in Mice: 
Localization and Effect on Protein Synthesis. 
AD-782 981/SGI 74-20 6M _ Reprint 


PAVLYGIN, G. N. 


Characteristics of Image Formation in Coherent 
Lighting--Translation. 
AD-784 264/4GI 
PAWAR, P. G. 


Development of a Method for Fabricating Metallic 
Matrix Composite Shapes by a Continuous Mechanical 


74-18 6R PC$3.25/MF$2.25 


74-25 20H PC$4.50/MF$2.25 


74-22, 20F PC$3.25/MF$2.25 


Process. 
N73-32370/1GI 74-02 13H PC$3.75/MF$2.25 
PAWLAK, EDWARD J. 


Client Careers and Pubiic Welfare Structures. 
PB-236 139/2GI 74-24 SK PC$9.25/MF$2.25 


PAWLAK, R. J. 


Safety and Automatic Train Control for Rail Rapid 
Transit Systems. 
PB-235 492/6GI 74-24 13F PC$8.50/MF$2.25 


PAWLEY, HAROLD R. 


Integration of Safety, Security Police, Fire Protection 

and Disaster Preparedness into a Single Protective Ser- 

vices Organization. 

AD-785 462/3GI 74-23 1SE PC$S.25/MF$2.25 
PAWLIK, ALEKSANDER 


Plowing Resistances in the Light of Measurement of 
Furrow Slice Pressure Against the Working Surface of 
the Plow Bottom (Opory Orki w Swietle Pomiaru 
Cisnienia Skiby na Powierzchnie Robocza Korpusu 
Pluga), 

TT-73-54061 74-26 2C PC$4.25 


Studies on and Designing of Shortened Bottoms for 
High-Speed Plowing (Badania i Projektowanie 
Skroconych Korpusow do Szybkie Orki), 

TT-73-54046 74-26 2C PC$3.75 


PAWLKK, P.S. 
Reprint: Forced Plane Strain Motion of Cylindrical 
Shells-A Comparison of Shell Theory with Elasticity 
Theory. 
AD-778 266/7GI 
PAWLOWSKI, P. 


A Novel Method of Cooling Semiconductor Devices 

for Power Electronics Neuartiges Kuehlverfahren fuer 

Bauelemente der Leistungselektronik. 

N74-11739/1GI 74-05 9A PC$S.25/MF$2.25 
PAWULA, R. F. 

Reprint: On a Nonlinear Problem Involving RC Noise. 

AD-773 149/0GI 74-06 9D Reprint 
PAXSON, TIMM E. 

Metallocarboranes: Past, Present, and Future. 

AD-786 236/0GI 74-24 7C PC$3.75/MFS$2.25 


Preparation of Hydridometallocarboranes and Their 
Use as Homogeneous Catalysts 


74-13 20K Reprint 


AD-786 321/0GI 74-25 7C PC$3.25/MF$2.25 
PAXTON, C. L. 
Emergency Distress Signalling Device. 


AD-780 744/9GI 74-17 17B  PC$3.25/MF$2.25 









PAXTON, CURTIS L. 
Airborne TV System. 


AD-780 729/0GI 74-17 17B PC$3.25/MF$2.25 

Emergency Arctic Battery. 

AD-778 198/2GI 74-13, 10C PC$3.75/MF$2.25 
PAXTON, H. C. 

Bare U(93)C sub 170 Assembly. 

LA-4798-MS 74-23 18E PC$4.00/MF$2.25 
PAXTON, M. M. 


Characterization of Prototypic Ftr Fuel Duct Tubes 
(Rm-35). 
HEDL-TME-73-70 74-06 18] PC$S5.45/MF$2.25 


PAYER, STEPHEN F. 


Analysis, Modification and Test of grea Landing 
System Glide Slope Waveguide Anten 
AD-779 558/6GI 74-15 17G PCS4. 75/MF$2.25 


PAYKIN, P. I. 


Changes in Cerebral Circulation Induced by Hyp- 
notization of the Rabbit by the Immobilization Method. 
N74-21707/6GI 74-17 SJ PC$3.25/MF$2.25 


PAYLORE, PATRICIA 


Phreatophytes. A Bibliography, Revised, 
PB-232 259/2GI 74-15 6C PC$8.75/MF$2.25 


World Desertification: Cause and Effect. A Literature 
Review and Annotated Bibliography, 
PB-228 100/4GI 74-08 8F PC$7.00/MF$2.25 


PAYNE, F. A. 


Development of Prediction Relationships for Water 
Requirements with Irrigation Cooling. 
PB-229 791/9GI 74-12, 2D = =PC$3.75/MF$2.25 


PAYNE, H. R. 


Mius Technology Evaluation: Lithium Bromide--Water 
Absorption Refrigeration. 
ORNL-HUD-MIUS.7 74-12 13A PC$4.00/MF$2.25 


PAYNE, J. 
ae Analysis of the Kiwi-B-4D Reactor. Parts I-- 


LA. 3170-MS 74-02 18K PC$20.50/MF$2.25 
PAYNE, J. G. 

Pogo Suppression on the Delta Vehicle. 

AD-784 833/6GI 74-23 21H = PC$4.25/MF$2.25 


PAYNE, JOHN A. 


An Experimental Comparison of Thermal Discharges 
to a Waterway by a Single Jet and by a Multiple Port 
Diffuser. 

PB-236 214/3GI 74-26 13B PC$S.25/MF$2.25 


PAYNE, K. J. 


User’S Guide to a Computerized sa Resistor Catalog 
(Resis). 


SLA-73-661 74-02 9A PC$4.50/MF$2.25 
PAYNE, M. G. 

Transport of Resonance Radiation in Argon. 

ORNL-TM-4368 74-06 201 PC$9.50/MF$2.25 
PAYNE, M. H. 


An Analytic Study on Bounds for the Associated 
Legendre Functions. 
N74-10563/6GI 74-04 12A PC$4.25/MF$2.25 


A Computer Program to Calculate Zeroes, Extrema, 
and Interval Integrals for the Associated Legendre 
Functions. 

N74-10562/8GI 74-04 12A_ PC$3.75/MF$2.25 
Estimation of Bounds for the Geopotential Coeffi- 
cients. 

N74-12164/1GI 74-06 8E PC$3.75/MFS$2.25 


PAYNE, PETER R. 


On the Avoidance of Limb Fiail Injury by Ejection 
Seat Stabilization. 
AD-783 913/7GI 74-21 1C PC$4.75/MF$2.25 


A Study of Aerodynamic Forces as a Cause of Injury 
During Emergency Escape, 
I 


AD-770 990/0G 74-03 6G PCS$3.25/MF$2.25 
PAYNE, R. 

Combustor Modelling. 

AD-784 906/0GI 74-23 21B PC$3.25/MFS$2.25 
PAYNE, R. L. 


An a Priori Estimate for the Information Matrix of a 
Single Input/Single Output Linear System. 
N74-21198/8GI 74-15 9D PC$3.25/MF$2.25 


An Approximate Bayesian One-Step-Ahead Regulator. 
N74-20893/S5GI 74-15 12A PC$3.25/MF$2.25 


A Bayesian Approach to Experiment Design with Ap- 
plications to Linear Multivariable Dynamic Systems. 

N74-21227/5GI 74-15 12A PC$3.25/MF$2.25 
Design and Characterization of Optimal Test Signals 
= 2 gaged Single Input-Single Output Parameter Esti- 


N74-21223/4GI 74-15 12A PC$3.25/MFS$2.25 


Optimal Test Signal Design for Linear Siso System In- 
dentification. 


N74-21199/6GI 
PAYNE, RICHARD E. 


A Buoy-Mounted Meteorological Recording Pack 
AD-783 535/8GI 74-21 4B PC$3.75/M 


PAYNE, ROBERT R. 
Pleistocene Manganese Pavement Production: Its Rela- 
tionship to the Origin of Manganese in the Tasman 
Sea, 
PB-225 992/7GI 74-05 8] (Order as PB-225 983) 
PAYNE, SEQUOYA L. 
Steel Scrap Oxidation Acceleration by Surface Im- 


mation Techniques. ; 
PATENT. 3620715 74-07 13B Not available NTIS 
PAYNE, STANLEY E. 


A Maximal Determinant Problem. 
AD-776 799/9GI 74-11 112A PC$3.75/MF$2.25 


PAYNE, W. R. 


A Limited Survey of Health-Related Laser Charac- 
teristics for Selected Applications in the United States, 
PB-230 701/SGI 74-11 6R PC-GPO/MF$2.25-NTIS 


A Review of Selected Bioeffects Thresholds for Vari- 
ous Spectral Ranges of Light, 
PB-228 391/9GI 74-08 6R 


PAYNE, W. R. JR. 


Herbicide Runoff from Four Coastal Plain Soil Types. 
PB-235 S71/7GI 74-24 13B PC-GPO/MF$2.25-NTIS 


PAYNE, WILLIAM F. 


Pyrolytic Graphite Coated Throat Inserts, 
AD-783 849/3G1 74-21 21H = PC$4.25/MF$2.25 


PAYNTER, G. C. 


Development of Acoustically Lined Ejector Technolo- 
sy for Multitube Jet Noise Suppressor Nozzles by 
Model and Engine Tests over a Wide Range of Jet 
Pressure Ratios and Temperatures. 

N74-22639/0GI 74-18 21E PC$9.50/MF$2.25 


PAYSON, PAUL M. 


Army Reserve Components the Challenge of the ‘70s. 
AD-779 $74/3G1 74-18 1SC PC$3.75/MF$2.25 


PAZAN, STEPHAN E. 


Advanced Marine Techni 
AD-777 458/1GI 


PAZMAN, A 
Determination of Statistical Significance in Experi- 
ments on Detection of New Resonances. 
JINR-P1-7155 74-06 20H PC$3.00/MF$2.25 
PCHELKO, I. G. 
A Method of Determining the Danger of Airplane 


Icing--Translation. 
AD-781 221/7GI 1C PC$3.25/MF$2.25 
PEABODY, P. B. 


Nuclear EMP: Management Plan and Techniques for 
EMP Protection of Systems. . 
PEM-19 74-12 9E PC$3.00/MF$2.25 


PEACE, R. 


Atmospheric Water Resources Research. Volume V, 
Sundry Analyses and Evaluations. 
PB-225 851/SGI 74-04 4B PC$S.75/MF$2.25 


PEACH, M. E. 
Reprint: The Mass Spectra of Some Pentafluorophen- 
ylthio Derivatives. 
AD-781 407/2G1 
PEACOCK, D. 8. 
bo Extended Set of Cosmic-Ray Variational Coeffi- 
ts 


nts. 
AD-779 678/2G1 

PEACOCK, KEITH 
A Technique for Correcting ERTS Data for Solar and 


Atmospheric Effects. 
E74-10489 74-14 4A  PC$3.25/MF$2.25 
PEACOCK, NICOL J. 


X-Ray and Neutron Production Optimization in the 


Dense Plasma Focus. 
AD-771 194/8GI 74-04 201 PC$4.25/MF$2.25 
PEAK, D. 


Reprint: Carbon Interstitial in the Diamond Lattice. 
AD-772 357/0GI 74-05 20L Reprint 


Reprint: LCAO Calculations for the Boron and 
Nitrogen Interstitial in the Diamond Lattice. 
AD-783 386/6G1 74-20 20L Reprint 
PEAK, R. D. 


Ffitf Scale Model Structural Dynamics Tests. 
HEDL-SA-700 74-17 18E PC$4.25/MF$2.25 


PEAKE, D. J. 


Wall Interference on Two-Dimensional Supercritical 
Airfoils, Using Wall Pressure Measurements to Deter- 
oy the Porosity Factors for Tunnel Floor and Ceil- 


AD-778 378/0GI 74-14 20D PC$3.75/MF$2.25 


74-15 9D PC$3.25/MF$2.25 


PC-GPO/MF$2.25-NTIS 


ology. 
74-12 133) PC$3.75/MF$2.25 


74-18 


74-18 7C Not available NTIS 


74-15 4A PC$4.75/MF$2.25 


PEAKE, JAMES E. 
Development of a Reliability and Maintainability Anal- 
ysis Technique for Helicopter Research and Develop- 


ment. 
AD-772 955/1GI 74-06 1C PC$7.25/MF$2.25 
PEAKE, W. H. 


Satellite to Aircraft Multipath Signals over the Ocean. 
N74-25674/4GI 74-19 17B PC$3.75/MF$2.25 


PEARCE, BLAINE 


A Study of the Effects of Different Turbulent Heating 
Estimates and Boundary Layer Transition Onset 


Criteria on the Heating to a Lifting Entry Vehicle, 
AD-785 198/3Gi 74-23 ‘ne PCS3.75/MFS2.25 
PEARCE, BRYAN R. 


Determination of Water Quality Parameters in the 
Massachusetts Bay (1970-1973), 
COM-74-10269/0GI 7406 8) PCS$9.50/MFS$2.25 


PEARCE, CAROL K. 
Comparison of Methyl Acetate and 4-Butyrolactone in 


A Organic Electrolytes. 
AD-775 787/SGI 74-10 10C = =PC$3.25/MF$2.25 
PEARCE, D. W. 


Economic and Ecological Approaches to the Optimal 


Level of Pollution 
N74-17331/1GI 74-11 13B PC$3.25/MF$2.25 
PEARCE, DOUGLAS C. 


Reprint: The Application of the Theory of Heterogene- 
ous Dielectrics to Low Surface Area Soil Systems. 
AD-775 $07/7GI 74-09 8M Reprint 


PEARCE, HENRY M. JR. 
Method for Improving the Shelf Life of Roasted Pe- 
anuts. 
PAT-APPL-348 840 
PEARCE, JAMES W. 


The Demand for and Value of the Sport Fishery on the 
Au Sable, Jordan, and Red Cedar Rivers. 
PB-226 114/7GI 74-04 13B PC$3.75/MF$2.25 


Economic Evaluation of the Sport Fishery of the Au 


Sable River, Michigan, 
PB-226 111/3GI 74-04 13B PC$4.25/MF$2.25 
PEARCE, R. J. 


Examination of Alloy Specimens Irradiated in Fuel 
Element Assemblies of the Dragon Reactor. 
RD/B/N-2920 74-25 11F PC$4.50/MP$2.25 


PEARCY, W.G. 
Food Habits of Deep-Sea Macrourid Fishes off the 


Oregon Coast. 
74-10 6C PC$3.50/MF$2.25 


74-11 6H PC$3.25/MF$2.25 


RLO-2227-T-12-40 


Reprint: Scattering Layers and Vertical Distribution of 
Oceanic Animals off Oregon. 
AD-778 132/1GI 

PEARL, E. W. 


Satellite-Tracked Cumulus Velocities. 
N74-27087/7GI 74-20 4B PC$3.25/MF$2.25 


PEARL, JUDEA 


Effectiveness of Orthogonal Transforms in Informa- 

tion Processing Applications. 

AD-771 328/2GI 74-04 9D PC$3.25/MF$2.25 
PEARLMAN, A. L. 


Fourier Transforms and the Human Visual Process: 

An Approach Via Optical Illusions. 

LBL-1028 74-04 53 PC$10.00/MFS$2.25 
PEARLMAN, M. R. 


A Meteorological Report for the Mt. Hopkins Observa- 


tory: 1968-1971. 
N74-21237/4G1 74-18 4B PC$4.25/MF$2.25 


Sao/NASA Joint Investigation of Astronomical View- 
ng Q Quality at Mount Hopkins Observatory: 1969-1971. 
4-21432/1GI 74-18 3A PC$S.75/MF$2.25 


PEARLSTEIN, FRED 
Investigation of Protective Coatings for Ammunition 
— - Timing Movements of Mechanical Time 
AD-772 976/7GI 74-06 19A PC$3.25/MF$2.25 
PEARLSTEIN, R. M. 
Unified Approach to Excited State Homotransfer in 


B ‘al Systems. 
CONF-740441-4 74-20 6A PC$4.50/MF$2.25 
PEARLSTEIN, RICHARD B. 


A Comprehensive Key Word Index and Bibliography 
on Instructional System Development. 
AD-777 192/6GI 74-12 SI PC$7.50/MF$2.25 


Guidelines for Abstracting Technical Literature on In- 
structional System Development. 
AD-777 757/6GI 74-12 SB PC$4.75/MF$2.25 


PEARLSTEIN, 8S. 
Development and Status of the Evaluated Nuclear 


Data File Endf/B. 
BNL-18252 74-06 20H PC$3.00/MFS$2.25 


74-13 8A Reprint 


PEARSON, JOHN 


PEARS, C. D. 
Nondestructive Evaluations of Composite Heatshield 
Materials before and after an Underground Nuclear 


Exposure. 
AD-783 851/9GI 74-21 11D PC$S.25/MF$2.25 


Nondestructive, Thermal, and Mechanical ae eegentie 
Evaluations of Composite Heatshield Mate 
AD-775 364/3GI 40 11D Pests a3n 25/MF$2.25 


The Thermal and Mechanical Properties of a Low 
Density Elastomeric Ablation Material. 

N73-32463/4GI 74-02 11D PC$7.25/MF$2.25 
The Thermal and Mechanical Properties of a Low- 
Density Glass-Fiber-Reinforced Elastomeric Ablation 


Material. 
N74-22225/8GI 74-17 111A PC$7.00/MFS$2.25 
PEARSE, GEORGE A. 


Similarities and Differences in the Guerrilla Strategies 


of Mao and Lawrence 
AD-779 $7S/0GI 1SG PC$3.75/MF$2.25 
PEARSE, J.S. 


Abalones and Sea Urchins in an Area Inhabited by Sea 


Otters, 
COM-74-11028/9GI 74-15 8A Reprint 
PEARSON, A. O. 


Measurement of Gas Production of Microorganisms. 
PAT-APPL-491 416 74-26 6M PC$3. 25/MF$2. 25 


PEARSON, ALLAN E. 


Optimal Control of a Gliding Parachute System. 
AD-776 355/0GI 74-11 18G PC$3.25/MFS$2.25 


PEARSON, CARL E. 
Numerical Stream Line Approach to Free Surface 
Problem 


$, 

AD-785 927/SGI 74-24 20D PC$3.75/MFS$2.25 
PEARSON, D. 

Response of Lif Thermoluminescence to Low Energy 


beta -Rays from Tritium. 
COO-1105-187 18D PC$4.00/MFS2.25 
PEARSON, D. W. 
Fast Neutron Dosimetry by Activation of TL 
— Progress Report, July 15, 1973--July 15, 
1974. 
COO-1105-213 74-26 18D PC$4.00/MF$2.25 


Photon Counting System for Thermoluminescent 


Dosimetry. 

COO-1105-188 7402 6R PC$3.00/MF$2.25 
PEARSON, F. J. JR. 

Reprint: Carbon-i4 Ages of Water from the Arkansas 


Hot Springs. 
AD-778 712/0GI 74-14 8D Reprint 
PEARSON, FRANK H. 


Evaluation of Prototype Crushed Limestone Barriers 
for the Neutralization of Acidic Streams, 
PB-234 SS1/0GI 74-21 7A PC$S.2S/MF$2.25 


Neutralization of Acidic Wastes by Crushed 


Limestone. 
PB-234 $49/4GI 74-21 7A PC$6.25/MF$2.25 
PEARSON, FREDERICK 


The Use of Magnetic Iron Oxide for Recovery of 
Virus from Water. 
74-20 6M PC$3.75/MF$2.25 


14-15 


74-15 


PB-234 626/0GI 
PEARSON, H. E. 

Test-Observation Well Near — Washington. 

Description and Preliminary Results 

PB-224 985/2GI 7401 8H PCS3. 75/MF$2.25 
PEARSON, J. 


Industrial Move to Si and the Livermore Plan. 
UCID-16378 74-09 SC PC$3.00/MF$2.25 


PEARSON, J. A. 


The Low-G Accelerometer Calibration System Orbital 
Accelerometer Experiment. Volume I. Experiment 
Description and Me 
AD-772 717/SGI 


thodology. 

7406 22B PC$9.S0/MFS2.25 
The Low-G Accelerometer Calibration System Orbital 
Il. Experiment 


AD-772 718/3G1 | 74.06 22B 
PEARSON, J. GARETH 
Measures of Biotic Similarity and Their Applications 


to Techniques, 
AD 785 casio 74-24 6F PC$3.25/MF$2.25 
PEARSON, J. L. 


Coherent Optical Adaptive Techniques (COAT). 
AD-783 281/9GI 74-20 17H PC$4.25/MF$2.25 


PEARSON, J. W. 
a Pian: Managing the Industrial Transition to 


UCRL:75486 74-17 SA PC$3.00/MF$2.25 
PEARSON, JOHN 


The Punch Charge 
AD-771 421/5GI 


PC$10.50/MFS2.25 


74-04 19A PC$3.75/MFS$2.25 
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PEARSON, JOHN D. 


PEARSON, JOHN D. 
CHAMP: A Chance Constrained Adaptive Planning 


Model. 
AD-773 051/8GI 74-06 SI PC$7.50/MF$2.25 


PEARSON, JOHN W. 


Adult Probationer Needs Survey - An Analysis of the 
Needs and Characteristics of Men and | emee on 
Adult Probation in Santa Clara County, C 

PB-226 315/0GI 74-04 SK PCS. TSM 82. 25 


PEARSON, M. J. 


Satellite X4: The 100-Element  Self-Scanned 
Photodiode Array Experiment. 
AD-782 032/7GI 74-19 9E PC$4.25/MF$2.25 


PEARSON, NILS A. 8. 
A Quasi-Empirical Model of the Hurricane Boundary 


Layer, 
AD-774 512/8GI 74-08 4B PC$3.75/MF$2.25 
PEARSON, P. H. O. 
Complete Listing of Updated Results from Falling 
ere Experiments Conducted in Australia March 


1 to June 1972. 
N74-16329/6GI 74-10 4A PC$S.75/MF$2.25 


Measurements of the Basic Atmospheric Parameters at 
— Using the Falling Sphere January to June 
1973. 

N74-29100/6GI 74-22 4B PC$3.75/MF$2.25 


Measurements of the Basic Atmospheric Parameters at 
_— Using the Falling Sphere, July - December 


N74.16319/7G1 74-10 4B PC$4.25/MF$2.25 
PEARSON, R. G. 

Effects of Noise Upon Human Information Processing. 

N74-31576/3GI 74-25 6F PC$4.25/MF$2.25 
PEARSON, W. E. 


Transport Properties of N2 Gas at Cryogenic Tempera- 


tures. 
N74-21309/1GI 74-15 7D PC$3.25/MF$2.25 
PEARSONS, K. S. 


Handbook of Noise Ratings. 
N74-23275/2G1 74-18 20A PC$9.50/MF$2.25 


PEARSONS, KARL S. 
Feasibility of a Novel Technique for Assessing Noise- 


Induced Annoyance. 
PB-225 334/2GI 74-02 $3} PC$S.25/MF$2.25 
PEART, N. A. 


Aircraft Noise Source and Contour Estimation. 
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aa | AD-782 079/8GI 74-19 17G PC$6.25/MF$2.25 
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Computer Functional Requirements Study. Volume III. 
AD-782 080/6GI 74-19 17G PC$3.75/MF$2.25 


Reprint: Magnetic Susceptibility of the One-Dimen- 
sional Electron Gas; Application to BDP (TCNQ) 2. 
COM-74-S0651/0OGI 74-22 20L Not available NTIS 
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Reprint: Electron Transport and Magnetic Properties 
of New Highly Conducting TCNQ Complexes. 
COM-74-50213/9GI_ 74-10 7C Not available NTIS 


PERMAR, P. H. 


Californium-252: A New, Promising Neutron Source. 
DP-MS-73-26 74-10 20H PC$4.25/MF$2.25 


Californium-252: Neutron Source for Industry and 


















































Medicine. 

DP-MS-73-50 74-07 18B PC$6.75/MF$2.25 
Potential Markets for Devices Using exp 252 CF. 
DP-MS-74-27 74-20 18B PC$4.00/MF$2.25 














PERMENTER, J. A. 


Radar Studies of Arctic Ice and Development of a 
Real-Time Arctic Ice Type Identification System. 
AD-775 249/6G1 74-09 8L PC$7.50/MF$2.25 


PERMYAKOV, V. P. 


Reactions of Complete Nucleus Fusion. 
JINR-P4-7312 74-06 18A PC$S5.25/MF$2.25 


PERNICK, JOSEPH J. 
The Deaf Man and the Law 
PB-235 621/0GI 74-22 SK PCSA. 75/MF$2.25 
PERONE, S. P. 
Computer-Controlled Monitoring and Data Reduction 
= Multiple lon-Selective Electrodes in a Flowing 
ystem. 
AD-778 350/9GI 74-13 7D PC$3.75/MF$2.25 
PERONE, SAM P. 
Computerized Pattern Recognition Applications to 
Chemical Analysis. Development of Interactive Fea- 
ture Selection Methods for the K-Nearest Neighbor 


Technique. 
74-09 9B PC$3.75/MF$2.25 
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PA-856 


PERRAIS, M 


Laboratory Simulation of Kinetic Heating Effects on 
the Structure of Concorde Aircraft Restitution en 
Laboratoire des Effets de l'Echauffement C Inetique 


sur la Structure de l'Avion Concorde. 
N74-17760/1GI 74-12 1A  PC$3.25/MF$2.25 
PERRAS, JAMES C. 


A Portable Gas Chromatographic Technique to Mea- 
sure Dissolved Hydrocarbons in Sea Water. 


AD-786 $83/SGI 74-25 7C PC$4.25/MF$2.25 
PERRAULT, G. 


Mesure De L'Efficacite D'Agents De Surface Par 
Soe ogee Mecanique (Measurement of the Effi- 
y of Surface-Active Agents by Mechanical Spec- 


troscopy), 
AD-774 $69/8GI 74-08 211 PC$3.25/MF$2.25 


Reprint: Applications of the Molecular Probe to Com- 
posites of High Solid Content. I. Determination of 
Glass Transition Temperature and Study of Surface 


Phenomena. 
AD-783 108/4GI 74-20 7D Not available NTIS 


Reprint: Evaluation of Surface-Active Additives in 
Highly Filled Composites by Mechanical Spectroscopy. 
AD-786 981/1GI 74-25 11D Not available NTIS 
Synthese et Evaluation de Triisocyanates Polymeriques 
Dan les Liants et Propergols Solides. (Synthesis and 
Evaluation of Triisocyanate Polymers in Propellant 
Binders and Solid Propellants), 

AD-774 561/SGI 74-08 211 PC$3.25/MF$2.25 

PERREAULT, DAVID A. 


A Communications Executive for the 9303 Message 
Processing System. 
AD-785 387/2GI 74-23 9B PC$4.75/MF$2.25 


PERRET, W. R. 


Ground Motion in the Vicinity of the Cannikin@uclear 
Explosion. 


SLA-73-43 74-02 18C PC$5.45/MF$2.25 
PERRETTA, LOUIS A. 


Holographic Horizontal Display 
AD-781 337/1GI 74-18 We PCS. 25/MF$2.25 


Holographic Multicolor Moving Map Display (System 
Definition). 


AD-772 135/8G1 74-05 9E PC$S.75/MF$2.25 
PERRICH, ROBERT J. 


Palestine Refugees: Toward a Solution. 
AD-773 483/3GI 74-07 SD PC$4.25/MF$2.25 


PERRIER, DOROTHY M. 


Catalysis of the Cellulose-Cyclic Urea Reactions by 
Built-in Acid Groups. 
PATENT-3 734 685 74-09 IIE Not available NTIS 


ae Celtulose-Alkyl Halide Reaction 


PAT- APPL-446 440 74-19 11E PC$3.25/MF$2.25 


Diquaternary a Cellulosic Fabrics with Wrin- 
kle Resistant Propertie: 
PAT-APPL-446 439 “4-19 11E PC$3.25/MF$2.25 


PERRIGO, L. D. 


Decontamination Studies: Battelle-Northwest Labora- 
tories, December 1964--August 1965. 
BNWL-CC-173 74-06 181 PC$3.00/MF$2.25 


PERRIN, G. 
Vector and Tensor Analyzing Powers in the Scattering 


of 30 Mev Polarized Deuterons by Protons. 

ISN-7314 74-04 20H PC$3.00/MF$2.25 
PERRIN, J. 

Irradiation Capsules. 

LIB/Trans-499 74-02 183 PC$3.25/MF$2.25 
PERRIN, M. 


Invariance Algebras and Interactions in Nonrelativistic 
Quantum Mechanics. 
CNRS-CPT-73-P-543 74-06 20J PC$3.00/MF$2.25 


PERRIN, R. C. 
Growth and Stability of Voids in Irradiated Metals. 
AERE-R-6284 74-09 11F PC$3.25/MFS$2.25 
PERRIN, W. F. 


Reprint: Stomach Contents of Porpoise, ‘Stenella'spp., 
and Yellowfin Tuna, ‘Thunnus albacares’, in Mixed- 
Species Aggregations. 
COM-73-50437-04-12/GI 
74-08 6C (Order as COM-50437-04) 
PERRINE, M. W 
Akohol, s, and Driving. 
PB-232 111/SGI 74-16 SJ PC$10.25/MF$2.25 
PERRON, G. 


Reprint: Heat Capacity of Seawater Solutions from 5 
ee net eee one Aeened See. 
AD-775 29S/9GI 1409 8) Reprint 


PERRONE, G. L. 
Advanced Two-Stage Compressor Program Design of 


Inlet Stage. 
N73-32610/0GI 74-02 21E PC$9.25/MFS2.25 









PERROT, M 


Two Years of Operation of the Shielded Microprobe: 

Evaluation and the Future. 

CEA-CONF-2414 74-09 7D PC$3.75/MF$2.25 
PERROTTE, WILLIAM 

Effects of Exhaest from Two-Cycle Outboard Engines. 

PB-233 567/7GI 74-19 13B PC$9.25/MF$2.25 
PERROTTI, HERMAN P. 

Forecasting Extratropical Storm Surges for the 

Northeast Coast of the United States. 

COM-74-10719/4GI 74-11 4B PC$4.25/MF$2.25 


PERROUD, P. 
Measurements of Pollution in the Lower Layers of the 
Atmosphere. 
CEA-CONF-2487 74-15 13B PC$3.25/MF$2.25 
Measurements of Pollution in the Lower Layers of the 
Atmosphere 
N74-32057/3GI 74-25 13B PC$3.25/MF$2.25 


Moored Observation Balloon and Measurements at 
6,000 Meters 
CEA-CONF-2561 74-20 4B PC$4.00/MF$2.25 


one and Utilization of Liquid Hydrogen on Board 


CEAC NF-2562 74-21 21D PC$4.00/MF$2.25 


Use of Captive Balloons for the roe A of the Pollution 
in the Lower Layers of the A 
CEA-CONF-2491 74-15 13 PCS3. 00/M F$2.25 


Use of Captive Balloons for the Study of the Pollution 
in the Lower Layers of the Atmosphere. 
N74-32058/1GI 74-25 13B PC$3.25/MF$2.25 


PERROUIN, LUC 


Evaluation of Systems Specified to Work at a High 
Level of Reliability. 
AD-786 749/2GI 74-25 14D PC$3.75/MF$2.25 


PERRUSSEL, RUSSELL E. 


Development of a Process for Producing an Ashiess, 
Low-Sulfur Fuel from Coal. mn Il. Laboratory 
Studies. Part 1, Autoclave Experime 

PB-236 305/9GI 74-25 7A PC-GPO/MFS2. 25-NTIS 


Solvent Refined Coal Process with Retention of Coal 


Minerals. 
PAT-APPL-446 974 74-11 7A PC$3.75/MF$2.25 
PERRY, A. E. 


Pressure Distributions in Slot Type Rough Walls under 
Turbulent Boundary Layers. 
N74-32738/8GI 74-26 20D PC$3.25/MF$2.25 


PERRY, A. M. 
Fission-Product Afterheat: A Review of Experiments 
Pertinent to the Thermal-Neutron Fission of exp 235 
U. 
ORNL-TM-4197 74-06 18K PC$7.00/MF$2.25 
PERRY, ALBERT KEVIN 


Breadband Antenna Systems Realized from Active 
Circuit Conjugate Impedance Matching. 
AD-769 800/4GI 7401 9E PC$4.75/MF$2.25 


PERRY, ALFRED M. 


Single Fluid Molten Salt Nuclear Breeder Reactor. 
PATENT-3 743 577 74-06 181 Not available NTIS 


PERRY, ALLISON 


Investigations of Coastal Pelagic Fishes. 
COM-74-11434/9GI 74-22 6C PC$6.25/MF$2.25 


PERRY, B. I!. 


The Effects of an Autopilot on te" Responses to 
Turbulence with Emphasis on Tail Load 


N74-12719/2GI 74-07 17G PCS4. 25/MF$2.25 
PERRY, C. L. 

Metabolic Analyzer. 

N74-13819/9GI 74-08 6B PC$3.75/MF$2.25 


Metabolic Analyzer. 
PATENT-3 799 149 74-15 6B Not available NTIS 


PERRY, CHARLES RB. 
Due Process and Bargaining Rights in Public Educa- 


‘AD-775 967/SGI 74-10 SI PC$3.7S/MFS2.25 
PERRY, D. G. 

Neutrons from a High Energy Proton Beam Stop. 

LA-UR-74-622 74-18 18D PC$4.00/MFS2.25 
PERRY, D. R. 


Radiation Protection in Particle Accelerator Areas. 
FoetGradeete Radiological Protection Course Lecture 


RL 73-106 7406 6R PC$3.00/MF$2.25 
Shielding for Epic: First Estimates. 
RL-73-87 74-04 18F PC$3.00/MFS$2.25 


PERRY, EARL E. 


The Strategic Importance of Micronesia to the United 
States. 


AD-779 $81/8GI 74-15 SD PC$3.75/MFS$2.25 





PERRY, EDWARD B. 
Model Study of the Response of Silo-Type Structures 
in Dry Sand under One-Dimensional Plane Wave 
Loading. 
AD-771 927/1GI 16A PC$10.00/MF$2.25 
PERRY, ELLIS L. 


Operational Tests of 30 Foot Utility Boats MK-I 
(Steel) and MK-II (Wood), 
AD-787 148/6GI 74-26 133 PC$4.25/MF$2.25 


Performance of Nylon Sheaves for Manila Rope 


Blocks. 
AD-787 146/0GI 74-26 133 PC$3.25/MF$2.25 
Test of 10-Foot 6 Inches and 16-Foot Prototype Plastic 


Dinghies, 
AD-787 163/SGI 133. MF$2.25 
PERRY, F. T. 


Evaluation of the Noise Characteristics of the NC-8A 
Mobile Electric Power Plant. 
AD-783 939/2GI 74-21 


PERRY, I. C. 


Helicopter Aircrew Fatigue. 
AD-780 606/0GI 74-17 6S PC$3.75/MF$2.25 


PERRY, J. E. 


Reprint: Effect of Helium Gas at Elevated Pressure on 

Iron Transport and Growth of ‘Escherichia coli’. 

AD-773 678/8GI 74-07 6M _ Reprint 

PERRY, J. J. 

Reprint: Studies on the Degradation of Petroleum by 

Filamentous Fungi. 

COM-74-11013-10/GI 
74-16 13B 


74-05 


74-26 


10B PC$3.75/MF$2.25 


(Order as COM-74-11013) 
PERRY, J. L. 


Third Phase Fiber Addition to Advanced Graphite 
Composites for Improvement of Impact Strength. 
AD-777 074/6G1 74-12, 11D PC$7.00/MF$2.25 


PERRY, JAMES C. 


Mathematical Formulation of the Variational Equations 
for the Determination of the Earth's Gravity Field. 
AD-781 852/9GI 74-18 22C PC$3. Saas 25 


A Point Mass Approximation of Surface Densi! 
AD-776 215/6GI 74-10 112A PC$3. 25/MFS2. 25 


The Simulation of a Gravitational Field with a Point 
Mass Model. 
AD-782 578/9GI 


PERRY, JOHN JR. 


Low Power Methanol-Air Batte 
AD-779 183/3GI 74-15 


PERRY, JOHN L. 
Investigation of Graphite Filament Reinforced Plastic 


Composites. 
74-12 LID PC$4.75/MF$2.25 


74-19 8E PC$3.75/MF$2.25 


ty. 
10B PC$3.25/MF$2.25 


AD-888 085/8GI 
PERRY, K. J. 
Performance of Mixed-Oxide Fuel Rods Irradiated to 


13 Atom Percent Burnup in Ebr-II. 
GEAP-13538 74-06 18] PCS$7.60/MF$2.25 


PERRY, MALCOLM B. 
Reprint: A Synthesis of 2-Acetamido-2,6-Dideoxy-D- 
Allose and 2-Acetamido-2,6-Dideoxy-D-Altrose. 
AD-774 662/1GI 74-08 6A Not available NTIS 


Reprint: A Synthesis of 2-Acetamido-2,6-dideoxy-D- 
glucose, 2-Acetamido-2, 6-dideoxy-D-idose, and 2,6- 
Dideoxy-D-xylo-he xose (Boivinose). 

AD-774 519/3GI 74-08 6A Not available NTIS 


Reprint: A Synthesis of 2-amino-2,6-dideoxy-L-man- 

nose (L-rhamnosamine) and 2-amino-2,6-dideoxy-L- 

glucose (L-quinovosamine). 

AD-769 137/1GI 74-01 
PERRY, P.I. 


300 Kwe Snap-50/Spur Powerplant Characteristics 
Summary. 
CNLM-SSI1 74-14 18N PC$3.25/MF$2.25 


Comparison of the Snap-50/Spur Development Pro- 
am with That Required for the Proposed Lubar 
werplant. 

CNLM-5694 74-12. 18N PC$3.00/MF$2.25 

Turboprop Powerplant Preliminary Per- 


7C Not available NTIS 


Nuclear 
formance and Installation Data. 
PWAC-405 74-13. 18N PC$3.25/MF$2.25 


Preliminary Investigation of Accident Mechanisms of 
the Indirect Cycle Aircraft Nuclear Propulsion System. 
PWAC-316 74-16 18N PC$9.00/MF$2.25 


PERRY, R. B. 


Effect of Induced Fission on Plutonium Assay with a 
Neutron Well Coincidence Counter. 
ANL-8029 74-04 183 PC$4.00/MF$2.25 


PERRY, RICHARD A. 


Removal of Mercury from Mercury Cathode Sludge. 
PATENT-3 814658 74-26 13B Not available NTIS 


PERRY, RICHMOND E. 
Method of Agglomera*ing Iron Ore Fines. 


PATENT-3 185 564 
PERRY, ROBERT 


Comparisons of Soviet and U.S. Technology, 
AD-771 004/9GI 74-04 SA PCS$3 7SIMF$2. 25 


A Dassault Dossier: Aircraft Acquisition in France, 
AD-774 598/7GI 74-08 1C PC$3.75/MF$2.25 


PERRY, ROBERT B. 


A Computer Technique for Predicting Noise Levels In- 
side Large Enclosures. 
AD-771 107/0GI 


PERRY, SALLY L. 


Dependency and its Implications for Rehabilitation. 
PB-235 140/1GI 74-21 SK PC$S.75/MF$2.25 


PERRY, SUSAN Y. 


A Study of Negro Adoption Families: A Comparison 
of a Traditional and an Innovative Adoption Program. 
PB-236 510/4GI 74-25 SK PC$7.00/MF$2.25 


PERRY, TIM C. 


Video Processing Hardware for Use with an Image 
Dissector Camera. 
AD-771 749/9GI 


PERRY, VERNON P. 


Freeze Drying of Typing Sera and Preservation of 
Typing Cells. 
PB-236 579/9GI 74-26 6E PC$3.75/MF$2.25 


Freeze Drying of Typing Sera and Protected Freezing 
of Typing Cells 
74-22 6E PC$3.75/MF$2.25 


74-10 LIF Not available NTIS 


74-04 20A = PC$4.75/MF$2.25 


74-05 9B PC$4.25/MF$2.25 


PB-235 016/3GI 
PERRY, W. E. 

Field Sequential Stereo Television. 

PAT-APPL-493 360 74-26 9F PC$3.25/MF$2.25 
PERRY, W. J. 


A Study of the Usefulness of Skylab EREP Data for 
Earth Resources Studies in Australia. 
E74-10744 74-25 8B PC$3.25/MF$2.25 


PERRY, WILLIAM A. 


The Financial Impact of State Assumption of Selected 
Metropolitan Nashville Expenditure Programs. 
74-10 SA_ PC$S. 75/MFS2. 25 


PB-229 711/7G1 
PERRYMAN, E.C. W. 


Required Technological 
Nuclear Power Plants. 
AECL-4659 


Technology Transfer. 
AECL-4769 


PERSCHKE, S. 
Sic-IIl System Language Translator Package Concepts 


and Facilities. 
9B PC$8.25/MF$2.25 


Base for High-Reliability 


74-12 18E PC$3.00/MF$2.25 


74-21 SA PC$4.00/MF$2.25 


EUR-S116 
PERSCHY, J. A. 


Triad Computer. 
AD-784 372/S5GI 


PERSHAN, PETER S. 


Far-Infrared Photodetector. 
PATENT-3 586 640 74-05 9A Not available NTIS 


PERSHINA, Z. G. 


Reprint: Change in the Properties of Staphylococci 
after Repeated Gamma Radiation. 
AD-784 832/8GI 74-23 6M PC$3.25/MFS$2.25 


PERSHING, D. W. 


Effectiveness of Selected Fuel Additives in Controlling 
Pollution Emissions from Residual-Oil-Fired Boilers. 
PB-225 037/1GI 74-01 7A  PC$3.75/MF$2.25 


PERSIANI, P. J. 
Accelerator Be-Target Neutron Sources for the Ctr 


Materials Program 
ANL/CTR-73-2 74-09 20G PC$3.00/MF$2.25 


A Report on the Development of Intense Neutron 
Source Facilities for the Ctr Technology Program. In- 
cluding a Summary of the Meeting on the Fusion- 
Neutron Source Development, AEC-Germantown, 
December 5, 1972. 
ANL/CTR-73-1 


PERSIANTSEV, I. G. 


Nonself-Sustained Stationary Gas Discharge in N2- 
CO2 Mixtures Ionized by an Electron Beam at At- 
mospheric Pressure--Translation. 

AD-781 632/5GI 74-18 201 BCS$3.25/MFS$2.25 


PERSING, R. L. 
Effects of Various Dose Rates of Mixed Neutron- 
Gamma Radiations on the LDS50(60) Response of 
Sheep. 
AD-786 882/1GI 74-25 6R PCS$3.75/MF$2.25 
PERSIYANTSEV, I. G. 


A Non-Self-Sustained Stationary Gas Discharge in N2- 
CO2 Mixtures at an Atmospheric Pressure and loniza- 
tion by an Electron Beam--Translation. 

AD-781 438/7GI 74-18 20E PC$3.25/MF$2.25 


74-21 


74-22 9B PC$6.25/MF$2.25 


7402 18A PC$3.75/MFS$2.25 


PERTSOV, S. V. 


PERSKII, A. A. 


Aircraft Lock for Droppable Loads--Transiation. 
AD-784 734/6GI 74-23° 131 ~=PC$3.25/MF$2.25 


PERSKY, MARTIN E. 
Maintenance of Strategic Models for Arms Control 
aa. Volume Il. The Rapid Production Model 
( ), 
AD-780 489/1GI 74-16 SD PC$4.25/MF$2.25 
PERSON, S. 


Studies on Virus-Induced Cell Fusion. Progress Re- 
port, August 1, 1973--July 31, 1974. 
COO-3419-6 74-21 6R PC$4.00/MF$2.25 


PERSON, W. B. 


Glass Corrosion. 
AD-771 398/SGI 


PERSONIUS, GLEN M. 


An Analysis of the Longitudinal Dynamics of a STOL 
Transport in Landing Approach. 
AD-774 434/5GI 74-08 


PERSONS, C. E. 


Incoherent Optical Correlator for Active Sonar. 
AD-769 683/4GI 74-01 17A = PC$4.25/MF$2.25 


PERSSON, A 


Projectile Penetration: An Orientated Metallographic 
Investigation ow now amma En Orienterande 


Metallografisk Undersoekning 
N74-13249/9GI 74.07" 19D PC$3.75/MF$2.25 


Proposal for a Visual System of Simulating a Landing 
Foerslag Till Visuellt System Foer Landningssimuler- 
ing. 

N74-13423/0GI 74-07 17G = PC$3.75/MF$2.25 


Recording the Penetration of a Projectile into Alumini- 
um by Flash X-Rays Roentgenblixtregistrering AV Pro- 
jektilers Iniraengning I Aluminum. 

N74-13158/2GI 74-07 19D PC$3.75/MF$2.25 


PERSSON, i 


Gamma Spectrometric Field Studies. li. 
LURI-1973-4 74-08 18H PC$4.25/MF$2.25 


Investigation of Wylo-10-Kit for Preparation of /Sup 
99M/TC-Labelled Particles for Scintigraphy of the 
Lungs. 

LURI-1972-2 74-08 6E PC$3.00/MFS$2.25 


On Threshold Pressures for the Onset of Bubble 
Growth. 
N74-29641/9GI 


PERSSON, BROR 
On Threshold Pressures for the Onset of Bubble 


Growth, 

PB-234 582/SGI 74-24 20M PC$3.75/MF$2.25 

On Threshold Pressures for the Onset of Bubble 

Growth, 

PB-235 222/7GI 
PERSSON, C. 


Residence Time of Atmospheric Pollutants as Depen- 
dent on Source Characteristics, Atmospheric Diffusion 
Processes and Sink Mechanisms. 

N74-15354/S5GI 74-09 13B PC$3.75/MF$2.25 


PERSSON, H. 
Electrostatic Singularity in a Plasma in a Magnetic 
Mirror Field. 
TRITA-EPP-72-10 
PERSSON, I. 


A Computerized System for Reliability Predictions: 
Rpp-1. Part 1: Introduction. 
N74-13202/8GI 7407 


PERSSON, S. E. 


Infrared Emission from the Southern H 2 Region H2-3. 
N73-32280/2GI 7402 3B PCS3.25/MFS2.25 


PERSURANCE, ROBERT 


Explosion Hazard Classification of ta a Tank 
Material from TNT Manufacturing Proces: 
AD-776 958/1GI 74-11 19A PCS3. 25/MF$2.25 


PERT, A 
Localization of the Antinociceptive Action of Mor- 
phine in Primate Brain 
AD-785 524/0GI 
PERTMAN, ALLAN E. 
Disabling Circuit Having a Predetermined Disabling In- 
terval. 
PATENT-3 735 154 
PERTSEV, A. K. 


Destructive Dynamic Load Applied to a Cylindrical 
Shell Reinforced by Transverse Ribs and Subjected to 
Hydrostatic Pressure--Translation. 

AD-782 139/0GI 74-19 20K PC$3.25/MFS$2.25 


PERTSOV, S. V. 
Radiometry Radiometri. 
N74-13164/0GI 


74-04 11B PC$S.25/MFS$2.25 


1B) PC$4.75/MF$2.25 


74-24 20D PC$3.75/MFS$2.25 


74-23 20D = PC$3.75/MF$2.25 


74-02 201 PC$3.00/MF$2.25 


14D PC$3.75/MFS$2.25 


74-23 60 PCS$3.25/MF$2.25 


74-26 9E Not available NTIS 


74-07 14B PCS$5.75/MFS$2.25 
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PERUILI, M. 


PERULLI, M. 
pow omer as Hot Jet Turbulence by Means of Its 
Infrared Emission. 
N74-14383/5GI 74-08 20D PC$3.25/MF$2.25 
PERVUSHIN, G. E. 
Research on Heat Transfer in Spheres and Thin Cones 
in the Hypersonic Flow of a Rarefied Gas--Translation. 
AD-780 377/8GI 74-16 20D PC$3.25/MF$2.25 
PERVUSHIN, V. N. 


Electromagnetic Form Factor of the Pion 
JINR-E2-7283 74-02 20H PC$3 00/MF$2.25 


High-Energy Scattering of Vector Particles by External 
Electromagnetic Field. 


JINR-P2-7511 74-13 20H PC$3.00/MF$2.25 
K/sub S/, K/sub L/ Mass Differenc 
JINR-E2-7835 74-21 20H  PC$4.00/MF$2.25 


Low Energy Scattering of Massive Pions. 
JINR-E2-7661 74-14 20H PC$3.50/MF$2.25 


Low Energy Scattering of Massive Pions. li. 


JINR-E2-8097 74-25 20H PC$4.00/MF$2.25 
Quantization of Chiral Theories. 
JINR-E2-8009 74-24 20H PC$4.00/MF$2.25 


Superpropagator Regularization of the S-Matrix for 


Chiral Lagrangian. 
JINR-E2-7540 74-09 203 PC$3.25/MF$2.25 
PERWIN, DONALD 


Some Semantic Considerations in Russian-English 


Machine Translation. 
AD-787 671/7G1 74-26 SG PC$S5.75/MF$2.25 
PERWIN, DONALD G. 


Optimization of SYSTRAN System 
AD-777 850/9GI 74-13 SG PCSS. 7S5/MF$2.25 


PERZ, FRANZ 


Enroute Performance Assurance from User Aircraft 
Tracks ’ 


AD-787 454/8G1 74-26 17G PC$7.25/MF$2.25 
PESCH, ALAN J. 


Basic and Advanced Submarine Officer's Tactical 
Training Device Requirements 
AD-780 778/7G1 14-17 SI PC$3.75/MF$2.25 


PESCHANSKII, I. S. 


Static Pressure of Sea Ice--Translation. 
AD-769 727/9GI 74-01 8L PC$3.25/MF$2.25 
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PESHKOVA, E. A. 


Activity of Some Glycolysis Enzymes in the Liquid 
Phase of Tissue Cultures Infected with ee 
Equine Encephalomyelitis Virus--Translatio: 

AD-770 294/7GI 74-02 6A _ PC$3. S/MFS2. 25 
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PETERSON, H. C. 


Dynamics of Motorcycle Impact 1971-1973. Volume 1, 
Summary Report. Results of Crash Test Program and 
Computer Simulation. 

PB-226 592/4GI 74-05 13L PC$3.75/MF$2.25 


PETERSON, HARRY C. 


Dynamics of Motorcycle Impact 1971-1973. Volume II. 
Motorcycle Crash Test Program. 


12B_ Reprint 


PB-225 710/3GI 7403 13L PC$8.50/MF$2.25 
PETERSON, J.B. 

Pulse Arc Welding Copper to Copper. 

MLM-2067 74-13 13H = PC$S5.45/MF$2.25 

Pulse Arc Welding Copper to Copper. 

MLM-2067 74-22 13H PC$6.00/MF$2.25 


Safety Analysis Report for Packaging (Sarp): Atmx-500 

Railcar Nuclear Packaging. 

MLM-2145 74-21 
PETERSON, J. H. 
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PETERSON, JOHN I. 


Gel Slab Electrophoresis Cell and Electrophoresis Ap- 
paratus Utilizing Same. 
PAT-APPL-461 442 74-17 7D PC$3.25/MF$2.25 
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PETERSON, K. A. 

Remote-Terminal Emulator Test Scenarios. 
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UCRL-75368 74-22 18A PC$5.25/MF$2.25 
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for a Low Power Experimental Mirror Fusion Reactor. 
UCRL-74054-2 74-21 18A  PC$8.75/MF$2.25 
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Proceedings of the First International Conference on 
Stable Isotopes in Chemistry, Biology, and Medicine, 
May 9--11, 1973, Argonne, Illinois. 

CONF-730525- 74-06 7D PC$10.60/MF$2.25 

PETERSON, STAN 

The Campus Bus and Peripheral Parking System at the 
University of lowa, 1972-1973, 

PB-228 714/2GI 74-08 13B PC$4.75/MF$2.25 
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Evolution and Improvement of Tool Steels, 
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PETROV, G.I. 


Conquest of Outer Space in the USSR. Official An- 
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to Failed Fuel Location. 
RD/B/N -2837 74-16 18E PC$S.00/MF$2.25 


Operating Manual for the gamma Scanning Machine at 

=. a R., Post-Irradiation Examination Plant, a.E.E. 

RDIBIN. 2538 74-02 18D PC$8.25/MF$2.25 
POLLIN, IRVIN 


Precision Transonic Barometric Fuze System for the 
Laser Guided Honest John Missile, 
AD-779 412/6GI 74-15 19A PC$3.75/MF$2.25 


POLLMANN, J. 


Elastic Interaction of Point — — Tetragonal 
Symmetry in Anisotropic, Cubic Cry 
JUL-1023-FF 74-13 208” Pos 00/M F$2.25 


POLLOCK, C. B. 
Effects of Neutron Irradiation on Loose and Bonded 
Inert Particles Coated with Pyrolytic Carbon and Sil- 
icon Carbide. 
ORNL-TM-4551 74-26 18] PC$S.45/MF$2.25 
POLLOCK, E. L 
Velocity Auto-Correlation Function and Dynamical 
| coon Factor of the Classical One-Component 
ma. 
N74-16428/6GI 74-10 201 PC$3.25/MF$2.25 
POLLOCK, G. E 


Gas Chromatograph Injection System. 
PAT-APPL-446 564 74-14 7D PC$3.25/MF$2.25 


POLLOCK, N. 


A-C Excited Self Balancing Equipment for Measuring 
Strain G _— Outputs. 
N74-22107, 74-17 14B  PC$3.25/MF$2.25 


POLLOCK, S. J. 


Application of Three Unsteady Aerodynamic Load 
Prediction Methods. 
AD-782 473/3GI 74-19 1A PC$S.25/MF$2.25 


POLLOCK, STANFORD F. 
Electrical aiehe of Afferent Fibers as a Means of 


Reducing 
PB-235 I 74-22 6E PC$3.75/MF$2.25 
POLLOCK, W. J. 


Stress Corrosion Cracking of a Low Carbon Ultra- 
Hi Steel in Humid Environments. 
Nie weershot 74-19 LIF PC$3.75/MF$2.25 


POLLOCK, WILLIAM T. 


Development of a National Item Bank for Tests of 
Driving Knowledge. 
PB-234 226/9GI 74-21 SJ PC$9.25/MF$2.25 


Development of Highway Safety Program and Project 

ae Criteria: Accident Experience Characteriza- 
a. 

PB-228 052/7G1 7408 13B PC$S.75/MF$2.25 

Evaluation of Traffic Accident Experience for Coun- 


termeasure gaa — 
PB.228 051/9G 13L PC$S.75/MF$2.25 


Handbook for Driving Knowledge Testing. 
PB-235 916/4GI 74-24 SI PC$10.25/MF$2.25 


POLLONI, P. T. 


Reprint: ‘Biremis Blandi’ (Polychaeta: Terebellidae), 
New Genus, New Species, Caught by D.S.R.V. ‘Alvin’ 
in the Tongue of the Ocean, New Providence, 


Bahamas. 
AD-775 343/7G1 74-09 8A _ Reprint 
POLLVOGT, U 


Secondary Electron Background Produced by Heavy 
Nuclei in «a Multiwire Proportional Counter 


Hodoscope. 

N74-17526/6GI 74-11 18D PC$3.75/MF$2.25 
POLLYAK, V. V. 

Glass Techeology--Transiation. 

AD-769 470/6GI 74-01 11B PC$11.25/MF$2.25 
POLONIS, D. H. 


Influence of Constitution and Microstructure on the 
Temperature Coefficient of Resistivity in Ti-Base Al- 


loys. 
RLO-2225-T-13-20 74-10 1I1F PC$3.25/MF$2.25 
Study of Phase Transformations and Superconductivi- 


ty. Annual Progress 
RLO-2225-T-13-19 74-09 20L PCS$S.75/MF$2.25 


PA-878 








POLONIS, DOUGLAS H. 
Influence of Stress, Strain and Strain Rate on Dynamic 


racture. 
AD-776 400/4GI 74-11 LIF PC$3.25/MF$2.25 
POLONSKII, N. B. 
Recommendations for the Electromagnetic Shielding of 


Rooms--Translation. 
AD-769 315/3GI 74-01 13M = PC$5.75/MF$2.25 


POLOS, L. 


Determination of Metals of Low Concentration in High 
Purity Copper by Atomic Absorption Spec- 


tometry 
KFKI-73-20 74-02 7B PC$3.00/MF$2.25 
POLOSKIN, B. P. 
Anomalous Absorption of Microwaves by Plasma Near 
the Upper Hybrid Frequency. 
NP-19920 74-11 201 PC$3.00/MF$2.25 


POLOVIN, L P. 


Experimental Research in the Artificial Control of 
Precipitation during the Cold Period of tl on an Ex- 
perimental Meteorological Range--Translatio 

AD-772 006/3GI 74-05 4B PC$3. 25/M F$2.25 


POLOZOV, A. D. 
Deuteron Diffraction Breakup on Nuclei with Diffuse 
Boundaries. 
ITF-73-161-P 74-16 20H PC$4.00/MF$2.25 


High-Energy Deuteron Dissociation - Nuclei and the 
Consideration of Coulomb Interactio 
ITF-73-148-P 74-13 20H "Pcs3. 50/MF$2.25 


POLSON, P 
Mortality in Rats Exposed to CW Microwave Radia- 


tion at 0.95, 2.45, 4.54, and 7.44 GHz. 
AD-774 823/9GI 74-09 6R PC$4.75/MF$2.25 


POLSTER, G. 


Spreading of Harmful Materials in the Atmosphere and 
Environmental Impact. Part 1. Investigations of the At- 
mospheric Diffusion of off-Gas Plumes. Progress Re- 
port, July 1971--December 1972 in the Framework of 
the Contract No. Sc 24-003-Pstd — Project Sup- 
ported by the Euratom--Cea Associa 

JUL-998-ST 74-20 13B MPCS9. 75/MF$2.25 


Spreading of Harmful Materials in the Atmosphere and 
Environmental Impact. Part 2. Investigations on the 
Deposition of Elemental and Organic-Bound Iodine on 
Grass. Progress Report, July 1971--December 1972 in 
the Framework of the Contract No. Sc 24-003-Pstd 
Research Project Supported by the Euratom--Cea As- 
sociation. 

JUL-999-ST 74-20 8H PC$7.25/MF$2.25 

POLUBARINOYV, I. V. 


Coherent States. 
JINR-P2-7896 74-22 203 PC$4.00/MF$2.25 


Transformation Properties of Four-Momentum Elec- 

ee Field 

JINR-P2-7532 
POLUKAROVA, Z. M. 


The Boring of Certain Hard-to-Work Materials in the 
Presence of Tin-Zinc Eutectic Solution--Translation. 
AD-784 265/1GI 74-22, 13H ~=PC$3.25/MF$2.25 


POLUNIN, V. I. 


Design of the New TML-4 and TM-220 S spepeand for 
Reclamation Work in Drainage--Translatio 
AD-771 209/4GI 74-04 13F PCS3. 25/MF$2.25 


POLUSHKIN, Y. F. 


Calculation and Analysis of Aircraft Motion. 
N74-14751/3GI 74-09 1B PC$10.25/MF$2.25 


POLVERELLI, M 
Influence of the Products of Radiolysis of Uracil and 
Thymidine on the Biosynthesis of DNA of Ehrlich’S 


Ascites Cells. 
74-09 6R PC$3.00/MF$2.25 


74-14 20H PC$3.00/MF$2.25 


CEA-CONF-2235 
POLYAK, E. V. 

Structural Transformations in Two-Phase Titanium Al- 

loys. 

N74-30997/2GI 74-24 IF PC$3.25/MF$2.25 
POLYAK, I. 1. 


Frequency Characteristics of Regression Filters-- 
Translation 
AD-781 669/7GI 74-18 12A PC$3.25/MF$2.25 


Statistical Methods in the Objective Analysis of 
Meteorological Fields -Translation. 
AD-773 $10/3GI 74-07 4B PC$3.25/MF$2.25 


Techniques for Calculating the Correlation Functions 
- Spectra of Meteorological Time Series--Transla- 
AD-786 107/3GI 74-24 4B PCS$3.75/MFS$2.25 
POLYAK, M. S. 
Absorption, Distribution, and Excretion of Morpho- 
tion. 


cycline--Transla 
AD-778 $70/2GI 74-14 60 PC$3.25/MF$2.25 












Effect of Magnesium Sulfate and Medium Reaction on 
Determination of Monomycin and Erythromycin in 
Human Bile--Translation. 

AD-778 575/1GI 74-14 60 PC$3.25/MF$2.25 
POLYAK, R. A. 

A Solution Algorithm for One Class of Problems of 
nent Programming with Boolean Variables--Transla- 


‘AD-770 $24/7G1 74-02 12B PC$3.25/MF$2.25 


POLYAKHOVA, Y.N. 


Determination of the Perturbing Moments Due to Solar 
Radiation Pressure Forces Acting on a Body of 


Revolution. 
N73-33780/0GI 74-02 3B PC$3.25/MF$2.25 


POLYAKOV, B. M. 
Measurement of Radiothermal and Plasma Radiations 
in the Superhigh-Frequency Range--Translation. 
AD-774 986/4GI 74-09 20N PC$11.25/MF$2.25 
POLYAKOV, D. K. 


Demodicosis of Horned Cattle (Demodekoz Krupnogo 
Rogatog Skota), 
TT-71-51023 


POLYAKOVA, LL. 


Phase and Structural Variations in Titanium under 
Transient Loads. 
N74-31357/8GI 74-24 LIF PC$3.25/MF$2.25 


POLYAKOVA, N. V. 


Production of Fine Details Using Contrast and Com- 
pensating Developers--Translation. 

AD-784 156/2GI 74-22 14E PC$3.25/MF$2.25 
A Study of the Structure of Carbon Fibers Using the 
Scanning Electron Microscope 

N74-27044/8GI 74.20" “MIE PC$3.25/MF$2.25 


A Study of the Structure of Carbon one Using the 

Scanning Electron Microscope--Translatio 

AD-781 111/0GI 74-17 WIE PCS3. 25/MF$2.25 
POLYAKOVA, V. A. 


International Symposium on Aecrophototriangulation-- 

Translation. 

AD-770 525/4GI 
POLZELLA, DONALD J. 

Reprint: Stimulus Encoding in A-B, A-D Transfer. 

AD-787 897/8GI 74-26 SJ Reprint 
POLZELLA, DONALD JAY 


The Effect of Sleep - Deprivation on Short-Term 
Recognition Memory. 
AD-784 895/5GI 


POLZIN, H 


Contribution to the Measurement of Median Induced 
Pressure in Piston Machines, Especially in High Speed 
Combustion Engines Beitrag Zur Messung des Mit- 
tleren Indizierten Druckes bei Kolbenmaschinen, In- 
sbesondere Schnellaufenden Verbrennungsmotoren. 

N74-16488/0GI 74-10 21G PC$S.7S/MF$2.25 


POMALAZA, J. 


Study of Equatorial Scintillations. 
N73-33326/2GI 74-02 4A PC$3.75/MF$2.25 


POMASHOV, A. N. 


The Features of an Explosion with Ejection in a Wet 
Medium--Translation. 
AD-772 019/6GI 7405 19D PC$3.25/MF$2.25 


POMERANZ, YESHAJAHU 
Protein-Enriched Baked Products and Method of Mak- 


74-19 6M PC$3.25/MF$2.25 


74-02 8E PC$3.25/MF$2.25 


74-23, SJ PC$4.25/MF$2.25 


ing Same. 

PATENT-3 679 433. 74-16 6H Not available NTIS 

Syathesis of Glycosy! Glycerides. 

PATENT-3 729 461 74-11 7C Not available NTIS 
POMEROY, J. D. 

Shield Optimization Code. 

PWAC-198 74-16 18N PC$10.75/MF$2.25 
POMEROY, L. R. 


Flux of Radionuclides Through a Salt Marsh. Progress 
Report, July 1, 1973--June 30, 1974. 
SR-639-14 74-24 8H PC$15.25/MF$2.25 


POMINSKI, JOSEPH 
Method for Improving the Shelf Life of Roasted Pe- 


anuts. 
PAT-APPL-348 840 74-11 6H PC$3.25/MF$2.25 
POMOT, C. 


Mechanism Involved in the Synthesis of a Plasma by 
Neutralizing a Supersonic lon Beam with Thermal 
Electrons. 


FRNC-TH-392 74-04 201 PCS$8.75/MFS$2.25 
POMPA, F. 

Accuracy of Experimental Data and Significance of 

the Results. 

RT/FI-(73)10 74-04 20B PC$5.50/MF$2.25 
POMPE, A 


Virial Coefficients for Gaseous Hydrocarbons, 
PB-235 9S51/1GI 74-28 7D PC$3.75/MF$2.25 


POMPIDOU, A 


Appendix Vascularization in the Rabbit. A Microscopi- 
cal and Infrastructural Study. 
CEA-CONF-2592 74-18 6P PC$4.00/MF$2.25 


POMPONIU, C. 
Computing Program for Interpreting ESR Spectra of 


Organic Free Radicals. 
IFA-CO-27-1972 74-02 7C PC$4.25/MF$2.25 
PON, CARL MAYNARD 


A Methodology for the Simulation of Internal Control 

Systems. 

AD- 783 856/8GI 
PONCET, A 


Investigations of Three Dimensional Flow Charac- 

teristics in a Three Bladed Rocket Pump Inducer. 

N73-32190/3GI 74-02 21H PC$S.75/MF$2.25 
POND, JAMES W. 

Run Flat Tire for C-130 Aircraft. 

AD-779 728/S5GI 74-15 
PONG, W. 

Photoelectric Emission from Thin Films in the Vacuum 

Ultraviolet Region. Annual Progress Report, 1 March 

1973--28 February 1974. 

UH-235-P-9-12 74-15 20L PC$4.75/MF$2.25 
PONIATOWSKI, MICHAEL 

Ocean Engineering and Oceanography Technical 

Literature Collection, Water Resources Center 

Archives, 

COM-74-11260/8GI 
PONNAMPERUMA, C. 

In the Search for Extraterrestrial Life. 

N74-32267/8GI 74-25 3B PC$3.25/MF$2.25 
PONOMARENKO, E. P. 

Structure and Characteristics of Steel Chromium 

Plated in a Vacuum--Translation. 

AD-785 707/1GI 74-24 11C PC$3.25/MF$2.25 
PONOMAREV, A. N. 

Measurement of the Positive Muon Lifetime. 

JINR-P1-7892 74-21 20H PC$4.00/MF$2.25 

Space Complex. 

N74-28735/0GI 
PONOMAREYV, L. L. 


Coriolis Interaction in Adiabatic Representation of 
Three-Body Problem. 

JINR-P4-7568 74-14 7D PC$3.50/MF$2.25 
Effect of the Molecular Structure on the Atomic and 
Nuclear Meson Capture. 

JINR-P4-7269 74-06 20H PC$5.50/MF$2.25 


PONOMAREYV, V.N. 
Plasma Convection in Polar lonosphere. 
N74-26278/3GI 74-19 4A PC$3.25/MF$2.25 
PONPON, J.P. 
Ultra-Pure Germanium Based Nuclear Detectors. 
FRNC-CONF-93 74-21 18D PC$4.25/MF$2.25 
PONT, L. 0. 


X-Ray Photoelectron Spectroscopy of Some Nickel 
and Iron Compounds. 
LBL-1829 


PONTA, T. 


Multiplicity Systematics of pi exp 0 , K exp 0 /sub S/ 
and lambda Produced in High Energy Collisions. 
JINR-E1-7901 74-21 20H PC$4.00/MF$2.25 


Scaling Test in pi exp - p Semi-Inclusive Reactions. 

KFKI-74-31 74-24 20H PC$4.00/MF$2.25 
PONTECORVO, GIULIO 

Law of the Sea: The Emerging Regime of the Oceans, 

COM-74-10846/5GI 74-12 SD PC$10.25/MF$2.25 


The Wealth of the Oceans and the Law of the Sea: 
Some Preliminary Observations, 
COM-74-11276-07/GI 

74-21 SD 


PONTEKORVO, D. B. 


Effect of the Form of a Streamer on Its Propagation. 
JINR-P4-7529 74-13 18D PC$3.00/MF$2.25 


Total Cross Section for the Double Charge Exchange 
Reaction pi exp + + exp 4 He Implies pi exp - + 4P at 


100 Mev. 
JINR-P1-7231 74-10 20H PC$3.00/MF$2.25 


PONTELLO, ANTHONY P. 


Apparatus for Non-Destructively Testing Fuel Filters. 
PATENT-3 736 790 74-26 13K Not available NTIS 


Development of NDT/I for — ot Fuel Tank 
Structures using Infrared Thermog: 
AD-773 466/8GI 74-07 1B Pecss. 25/MF$2.25 


Nondestructive Testing of Fuel Handling and Filtration 
Equipment Using Liquid Crystals and Thermography, 
AD-772 099/8GI 74-05 21E PC$3.25/MF$2.25 


74-21 SA PC$4.25/MF$2.25 


1C PC$3.75/MF$2.25 


74-18 83 PC$7.00/MF$2.25 


74-22. 22D PC$3.25/MF$2.25 


74-04 20L PC$3.75S/MF$2.25 


(Order as COM-74-11276) 


PONTIOUS, R. H. 


Project Management in NASA: The System and the 


Men. 
N74-15692/8GI 74-09 SA PC$S.75/MF$2.25 
PONTIUS, PAUL E. 


Mass and Mass Values. 
COM-74-50309/SGI 
74-11 


PONTIUS, UWE R. 
pond — of Initial Spinal Configuration on Pilot 


Eje 
AD-780 | 847/0GI 74-17 6S PC$4.25/MF$2.25 
aay oeregaa of Polluted Stormwater Pumpage at 


New Orlean 
13B PC-GPO/MF$2.25-NTIS 


14B PC-GPO/MF$2.25-NTIS 


PB-228 $81/5GI 74-09 
PONTO, R. A. 


Shunt ae by Means of a gamma Camera and 
Computer. 
CONF- 740708-13 


POOL, A 
AGARD Flight Test Instrumentation Series. Volume 1. 
Basic Principles of Flight Test Instrumentation En- 
gineering. 
AD-780 062/6GI 
POOL, D. L. 


Extraction of Silver from Refractory Ore 
PB-227 190/6GI 74-07 11F PCS3. 25/MF$2.25 


POOL, DOUGLAS J. 
The Role of Mangrove Ecosystems: Litter Production 


in Mangroves. 
PB-231 746/9GI 74-13 6F PC$3.75/MF$2.25 


= Role of Mangrove Ecosystems: Mangrove Forest 
Types and Biomass. 
PB-231 742/8GI 74-13 6F PC$3.25/MF$2.25 
The Role of Mangrove Ecosystems: Mangrove Leaf 
Area Indices. 
PB-231 745/1GI 
POOLE, D. E. 


Rf Modulated Electron Gun for Nina Injection Equip- 
meat. 
DNPL/R-29 


POOLE, D. H. 


Fragmentation in Thermal Explosions. 
RD/B/N-2423 74-08 19D PC$3.25/MF$2.25 


POOLE, H. E. 


Development and Flight Tests of a Gyro-Less Wing 

Leveler and Directional Autopilot. 

N74-19282/4G1 74-13 17G = PC$4.25/MF$2.25 
POOLE, J. W. 

Seeded Gas Thrusters and Related System Com- 

ponents. 

N74-14166/4GI 74-08 21C PC$3.75/MF$2.25 


Simulator Test to Study Hot-Flow Problems Related to 
a Gas Cooled Reactor. 
N74-10677/4GI 


POOLE, JOHN W. 
Study of High Powered Plasma for In Situ Hard Rock 
Disintegration. 
AD-772 506/2G1 
POOLE, L. R. 
Random-Access Technique for Modular Bathymetry 
Data Storage in a Continental Shelf Wave Refraction 


Pro; 
74-20 83 PC$3.25/MF$2.25 


74-24 6E PC$4.00/MF$2.25 


74-16 1C PC$6.25/MF$2.25 


74-13 6C PC$3.25/MF$2.25 


74-02 20G PC$3.00/MF$2.25 


74-04 21F PC$S.25/MF$2.25 


74-06 13B PC$4.75/MF$2.25 


gram. 
N74-27831/8GI 
POOLE, WILLIAM G. JR. 


An Algorithm for Reducing the Bandwidth and Profile 
of a Sparse Matrix. 
AD-783 695/0GI 74-21. 12A  PCS$3.75/MF$2.25 


The Convergence of a Parallel Analogue of the Bisec- 


tion Method 
AD-769 112/4GI 74-01 9B PC$3.25/MF$2.25 


Expected Pivot Size in Gauss Eliminatio 

AD-770 598/1GI 7402 12A PCS3. 25/MF$2.25 
Successive Equilibration of Ill-Conditioned Matrices. 
AD-783 687/7GI 74-21 12A_ PC$3.25/MF$2.25 


POON, P. T. Y. 


Computational and Analytic Approaches to Radiative 
Transfer and Neutron Transport Theory. Technical Re- 


port No. RB73-46. 
USC-113P-56 74-25 20H PC$S5.00/MFS2.25 


Invariant Imbedding and Order of Scattering Theory. 
Technical Report No. RB73-47. 
USC-113P-57 74-25 20) PCS$4.25/MF$2.25 


Sobolev's Phi-Function of Radiative Transfer in Planar 

and Spherical Scattering Media. 

PB-233 970/3GI 74-19 12A PC$3.75/MF$2.25 
POON, S. J. 

Amorphous Superconducting Lanthanum--Gold Alloys 

Obtained by Liquid Quenching. Aec Research and 

Development Report No. 53. 


POPE, MICHAEL T. 


CALT-822-61 74-22 20L PC$4.00/MF$2.25 


Superconductivity in Metastable Simple Cubic Alloys. 
CALT-822-60 74-20 20L PC$4.00/MF$2.25 


POONAIL, P. 


A Study of Lagoonal and Estuarine Processes and Ar- 
tificial Habitats in the Area of the John F. Kennedy 


Space Center. 
N74-20718/4GI 74-18 6F PC$3.75/MF$2.25 


POOR, ARTHUR R. 


A Study of Behavior of Slabs Founded on Active Clay 
Soils. Volume I. 
PB-234 843/1GI 74-23 13M = = PC$7.25/MF$2.25 


A Study of Behavior of Slabs Founded on Active Clay 
Soils. Volume II. 
PB-234 844/9GI 


74-23, 13M = PC$5.75/MF$2.25 


POOR, HAROLD V. 
Frequency Agility and Radar Pointing Errors Due to 
Multipath 


ultipath. 
AD-787 390/4GI 
POOR, WILLIAM T. 


The Inspector General System. 
AD-779 582/6GI 74-15 


POPA, L. I. 


Cyclotron Production of exp 85 Sr. 
IFA-RC-7-1973 74-14 18B PC$3.00/MF$2.25 


POPE, A. L. 


Current Edition of the Main Tape Ndl-1 of the UK 
Nuclear Data Library, March 1973. 
AEEW-M-1208 74-11 20H PC$3.00/MF$2.25 


Minigal: Output from the Fission Products Data Files 
of the UK Nuclear Data Library (1973)-Thermal Cross- 
Sections, Resonance Integrals and Fission Spectrum 
Averages. 

AEEW-M-1266 74-21 20H PC$6.75/MF$2.25 


Minigal Output from UK Nuclear Data Library: NDLI 
(1973) Thermal Cross Sections, Resonance Integrals, 
and Fission Spectrum Averages. 
AEEW-M-1191 74-02 20H PC$3.00/MF$2.25 
POPE, CONRAD R. 
Hazard Evaluation of Aerosol Formulations Containing 
the Synthetic Pyrethroid Insecticide (5-Benzyl-3-Furyl) 
Methyl-2,2-Dimethy]-3-(2-Methylpropeny]) 
Cyclopropanecarboxylate (SBP-1382TM). 
AD-770 403/4GI 7402 6T PC$3.25/MFS$2.25 
Preliminary Assessment of Relative Toxicity of Can- 
didate Louse Toxicant ENT-27455-Ga 3- 
Isopropylpheny!-N -Dichloroacetyl-N-Methylcarbamate 
Evaluation of Animal Exposure Data and Recommen- 
dations Concerning a Sleeve Test Te Study. 
AD-787 273/2GI 74-26 6T '$3.75/MFS$2.25 


Toxicological Evaluation of Polyvinyl Acetate (PVA) 

Emulsion Dust Control Material, May 1973-March 

1974, 

AD-784 603/3GI 
POPE, D. P. 


Development of a Light Load Friction Tester. 
BDX-613-1104 74-25 14B PC$4.00/MFS$2.25 
Dislocation Mobilities in Ordered Alloys. 
Progress Report. 

COO-3407-8 74-17 IF PC$4.25/MF$2.25 


Light Load Friction Coefficient and Wear Study of 
Three Bonded Solid Lubricants. Technological Spinoff 
Report. 
BDX-613-1170 
POPE, DAVID LAWLESS 
Low Speed Flow Visualization Using Holography and 
the Development of a Rapid Data Reduction System 
for Holographic Interferometry. 
AD-783 791/7GI 74-21 20D = PC$4.25/MF$2.25 
POPE, J. H. 


The 1-3000 A Solar Flux for a Moderate Level of Solar 
Activity for Use in Modeling the lonosphere and 
Upper Atmosphere. 
COM-73-50948/1GI 

74-02 4A PC-GPO/MFS2.25-NTIS 
A Keyword-Oriented Literature Search System. 
COM-74-10363/1GI 7407 SB PC$3.25/MFS2.25 

POPE, J. M. 


Propeller Modulation eg on a Scanning Beam 


Microwave Landing Syste 
N74-31617/SGI 74-25 17G PCS$3.75/MFS$2.25 
POPE, M. 


Interaction of Radiation with Matter. Progress Report, 


August 1, 1972--July 31, 1973. 
COO-3381 74-04 20H PC$16.50/MFS2.25 


POPE, MICHAEL T. 


Reprint: Electron Spin Resonance Spectrum and Struc- 
ture of the Pentatungstovanadate(IV) Anion, 
VWSO01%-4). 

AD-782 633/2GI 


74-26 171 PC$S.75/MF$2.25 


1SC PC$3.75/MF$2.25 


74-22 6T PC$3.7S5/MF$2.25 


Annual 


74-25 11H PC$4.00/MFS2.25 


74-19 7B Reprint 


PA-879 
























































































PA-880 


POPE, MICHAEL T. 





Reprint: Heteroconjugation of Inorganic Anions in 
Nonaqueous Solvents. II. Perchlorate Complexes of 
Some Organic Hydroxy Compounds. 

AD-782 634/0GI 74-19 7C Reprint 


Reprint: Reduction of the 12-Molybdocerate(IV) 
Anion. Optical Spectrum of 12-Molybdocerate(III). 
AD-782 635/7GI 74-19 7B Reprint 


Reprint: The Nature of Electron Delocalization in a 
Heteropoly ‘Blue’ Anion. Evidence for Valence 
Trapping at Low Temperatures. 

AD-782 632/4GI 74-19 7D Reprint 


Reprint: Tungstovanadate Heteropoly Complexes. V 
The 11-Tungstovanadate(V) Anion and the Oxidation 
and Reduction of Tungstovanadates. 

AD-782 458/4GI 74-19 7B Reprint 


POPE, N. K 


Reprint: Low Density Density Derivative of the Self- 
Correlation Function of a Hard Sphere Gas. 
AD-786 965/4G1 74-25 7D Not available NTIS 


Reprint: Two-Particle Approximation for the Quantum 
Third Virial Coefficient: Comparison of Two Ap- 


proaches. 

AD-787 044/7GI 74-26 7D Not available NTIS 
POPE, R. B. 

Economic Comparison of Two Solar/Hydrogen Con- 

cepts. 

SLA-73-900 74-04 21D PC$3.00/MF$2.25 
POPE, R. L. 

Cone of Heating and Ablation of a Hypersonic Test 

e! 

N74-28427/4G1 74-20 20M PC$3.25/MF$2.25 

POPE, S. 


Laser-Anemometry Measurements in the Vicinity of a 


Gutter-Stabilised Flame. 
N74-12046/0GI 74-06 20D PC$3.25/MF$2.25 
POPE, S. B. 
Review of Information Suitable for Testing the Predic- 
tion of Flows in the Vicinity of Afterburner Type 


Flame Stabilisers. 
N74-12065/0GI 74-06 21B PC$3.25/MF$2.25 
POPEK, G. J. 


Formal Requirements for Virtualizable Third Genera- 


tion Architectures. 
UCLA-10-P-14-120 74-24 9B PC$4.75/MF$2.25 


Survey of Protection Structures. 


UCLA-34-P-214-1 74-21 9B PC$S5.00/MF$2.25 
POPEK, GERALD 

Computer Network Research. 

AD-769 706/3G1 74-01 9B PC$4.25/MF$2.25 


POPEK, GERALD J. 
Encapsulation: An Approach to Operating System 
Security. 
AD-771 758/0GI 
POPEKO, A. G. 
Experiments on Search for Spontaneously Pppleries 


Nucleides of Superheavy Elements in Nature 
JINR-P6-7588 74-14 20H PC$3. DMS? 25 


Experiments on Search for Spontaneously Fissioning 
Nuclides of Superheavy Elements in Nature. Ii. Search 
for Heavy Analog of Lead in Lead Ores and Minerals. 
JINR-P6-7759 74-20 20H PC$4.00/MF$2.25 


Experiments on Search in Nature for Spontaneously 
Fissioning Nuclides of Superheavy Elements. Iii. 
Search for Superheavy Elements in Iron--Manganese 
Nodules. 

JINR-P6-7856 74-21 20H PC$4.00/MF$2.25 


POPENOE, PETER 


Principal Facts for Gravity Stations in the Northern 
Slate Belt of South Carolina 


74-05 9B PC$3.25/MF$2.25 


PB-236 655/7GI 74-26 8E PC$3.75/MF$2.25 
POPESCU, A. 

Automatic Changer for 100 Irradiated Samples. 

IFA-NE-15-1974 74-20 181 PC$4.00/MF$2.25 


POPILOV, L. YA. 


Intermetals and Construction Materials Based on 
Them--Translation. 


AD-781 248/0GI 74-18 L1F PC$3.25/MF$2.25 
New Shipbuilding Materials--Translation. 
AD-785 420/1GI 74-23, 111) =PC$7.25/MF$2.25 


POPKIN, ALICE BRANDEIS 


Law, Mental Disorders and the Juvenile Process. 
Volume I. 


PB-236 115/2GI 74-23 $3. PC$7.25/MF$2.25 

Law, Mental Disorders and the Juvenile Process. 

Volume III. 

PB-236 866/0GI 74-26 SJ) PC$5.75/MF$2.25 
POPKOV, A. I. 


Statistical Estimation of the Light Pulse Deformation 
in the Optical Sounding of Plane-Stratified Clouds-- 
Translation. 


AD-784 245/3GI 74-22 4B PC$3.25/MF$2.25 





POPKOV, G. N. 


Preliminary Calculation of the Parameters of an Ex- 
rimental Thermonuclear Reactor Based on a 
okamak (Etrt). 

IAE-2246 74-09 18A PC$3.00/MF$2.25 


POPKOV, O. V. 
Discharge of a Superconducting Storage Device 


an Inverter, 
IPRS-60590 74-03 9A PC$3.25/MF$2.25 
POPKOV, V.L. 


Changes in the Gas Metabolism, Gas Homeostasis and 

Tissue Respiration in the Rat During Prolonged 

Hypokinesis. 

N74-16824/6GI 74-11 6S PC$3.25/MPF$2.25 
POPLAWSKI, ROBERT 


A Numerical Solution of Incompressible Turbulent 
Channel Flows by Invariant Modeling. 
AD-775 103/SGI 74-09 20D PC$7.00/MF$2.25 


POPMA, THOMAS J. 


A Comparative Study of Standing Crops and of 
Phosphorus and Nitrogen Contents of Four 
Macrophyte Stream Communities. 

PB-231 766/7GI 74-13, 6F PC$4.25/MF$2.25 


POPOV, A. B. 
Neutron Resonance Parameters of exp 161 Dy and exp 


163 Dy Isotopes. 
JINR-P3-7980 74-24 20H PC$4,00/MF$2.25 
POPOV, A. P. 


Designing Process Parameter Transducers Using 
Fluidic Elements--Translation. 


AD-783 738/8GI 74-21 13G = PC$3.25/MFS$2.25 
Protein from Petroleum, 
IPRS-62038 74-17 6A PC$4.25/MFS$2.25 


POPOV, E. I. 


Combustion Mechanism of Particles of Aluminum- 
Magnesium Alloys--Translation. 
AD-785 205/6GI 74-23 21B PC$3.25/MF$2.25 


POPOV, E. P. 
Nonlinear Finite Element Dynamic Analysis of Ax- 
isymmetric Solids. 
AD-785 734/SGI 
POPOV, EGOR P. 


Further Studies on Seismic Behavior of Steel Beam- 
Column Subassemblages, 
PB-234 172/SGI 74-20 13B PC$5.25/MF$2.25 


Hysteretic Behavior of Reinforced Concrete Flexural 
Members with Special Web Reinforcement, 


74-24 20K PC$4.25/MF$2.25 


PB-236 797/7GI 74-26 13M PC$5.75/MF$2.25 
POPOV, I. 

New Materials in Engineering, 

IPRS-61919 74-14 13C PC$4.25/MF$2.25 
POPOV, KH. D. 


Reflecting and the Twisting oo, in the Model 
with the Finite Set of Oscillato 


JINR-P2-7531 74-09 JOH PC$3.00/MF$2.25 

Selection Rules for Dual Resonance States. 

JINR-E2-7851 74-21 20H PC$4.50/MF$2.25 
POPOV, N.N. 

RTB-V5M Thermal Drilling Machine--Translation. 

AD-781 966/7GI 74-19 13C PC$3.25/MF$2.25 
POPOV, O. V. 


Models of the Source of Errors in Transmission Chan- 
nels of Digital Information--Translation. 
AD-786 119/8GI 74-24 9D PC$10.50/MFS2. 25 


POPOV, R. 
The Standard Operating Regime of the Tractor-Plow 
Ensemble (Merodavan Rezim rada — 


sou pri Osnovno Obradi Zemijista - 
-73-56001 74-26 2C Poss. Ts PS2. 25 


POPOV, S. I. 

Propeller Strength--Translation. 

AD-784 780/9GI 74-23 133 ~PC$3.25/MFS$2.25 
POPOV, V. 

Man-Operator in Space. 

N74-30488/2GI 74-24 SH PC$10.50/MF$2.25 
POPOV, V.S. 

eianeeaenats Fluctuations in the Half-Space of 

ma. 

ITF-74-23P 74-22, 201 +=PC$4.25/MF$2.25 

POPOV, V. V. 


A Ferromagnetic Storage Cell with a Setting from 2 to 
8--Translation. 
AD-781 628/3GI 74-18 9B PC$3.25/MFS$2.25 


Standardization of the Switching Current of Metallic- 
Tape Cores for Multi-Stable Ferromagnetic Elemeats-- 


Translation. 
AD-783 997/0GI 74-22 9B PC$3.25/MF$2.25 





POPOV, YU.A 


Mechanism of the Effect of Solution Anions on the 
Kinetics of Metal Dissolution. The Role of Interaction- 


-Transiation 
AD-774 407/1G1 74-08 7D PC$3.25/MF$2.25 


POPOV, YU. P. 


Alpha Decay of Neutron Resonances in the exp 149 
SM(N, aie, ) exp 146 Nd Reaction. 
JINR-P3. 74-10 20H PC$3.00/MF$2.25 


Investigation of the exp 143 Nd(N, alpha ) exp 140 Ce 
Reaction Induced by Thermal Neutrons. 
UJF-3303.F 74-25 20H PC$4.00/MF$2.25 


Study of the (N, alpha ) Reaction on Deformed Nuclei. 
JINR-P3-7376 74-06 20H PC$3.00/MF$2.25 


POPOV, YU. V. 


Frequency Conversion with Double Modulation of 
Light in Light Rangefinders--Translation. 
AD-781 215/9GI 74-18 20F PC$3.25/MF$2.25 


POPOVA, L. A 


Two-Dimensional Chromatography of a Corticosteroid 
Mixture in a Thin Layer of Ksk Silica Gel 


N74-26645/3GI 74-20 6A PC$3.25/MF$2.25 
POPOVA, S. I. 
Se the Optical Constants of Water and Ice for 


Calcula: the Characteristics of Scattering and Ad- 
sorption of Radiation by Water and Ice Aecrosols-- 


Translation 

AD-782 $40/9G1 74-19 7D PC$3.25/MF$2.25 
POPOVA, T. P. 

The Initial Phase of a Tropical Cyclone from Soyuz-9 

Spacecraft Pictures. 

N74-2910t/4G1 74-22 4B PC$3.25/MF$2.25 


Use of Cloud Pictures in Cyclogenesis Forecasting 


N74-28061/1GI 74-20 4B PC$3.25/MF$2.25 
POPOVA, T. T. 

Metecceingial Observations Aboard the Salyut Orbit- 

N44-28073/6GI 74-20 4B PC$3.25/MF$2.25 
POPOVA, T. V. 

peg eo of the Method of Moments to the Numeri- 

; Solution of Finite-Difference Equations--Transla- 

AD_774 064/0GI 74-08 12A PCS$3.75/MF$2.25 
POPOVICH, D. 

GVS-100 Analog Section--Translatio: 

AD-784 743/7GI 74-23 2 'PCS3.25/MF$2.25 


POPOVICH, ROBERT P. 
Physiological Transport Parameters in Patients in 
Peritoneal and Hemodialysis. 
PB-232 617/1GI "4. 16 6P PC$4.75/MF$2.25 


POPOVSKH, V.G. 


Microbiological Research on Freeze-Dried Fruit and 
Berry Puree and Pulp, 
AD-770 $32/0GI 


POPPE, BARBARA 


Underway Marine Geophysical Data in the North At- 
lantic, June 1961 - January 1971. Part A. Navigation 
and General Information. 

AD-782 $21/9GI 74-19 8G PC$10.50/MF$2.25 


POPPEI, M. 


The Effect of Repeated Restrictions of Motor Activity 
Upon Systolic Blood Pressure of Albino Rats. 


74-02 6M PCS$3.25/MF$2.25 


N74-18744/4GI 74-13 6S PC$3.25/MF$2.25 
POPPELE, BR. E. 

Saas: A Neuronal Circuit Modeling Program. 

AD-778 133/9GI 74-13 6P Reprint 


pe rm Repetitive Firing Behavior of Mammalian 


AD-778 proc 74-13 6P Reprint 

Repriat: Static Fusimotor Effect on the Sensitivity of 
Mammalian Muscle Spindles. 

AD-779 221/1GI 74-15 6P Reprint 


POPPENDIEK, H. F. 
Development of a Prototype Fluid Volume Measure- 
ment System. 
N74-25927/6G1 
POPPER, ARTHUR N. 


Reprint: Sound Localization by the Hawaiian Squirrel- 
fishes, ‘Myripristis berndti' and ‘M. argyromus’. 


74-19 22A PC$3.75/MFS$2.25 


AD-769 348/4GI 74-01 6C Reprint 
POPPER, ROBERT J. 

Simulation of Passenger Flow through a Rapid Transit 

Station. 

PB-225 205/4GI 7401 13B PC$4.75/MF$2.25 


POPPER, ROBERT JAY 
Development and Application of aga Opportunity 


Igdices for Transit Mobility Evaluatio 
PB-227 043/7GI 7406 13B PCS6. 25/MF$2.25 
POPPLESTONE, R. J. 


Solving Equations lavolving Rotations. 






N74-16277/7G1 74-10 12A PC$3.25/MF$2.25 
POPPLETON, H. O. 


Preliminary Investigation of Desilication of Minerals 


With Sulfur and Carbon. 
PB-236 466/9GI 74-26 81 PC$3.25/MF$2.25 
POPPLEWELL, D. 8S. 


Determination of Plutonium in Urine by Ultrafiltration. 
NRPB-R-17 74-24 7D PC$4.00/MF$2.25 


POPRYADUKHIN, A. P. 
Properties of the Magnetic Fields of Stellerators with 


Elliptical Coils. 

NP-20001 18A PC$4.25/MF$2.25 
POPYRIN, L. 8. 

Dissociating Gases as Coolants and Working Sub- 

stances at Atomic Power Plants, 

JIPRS-60560 74-03 183 PC$7.25/MF$2.25 
PORATH, HAROLD 


Marine Studies of San Pedro Bay, California. Part VI. 
Circulation Investigations. Current Measurements in 
the Outer Los Angeles Harbor, 

COM-74-11558/5G 74-24 8C PCS$4.75/MF$2.25 


PORCELLA, D. B. 
Comprehensive Management of Phosphorus Water Pol- 
lution. 
PB-232 9S8/9GI 74-17 
PORCELLA, DONALD B. 
Component Description of 
Microcosms. 
PB-236 293/7GI 
PORCH, W. M. 


Recent Studies of the Suspension of Desert Dust and 
Resuspension of Toxic Aerosol Due to Wind. 
UCRL-75194 74-11 4A PC$3.25/MF$2.25 
PORCILE, E. 

Golgi Apparatus and Origin of the Secretory Granules 
in Adenohypophyseal Cells in the Cells in the Rat. Au- 
toradiographic Studies with the Electron Microscope 
after Injection of Tritated Leucine. 

N74-11890/2GI 74-06 6C PC$3.25/MF$2.25 


PORE, N. ARTHUR 


Forecasting Extratropical Storm Surges for the 
Northeast Coast of the United States. 
COM-74-10719/4GI 74-11 4B PC$4.25/MF$2.25 


PORFIREVA, N.N. 


Contrast Method of Processing Photographs of Mars, 
IPRS-60669 74-04 14E PC$3.25/MF$2.25 


PORILE, N. T. 
Cross Sections and Recoil Properties of Xenon 
Isotopes Formed in 11.5 Gev Proton Bombardment of 


exp 238 U. 
7402 20H PC$3.25/MF$2.25 


74-21 


13B PC-GPO/MF$2.25-NTIS 


Sediment-Water 
74-26 6F PC$3.75/MF$2.25 


COO-3080-3 


Deexcitation Processes in Nuclear Reactions. Progress 
Report, May 1, 1973--April 30, 1974. 
COO-1505-69 74-21 20H PC$4.50/MF$2.25 
PORKOLAB, M 
Parametric Instabilities and me og Heating of 
Plasma in a Magnetic Field: A Rev 
MATT-1049 74-22 201 “Pcs. 25/MF$2.25 
POROKHOVOI, S. YU. 
Investigation of the Synthesis Reaction D mu + D Im- 
s exp 3 He + N + mu in Gaseous Deuteriu 
INR-P1-7342 74-06 20H PC$3.00/MFS2. 2s 
POROTNIKOV, A. A. 
On Dimensionless Generation of Stationary Plasma 
Accelerator Characteristics--Translation. 
AD-787 408/4GI 74-26 201 PC$3.25/MFS$2.25 
PORTA, C. RB. 
Specific Radioimmunoassays for Quantitation of Hb S 


and Hb F. 
UR-3490-574 74-25 6E PC$4.00/MF$2.25 


PORTAL, G 


Dating; Radiothermoluminescence with Thermostimu- 
lated Exoelectron Emission. 
CEA-CONF-2473 74-16 7E PC$3.00/MF$2.25 


Dosimetry of Cosmic Radiation on Board the Super- 

sonic Transport Concorde. 

CEA-CONF-2540 74-15 18D PC$3.00/MF$2.25 
PORTASOV, V. S. 

Use of Laser Sounding to Determine Certain At- 

mospheric Characteristics. 

N74-26879/8GI 74-20 4B PC$3.25/MF$2.25 
PORTCH, DAVE 

Economic Development Administration Industrial Lo- 

cation Planning System (ILPS) - Summary Data Tape, 

COM-74-11095/8GI 

74-17 SC Mag Tape $97.50;Foreign $122.50 

PORTE, H. A 

Industrial Wastewaters, Red River Army Depot, Tex- 


arkana, Texas. 
AD-778 162/8GI 74-13 13B 4 PC$4.75/MF$2.25 


PORTENEUVE, J. 


The Holographic Grating of the Lyman beta Experi- 

ment of the D2a Polar Satellite. 

N74-22170/6GI 74-17 20F PC$3.25/MF$2.25 
PORTER, CARTER E. 

An All-Volunteer Armed Force: A Vital Component, 

not an Alternative. 

AD-775 480/7G1 
PORTER, D. A. 

A Study of the Implementation of the National En- 

vironmental Policy Act by the United States Navy. 

PB-233 133/8GI 74-17 SA PC$9.50/MF$2.25 
PORTER, D. R. 

Shock Laboratory Data System. 

SLA-74-0115 74-23 20K PC$8.00/MF$2.25 
PORTER, H. S. 

Reprint: On the Behavior of the F-Layer Under the In- 

fluence of Gravity Waves. 

AD-775 975/6GI 
PORTER, HUGH J. 

The North Carolina Marine and Estuarine Mollusca--an 


Atlas of Occurrence, 
COM-74-11593/2GI 74-25 8A PC$10.00/MF$2.25 


PORTER, LYMAN W. 
Job Characteristics and Job Attitudes: A Multivariate 
Study. 
AD-7i1 325/8GI 74-04 SJ PC$3.75/MF$2.25 
Job Scope and Job Satisfaction: A Study of Urban 
Workers. 
AD-771 326/6GI 74-04 SI PC$3.75/MF$2.25 
The Role of Task Goal Attributes in Employee Per- 
formance. 
AD-778 014/1GI 
PORTER, R. A. 
Study of Blood Flow Sensing with Microwave 
Radiometry. 
N74-11889/4GI 
PORTER, R. B. 
Use of Char to Improve Physical Quality of Coke from 
Sunnyside (Utah) Coal. 
PB-227 176/SGI 
PORTER, RICHARD F. 


Detection, Study and Chemical Reactivity of Boron In- 
termediates Generated by High Temperature and 
Photochemical processes. 

AD-775 432/8GI 74-09 7D PC$3.25/MF$2.25 


PORTER, ROBERT C. 
The Des Moines Story. A Report on the Implementa- 
tion of the Solid Waste Management Plan for the Des 
Moines Metropolitan Area Solid Waste Agency. 
PB-233 873/9GI 74-18 13B PC$8.75/MF$2.25 
PORTER, ROBERT P. 
Reprint: Transmission and Reception of Transient 
Signals in a SOFAR Channel. 
AD-775 $66/3GI 
PORTER, ROGER 5S. 
Reprint: The Source of Degradation During Extrusion 
of Polystyrene. 
AD-772 205/1GI 
PORTER, RUSSELL G. 


Reprint: Reproductive Cycle of the Soft-Shell Clam, 
“Mya arenaria’, at Skagit Bay, Washington. 
COM-74-50282-03-03/G1 
74-25 6C 
PORTER, W. E. 
System for Labeling and Control of Toxic Materials in 


a Large Research Facility. 
CONF-740519-1 74-21 13L = PC$4.00/MF$2.25 


PORTER, WILLIAM A. 


Causality Structure and the Weierstrass Theorem. 
AD-779 733/SGI 74-15 12A PC$3.75/MF$2.25 


On the Analysis of Feedback Systems with a Mul- 
tipower Open Loop Chain, 
AD-773 188/8GI 74-06 12A = PC$3.75/MF$2.25 


On the Generalization of the Volterra Principle of In- 


version. 

AD-770 087/SGI 74-02 12A PC$3.25/MF$2.25 

Sensitivity Analysis in Multilinear Systems. 

AD-779 732/7GI 74-15 12A PC$3.75/MFS$2.25 

Two Notes on System Identification 

AD-779 721/0GI 74-15 12A  PCS3.7S/MFS2.25 
PORTIER, J. 

Reprint: Crystal Chemistry and Magnetic Properties of 

CriIDBUIIDFS Compounds. 

AD-775 933/SGI 20L Reprint 
PORTMAN, DONALD J. 


An Investigation of the Structure of Turbulence over 
Water Surface Waves. 
AD-771 471/0GI 


74-09 1SC PC$3.75/MFS$2.25 


74-10 4A Reprint 


74-13, SI PC$4.25/MF$2.25 


74-06 6B PC$4.75/MF$2.25 


74-07 7A  PC$3.75/MF$2.25 


74-2. 20A_ Reprint 


7405 111 Reprint 


(Order as COM-74-50282-03) 


74-10 


74-04 4B PC$3.75/MF$2.25 


POSKALENKO, A. N. 


PORTNOVA, O. V. 


Comparative Analysis of Lavsan- and Triacetate-Based 
Aerial Films--Translation. 
AD-781 026/0GI 74-17 14E PC$3.25/MF$2.25 
Improvement of the Image Reproduction Precision in 
the Preparation of Diapositives--Translation. 

AD-785 938/2GI 74-24 1SE PC$3.25/MF$2.25 


On the Necessary Number and Optimum Location of 
Fiducial Marks in an Aerial Photographic Appearance-- 


Translation. 
AD-783 834/SGI 74-21 14E PC$3.25/MF$2.25 
PORTNOY, H. 


Investigation into the Formation of Wing-Tip Vortices. 
AD-783 271 /0GI 74-20 1A PC$3.7S/MFS$2.25 
PORTNOY, NORMAN A. 


Cotton-Oxime, Cotton-Semicarbazone, and Cotton-Hy- 
dantoin-Textile Products of High Nitrogen Content. 
PAT-APPL-348 558 74-11 WE PC$3.25/MF$2.25 


Modification of Cotton Textiles and Cotton/Polyester 
Textile Blends by Photo-Initiated Polymerization of 


Vinylic Monomers. 
PAT-APPL-342 133 11E = PC$3.25/MF$2.25 
PORTNYAGIN, S. 8. 


Analyzing the Organization of Experimental Shipping 

of Cargo in Containers, and Conditions of Their Use in 

Foreign Commerce--Transiation. 

AD-775 904/6GI 74-10 1SE PC$3.25/MF$2.25 
PORVATOV, N. A. 

Use of Novikov Gearing in Construction and Road 

Building Machinery Units--Translation. 

AD-776 563/9GI 74-11 13C =PC$3.25/MF$2.25 
PORYATUIL, V. 8. 


Technology of Preparation and Characteristics of Sil- 
icon--Lithium and Surface-Barrier Detectors of 


Nuclear Emissions. 
7406 18D PC$3.50/MF$2.25 


74-11 


KHFTI-72-15 
PORZ, F. 


Production and Release of Radioiodines by Nuclear 
Power Plants and Reprocessing Plants and the Ex- 
pected Radiological Burden Till the Year 2000. 

NP-20037 74-21 8H PC$7.25/MF$2.25 


POSAKONY, G. J. 


Investigation of Techniques to Nondestructively Test 
Reinforced Plastic Composite 


Pipe. 
AD-774 294/3GI 74-08 13K PC$S.75/MF$2.25 


Investigation of Techniques to Nondestructively Test 
Pipe. 
13K PC$4.75/MF$2.25 


Reinforced Plastic Composite 
AD-777 014/2GI 74-11 


POSCH, NANCY A. 
Detection of Hepatitis in Blood. 
PB-224 875/SGI 74-01 
POSCH, RAYMOND J. 


Procedure Guide for the Individual Unit Action (IUA) 
Model on the Fort Leavenworth Data Processing In- 
stallation CDC 6500 Computer System. 

AD-780 862/9GI 74-17 9B PC$7.25/MF$2.25 


System Reference Manual for the Individual Unit Ac- 

tion (IUA) Model on the Fort Leavenworth Data 

Processing Installation CDC 6500 Computer System. 

AD-780 843/9GI 74-17 9B PC$4.25/MF$2.25 
POSCHENRIEDER, W. P. 


Construction and Performance wd a Multiple Focusing 


Time of Flight Mass Spectromete 
IPP-9-15 74-16 14B PC$S5.75/MF$2.25 


POSENER, E. C. 


Method and Apparatus for a Single Channel Digital 
Communications System. 
PATENT-3 766 315 74-04 


POSEY, WILLIAM R. 


Model and Prototype Analysis of the Old River Diver- 


sion on the Mississippi River, 
PB-230 433/SGI 74-11 13B PC$3.75/MF$2.25 


POSHEKHONOV, YU. V. 


Total Research Manpower—Transiation. 
AD-784 158/8G1 74-22 SI PCS$3.25/MFS$2.25 


POSHIDAEVA-SINITSINA, L. A. 
The Influence of Streptococcus Allergen and 
Streptolysin O on the Formation of Antitetanus Immu- 
nity--Translation. 
AD-779 177/SGI 74-15 6M PC$3.25/MFS$2.25 
POSINGIES, W. M. 
Thermal Math Model Development for a Resonant 


Cavity Tem re Sensor. 
AD-783 635/6GI 74-21 21B PC$S.75/MFS2.25 
POSKALENKO, A. N. 


Participation of Thyroid Gland Hormones in the 
Mechanism of Development of Trophic Disturbances 
of the Gastric Mucosa in Rats 

Immobilization. 


N74-21709/2GI 74-17 6S PCS3.25/MFS2.25 


6M PC$4.75/MF$2.25 


17B Not available NTIS 


PA-881 





POSKITT, THOMAS R. 
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pounds (Me(Nh sub 3 ) sub 6 )X sub 2. 

INP-820 74-10 7D PCS$3.5C/MFS2.25 
PYTLEWSKI, LOUIS L. 

Studies of ASC Whetlerite Reactivity. 

AD-774 835/3GI 74-09 7D PCS$3.25/MFS$2.25 
PYTSKIHL, V. I. 

Activity of Histamine-Activating Enzymes im the Kid- 

neys of Dogs in Allergic Reactions of the Immediate 

Type--Translation. 

AD-783 929/3GI 74-21 6P PCS$3.25/MF$2.25 
PYTSKIY, V. I. 


A Method of Examination of the Direct Action of Al- 
lergens on the Function of the Adrenal Cortex under 


74-09 3A PCS$3.25/MFS2.25 


Experimental Conditions--Translation. 
AD-775 123/3GI 74-09 6P PC$3.25/MF$2.25 
PYTTE, T. 


Morphology and Fine Time Structure of an Early- 
Morning Electron Precipitation Event. 
N74-12171/6GI 74-06 4A PC$3.75/MF$2.25 
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PYUN, J. J. 


PYUN, J. J. 
Cavitation Threshold and Superheat in Various Fluids. 
PB-228 096/4GI 74-10 20D PC$3.75/MF$2.25 
Observation and Measurement of Cavitation Nuclei 


Using Coulter Counter and Laser Light Scattering in 
Cavitation and Multiphase Flow Lab. at University of 


Michigan. 

PB-229 772/9GI 74-11 20D PC$3.25/MF$2.25 
PYZH, V. M. 

Lepton Formation of W-Mesons. 

ITF-73-87-P 74-09 20H PC$3.50/MF$2.25 


QAMAR, A. 


Reprint: Seismic-Wave Attenuation beneath the Cen- 
tral Aleutian Arc. 
AD-774 625/8GI 


QASHU, H. K. 
Transient Movement of Water and Solutes in Unsatu- 
rated Soil Systems. 
PB-225 119/7GI 74-01 8H PC$3.75/MF$2.25 
QUAGLINO, J. 


Engineering Properties of Rocket Propellants. 
AD-771 580/8GI 74-04 211 PC$6.25/MF$2.25 


QUALE, A. 


On the Dynamics of Gravity and Matter Fields. 
NP-20069 74-22 203 +PC$S5.00/MF$2.25 


QUAM, LYNN H. 

Computer Comparison of Pictures, 

AD-785 172/8GI 74-23 9B PC$S5.75/MF$2.25 
QUAM, RALPH A. 


STOL Tactical Aircraft Investigation, Externally 
Blown Flap. Volume II. Design Compendium. 
AD-770 110/5GI 74-02 1A PC$7.00/MF$2.25 


STOL Tactical Aircraft Investigation--Externally 
Blown Flap. Volume IV. Analysis of Wind Tunnel 


74-08 8K Reprint 


AD-I72 714/6G1 74-06 1A PC$10.50/MFS2.25 
QUAN, A. L. 

Reprint: Chlamydial Isolates from Reiter's Syndrome. 

AD-771 870/3GI 74-05 2E Reprint 
QUAN, A. ¥.C. 


An Instrumentation System for 150 Mbit/S Digital 
Transmission Systems. 
N74-29771/4GI 74-24 17B PC$3.75/MF$2.25 


QUAN, ALICE L. 


Reprint: Fluorescent Antibody Responses to Chlamydi- 
al Infection in Patients with Lymphogranuloma 
Venereum and Urethritis. 
AD-782 607/6GI 74-19 6E Reprint 
Reprint: Susceptibility of Chlambydia to Antibacterial 
Drugs: Tests in Cell Cultures. 
AD-787 823/4GI 

QUAN, DENNIS A. 
Forecasting Water Demand in Wyoming with the Main 
II System. 
PB-237 068/2GI 74-26 13B PC$8.50/MF$2.25 


QUAN, M. 


Heat Transfer Phase Change Paint Test (Oh-42) of a 
Rockwell International Ssv Orbiter in the NASA/Lrc 
Mach 8 Variable Density Wind Tunnel. 

N74-16251/2GI 74-10 11C PC$7.S0/MF$2.25 


Phase Change Paint Tests on Rockwell Orbiter/Tank 
and Orbiter Alone Configurations (Oh3a/Oh3b). 
N74-28338/3GI 74-20 22B PC$25.25/MF$2.25 


QUANDT, WILLIAM B. 


In Search of Self-Reliance: U.S. Security Assistance to 
the Third World under the Nixon Doctrine, 
AD-775 353/6GI 74-09 SD PC$4.75/MF$2.25 


QUANG, DO VO 


An Exploratory Input-Output Model for the Rural Sec- 
tor in Vietnam. 
AD-769 817/8GI 


QUANTE, F. 


Possibilities and Limitations of Automatic Speech 
Recognition for Command Input in Control Rooms. 
KFK-PDV-7 74-09 17B PCS$S.75/MF$2.25 


QUARLES, JOHN R. JR. 


The First Two Years - A Review of EPA's Enforce- 
ment ram, 
PB-227 158/3GI 74-07 13B PC$8.75/MF$2.25 


QUATE, C. F. 
Reprint: Acoustic Readout of Charge Storage on 


GaAs. 
AD-786 931/6GI 74-25 9A Reprint 
Reprint: Electronically Focused Acoustic Imaging 
Device. 
AD-772 320/8GI 74-05 20A_ Reprint 


Study of Nonlinear Acoustics for the Purpose of 
Processing Sophisticated Signals. 
AD-776 994/6GI 74-11 20L = PC$4.25/MF$2.25 


74-26 60 Reprint 


74-02 SC PC$4.25/MF$2.25 


PA-894 


QUATTRONE, R. 
Directional Transformation in Steel--Texture Behavior 
and Martensite Morphology. 
AD-771 906/SGI 74-05 11F PC$3.25/MF$2.25 


QUAYLE, ROBERT G. 

Cape Rollers - Unusually High Swells Off the South 

African Coast, 

COM-74-90018-03-01/GI 

74-21 8C (Order as COM-74-90018-03) 

A Climatic Comparison of Ocean Weather Stations and 

Transient Ship Records, 

COM-74-90018-05-04/GI 

74-26 4B (Order as COM-74-90018-05) 

QUEALY, T. S. 

Application of Polyurethane Foam as an Antisweat 

Material Aboard Ships, 

AD-786 397/0GI 74-25 il PC$3.25/MF$2.25 
QUECK, H. 

Measurements of Short Wave Radiation Fluxes in the 

Free Atmosphere with 4-Channel Radiosonde and Au- 

tomatic Processing of the Results. 

N74-10383/9GI 74-04 4A PC$4.25/MF$2.25 
QUEEN, CHARLES C. JR. 

Plug for Drive Shaft with Internal Drive Spline. 

PAT-APPL-474 564 74-25 131 PC$3.25/MF$2.25 
QUEEN, DONALD F. 


Basic System Concept for Integrating a 2D and a 3D 
Radar and Designs of Automatic Detection Systems. 


AD-777 959/8GI1 74-13, 171 ~=PC$3.75/MF$2.25 
QUEEN, F. D. 

A Detector Design for the SPS-10 Radar. 

AD-781 870/1GI 74-18 171 PC$3.25/MF$2.25 
QUEARL, H. 


Dido: A Most Versatile Pattern-Unit with Fast Dis- 
criminator-Inputs and Camac-/Perseus-Output Facili- 
ties. 

DESY-73-45 74-11 18D PC$3.75/MF$2.25 


QUEK, POH HUAT 


The Economic Development of Singapore. 

AD-783 787/5GI 74-21 SC PC$S5S.75/MF$2.25 
QUEMENEUR, A. 

Mixing of Electrostatic Waves in a Radially In- 

homogeneous Hot Electron Plasma. 

CEA-CONF-2384 74-06 201 PC$3.00/MF$2.25 

Mixing of Electrostatic Waves in a Radially In- 

homogeneous Hot Electron Plasma. 

N74-19348/3GI 74-13 201 PC$3.25/MF$2.25 
QUEMPER, F. 


Phase Transformations in Titanium Alloys. I. Contribu- 
tion to Study of Transformation Kinetics in Ti--6% al-- 
6% V--2% SN Alloy. 


CEA-R-4542 74-22 11F PC$6.25/MF$2.25 
QUENEE, R. 

Reliability of a Method of Safety Analysis. 

CEA-CONF-2353 74-09 181 PC$3.25/MF$2.25 


QUENTMEYER, R. J. 


Reliability and Effective Thermal Conductivity of 
Three Metallic-Ceramic Composite Insulating Coatings 
on Cooled Hydrogen-Oxygen Rockets. 

N74-10723/6GI 74-04 21H PC$4.25/MF$2.25 


QUERE, Y. 

General Survey of Point Defects. 

CEA-CONF-2548 74-17 20L PC$5.25/MF$2.25 
QUERRY, MARVIN R. 


High Sensitivity Laser Absorption Spectroscopy of 
Laboratory Aqueous Solutions and of Natural Missouri 
Waters. A Feasibility Study. 

PB-225 431/6GI 74-03 14B  PC$4.75/MF$2.25 


Infrared Reflectance Measurements of Missouri 

Waters for Water Quality Applications. 

PB-225 420/9GI 74-02 13B PC$4.75/MF$2.25 
QUESADA, A. 

Low Scatter Lens Design/Development. 

N74-20322/SGI 74-14 20F PC$S5.25/MF$2.25 
QUESADA, A. F. 


Reprint: A Meteorological and a Geophysical Example 
of the Use of the Scale Autocorrelation Coefficient to 
Determine Ratios of Frequencies Present in Periodic 
Phenomena. 

AD-770 261/6GI 74-02 12A_ Reprint 


Reprint: The Power Spectrum of the Mellin Transfor- 

mation with Applications to Scaling of Physical Quan- 

tities. 

AD-782 619/1GI 74-19 12A_ Reprint 
QUESADA, ANTONIO F. 


The Determination of Diffusion Coefficients in a 
Shearing Flow by Chemical Tracer Techniques. 
AD-782 617/SGI 74-19 4B PC$3.25/MF$2.25 


Least Squares Cubic Splines. 
AD-774 403/0GI 74-08 12A_ PC$3.25/MF$2.25 


The Scaling of Physical Quantities and Its Relation to 
the Power Spectrum of the Mellin Transform. 
AD-774 029/3GI 74-08 12A PC$3.25/MF$2.25 


QUESADA, C. A. 
Potassium Determination in Complex Fluorides. 
CNEA-349 74-10 7D PC$3.00/MF$2.25 
QUESADA, M. 
Reprint: Some Observations on Proteinase Inhibitor 
Therapy for Decompression Sickness in the Rat. 
AD-773 760/4GI 74-07 6S Reprint 
QUESENBERRY, C. P. 
Power Comparisons of Tests for Uniformity. 
CONF-731210-1 74-14 12A  PC$3.25/MF$2.25 
QUICK, DAVID H. 
An Experimental Investigation of the Flow in an In- 
terstage Connecting Duct for Use on a High Power 
Gasdynamic Laser. I. Gas Chromatograph Studies, 
AD-786 463/0GI 74-25 20E PC$3.75/MF$2.25 
QUICK, ROBERT F. 


The Age and Growth of Brown Trout (Salmo trutta) 
and Sculpin (Cottus SPP.) as it Relates to Eutrophica- 
tion in the Jordan and Asuable Rivers. 

PB-231 962/2GI 74-14 6F PC$4.75/MF$2.25 


QUIGLEY, H.C. 


A Flight Investigation of the STOL Characteristics of 
an Augmented Jet Flap STOL Research Aircraft. 
N74-22637/4GI 74-18 1A  PC$S.75/MF$2.25 


QUIGLEY, JOHN E. 

Error Control Techniques for Line-of-Sight. 

AD-778 749/2GI 74-14 17B  PC$3.25/MF$2.25 
QUIGLEY, JOHN M. 


The Influence of Workplaces and Housing Stocks 

upon Residential Choice: A Crude Test of the ‘Gross 

Price’ Hypothesis. 

COM-74-11654/2GI 74-26 SK PC$3.75/MF$2.25 

Residential Location with Multiple Workplaces and a 

Heterogeneous Housing Stock. 

COM-74-11652/6G1 74-26 SK PC$8.75/MF$2.25 
QUIGLEY, JOHN T. 

Wastewater Treatment in Fish Processing, 

COM-74-11300/2GI 74-20 13B_ Reprint 
QUIGLEY, RICHARD E. JR. 

Dual Mode Auxiliary Power Unit. 

PAT-APPL-365 908 74-14 1C PC$3.25/MF$2.25 
QUIGLEY, STEPHEN P. 


The Influence of Fingerspelling on the Development of 
Language, Communication, and Educational Achieve- 
ment in Deaf Children. 

PB-235 622/8GI 74-22) SI PC$S.25/MF$2.25 


Interpreters for Deaf People: Selection, Evaluation, 
and Classification. 
PB-234 728/4GI 74-20 SI PC$3.75/MF$2.25 


QUIHILLALT, O. J. 


Participation of Argentine Industry in the Nuclear 
Power Plant at Atucha and the Future. 
CNEA-345 74-06 181 PC$3.00/MFS$2.25 


QUILICI, M. 


Forty Years of Civil Aviation, 1931 - 1971 Quarantanni 
di Aviazione Civile, 1931 - 1971. 
N74-14750/5GI 74-09 1C PC$4.75/MF$2.25 


QUILLEC, M. 


Properties of an Electron Trap Observed in al Im- 
planted Zante Crystals. 
CEA-CONF-2586 


QUILLIAN, R. D. 


Comprehensive Bibliography of Literature on 
Noncryogenic Storage and Recovery of Hydrogen, 
AD-780 928/8GI 74-17 21D = PCSS.25/MF$2.25 


QUILLIAN, R. D. JR. 


Direct Water Injection Cooling for Military Engines. 
AD-780 175/6GI 74-16 21G PC$4.75/MFS$2.25 


QUILLICO, J. J. 
Dechanneling of alpha Particles by Hydrogen Atoms in 
Palladium. 
CEA-R-4532 74-09 18H PC$S.50/MFS$2.25 
QUIN, RICHARD C. 
Preliminary Design and Tests of a Stairclimbing 
Wheelchair. 
PB-236 819/9GI 
QUINCEY, V.G. 


Aerodynamic Characteristics of Npl 9626 and Nopl 
9627, Further Aerofoils Designed for Helicopter Rotor 
Use 


N74-18666/9GI 74-13 1A PC$3.75/MF$2.25 
QUINDRY, THOMAS L. 
Reprint: On a Simplified Field Measurement of Noise 


Reduction Between Spaces. 
COM-73-S0915/0GI 74-01 20A Not available NTIS 


74-18 20L PC$4.00/MFS$2.25 


74-26 6L PCS4.25/MF$2.25 








QUINE, DENNIS H. 


Meteorological Applications of Passive Microwave 
Radiometry. Volume Il. Meteorological and Physical 
Background. 

AD-771 773/9GI 74-05 4B PC$4.75/MF$2.25 


QUINLAN, D.C. 
Biosynthesis and Subcellular Organization of Nucleic 
Acids in Mycoplasma Gallisepticum A5969. 
UR-3490-142 74-02 6A PC$3.00/MF$2.25 
QUINLAN, JOHN F. 
Protective Eyeshield for Helmets. 
PATENT-3 605 114 74-04 6Q Not available NTIS 
QUINLAN, JOHN HUGH 


The Development and Testing of a Leadership Effec- 
tiveness Model. 
AD-783 814/7GI 74-21. SJ PC$4.75/MF$2.25 


QUINLAN, KENNETH P. 


Photosynthetic Energy Conversion: The Effect of Ox- 
ygen on the Light-Induced Proton Uptake Capability 
of Chloroplasts. 

AD-778 094/3G1 74-13 6A PC$3.25/MF$2.25 


QUINLIN, W. T. 

Analysis of S-Trichlorotrinitrobenzene and 1,3,5- 
Trinitro-1,3,5-Triazacyclohexane Samples by Liquid 
Chromatography. 

MHSMP-74-8 74-17 19A PC$4.00/MF$2.25 
QUINN, BRAIN P. 

Reprint: Compact Ejector Thrust Augmentation. 
AD-770 792/0GI 74-03 1C_ Reprint 
QUINN, BRIAN 


Reprint: A Simple Estimate of the Effect of Ejector 
Length on Thrust Augmentation. 
AD-769 790/7GI 74-01 20D Reprint 


QUINN, BRIAN P. 
Acoustic Wing Stall Delaying Device. 
PATENT-3 774 867 74-16 1A Not available NTIS 


Aerodynamic Nozzles in Rectangular Duct. 
PATENT-3 785 405 74-16 1A Notavailable NTIS 


Reprint: A Simple Estimate of the Effect of Ejector 
Length on Thrust Augmentation. 


AD-771 361/3GI 74-04 21E Reprint 


QUINN, D. J. 
Sputtered Thin Film Research. 
AD-769 972/1GI 74-02 9A PC$4.25/MF$2.25 
Sputtered Thin Film Research. 
AD-780 277/0GI 74-16 9A PC$4.25/MF$2.25 
QUINN, F. A. 


Utility of Serum Protein-Bound Neutral Hexoses and 
L-Focose for Estimation of Malignant Tumor Exten- 
sion and Evaluation of Efficacy of Therapy. 

AD-777 034/0GI 74-11 6E PC$3.25/MF$2.25 


QUINN, FRANK H. 


Lake Superior: Beginning-of-Month Water Levels and 
Monthly Rates of Storage Changes. 
COM-74-11032/1GI 74-15 13B PC$3.75/MF$2.25 


QUINN, J. G. 


Reprint: Association of Hydrocarbons and Mineral 
Particles in Saline Solution. 
COM-74-10147/8GI 74-05 8A _ Reprint 


Reprint: Studies on the Digestive Lipase of the Surf 
Clam ‘Spisula solidissima’ 
COM-74-10506/SGI 


QUINN, J. L. 1 


Multilateral Evaluation of Renal Transplants with 
Radionuclides. 
CONF-740708-33 


QUINN, JAMES G. 


Reprint: Factors Affecting the Association of Fatty 
Acids with Mineral Particles in Sea Water. 
COM-74-10259/1GI 74-06 83 Reprint 


Reprint: Intercalibration of Analyses of Recently 
Biosynthesized Hydrocarbons and Petroleum 
Hydrocarbons in Marine Lipids. 

AD-770 231/9GI 74-02 6F Reprint 


Reprint: Petroleum Hydrocarbons and Fatty Acids in 
Waste Water Effluents. 


74-09 6C Reprint 


74-24 6E PC$4.00/MF$2.25 


PB-231 216/3GI 74-12 13B Not available NTIS 
Reprint: Petroleum Hydrocarbons in Narragansett Bay. 
AD-775 345/2GI 74-09 13B Reprint 


Solubilization of Hydrocarbons by the Dissolved Or- 
ganic Matter in Sea Water, 
COM-74-10151/0GI 


QUINN, JOHN C. 


Comparison of Several Methods for Forecasting 

Repair Parts Requirements. 

AD-786 505/8GI 74-25 1SE PC$S.75/MF$2.25 
QUINN, NEAL A. 


The Combat Stores Ship (APS). 
AD-769 197/5GI 74-01 1SE MF$2.25 


74-06 8A_ Reprint 


QUINN, R. W. 


Noise Level Measurements of Railroads: Freight 
Yards and Wayside. 
PB-234 219/4GI 74-20 13F PC$7.50/MF$2.25 


QUINN, RICHARD C. 


Development of a Stair-Climbing Wheelchair. 
PB-235 138/SGI 74-21 6L PC$S.75/MF$2.25 


QUINN, ROBERT W. 

Statistical Sound Level Analyzer. 

PAT-APPL-396 769 74-02 20A PC$3.25/MF$2.25 
QUINN, THOMAS J. 


High Acceleration Cockpits for Advanced Fighter Air- 
craft. Volume III. Test Plan. 
AD-783 602/6GI 74-21 IC PC$4.25/MF$2.25 


High Acceleration Cockpits for Advanced Fighter Air- 
craft. Volume IV. Test Results. 


AD-783 603/4GI 74-21 1C PC$4.75/MF$2.25 
QUINN, W. 

Experimental Study of Several Ice Heat Sink Con- 

‘4D.782 942/7GI 74-20 16A PC$3.75/MF$2.25 
QUINN, W. E. 

Project Management of Scyllac Construction. 

LA-UR-74-61 74-14 18A PC$3.00/MF$2.25 


Supplement to Proposal for the Construction of a Scyl- 

la IV-p Confinement Studies theta Pinch. 

LA-5474-P(Supp.1) 74-22 18A PC$4.00/MF$2.25 
QUINN, W. F. 

An Analytical Study of a Coiled-Pipe Heat Sink. 

AD-771 125/2GI 74-04 13A  PC$3.75/MF$2.25 
QUINN, WILLIAM C. 

Wideband Radar Receiver Protective Apparatus. 

PATENT-3 745 567 74-09 171 Not available NTIS 
QUINTERO, JORGE E. 

Low Energy Mechanical Methods of Reservoir 

Destratification. 

PB-235 338/1GI 74-24 13B PC$4.25/MF$2.25 
QUINTIERE, JAMES 


Experimental and Analytical Studies of Floor Covering 
Flammability with a Model Corridor. 
COM-74-10129/6GI 74-05 13L PC$S.25/MF$2.25 


Radiative Characteristics of Fire Fighters’ Coat 
Fabrics. 

COM-74-50694/0GI_ 74-20 LIE Not available NTIS 
QUIREIN, J. 


Partial Derivatives for Various Scaler Functions of 
Matrices. 
N74-20177/3GI 74-14 12A PC$3.25/MF$2.25 


QUIRING, JOHN N. 


Mine Roof Vibrations from Underground Blasts, Pilot 
Knob, Mo. 
PB-228 623/5GI 74-11 81 PC$3.7S/MF$2.25 


QUIRING, WALTER J. 


Chemical Excitation via Laser Radiation: Vibration- 
Vibration Energy Transfer Processes. 
AD-773 585/SGI 74-07 7D PC$S5.75/MF$2.25 


QUIRK, JAMES 

The GM-Matrix Problem. 

PB-233 522/2GI 74-18 12B PC$3.75/MF$2.25 
QUIST, E. E. 


Reprint: Effect of Ligands on a Discontinuous Tem- 
perature Dependence of the Decarbamylation Reaction 
of Erythrocyte Acetylcholinesterase. 

AD-772 591/4GI 74-06 6A Not available NTIS 


QUIVY, A. 


Characteristics of Ta6v Alloy Microstructure after 
Thermomechanical Treatment in the alpha Plus beta 
Phase. Effects on Mechanical Characteristics in Elon- 
gation Caracteristiques Microstructurales de | Alliage 
Ta6v, en Fonction des Traitements Thermomecaniques 
en alpha et beta Incidences sur les Caracteristiques 
Mecaniques en Traction. 


N74-32968/1GI 74-26 I1F PC$3.75/MF$2.25 
QUOCK, H. 

User'S Guide for Digital (Digitized Input to ART 

Layout). 

SLL-73-271 74-06 9B PC$4.50/MF$2.25 


QUOIRIN, J. B. 
Plotting of Depth Distribution of Impurities with the 
Castaing--Slodzian Ion Analyser. 
CEA-CONF-2452 74-16 20L PC$3.00/MF$2.25 
QUONG, R. 


Computer-Controlled Apparatus for Permeability Mea- 
surements at Confining Pressures Up to 10 exp 8 
Pascal (10 exp 3 Bar). 


UCID-30073 74-21 14B PC$4.00/MF$2.25 
N-Component Explosive Systems: Feasibility Study. 
UCID-16529 74-24 18C PC$4.00/MF$2.25 


RABENSTEIN, WILLIAM M. 


QUZIAUK, R. 
Experimental Study of the Aerodynamic Noise of Air- 
foils. 
N74-28505/7GI 74-22 21E PC$3.75/MF$2.25 
RA, J. W. 


Reprint: Evanescent Fields Produced by Totally 

Reflected Beams. 

AD-772 163/2GI 74-05 20N Reprint 
RAAB, B. 

Sense II: Space Applications of Nuclear Power. 

Volume I. Commercial Communications Satellite. 

AEC/SNS-3063-3 74-25 10B PC$12.00/MF$2.25 
RAAB, WERNER 

Physical and Chemical Features of Pacific Deep Sea 

Manganese Nodules and Their Implications to the 

Genesis of Nodules 

PB-225 987/7GI 
RAASCH, W. 


A Contactless Measurement System for Continuous 
Recording of Temperatures on Rotating Parts, Espe- 
cially in Electrical Machines. 


"14-05 8D (Order as PB-225 983) 


N74-30896/6GI 74-24 14B PC$3.25/MF$2.25 
RABALAIS, J. WAYNE 
Reprint: Calculated Angular Distributions of 


Photoelectrons Using the Orthogonalized Plane-Wave 
Approximation. 
AD-786 275/8GI 74-24 7E Reprint 


Reprint: Calculated Photoionization Cross Sections and 
Relative Experimental Photoionization Intensities for a 
Selection of Small Molecules. 


AD-786 152/9GI 74-24 7E Reprint 
RABB, D. D. 

Leaching of Copper Ores and the Use of Bacteria. 

UCID-4958 74-26 I1F PC$4.75/MFS$2.25 


Survey of Industry Practice for in-Situ Leaching of 
Copper Ores. 
UCID-5052 74-25 7D PC$4.25/MF$2.25 


RABCHEVSKY, GEORGE A. 


Reprint: On the Nearshore Circulation of the Gulf of 
Carpentaria, Australia - A Study in Uses of Satellite 
Imagery (ERTS) in Remotely Accessible Areas. 

AD-775 651/3GI 74-10 8C Reprint 


RABE, F. T. 


A Methodology for Assessing Environmental Impact 
of Water Resources Development. 
PB-226 545/2GI 74-06 13B PC$6.25/MF$2.25 


RABE, KEVIN 


Computation of Tidal Currents in the Vicinity of S. 
Stefano Island, 
AD-772 085/7GI 


RABE, WALTER J. 


Proceedings of the Symposium on Nonlinear Estima- 
tion Theory and Its Applications (4th) Held at San 
Diego, Calif., September 10-12, 1973. 

AD-779 174/2G1 74-15 12A Not available NTIS 


RABEARIVELO, A. 


Photographic Experiment Data Reduction: Acquisition 
and Preprocessing System Depouillement des Ex- 
periences Photographiques: Systeme d'Acquisition et 
de Pretraitement. 

N74-31663/9GI 74-25 9B PC$3.25/MF$2.25 


Photographic Experiment Data Reduction. Acquisition 
System Depouillement des Experiences Photogra- 
phiques: Systeme d' Acquisition. 

N74-31662/1GI 74-25 3A PC$3.25/MF$2.25 
Photographic Experiment Data Reduction: Processing 


System Configuration Depouillement des Experiences 
Photographiques: Configuration du Systeme de Traite- 


74-05 8C PC$3.25/MF$2.25 


ment. 
N74-31661/3GI 74-25 3A PC$3.25/MF$2.25 


Programs for Astrophysical Experiment Processing 

Programmes Destines au Depouillement des Ex- 

periences d'Astrophysique. 

N73-32747/0GI 74-02 3B PC$4.25/MF$2.25 
RABEN, A. S. 


Experimental Study of the Effect of Dose of a Chemi- 
cal Substance on the Incidence and Intensity of Con- 
tact Allergy--Translation. 
AD-785 210/6GI 


RABEN, IRWIN A. 


EPA Alkali Scrubbing Test Facility: Sodium Carbonate 
and Limestone Test Results. 
PB-225 041/3GI 74-01 7A PC$8.50/MFS$2.25 


RABENHORST, DAVID W. 
Design Considerations for a 100-Megajoule/500- 
Megawatt Superflywheel. 
AD-774 736/3GI 74-08 10A PC$4.75/MF$2.25 
Rapid Deployment Corner Reflector. 
PATENT-3 671 965 74-02 171 Not available NTIS 
RABENSTEIN, WILLIAM M. 


Annunciator System. 
PATENT-3 508 240 74-07 173 Not available NTIS 


74-23: 6E PC$3.25/MF$2.25 


PA-895 





RABIN, DAVID L. 


RABIN, DAVID L. 
World Health Organization/International Collaborative 
Study of Medical Care Utilization. Volume 2. 


Questionnaires. 
PB-234 276/4GI 74-20 6E PC$S5.75/MF$2.25 


World Health Organization/International Collaborative 
Study of Medical Care Utilization. Volume 5. Inter- 
viewers’ Manual. 

PB-234 279/8GI 74-20 6E PC$6.25/MF$2.25 


RABIN, MICHAEL O. 


Super-Exponential Complexity of Presburger 
Arithmetic. 
AD-775 004/S5GI 74-09 12A  PC$3.75/MF$2.25 


RABIN, ROBERT 


Program Plan for Environmental Effects of Energy. 
PB-235 115/3GI 74-22 13B PC$9.25/MF$2.25 


RABINOVICH, E. A. 


The Influence of the Age of Concrete on the Deforma- 
tion of Construction under a Fluctuating Load--Trans- 


lation. 

AD-784 248/7GI 74-22 13C =PC$3.25/MF$2.25 
RABINOVICH, M. KH. 

Thermomechanical Treatment of Aluminum Alloys-- 


Translation. 
AD-775 148/0GI 74-09 L1F PC$7.25/MF$2.25 


RABINOVICH, M. S. 


Future of New Collective Methods of Acceleration. 
NP-19931 74-11 20G PC$3.75/MF$2.25 


Outlook for the Development of New Collective Ac- 
celeration Methods. 
KFK-tr-427 74-10 20G PC$3.00/MF$2.25 


The Prospects for Developing New Collective Methods 

of Acceleration--Translation. 

AD-784 182/8GI 74-22 201 PC$3.25/MF$2.25 
RABINOVICH, V. A. 

Thermophysical Properties of Matter and Substances. 


Volume 2, 

TT-72-52001 
RABINOVITCH, B. S. 

Collisional Molecular Energy Transfer Characteristic 


of Combustion. 
AD-770 683/1GI 7403 7D PC$3.25/MF$2.25 


Failure of Intramolecular Reaction Systems. 
AD-773 557/4GI 74-07 7C PC$3.25/MF$2.25 


Ring-Opening and Isomerization of a Series of Chemi- 
cally Activated Cycloalkyl Radicals. 
AD-783 906/1GI 74-21 7C PC$3.75/MF$2.25 


Transfer of Vibrational Energy from Highly Excited 
Butyl Radical. Part 1. Relative Collision Diameters of 
Homologous n-Perfluoro Alkane Bath Molecules. Part 
2. Structural Effects on the Magnitudes of the Relative 
Collision Diameters. 
AD-778 363/2GI 


RABINOVITCH, G. D. 
Separation of Liquid Isotope Mixtures by Thermal Dif- 


fusion. 
MLM-2144(tr) 74-18 18B PC$4.00/MF$2.25 


RABINOW, JACOB 


The Public Need and the Role of the Inventor, 
Proceedings of a Conference Held in Monterey, 
California on June 11-14, 1973. 
COM-74-50543/9GI 

74-17 SB PC-GPO/MF$2.25-NTIS 


RABINOWITZ, A. S. 


Automatic Recognition of Continuous Speech: Further 
Development of a Hierarchical Strategy. 3 
AD-773 182/1GI 74-06 17B PC$7.00/MF$2.25 


RABINOWITZ, P. H. 


A Survey of Bifurcation Theory. 

AD-787 022/3GI 74-26 12A PC$3.25/MF$2.25 
RABINOWITZ, PAUL H. 

A Note on Topological Degree for Potential Operators. 

AD-771 761/4GI 74-05 12A PC$3.25/MF$2.25 

Reprint: A Note on Pairs of Solutions of a Nonlinear 

Sturm-Liouville Problem. - 

AD-779 826/7GI 74-16 12A_ Reprint 

Reprint: A Note on Topological Degree Theory for 

Holomorphic Maps. 

AD-779 077/7GI 74-15 112A’ Reprint 


Reprint: Dual Variational Methods in Critical Point 
Theory and ee 


74-25 7D PC$10.25/MF$2.25 


74-13 7D PC$3.75/MF$2.25 


AD-775 323/ 74-09 12A_ Reprint 
Reprint: On Bifurcation from Infinity. 
AD-775 324/7GI 74-09 12A_ Reprint 


Reprint: Variational Methods for Nonlinear Elliptic 
Eigenvalue Problems. 

AD-779 195/7GI 74-15 12A Reprint 
Some Continuation and Variational Methods for Posi- 
tive Solutions of Nonlinear Elliptic Eigenvalue 
Problems. 

AD-771 724/2GI 74-05 12A  PC$3.75/MF$2.25 


PA-896 


RABINOWITZ, PHILIP D. 


Reprint: Bottom Current Measurements in the 

Labrador Sea. 

AD-787 135/3GI 74-26 8C Reprint 

Reprint: Gravity Anomalies on the Continental Margin 

of Angola, Africa: Reply. 

AD-780 067/5GI 
RABINOWITZ, STANLEY G. 


Reprint: In vitro Study of Antiviral Activity of Im- 
mune Spleen Cells in Experimental Venezuelan Equine 
Encephalomyelitis Infection in Mice. 


74-16 8E Reprint 


AD-776 664/5GI 74-11 6E Reprint 
RABL, V. 

Is the Pomeron a Goldstone Boson. 

COO-1545-140 74-21 20H PC$4.00/MF$2.25 


RABOMNOV, YU.N. 
Study of the Kinetics of Failure in Glass-Fiber Rein- 
forced Plastics--Translation. 
AD-783 994/7GI 74-22 11D PC$3.25/MF$2.25 


RABURN, W. D. 


Current Mode Second Breakdown. 
AD-779 459/7GI 74-15 9A PC$3.25/MF$2.25 


An Investigation of Current Mode Second Breakdown. 
AD-787 519/8GI 74-26 9A PC$3.75/MF$2.25 


RABUS, DIETER 


Spectral Radiation Properties of the Atmosphere and 
the Earth. Profiles of Water Vapor and Methane Mix- 
ing Ratios from Measurements with Balloon Borne In- 
struments. 

AD-780 526/0GI 


RABUS, W. 


On the Frequency Multiplication Along Schottky 
Transmission Contacts ueber die Frequenzverviel- 
fachung Laengs Schottky Kontakt Leitungen. 

N74-30593/9GI 74-24 9E PC$5.75/MF$2.25 


RACADOT, J. 


Golgi Apparatus and Origin of the Secretory Granules 
in Adenohypophyseal Cells in the Cells in the Rat. Au- 
toradiographic Studies with the Electron Microscope 
after Injection of Tritated Leucine. 

N74-11890/2GI 74-06 6C PC$3.25/MF$2.25 


RACEY, T. J. 


Reprint: Accurate Polynomial Representation of the 
TS8 He4 Scale of Temperature From 1.6 K to the 
Critical Point. 

AD-770 652/6GI 


RACHELI, UGO 


Recordation of Quantities of Materials Incorporated in 
Base and Pavement Plant Mixtures. 
PB-228 656/5GI 74-10 13C PC$S5.25/MF$2.25 


RACHET, G. B. 


Ultimate Performance of the Fixed-Beacon Position- 
Finding System. 
N74-16367/6G1 74-10 171 PC$3.25/MF$2.25 


RACHFORD, THOMAS 


A Method for Integrating Surface and Ground Water 
Use in Humid Regions 
AD-782 873/4GI 


RACHOR, DONALD G. 


Removal of Mercury from Mercury Cathode Sludge. 
PATENT-3 814 658 74-26 13B Not available NTIS 


RACHWALL, PETER C. 
Preclinical Toxicological Studies of Dichloroally! 
Lawsome (ANSC 126771). Part II. Intravenous Infu- 


sion Studies. 
74-09 6T PC$11.25/MF$2.25 


74-16 4A  PC$3.75/MF$2.25 


74-03 7D Not available NTIS 


"74-20 13B  PC$7.50/MF$2.25 


PB-228 520/3GI 


Preclinical Toxicological Studies of Dichloroallyl 
Lawsone (NSC 126771). Part I. Intravenous Injection 
Studies. 

PB-226 485/1GI 74-05 6T PC$i0.25/MF$2.25 


Special Toxicological Study of F3TdR (NSC 75520) 
Administered by the Intracenous Route in Monkeys 
for Ninety Days, Including Analyses of the Total 
Fluorine Content of Urine and Selected Tissues. 

PB-228 521/1GI 74-09 6T PC$7.50/MF$2.25 


Supplemental Studies of the Single-and Repeated-Dose 
Toxicity of Thalicarpine (NSC 68075) Administered by 
l-and 2-Hour Intravenous Infusion in Rats and Rhesus 
Monkeys. 
PB-225 832/SGi 74-04 6T PC$5.25/MF$2.25 
Toxicity of Cytosine Arabinoside (NSC 63878) in Dogs 
Following Intravenous Injections Every Six Hours for 
48 or 72 hours. 
PB-225 404/3GI 
RACHWALSKA, M. 
Proton Jumps in Crystalline Hydronium Perchlorate. 
INP-846 74-12, 7D PC$3.25/MF$2.25 
RACICOT, RONALD L. 
Bayesian Inferences on Functions of the Parameters of 
Univariate Distributions using Estimator Distribution. 
AD-771 953/7GI 74-05 12A PC$3.75/MF$2.25 


74-02 6T PC$4.75/MF$2.25 


RACKLEY, CHARLES E. 


Myocardial Infarction Research Unit. Comprehensive 

Clinical and Laboratory Research. 

PB-234 138/6GI 74-19 6E PC$11.25/MF$2.25 
RACKOFF, CHARLES 


On the Complexity of the Theories of Weak Direct 


Products. 
PB-228 459/4GI 74-10 12A PC$3.75/MF$2.25 
RACZKA, R. 


Reprint: Properties of Non-Unitary Zero Mass Induced 
Representations of the Poincare Group on the Space of 
Tensor-Valued Functions. 


AD-770 243/4G1 74-02 20) Reprint 


RAD, F.N. 
Polarization Transfer in Proton--Deuteron Elastic Scat- 
tering. 
LBL-2939 74-25 20H PC$4.00/MF$2.25 


RAD, PARVIZ F. 
Correlation of Laboratory Cutting Data With Tunnel 


Boring Machine Performance. 
PB-233 415/9GI 74-18 81 PC$3.25/MF$2.25 


Tunneling Machine Research Interaction Between 


Disk-Cutter Grooves in Rocks. 
PB-233 413/4GI 74-18 13C PC$3.75/MF$2.25 


Tunneling Machine Research. Size Distribution of 

Rock Fragments Produced by Rolling Disk Cutters. 

PB-233 414/2GI 74-20 13C PC$3.75/MF$2.25 
RADA, RONALD 


An Investigation Into the Extent and Cause of 

Eutrophication in Canyon Ferry Reservoir, Montana. 

PB-235 337/3GI 74-23 6C PC$3.75/MF$2.25 
RADAUTSAN, S. I. 

Electric and Photoelectric Properties of Monocrystals 

of the Section CdS-In2S3--Translation. 

AD-784 103/4GI 74-22 20L + PC$3.25/MF$2.25 


RADCHENKO, I. F. 


Analysis of Pulse-Frequency Modulated System for 

Stabilization of Linear Unstable Plant. 

N74-18224/7GI 74-12 12A  PC$3.25/MF$2.25 
RADCLIFFE, C. W. 

Constrained Minimization of a Function of Many Vari- 

ables. 

UCRL-SISI7 74-16 12A PC$4.00/MF$2.25 


RADCLIFFE, MICHELE 


Reprint: Reaction of 1,2-Glycols with Dichlorocarbene 
Produced by Phase Transfer Catalysis. 
AD-781 087/2GI 74-17 7C Reprint 


RADE, M. 


Steep Approach Limits for Rotary Wing Aircraft ueber 
die Grenzen von Steilanfluegen MIT Drehfluegiern. 
N73-31969/1GI 74-02 1A PC$3.25/MF$2.25 


RADECKI, K. 


Quiet Engine Program: Turbine Noise Suppression. - 
Volume 1: General Treatment Evaluation and Mea- 
surement Techniques. 

N74-19400/2GI 74-13 21E PC$8.50/MF$2.25 


Quiet Engine Program: Turbine Noise Suppression. 
Volume 2: Treatment Selection, Installation, and Test 
Results. 

N74-19401/0GI 74-13 21E PC$8.75/MF$2.25 


RADECKI, RICHARD 


Evaluation of Diver's Hand Held Underwater Lights 
Fara-Lite, Allan Light, and Margolis Light, 
AD-787 084/3GI 74-26 133 PC$3.25/MF$2.25 


RADEK, EDWARD A. 


Simulators and Graphics, Computer Aided Design 
Tools. 
AD-773 738/0GI 


RADEMACHER, P. 


The Correlation Radar for Combat Surveillance. 
AD-779 415/9GI 74-15 171 PCS$3.75/MF$2.25 


RADEMACHER, ROBERT A. 


A Study of Critical Factors in Management Informa- 
tion Systems for U. S. Air Force. 
AD-777 301/3GI 74-12 SA  PC$3.75/MF$2.25 


RADER, CHARLES A. 


Aspects of Soil-Detergent Interactions Related to Test- 
ing of Improved Aircraft Cleaners. 
AD-770 612/0GI 74-02 11K PCS$4.25/MF$2.25 


Mothproofing Wool. 
PATENT-3 746 767 74-13 11E Not available NTIS 


RADER, CHARLES M. 
Reprint: A Note on Exact Discrete Fourier Trans- 


74-07 9B PC$7.25/MF$2.25 


forms. 

AD-778 471/3GI 74-14 112A Reprint 
RADER, R. D. 

Blood Flow and Pressure Telemetry. 

AD-776 839/3GI 74-11 6P PC$3.25/MFS2.25 
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RADER, ROLAND D. 
Reprint: Telemetered Renal Blood Pressure and Flow 


Responses to Situational Stress in Unrestrained Dogs. 
AD-778 249/3GI 74-13 6S Reprint 


RADEWAN, C. H. 
Final Report on the Development of the Geographic 
Position Locator (Gpl). Volume 4. Error Reduction. 
UCRL-S113Q(Vol4) 74-02 17G PC$S.45/MF$2.25 


RADFORD, H. E. 


Reprint: HO2 Detected by Laser Magnetic Resonance. 
COM-74-50551/2GI 74-19 7D Not available NTIS 


RADFORD, R. C. 
Flight Investigation of Lateral-Directional Flying 
Qualities and Control Power Requirements for STOL 
Landing Approach Using the X-22A Aircraft. Volume 
1. Technical Results. 
AD-774 728/0GI 74-08 1B PC$5.25/MF$2.25 


Flight Investigation of Lateral-Directional Flying 
Qualities and Control Power Requirements for STOL 
Landing Approach Using the X-22A Aircraft. Volume 
Il. Background Information. 

AD-774 729/8GI 74-08 1B PC$9.25/MF$2.25 


RADFORD, ROBERT C. 
A Review of the X-22A Variable Stability Aircraft and 
Research Facility. 
AD-774 142/4GI 74-08 IC PC$4.75/MF$2.25 
RADFORD, W.D. 


Aerodynamic Characteristics of a 142-Inch Diameter 

Solid Rocket Booster, Configuration 139 (Sa2fa/Sa2fb). 

N74-32321/3GI 74-25 21H = PC$12.25/MF$2.25 
RADIMAN, I. 

Catalogue of Db and Gk Stars in the Palomar-Gronin- 

gen Variable-Star Field No. 3. 

N74-33268/5GI 74-26 3A PC$3.25/MF$2.25 


The ad one Gk Stars Near the Direction of the Galac- 


tic Cen’ 
N74.33267/7G1 
RADIN, CHARLES 


Reprint: Automorphisms of Von Neumann Algebras as 
Point Transformations. 
AD-773 079/9GI 74-06 12A_ Reprint 


Reprint: Dynamics of Limit Models. 
AD-776 150/SGI 74-10 203 Reprint 


RADIN, ERIC L. 


Reprint: A Possible Mechanism of Wolff's Law: 
Trabecular Microfractures. 
AD-775 957/4GI 74-10 6P Reprint 


Reprint: Quantitative Studies of Human Subchondral 
Cancellous Bone: Its Relationship to the State of Its 
Overlying Cartilage. 

AD-780 071/7GI 74-16 6E Reprint 


Trabecular Architecture of the Human Patella. 

AD-779 303/7GI 74-15 6P PC$3.75/MF$2.25 
RADIONOUA, E. A. 

Inhibitory Phenomena in Impulse Activity of Neurons 

in the Cochlear Nucleus--Translation. 

AD-771 405/8GI 74-04 6P PC$3.25/MF$2.25 
RADKE, L. F. 


Airborne Measurements of the Size Distribution and 

the Condensation and Ice Nucleating Ability of Parti- 

cles Produced by Agi Containing Pyrotechnics and 

Acetone Solution Burners. 

BNWL-SA-4716 74-04 4B PC$3.00/MF$2.25 
RADKE, WILMER G. 

Digital Positioning Motor Control for an Elevator. 

PATENT-3 590 355 74-05 131 Not available NTIS 
RADKEVICH, E. A. 

Mineral Riches of the Pacific Ocean Ore Zon 

IPRS-61544 74-12, 8G PC$3. 2S/MFS2. 25 
RADKEVICH, I. A. 

Increase of Precision in Re-Establishment of Coor- 

dinates During Photographing Through Reflecting and 

Refracting Surfaces. 

ITEF-23 74-11 18D PC$3.00/MF$2.25 
RADKEVICH, YU. A. 

Electronic Copier KEP-1--Translation. 

AD-785 483/9GI 74-23, 14E =PC$3.25/MF$2.25 
RADLEY, ROGER J. JR. 

Dual Hologram Plate Holder. 

PATENT-3 803 758 74-17 20F Not available NTIS 

Reprint: Application of Dual Hologram Interferometry 

to Wind-Tunnel Testing. 

AD-771 257/3G1 74-04 20D Reprint 


Supersonic Wind Tunnel Investigations Using Pulsed 


Laser H raphy 
AD-771 617/8GI 74-04 20D PC$5.75/MFS$2.25 


74-26 3A PC$3.25/MF$2.25 


RADLICK, PHILLIP 
Zonarol and Isozonarol, Fungitoxic Hydroquinones 
from the Brown Seaweed ‘Dictyopteris zonarioides’, 
7406 7C Reprint 


COM-74-10261/7GI 








RADLINSKI, R. W. 


Safety Systems Laboratory Participation in SAE 
Research Project R-11-Field Evaluation of Brake Fluid 
Moisture Pickup in Vehicles. 

PB-225 936/4GI 74-04 13F PC$5.25/MF$2.25 


RADLINSKI, RICHARD W. 
MVSS 105a-Hydraulic Brake Systems-Vehicle Test 


Program. 
PB-225 863/0GI 74-04 13F PC$7.25/MF$2.25 
RADLOW, ROBERT 


Reprint: Drugs and Placebos: Drug Guessing by Nor- 
mal Volunteers, 
AD-774 131/7GI 7408 SJ Reprint 


RADOMSKI, M. W. 


Reprint: Excretion of Lactic Acid by Rats Exposed to 
Simulated High Altitude. 
AD-784 510/0GI 74-22 6S Not available NTIS 


RADOSEVIC, R. G. 
Associative Array Processing for Topographic Data 


Reduction. 

AD-779 045/4GI 74-15 8B PC$9.25/MF$2.25 
RADOSEVICH, C.L. 

Hydrogen Absorption by Ab sub 5 Compounds. 

LA-S320-MS 74-02 7D PC$4.00/MF$2.25 
RADOSEVICH, G. E. 

Systematic Design of Legal Regulations for Optimal 

Surface - Groundwater Usage. Phase I. 

PB-228 649/0GI 74-09 13B PC$4.75/MF$2.25 
RADOSEVICH, GEORGE E. 

Consolidation of Irrigation Systems: Engineering, 

Legal, and Sociological Constraints and/or facilitators. 


Phase I. 
PB-225 289/8GI 74-02 2C PCS$I11.25/MF$2.25 


Water Law and Its Relationship to Environmental 
Quality: A Bibliography of Source Materia! 
PB-226 816/7GI 74-06 13B PCSS. "15/MFS2. 25 


Water Law in Relation to Environmental Quality. 

PB-234 144/4GI 74-19 SD PC$13.25/MF$2.25 
RADOSKI, HENRY R. 

A High Resolution Power Spectral Estimate: The Max- 


imum Entropy Method. 
AD-779 693/1GI 74-15 9D PC$3.25/MF$2.25 


Reprint: Hydromagnetic Propagation in the Magneto- 

sphere: A Mechanical Analogue for the Study of the 

Initial Value Problem of Coupled Modes. 

AD-780 997/3GI 74-17 4A Reprint 
RADOSKI, HENRY ROBERT 


Reprint: A Theory of Latitude Dependent Geomag- 

netic Micropulsations: The Asymptotic Fields. 

AD-776 037/4GI 74-10 8N_ Reprint 
RADOVICH, VLADISLAV G. 


Evaluation of the Microcapsule Pressure Measurement 


Pads. 
PB-233 810/1GI 74-18 14B PC$3.25/MF$2.25 
RADULESCU, O. 


Capsule for the Determination of the Fuel-Jacket Ther- 
mal Contact. 
IFA-MN-15-1973 74-13 18] PC$3.00/MF$2.25 


RADZIEMSKI, LEON J. JR. 


Reprint: Wavelengths, Energy Levels, and Analysis of 
the Second Spectrum of Chlorine (C1 II). 
COM-74-50395/4GI 74-13 7D Not available NTIS. 


RADZIUL, J. V. 


Mathematical Modeling for Status Prediction and Con- 
trol of Water Distribution Systems. 
PB-227 919/8GI 74-08 13B PC$3.25/MF$2.25 


RAE, D. 


Experimental Coal-Dust Explosions in the Buxton 
Full-Scale Surface Gallery. VII. An Examination of 
Water-Trough Barriers. 

PB-225 298/9GI 74-04 81 PC$3.75/MF$2.25 


RAEDER, J. 
Basic Equations and Fundamental Data for Com- 
bustion Mhd Generators. 
IPP-IV-60 74-12 18D PC$13.25/MF$2.25 
RAES, K. H. 


Investigation on Temperature Noise in Liquid Sodium 

Flowing Through an Electrically Heated 4-Pin Bundle. 

RCN-195 74-09 18E PCS$S.00/MF$2.25 
RAETTIG, HANSJUERGEN 

Reprint: Studies on Oral Immunization. The Secondary 

Immune Response Following Primary Oral and Sub. 

sequent Oral or Parenteral Application of Bovine 

Serum Albumin (BSA) in Rabbits. 

AD-769 177/7GI 74-01 6E Not available NTIS 
RAETZ, GARY MICHAEL 

Adaptive Memory Management in a Paging Environ- 


ment. 
AD-772 878/SGI 74-06 9B PC$4.25/MF$2.25 





RAGGI, R. 


RAEVSKAYA, M. V. 
New Process for Sterilizing Cans of Apricot Puree-- 


Translation. 
AD-776 093/7GI 74-10 6H PC$3.25/MF$2.25 
RAFELSKI, J. 


Instabilities of Matter in Strong External Fields and at 


High Density. 
CONF-740126-1 74-22 20H PC$6.00/MFS2.25 


Possible Measurement of the Vacuum Polarization in 


Heavy lon Scattering 
COO-3071-49 74-16 20H PC$4.00/MF$2.25 


Precise Values for Critical Fields in Quantum Elec- 
trodynamics. 
CoO. 3071-87 74-21 203 + PC$5.25/MF$2.25 


RAFELSKI, JOHANN 


Reprint: Gauge Invariance of the Vacuum Polarization 
in Quantum Electrodynamics. 
COM-74-50829/2GI 

74-24 203 Not available from NTIS 


RAFENSTEIN, M 
Planetary Quarantine Computer Applicatio 
N74-12773/9GI 7407 6E PCS4. 25/MFS2. 25 
RAFF, RB. A.V 


Mine Roof Reinforcement by Specifically Designed 

Epoxy Resin Systems. 

PB-234 075/0GI 74-19 81 PC$3.25/MFS$2.25 
RAFFALOVICH, AUBREY J. 

Conductive, Lustreless, Abrasion Resistant, Elec- 

trodeposited Coatings. 

AD-786 498/6GI 74-25 11C PC$3.25/MF$2.25 
RAFFENETTI, R. C. 

Even-Tempered Representations of Atomic Self-Con- 

sistent-Field Wavefunctions. 

IS-3195 7404 7D PC$8.00/MF$2.25 
RAFI, HAMID 


EX.GRAF 1 - A New Version of the Language 


EX.GRAF. 
AD-776 250/3GI 74-10 9B PC$3.75/MF$2.25 


RAFIINEJAD, D. 


Calculation of the Three-Dimensional Boundary Layer 
with Solution of All Three Momentum Equations. 
N74-12068/4GI 74-06 20D PC$3.25/MF$2.25 


RAFTER, T. A. 


Report on the Work of the Institute of Nuclear 
Sciences. Progress Report 21, January--June 1973. 
INS-623 74-21 20H = PC$10.25/MF$2.25 


Research Progress in Nuclear and Theoretical Physics 

and Isotope Applications. 

N74-13693/8GI 74-07 20H PCS$S.25/MF$2.25 
RAFTOPOULOS, D. D. 

Application of Boundary Integral Method to 

Elastoplastic Analysis of V-Notched BEAMS. 

N74-21551/8GI 74-15 20K PC$3.75/MFS2.25 
RAGAN, C. E. Ill 


Design Considerations for a High-Pressure, Equation- 
of-State Experiment. 


LA-5615-MS 74-24 18C PC$4.00/MF$2.25 
RAGAN, H. A. 

Effects of Inhaled Uranium Mine Air Contaminants in 
eagle Dogs. 

BNWL-SA-5042 74-24 6R PC$4.25/MFS$2.25 
RAGAN, J. G. 


Remote Sensing as an Aid for Marsh Management. 
N74-22976/6GI 74-18 8H PC$3.75/MFS$2.25 


Remote Sensing as an Aid for Marsh Management: 
Lafouche Parish, Louisiana. 
N74-26912/7GI 74-20 83 PC$3.75/MFS$2.25 


RAGAN, ROBERT M. 
The Determination of Zones of Intense Contribution to 
Stream Flow as Related to the Concept of Partial Area 


Contributions. 
PB-234 623/7GI 74-22 8H PC$7.00/MFS$2.25 
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Communications Support Requirements (COMSR) 
Study. Volume 3, Appendix A, Part II. 
AD-778 175/0GI 74-13 17B PC$11.25/MF$2.25 


Communications Support Requirements (COMSR) 
Study. Volume 4, Appendix A, Part III. 
AD-778 176/8GI 74-13 17B) =PC$12.25/MF$2.25 


Communications Support Requirements (COMSR) 
Study. Volume 5, Appendix B, Part I. 
AD-778 177/6GI 74-13 17B PC$13.00/MF$2.25 


Communications Support Requirements (COMSR) 
Study. Volume 6, Appendix B, Part Il. 
AD-778 178/4GI 74-13 17B PC$12.50/MF$2.25 
Communications Support Requirements (COMSR) 
Study. Volume 7, Appendix B, Part III. 


PA-909 





AD-778 179/2GI 74-13 17B PC$10.50/MF$2.25 
Communications Support Requirements (COMSR) 
Study. Volume 8, A c. 

AD-778 237/8GI 74-13. 17B =PC$6.25/MF$2.25 


Communications System Planning, Engineering and 


Control (COMSPEC). Draft. 
AD-778 180/0GI 74-13. 17B =PC$8.50/MF$2.25 


Transition Plan for Automated Communications 
System Planning Engineering and Control (COMSPEC- 


A) (1973-80). 

AD-778 172/7G1 74-13 17B =PC$3.75/MF$2.25 
REESE, BRUCE A. 

Studies of Slurry Fueled Propulsion Systems. 

AD-770 041/2GI 7402 21D PC$3.75/MF$2.25 

Studies of Slurry Fueled Propulsion Systems. 

AD-779 895/2GI 74-16 21D PC$S5.75/MF$2.25 

Studies of Slurry Fueled Propulsion Systems. 

AD-784 362/6GI 74-22 21D PC$3.75/MF$2.25 
REESE, GLADYS B. 


Reprint: Summary of Selected Early Results from the 
ERTS-1 Menhaden Experiment. 
COM-74-50282-02-08/GI 
74-18 6C (Order as COM-74-50282-02) 
REESE, LYMON C. 


The Behavior of Axially Loaded Drilled Shafts in 
Sand 


PB-224 976/1GI 13B PC$8.50/MF$2.25 
REESE, T. G. 

General Survey of Solid-Waste Management. 

N74-27523/1GI 74-20 13B PC$3.75/MF$2.25 
REESE, W 


Experiments Supporting a Program of Warm Fog 

Dispersal by Electrical Charge Injection. 

AD-775 911/1GI 74-10 4B PC$3.75/MF$2.25 
REEVE, J. 


H2-Cl2 ented Laser Program. Part II. Arc Jet Laser 


Experimen 
AD-780 176/461 74-16 20E PC$7.50/MF$2.25 


REEVE, J.C. 


Reprint: The Kinetics of the p-Toluquinhydrone Elec- 
trode by F. Kornfeil. 
AD-776 073/9GI 


REEVE, K. D. 


High Burnup Irradiation Testing of Spherical Beryllium 
Oxide Based Fuel Elements for a Conceptual High 
Temperature Air-Cooled Reactor. 

AAEC/E-239 74-02 18] PC$3.00/MF$2.25 


REEVES, ALTON DOUGLAS 


The Survey and Development of Equipment and 
Techniques Capable of Monitoring Automotive Ex- 


haust Emissions. 
AD-784 026/7GI 74-22. 7D PC$S.7S5/MF$2.25 


REEVES, H.C 


Science Leadership for Tomorrow: The Role of 
Schools of Public Affairs and Universities in Meeting 
Needs of Public Science Agencies. 

N74-15683/7GI 74-09 SI PC$3.75/MF$2.25 


REEVES, L. G 


Iaea Regulations for the Safe Transport of Radioactive 

Materials. Check List. 

AWRE-44-47-28 18F PC$3.50/MF$2.25 
REEVES, M. 

Muilti-Source Atmospheric Transport Model for 

Deposition of Trace Contaminants. 

CONF-730802-1 74-10 8H PC$3.00/MF$2.25 


Multi-Source Atmospheric Transport Model for 
Deposition of Trace Contaminants. 
ORNL-NSF-EATC-2 74-07 13B PC$6.25/MF$2.25 
Soil and Ground--W ater Pollutant Transport Model. 
CONF-730802-4 74-10 8H PC$3.00/MF$2.25 
Water Flow Through Saturated--Unsaturated Porous 
Media Using Finite-Element--G: 


alerkin Methods. 
CONF-740904-3 74-26° 8H PC$4.25/MF$2.25 
REEVES, P. N. 


fanipee of Interactions between Categorical Varia- 


AD-783 688/5GI 12A  PC$3.25/MF$2.25 
REEVES, WILSON A. 


Aluminum Chiorhydroxide Catalyst Systems for Treat- 
ments to Give Wrinkle Resistant Textiles 
PAT-APPL-404 042 74-19 11E PC$3.75/MF$2.25 


Chainless Mercerizer Suitable for use with Liquid Am- 
monia 


PATENT-3 724 243 74-09 13H Not available NTIS 


Finishing Process Incorporating Improved Catalyst 
Systems to Produce Durable Flameproofed Cellulosic 
Textile Products with an Excellent Hand. 

PATENT-3 796 596 74-19 11E Not available NTIS 


74-02 


74-10 7D Not available NTIS 


74-13 


74-21 


PA-910 


Fire and Wrinkle Resistant Organic Textiles Through 
Treatment with a Methylol Phosphine and an Aziridi- 


nyl Phosphorus Compound. 
PAT-APPL-272 824 74-11 IE PC$3.25/MF$2.25 


Fire-Resistant Organic Products and Method for 
Production 


PATENT-3 697 316 74-09 11E Not available NTIS 


Flame-Resistant Organic Textiles Through Treatment 
with Halogen Containing Soluble Methylol Phosphine 


Adducts. 
PAT-APPL-315 753 74-10 11E PC$3.25/MF$2.25 


Flame Retardant Organic Fibrous Materials. 
PAT-APPL-365 896 74-11 IE PC$3.25/MF$2.25 


Flame Retardant Phosphorus Containing Fibrous 
Products and Method for Production. 
PATENT-3 734 684 74-09 11E Not available NTIS 


Fluoroamide-Amino Polymers and Process for Impart- 
ing Oleophobic Yet Hydrophilic Properties to Fibrous 


Materials. 
PATENT-3 769 307 74-19 11E Not available NTIS 


Phosphinidynetrimethanol Triacetate and it's Applica- 
tion to Cellulosic Materials. 
PATENT-3 725 001 74-10 7C Not available NTIS 


Process for Producing a Water-Soluble Methylol Phos- 
phine-Phenol Adduct. 
PATENT. 3790 639 74-19 7C Not available NTIS 


Process for Producing Fire Resistant Organic Textile 


Materials. 
PAT-APPL-365 895 74-11 ILE PC$3.25/MF$2.25 


Process for Rendering Cellulosics Water-and Oil- 
Repellent. 
PATENT-3 701 626 74-09 13H Not available NTIS 


Process for the Liquid Ammonia Treatment of Yarns. 
PATENT-3 767 359 74-18 11E Not available NTIS 


Production of Phosphorus and Nitrogen Containing 
Compounds and Polymers and Flameproofing Organic 


Textiles. 
PAT-APPL-306 772 74-10 IIE PC$3.25/MF$2.25 


Production of Phosphorus and Nitrogen Containing 
Compounds and Polymers and Flameproofing Organic 


Textiles. 
PAT-APPL-306 774 74-11 IIE PC$3.25/MF$2.25 


Wrinkle-Resistance Finishes for Cotton Fabric Using 
Citric Acid Derivatives for Soil Release. 
PB-229 020/3GI 74-10 11E Not available NTIS 


REEVES, WILSON S. 


Flame-Resistant Organic Textiles through Treatment 
with Halogen Containing Soluble Methylo! Phosphine 


Adducts. 
PATENT-3 745 191 74-09 11E Not available NTIS 
REGALBUTO, JOHN A. 


Nondestructive Testing Techniques for 

Bonded Titanium Structures. 

AD-775 466/6GI 74-09 11F PC$5.75/MF$2.25 
REGAN, F. J. 

The Joint NOL/Rae/Wre Research Programme on 

Bomb Dynamics. Part 3: A Low-Drag Bomb with 


Freely Spinning Stabilizers. 
N74-27486/1GI 74-20 19D PC$4.25/MF$2.25 


REGAN, LAWRENCE H. 
Pulse Compression Radar Study. 


Diffusion 


AD-787 233/6G1 74-26 171 PC$S.25/MF$2.25 
REGAN, R. D. 

A Global Magnetic Anomaly MAP. 

N74-20982/6GI 74-15 8N PC$3.25/MF$2.25 


REGAN, TIMOTHY J. 
Protecting Ischemic Myocardium, ~ ee Infarct 
Size, and Enhancing Myocardial Rep: 
PB-231 950/7GI 74-13 cE *PCS3. 25/MF$2.25 
REGEC, JOHN R. 


Test of a Fully-Welded Beam-to-Column Connection, 
PB-234 401/8GI 74-20 13E PC$4.25/MF$2.25 


REGER, SCOTT JON 


Benthic Macroinvertebrate —— in Three Dif- 
ferentially Perturbed Michigan Stream 
PB-227 615/2GI 74-07 8A PCSé. 75/MF$2.25 


REGGIA, FRANK 
Diffraction of Acoustic Surface Wave by Fused 


Quartz W s, 

AD-777 $29/9GI 74-12 9A  PC$S.25/MF$2.25 
REGINA, MARTIN 

Development of a Stair-Climbing Wheelchair. 

PB-235 138/SGI 74-21 6L PC$S5.75/MF$2.25 


Preliminary Design and Tests of a Stairclimbing 
bangs gers 


B-236 819/9G1 74-26 6L PC$4.25/MF$2.25 
Pes wg L. L 
Flat-Topping Power Supply for the 2XIIB Containment 


Magnet. 
UCRL-75146 74-08 18A PC$3.00/MF$2.25 





REGISTER, JAMES W. 


Development of Analytic Techniques to Measure 
Human Exposure to Fuel Additives. 
PB-232 124/8GI 74-18 6F PC$6.25/MF$2.25 


REGNARD, C. 


Influence of Instantaneous Flux on the Formation of 
Defects in Nickel Irradiated with Fast Neutrons at 250 


exp 0C. 
CEA-CONF-2439 11F PC$3.00/MF$2.25 
REGNIER, P. 


Problems Posed by the Preparation of Homogeneous 
Layers of Iron--Silver Alloy by Copulverization. 
CEA-CONF-2520 74-17 11F PC$3.00/MF$2.25 


REGOORD, R. 


Project on NATO Standards for Shock Testing of 
Naval Equipment. Shock Measurements on the 
Lightweight Shock Machine Hi Located at Meb Ocgst- 


geest, Netherlands. 
N74-10431/6GI 14B PC$3.75/MF$2.25 
REGULA, H. 


Pharmacokinetic Studies of Sputum, Serum, and Urine 
ye oe ag of Gentamycin after Aerosol Inhalation- 
-Tran: 

AD- ™" $99/2GI 


REGULA, JOHN G. JR. 


MX-93310/URC Regenerative Repeater. 
AD-779 478/7GI 74-15 17B PC$3.75/MF$2.25 


REGULI, DENNIS C. 
Conversion of the D37C Computer for General Pur- 


pose Applications. 
AD-777 244/SGI 74-12 9B PC$6.25/MF$2.25 
REHBACH, C. 
Calculation of Flows around Zero Thickness Wings 
with Evolutive Vortex Sheets. 
N74-11815/9GI 74-06 1A PC$3.25/MF$2.25 


Numerical Investigation of Vortex Sheets Issuing from 
a Separation Line Near the Leading Edge 


74-07 


74-04 


74-05 60 PC$3.25/MF$2.25 


N74-21632/6GI 74-17 1A PCs3. 25/MF$2.25 
REHBERGER, LOUIS W. 

Epoxy Fixturing. 

PATENT-3 716 303 74-20 13H Not available NTIS 
REHDER, J. J. 


A Shuttle Development Flight Test Vehicle Study. 
N74-29292/1GI 74-22. 22B PC$3.75/MF$2.25 


REHDER, JOHN B. 


The Uses of ERTS-1 Imagery in the Analysis of Land- 
scape Change, 
E74-10346 74-10 8B PC$3.25/MF$2.25 


REHFIELD, LAWRENCE W. 


Reprint: Nonlinear Flexural Oscillations of Shallow 
Arches. 
AD-777 329/4GI 74-12 20K Reprint 


Summary of Research on the Vibration of Elastic 
Structures, 
AD-776 016/8GI 


REHKER, S. 
Effect of Perturbations on the Magnetic Field of the W 
VII-Stellarator. 
IPP-2-218 74-16 18A PC$S5.00/MF$2.25 
Rate Coefficients for Interaction of Monoenergetic 
Particle BEAMS with Maxwellian Plasmas. 
IPP-2-217 74-16 201 PC$4.00/MF$2.25 


“Resi a First Stage of an Online Data Acquisition 
and Analysis System for Low- beta Experiments. 


74-10 20K PC$3.25/MF$2.25 


IPP-2-219 74-16 201 PC$4.25/MF$2.25 
Stellarator Fields with Twisted Coils. 
IPP-2-215 74-09 18A PC$3.50/MF$2.25 


REHM, ALLAN S. 


Se seeanent of Military Operations Research in the 
AD-770 116/2GI 74-02 

REEM, R. G. 
Absorption of Electromagnetic Rays Near the Critical 
Density. Quarterly Progress Report, June 1, 1973--Sep- 
tember 1, 1973. 
COO-2288-3 74-15 201 PC$4.00/MF$2.25 


Absorption of Electromagnetic Waves Near the Criti- 
cal Density. Annual Report, 1 December 1972--30 
November 1973. 

COO-2288-4 74-11 201 PC$3.5S0/MF$2.25 


Absorption of Electromagnetic Waves Near the Criti- 

cal Density. Quarterly Progress Report, December |, 

1973--March 1, 1974. 

COO-2288-5 74-18 201 PC$4.00/MF$2.25 

Effects of Finite Duct Length and Blade Chord on 

Noise Generation by a Rotating Blade Row, 

AD-782 165/SGI 74-19 21E Not available NTIS 
REHM, W 

Measurement of the Fission Product Activity for 

Failed Fuel Element Detection as a Contribution to 

Reactor Safety of the Frj-2. 


1SG PC$3.25/MF$2.25 





JUL-977-RE 74-14 18E PC$7.00/MF$2.25 


REHMANI, S. 
Flow Through a Sudden Enlargement Subjected to 
Large Amplitude Low Frequency Axial Oscillations. 
AD-770 581/7GI 74-02 20D PC$4.25/MF$2.25 
REHME, KENNETH A. 


Tentative Method for the Calibration of Nitric Oxide, 
Nitrogen Dioxide, and Ozone Analyzers by Gas Phase 
Titration. 
PB-231 S71/1GI 
REHMERT, H. 


Integrated Navigation and Data Acquisition System 
Indas Integriertes Navigations - und Datenerfassungs- 
System Indas. 
N74-21291/1GI 


REHN, L. E. 


Contributions from Point Defects to the Elastic Con- 
stants of Copper. 
COO-1198-1036 


REHR, J. J. 


Reprint: Coexistence Curve Properties of Mermin's 
Decorated Lattice Gas. 
COM-74-50390/SGI 74-13 20L Not available NTIS 


REHR, JOHN J. 


Wannier Functions in Crystals with Surfaces. 
AD-773 742/2GI 74-07 20L PC$3.75/MF$2.25 


REICH, BERNARD 


Reprint: Environmental Factors Governing Field Relia- 
bility of Plastic Transistors and Integrated Circuits. 
AD-775 $23/4GI 74-09 9A_ Reprint 


REICH, BRIAN M. 
Effect of Agnes Floods on Annual Series in Pennsyl- 


74-13 7D PC$3.25/MF$2.25 


74-15 17G PC$4.75/MF$2.25 


74-12 20L =PC$8.25/MF$2.25 


vania. 

PB-231 871/SGI 
REICH, D. 

Effect of Artificial Stability on Aircraft Performance. 


74-13 8H PC$4.75/MF$2.25 


N74-32442/7G1 74-26 1A  PC$3.25/MF$2.25 
REICH, H. U. 

Contribution to the Gas Chromatographic Analysis of 

Propellants. 

N74-21388/SGI 74-15 211 PC$3.25/MF$2.25 
REICH, M. 


Measurement of Deformations in Engineering Struc- 
tures by Computerized Film Scan Methods. 
BNL-18080 74-02 13M PC$5.50/MF$2.25 


Mine Safety and Underground Support Structures; 
Rock Impregnation and Pumpable Rockbolt Develop- 
ment. 

BNL-50402 


REICHARD, T. W. 


Structural Evaluation of Steel Faced Sandwich Panels. 
COM-74-50349/1GI 
74-13 


REICHARD, THOMAS 


Reprint: Potential Systems for Lead Hazard Elimina- 

tion: Evaluations and Recommendations for Use. 

COM-74-50085/1GI 
74-07 


REICHARD, THOMAS W. 


Evaluation of the Column Connections Used in a 
Precast Concrete Modular Housing System. 
COM-74-50265/9GI 
74-12 13M PC-GPO/MF$2.25-NTIS 
REICHARDT, CHARLES S. 


Associative Loss in Unlearning: An Alternative Ex- 


74-22 19A PC$S.45/MF$2.25 


13M PC-GPO/MF$2.25-NTIS 


11C_ =PC-GPO/MF$2.25-NTIS 


planation. 
AD-787 803/6GI 74-26 SJ. PC$3.75/MF$2.25 
Contingent Associations and the Double-Function, 


Verbal-Discrimination Task. 
AD-787 583/4GI 74-26 SJ PC$3.25/MF$2.25 


Sources of Facilitation in Learning Conceptually Struc- 
tured Paired-Associate Lists. 
AD-787 596/6GI 74-26 SJ 


REICHARDT, H. 


Turbulence with Solid Bodies Turbulenz MIT Festen 
Koerpera. 
N74-17025/9GI 


REICHARDT, W. 


Determination of the Phonon Density of States in 
Lead, Aluminium, and Calcium by a New Method. 
LFEN-147(AB) 74-02 20L PC$3.25/MF$2.25 


REICHE, JOHN C. 


3-D Liquid Crystal Display for Mine Detecting Radar. 
AD-783 $09/3GI 74-21 9E PC$5.75/MF$2.25 


REICHEL, R. H. 


Program User'S Manual for Optimizing the Design of a 
Liquid or Gaseous Propellant Rocket Engine with the 
Automated Combustor Design Code Autocom. 

N74-16492/2GI 74-10 21H PC$8.75/MF$2.25 


PC$3.25/MF$2.25 


74-11 20D PC$3.75/MF$2.25 


REICHELT, J. M. A. 


Neutron Scattering Instruments on the Research Reac- 
tor Herald at Awre, Aldermaston. 
AWRE-O-57-73 74-10 18E PC$5.00/MF$2.25 


REICHELT, T. 


Photoproduction of eta-Meson on Hydrogen at Photon 
Energies Between 1.5 and 2.2 Gev. 
PI-1-202 74-06 20H PC$3.00/MF$2.25 


REICHERT, J. D. 


Studies of Laser Induced Turbulence in the At- 
mosphere III. 
AD-782 682/9GI 


REICHERT, J. F. 


Observation of Electron Spin Resonance of Negative 
Ions in Liquid Helium. 
N74-19312/9GI 


REICHERT, PEGGY A. 


Promoting Environmental 
Planning and Controls. 
PB-227 090/8GI 


REICHL, ERIC H. 


Process for Making Liquid Fuels from Coal. 
PATENT-3 523 886 74-07 21D Not available NTIS 


REICHLE, D. E. 


Energy Flow and Nutrient Cycling in a Cryptozoan 
Food-Web. 
EDFB-IBP-73-8 


REICHLE, HENRY G. JR. 


Reprint: Foreign-Gas-Broadening Effects in the 15 
micrometer CO2 Bands. 
AD-770 808/4GI 74-03 


REICHMAN, J. M. 


Computer-Controlied Sampling System for Airborne 
Radionuclides. 
UCRL-75238 


REID, D.C. 


Reprint: Recrystallization Texture Formation in Heavi- 
ly-Deformed AISI 310 Stainless Steel 
AD-781 008/8GI 74-17 11F Not available NTIS 


REID, FRED A. 


Travel Time Networks Data Base for the BART Im- 
pact Study. 
PB-235 047/8GI 


REID, GARY B. 


Media Adjunct Programming. An _ Individualized 
Media-Managed Approach to Academic Pilot Training. 
AD-775 723/0GI 74-10 SI PC$3.25/MF$2.25 


Media Adjunct Programming: An _ Individualized 
Media-Managed Approach to Academic Pilot Training. 
AD-779 950/SGI 74-16 SI PC$4.25/MF$2.25 


REID, GEORGE W. 


Brine Disposal Treatment Practices Relating to the Oil 
Production Industry. 
PB-235 886/9GI 74-25 13B PC-GPO/MF$2.25-NTIS 


The Governor's Conference on Research and Develop- 
ment Priorities for the State of Oklahoma. 
PB-225 343/3GI 74-02 13B PC$8.75/MF$2.25 


A Methodology for Assessment of Water Resources 
Development: A Competitive Evaluation Model for 
Water Resources Development Planning. 

PB-224 825/0GI 74-01 13B PC$7.25/MF$2.25 


REID, H. JR.. 
Induction Motor Control System with Voltage Con- 
trolled Oscillator Circuit. 
PATENT-3 760 248 74-02 9C Not available NTIS 


REID, JAMES H. 


Integral Transform Technique for Monitoring Elec- 
trocardiograms. 
AD-769 297/3GI 


REID, JAMES S. 


Artificial Icing Tests UH-1H Helicopter. Part I. 
AD-779 $02/4GI 74-15 1C PC$4.25/MF$2.25 


REID, JOHN D. 


Catalysis with Odor Free Hydroxymethanesulfonic 
Acid in the Finishing of Cellulosic Textiles. 
PAT-APPL-404 975 74-19 LIE PC$3.25/MF$2.25 


Odor Free Hydroxymethonesulfonic Acid. 
PAT-APPL-404 979 74-19 7C PC$3.25/MF$2.25 


Shrinkage-Control Treatment for Knited Fabrics. 
PAT-APPL-328 199 74-11 IIE PC$3.25/MF$2.25 


Solvent Vapor Fiberset Process for Durable Press 
Finishing of Cellulosic Fabrics. 
PAT-APPL-371 642 74-11 IE PC$3.25/MF$2.25 


Use of Sodium Bisulfite in an Improved Process for 
the Treatment of Cellulose Textile Materials with Car- 
bamate Finishing Agents and Sulfurous Acid. 

PAT-APPL-314 651 7409 11E PC$3.25/MF$2.25 


74-20 4A PC$3.25/MF$2.25 


74-13 20M = PC$3.25/MF$2.25 


Quality through Urban 


74-06 13B PC$11.50/MF$2.25 


74-11 


6F PC$5.45/MF$2.25 


7D Not available NTIS 


74-10 8H PC$3.00/MF$2.25 


74-22 13B PC$3.25/MF$2.25 


74-01 6B PC$5.25/MF$2.25 


a 


REIFENSTEIN, E. C. Ili 


REID, JOSEPH L. 


Reprint: On the Flow of Water through the Samoan 

Passage. 

AD-777 933/3GI 
REID, L. 


Design and Performance of a High-Pressure-Ratio, 
Highly Loaded Axial-Flow Transonic Compressor 


74-13 8C Reprint 


Space. 
N74-33221/4GI 74-26 21E PC$4.75/MF$2.25 


Effects of Increased Leading-Edge Thickness on Per- 
formance of a Transonic Rotor Blade. 
N74-10025/6GI 7404 21E PC$4.25/MF$2.25 


Performance of a Transonic Compressor Rotor with an 
Aspect Ratio of 6.5. 
N74-26249/4GI 


REID, LEROY C. JR. 


74-19 21E PC$4.25/MF$2.25 


Individual Household Aerated Waste Treatment 

System. 

PATENT-3 807 563 74-15 13B Not available NTIS 
REID, R. E. 

Selection of 710 Reference Reactor. 

GEMP-S14 74-12 18N PC$3.00/MF$2.25 
REID, R. V. JR. 


Non-Dynamical Structure of Reactions Involving Four 
Spin-1/2 Particles. 
RLO-2041-94 
REID, W.T. 
Design Trends and Operating Problems in Combustion 


Modification of Industrial Boilers. 
PB-235 712/7G1 74-24 21B PC$7.00/MF$2.25 


REIDENOUER, DAVID R. 
Shale Suitability. 
PB-233 156/9GI 

REIDER, R. 


Cryogenics Safety in a Hydrogen Fuel Society. 
LA-UR-74-340 74-16 18B PC$3.00/MF$2.25 


Principles of Safety. Safety in General, Criticality Risk 
in Perspective 
LA-UR-73-1428 


REIDY, J. J. 


Physics Input to Negative Pion Therapy. 
LA-5300-MS 74-02 6E PC$5.45/MF$2.25 


REIDY, JOHN A. JR. 


An Evaluation of the Replacement Criteria for Select 
Air Force Commercial General Purpose Motor Vehi- 
cles. 

AD-785 455/7G1 


REIDY, W. P. 
Design and Construction of a Small 5X Stereoscopic 


Rear Projection Viewer. 
AD-787 670/9GI 74-26 9E PC$4.25/MF$2.25 


Study on the Effect of Contamination on the Per- 
formance of X-Ray Telescopes. 
N74-31909/6GI 74-25 


REIF, A. E. 
Quantitative Absorption of Undesired (Blood Group) 
Antibodies from Antisera to Cea 
COO-3012-30 74-25 6E PC$4.00/MF$2.25 
Tumor Therapy with Radiolabeled Heterologous An- 
tibody. Ninth Annual Report. 
COO-3012-26 7402 6E PC$3.00/MF$2.25 
Tumor Therapy with Radiolabeled Heterologous An- 
tibody. Tenth Annual Report. 
COO-3012-31 74-25 6E PC$4.00/MF$2.25 
Tumor Therapy with Radiolabeled Heterologous An- 
tibody. 9-Year Summary Report. 
COO-3012-27 7402 6E PC$3.25/MP$2.25 
REIF, H. 


Technical Evaluation of Emission Control Approaches 
and Economics of Emission Reduction Requirements 
for Vehicles Between 6,000 and 14,000 Pounds GVW, 

PB-232 773/2G1 74-16 21G PC$9.50/MF$2.25 


REIF, ROBERT B. 


Review and Evaluation of the Literature on Electro- 
static Generation in Tank Cleaning. 
AD-776 417/8GI 74-11 13L PC$3.75/MF$2.25 


REIF, W.M. 


Reprint: New Bonding Systems for Paper. 
COM-73-11905/9GI 7401 #11L Reprint 


REIFEL, MICHAEL D. 
The Effects of Acceleration Pulse Parameters on the 


7409 20H PC$4.50/MF$2.25 


74-17 8G PC$6.25/MF$2.25 


74-11 18H PC$3.25/MF$2.25 


74-23 1SE PC$5.25/MF$2.25 


3A PC$4.25/MF$2.25 


Permanent Deformation of a Damped Single- 
Degreedom System, 
AD-774 646/4GI 74-08 20K PC$4.25/MF$2.25 


REIFENSTEIN, E. C. I 
Analysis of Aircraft Microwave Measurements of the 


Ocean Surface. 


N74-16325/4G1 74-10 4B PC$7.00/MF$2.25 
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REIFSCHNEIDER, RUTH 


Health Hazard Evaluation/Toxicity Determination. 
Trans-World Airlines, Inc., Overhaul Base, Kansas 
City, Missouri. 

PB-229 603/6GI 74-11 63 PC$3.25/MF$2.25 


REIFSNIDER, K. L. 
An Experimental Investigation of Unsymmetric Crack 
Tip Deformation Fields in Materials with Nonuniform 
Properties. 
AD-784 136/4G1 74-22 20K PC$3.75/MF$2.25 


A Finite Element Method for the Determination of 
Two-Dimensional Residual Stress Fields, 
AD-770 030/SGI 74-02 11F PC$3 -15/MF$2.25 


REIFSNIDER, KENNETH L. 

tion of Acoustic ne during 
F coe Composite Spe 
AD-783 227/2G 74-20 11D > PCS -7S(MF$2.25 
Heat Generation in Composite Materials During 


F Lente 

Ape 351/00 7401 11D PC$3.75/MF$2.25 
Influence of Cycle Frequency on Composite Fatigue 
Reliability, 

AD-783 228/0GI 74-20 11D PC$3.75/MF$2.25 


A Stress Function Formulation and Approximate Solu- 
tion of the Unsymmetric Deformation Problem for 
Cracks in Non-Uniform Materials 


AD-771 128/6GI 74.04 20L PC$3.75/MF$2.25 
REIG, H. 

Labeling of Gram-Negative Bacterial Strains with 
Radioiodine-131. 

CNEA-344 74-02 6M PC$3.00/MF$2.25 
REIGBER, C 


Use of Cira 65 and Cira 72 in Determining the Orbit of 
Artificial Earth Satellites Verwendung der At- 

mmodelle Cira 65 und Cira 72 in der Bahn- 
be mung Geodaetischer Satelliten. 


N74-12177/3GI 7406 4A PC$4.25/MF$2.25 
REIGLE, JOHN 

Reprint: Electron Spin Resonance in Argon-lon-Im- 

planted Silicon 

AD-773 003/9G1 74-06 20L Reprint 


REIGUAM, HOWARD 


Development of Cross-Media Evaluation Methodology. 
Volume I and II. 


PB-232 414/3GI 74-15 13B PC$7.25/MF$2.25 
RELJONEN, H. 

Neutron and gamma Radiography with a Research 

Reactor. 

N74-16101/9GI 74-10 14B PC$3.25/MF$2.25 


REIKENIS, RICHARD 


Regional Landfill and Construction Material Needs in 
Terms of Dredged Material Characteristics and Availa- 
bility. Volume I. Main Text. 

AD-780 750/6GI 74-17 13B PC$8.75/MF$2.25 


REIL, K. O. 


Pulsed Irradiation of Enriched Uo sub 2 in the Annular 
Core Pulse Reactor (Acpr). 
SLA-74-S114 74-15 183 PC$3.00/MF$2.25 


REILLEY, C. N. 


Reprint: Device for the Automatic Compensation of 
Current Transducer and Integrator Errors for 
Chronocoulometry and Related es 

AD-785 340/1GI 74-23 14B Repriat 


REILLEY, CHARLES N. 
Electrochemical Processes Associated with Energy 


Transfer. 

AD-781 272/0GI 74-18 7D PC$3.25/MF$2.25 
REILLY, ALLEN 

National Area Health Education Center Program: Ex- 


ternal Assessment b 
PB-225 111/4GI 74-02 SI PC$4.75/MF$2.25 
REILLY, HUGH T. 


Acquisition of a NO2 Sources with a UV Correla- 


AD-Tle S74/201 74-11 17E PC$3.75/MP$2.25 
REILLY, J. J. 


Application of Metal Hydrides to Ground Transport. 
BNL-18719 74-15 21D PC$4.00/MF$2.25 


a. Energy Storage Reservoir of Iron 


BNL-18634 74-16 10C PC$3.00/MF$2.25 


Fluidized Bed Reprocessing of Rover Fuel. 
BNL-885 74-25 18) PC$S5.25/MF$2.25 


Iron Titanium Hydride as a Source of Hydrogen Fuel 
utomotive 


for Stationary and A Applications. 
BNL-18651 74-21 21D = PC$4.75/MF$2.25 


Metal H s as Hydrogen Storage Media. A Sum- 
mary Appendix. 
BNL-18887 74-21 21D PC$4.25/MF$2.25 


Operating Manual for the Pse and G Hydrogen Reser- 
voir Containing Iron Titanium Hydride. 
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BNL-18725 74-16 10C PC$5.00/MF$2.25 
REILLY, J. P. 


Free Geometric Adjustment of the DOC/DOD 
— Worldwide Geodetic Satellite (Bc-4) Net- 


work. 
N74-26773/3G1 74-20 22C PC$7.00/MF$2.25 


Global Satellite Triangulation and Trilateration for the 
National Geodetic Satellite Program (Solutions Wn 12, 
14 and 16). 

N74-22963/4GI 


REILLY, JAMES J. 


Separation of Hydrogen from Other Gases. 
PATENT-3 793 435 74-24 7A Not available NTIS 


REILLY, RICHARD R. 
Development and Validity of a Vocational and Occu- 


pational Interest Inventory. 
AD-774 573/0GI 74-08 SI PC$4.75/MF$2.25 


Development of Guidance Measures for Youth-Work 
Training Program Enrollees. Phase I: Measurement of 
Objectives and the Development of Criteria. 

PB-231 521/6GI 74-12 SI PC$S.75/MF$2.25 
REILLY, T. D. 

Measurements of Uf sub 6 Cylinders with Portable In- 

struments. 

LA-UR-73-880 74-04 183 PC$4.00/MF$2.25 

Uf sub 6 Enrichment Monitor: Operating Procedures 

Manual. 

LA-5485-M 74-14 183 PC$4.00/MF$2.25 
REILY, DEAN M. 

Feasibility Investigation of the Magnetoelectric Flow- 

meter for Cryogenic Propellants. 

AD-787 703/8GI 74-26 211 PC$S.75/MF$2.25 
REIM, ROBERT E. 

Application of a New Method for Phosphate Concen- 

tration Measurements in Natural and Waste Waters. 

PB-227 456/1GI 74-08 7D PC$3.75/MF$2.25 
REIMANN, 8. 

Comparison of Module Method with an Integrated 

Monte Carlo Method in Calculating Radiation Trans- 

port in Compartment Walls Vergleich der Modul- 

Methode MIT Einer Integralen Monte-Carlo-Methode 

bei der Berechnung des Strahlungstransportes in den 

Waenden Eines Compartments. 

N74-32107/6GI 74-25 18F PC$5.25/MF$2.25 


REIMANN, W. H. 


Treatment of Aluminum Alloys. 
PAT-APPL-352 389 74-15 11F PC$3.25/MF$2.25 


REIMER, G. M. 


Reprint: Thorium Determination in Glasses Using Fis- 
sion Track Technique. 

COM-74-SO111/SGI 74-08 7D Not available NTIS 

REIMER, KEITH A. 

Protecting Ischemic Myocardium, Minimizing Infarct 
Size, and Enhancing Myocardial Repair. Effect of 
Propranolol on Ischemic Myocardial Necrosis and the 
Local Distribution of Coronary Collateral Blood Flow. 
PB-234 119/6GI 74-22 60 PC$5.25/MF$2.25 


Deconvolution of Seismic Response for Linear 
Systems, 
PB-227 179/9GI 74-10 13M PC$6.25/MF$2.25 


REIMERS, GEORGE W. 


Device and Process for Magneto-Gravimetric Particle 
Separation Using Non-Vertical Separation Process. 
PATENT-3 788 465 74-11 131 Not available NTIS 


REIMERS, PAUL E. 


The Length of Residence of Juvenile Fall Chinook Sal- 
mon in Sixes River, Oregon, 
COM-74-10202/1GI 74-06 6C PC$3.75/MF$2.25 


REIMERS, ROBERT S. 
Development of Predictions of Future Pollution 


Problems. 
PB-233 117/1GI 74-17 13B PC-GPO/MF$2.25-NTIS 


74-18 8E PC$8.50/MF$2.25 


REIMERS, S. D. 
Technical Evaluation of the Battelle Portable Recom- 
pression System 
AD-787 4s1/0G 74-26 6K PC$5.25/MF$2.25 


Equipment oun with SF602 Mixtures and 
y-Morgan KMB-8 Bandmask, 


‘AD- me 209/9GI 74-10 6K PC$3.75/MF$2.25 
Evaluation of the Advanced (Swindell) Helium-Oxygen 
Diving Helmet. 

AD-776 207/3GI 74-10 6K PC$S5.25/MF$2.25 


An Evaluation of the DESCO Air Diving Helmet. 


AD-773 767/9GI 74-07 6K PC$4.75/MF$2.25 
Evaluation Testing of the Advanced (SWINDELL) Air 
Diving Helmet. 

AD-773 091/4GI 74-06 6K PC$4.25/MF$2.25 


Operational Experiences with and Reasons for 
Removal of the Closed Circuit Television and Wetpot 
TV Camera Positioning Systems Installed in the 
NAVXDIVINGU Hyperbaric Complexes August 1968 
to June 1971. 

AD-775 301/SGI 74-09 17B PC$3.25/MF$2.25 


Performance Characteristics and Basic Design Fea- 
tures of a Breathing Machine for Use to Depths of up 
to 3000 Feet of Sea Water. 

AD-776 208/1GI 74-10 6K PC$3.75/MF$2.25 


Proposed Standards for the Evaluation of the 
Breathing Resistance of Underwater Breathing Ap- 


paratus. 
AD-787 057/9GI 74-26 6K PC$4.25/MF$2.25 


Some Basic Considerations Governing the Sizing of 
Hyperbaric Chamber Life Support Systems. 
AD-775 662/0GI 74-10 6K PC$3.75/MF$2.25 


Sound Level Testing of the Yokohama Helium-Oxygen 

Diving Helmet. 

AD-769 473/0GI 74-01 6K PC$3.25/MF$2.25 
REIMOLD, R. J. 

Flux of Radionuclides Through a Salt Marsh. Progress 

Report, July 1, 1973--June 30, 1974. 

SR-639-14 74-24 8H PC$15.25/MF$2.25 
REIMOLD, ROBERT J. 


Effects of Toxaphene Contamination on Estuarine 

Ecology. 

COM-74-10408/4GI 
REIN, J. A. 


Description of Six Degree of Freedom Rigid Aircraft 
Mathematical Models. 


74-08 8H PCS$S5.25/MF$2.25 


N74-15702/SGI 74-10 1A PC$4.25/MF$2.25 
REIN, J. E. 

Chemical Assay of Plutonium for Safeguards. 

LA-UR-73-1585 74-08 18) PC$3.00/MF$2.25 


Improved Two-Column Ion Exchange Separation of 
Plutonium, Uranium, and Neodymium in Mixed Ureni- 
um--Plutonium Fuels for Burnup Measurement. 

LA-5568 74-24 7D PC$4.00/MF$2.25 


Preparation of Working Calibration and Test Materials 
for Intra- and Interlaboratory Surveillance of Nuclear 
Materials Measurement Methods: Plutonium Nitrate 
Solution. 

LA-5627 74-25 7D PC$4.00/MF$2.25 


REINBERG, A. R. 
Semiconductor-Insulator Structures for the 2-Microme- 


ter Region. 

AD-917 252/9GI 74-14 20L PC$3.75/MF$2.25 
REINCKE, U. 

Hayflick'S Hypothesis: An Approach to in-Vivo Test- 

BNL-18801 74-21 6C PC$4.25/MF$2.25 
REINDL, E. 


Qualitative and Quantitative Autoradiographic In- 
vestigations About DNA-Repair in the Pars Optica 
Retina of Rabbits. 
SGAE-2240 


REINE, ALDEN H. 
Cotton-Oxime, Cotton-Semicarbazone, and Cotton-Hy- 
dantoin-Textile Products of High Nitrogen Content. 
PAT-APPL-348 558 74-11 IIE PC$3.25/MF$2.25 
Modification of Cotton Textiles and Cotton/Polyester 
Textile Blends by Photo-Initiated Polymerization of 
Vinylic Monomers. 
PAT-APPL-342 133 74-11 IIE PC$3.25/MF$2.25 
REINECKE, JOHN J. 
Terminal Independent — System. 
AD-772 755/SGI 9B PC$8.75/MF$2.25 
REINER, D. 
Provisional Message Formats for the DABS/NAS In- 


74-22 6R PC$4.00/MF$2.25 


terface. 
AD-778 450/7GI 74-14 17G PC$3.75/MF$2.25 
REINER, M. J. 


Dispersion-Theoretic Approach to off-Shell T- 
Matrices. Technical Report No. 74-032. 


ORO-4317-31 74-06 20H PC$3.00/MF$2.25 
REINER, R. J. 

H2-Cl2 Chemical Laser Program. Part II. Arc Jet Laser 

Experiment. 

AD-780 176/4GI 74-16 20E PC$7.50/MF$2.25 


H2-Cl2 Chemical Laser Program. Part Three. Addi- 
tional Arc Jet Laser Experiments. 
AD-782 871/8GI 74-20 2E PC$4.25/MF$2.25 


REINER, RON 
Development and Fabrication of a Mass Emission Data 
and Control System for the Stationary Source Simula- 
tor. 
PB-232 013/3GI 74-14 13B PC$6.25/MF$2.25 
REINERS, ALLEN P. 


Economic Analysis of Roadside Beautification and 
Recreational Development. 
PB-225 546/1GI 7402 13B PC$4.25/MF$2.25 








REINERT, NORBERT M. 
Nipponese Nukes Next. 
AD-779 568/SGI 

REINES, F. 

Research Program in Neutrino Physics, Cosmic Rays, 
and Elementary Particles. Progress Report, | October 
1972--30 September 1973. 

UCI-10-P-19-79 74-10 20H PC$5.75/MF$2.25 

REINET, YA. YU. 

Device for Charging Acrosols--Translation. 
AD-773 133/4GI 74-06 7D PC$3.25/MF$2.25 


Soenge with Acrosol Method of Vaccination--Transla- 


74-15 SD PC$3.25/MF$2.25 


‘AD-783 998/8GI 74-22 6E PC$3.25/MPF$2.25 
REINGOLD, A 

Limit Criteria for Low Cost Airframe Concepts. 

AD-777 5$72/9GI 74-12 1C PC$S.25/MF$2.25 


REINGOLD, IRVING 
Reprint: Display Devices: A Perspective on Status and 
Availability. 
AD-784 497/0GI 


REINHARD, D. K. 
Reprint: Field-Dependent Conductivity of Chalcoge- 


nide Glasses. 
AD-772 264/8GI 74-05 20L Reprint 


Reprint: Properties of Chalcogenide Glass-Silicon 
Heterojunctions. 
AD-772 258/0GI 


REINHARD, K. L. 


— Antenna Arrays for Coded Communications 
stems 
AD-782 395/8GI 74-19 17B PC$5.25/MF$2.25 


REINHARD, RUDEGER 


Influence of Coronal and Interplanetary eae on 
Low Energy Solar Charged Particle Even’ 
AD-772 734/0GI 74-06 3B PCs. '25/MF$2.25 


REINHARDT, G. W 


EO Cross Section Studies. 
AD-771 805/9GI 74-05 17H PC$4.75/MF$2.25 


REINHARDT, JOHN J. 


Solid Waste Milling and Disposal on Land = canes 
Cover. Volume I. Summary and Major Finding: 
PB-234 930/6GI 74-22 13B PC$7 ‘O/MPS2. 2s 


Solid Waste Milling and Disposal on Land Without 
Cover. Volume II. Data Condensations. 
PB-234 931/4GI 74-22 13B PC$11.25/MF$2.25 


REINHARDT, ROBERT M. 


Aluminum Chiorhydroxide Catalyst Systems for Treat- 
ments to Give Wrinkle Resistant Textiles 
PAT-APPL-404 042 74-19 11E PC$3.75/MP$2.25 


Catalysis with Odor Free Hydroxymethanesulfonic 
Acid in the Finishing of Cellulosic Textiles. 
PAT-APPL-404 975 74-19 11E PC$3.25/MF$2.25 


A Dehydration Process to Impart Wrinkle Resistance 
to Cellulose-Containing Fibrous Materials. 
PAT-APPL-274 949 74-11 IE PC$3.25/MF$2.25 


Finishing Agents with Reduced Formal-Dehyde Odor 
for Cellulose Containing Textile Materials. 
PATENT-3 755 418 74-09 7C Not available NTIS 


Odor Free Hydroxymethonesulfonic Acid. 
PAT-APPL-404 979 74-19 7C PC$3.25/MF$2.25 


Process for Facilitating Postponement of Fixation 
Using Reactive Carbonate Dyestuffs. 
PATENT-3 775 050 74-19 11C Not available NTIS 


Removal of Free Formaldehyde from Solutions of 
Methylolated Carbamate Finishing Agents and Textiles 
Treated Therewith. 

PATENT-3 723 058 74-12 11E Not available NTIS 


Removal of Free Formalderhyde from Solutions of 
Methylolated Carbamate Finishing Agents and Textiles 
Treated Therewith. 

PAT-APPL-321 417 74-10 ILE PC$3.25/MF$2.25 


Sensitized Textiles with Decreased Formaldehyde 
Odor. 


PATENT-3 768 969 74-18 11E Not available NTIS 


Solvent Vapor Fiberset Process for Durable Press 
Finishing of Cellulosic Fabrics. 
PAT-APPL-371 642 74-11 11E PC$3.25/MF$2.25 


Use of Sodium Bisulfite in an Improved Process for 

the So tanee of Cellulose Textile Materials with Car- 
ate Finishing Agents and Sulfurous Acid. 

PAT. APPL-314 651 74-09 11E PC$3.25/MF$2.25 


REINHARDT, 8. 
— Studies on the Experimental Transmission of 


apillaria nensis’ in Monkeys (1). Clinical Stu- 
dies of *C 


philippi' 
‘Capillaria philippinensis’ (2). Discussion. 
AD-770 757/3G1 74-03 6E Repriat 


74-22 9E Reprint 


74-05 20L Reprint 


REINHART, KENNETH A. 


PBI Dyeing and Color Stabilization. 
AD-775 356/9GI 74-09 11E PC$7.25/MF$2.25 


REINHEIMER, C. J. 


Arial Detection of Spill Sources. 
PB-228 105/3GI 74-08 13B PC-GPO/MF$2.25-NTIS 


REINHOLD, G. 


Contribution to the n-Path-Filter Theory Beitrag Zur 
Theorie der n-Pfad-Filter. 
N74-30569/9GI 74-24 9E PC$4.25/MF$2.25 


REINIG, W.C. 


Californium-252: A New, Promising Neutron Source. 
DP-MS-73-26 74-10 20H PC$4.25/MF$2.25 


Californium-252: Neutron Source for Industry and 

Medicine. 

DP-MS-73-50 74-07 18B PC$6.75/MF$2.25 
REINISCH, B. W. 


Multifrequency, Long Wave, Vertical Sounding of the 
Lower Ionosphere. 
AD-778 087/7GI 


REINISCH, BODO W. 
Complex Amplitude Multifrequency Scanner, Opera- 


tion and Circuitry 
74-10 4A  PC$S.75/MF$2.25 


74-13 4A  PC$3.25/MF$2.25 


AD-775 751/1GI 
Digital Technique of Complex Amplitude Mul- 
tifrequency Scanning for lonospheric Spatial Doppler 


Measurements. 
AD-779 669/1GI 74-15 4A PC$3.75/MF$2.25 


Routine Operation of Digisonde at Maynard, Mas- 
sachusetts. 
AD-776 969/8GI 74-11 4A PC$4.25/MF$2.25 


Support of Arctic lonospheric Research. 
AD-786 447/3GI 74-25 4A PC$4.75/MF$2.25 


Development of an Air Pollution Model for the San 
Francisco Bay Area. First Semi-Annual Report to the 
National Science Foundation. 

UCID-16301 74-02 13B PC$9.00/MF$2.25 


} a and Thermally Stable Polymer Composi- 


PAT. -APPL-414043 74-06 7C PC$3.25/MF$2.25 
Ultraviolet and Thermally Stable Polymer Composi- 


tions. 
PATENT-3 803 090 74-15 111 Not available NTIS 
REINKING, R. F. 


Atmospheric Water Resources Research. Volume IV, 
Empirical Assessment of Accretion Michrophysics. 
PB-225 850/7GI 74-04 4B PC$9.50/MF$2.25 


REINMANN, J. J. 
Guiding Center Model to Interpret Neutral Particle 


Analyzer Results. 
N74-27233/7GI 74-20 201 PC$3.25/MF$2.25 


Hot Ion Plasma Heating Experiments in Summa. 
N74-27232/9GI 74-20 201 PC$3.75/MP$2.25 


Nasa Superconducting Magnetic Mirror Facility. 
N74-11090/9GI 74-05 201 PC$3.25/MF$2.25 


Parametric Study of lon Heating in a Burnout Device 


(Hip-1). 

N74.21334/9GI 
REINOVSKY, ROBERT E. 

An Ion Beam Probe Diagnostic Technique for Labora- 


tory Plasmas. 
AD-775 051/6GI 74-09 201 PC$8.75/MF$2.25 
REINSCH, CHRISTIAN 8. 


ALGOL 60 Procedures for the a of Inter- 


74-15 201 PC$3.25/MF$2.25 


wy Natural Quintic Spline Function: 
229 616/8GI 74-10 12A PCS3. 75/MF$2.25 
REINTJES, J. 


ARPA/NRL X-Ray Laser Program - Semianaual 

Technical Report to Defense Advanced Research Pro- 

jects Agency, | January 1974 - 30 June 1974, 

AD-787 626/1GI 74-26 2E PC$S.75/MF$2.25 
REINTJES, J. FRANCIS 


NASIC at MIT: Phase 1 Report, 16 July 1973-28 


February 1974, 
PB-235 928/9GI 74-24 SB PC$5.25/MF$2.25 


REINTJES, JOHN W. 

Reprint: Fisheries Research Steamer Fish Hawk. 

COM-73-50645-11-03/GI 

7405 6C (Order as COM-73-50645-11) 

REIS, G. E. 

Packing Cylindrical Modules in Circular Cylindrical 

Containers. 

SLA-73-683 74-04 13D PC$5.45/MF$2.25 
REISA, JAMES J. JR. 

Ohio River Cooling Water Study. 

PB-235 227/6GI 74-24 13B PC$10.25/MF$2.25 
REISBIG, RONALD L. 

Oil Spill Drift Caused by the Coupled Effects of Wind 


74-12 8C PC$4.25/MF$2.25 








REISZ, A. C. 


REISE, JEFFREY ALAN 


A Drift Bottle Study of the Southern Monterey Bay. 
AD-769 805/3GI 7401 8C PC$S5.25/MP$2.25 


REISENAUER, A. E. 


216-Z-9 Core Sampling Data. 
HW-61787-RD 74-12 8H PC$3.00/MF$2.25 


Anticipated Effects of an Unlined Brackish-Water 
Canal on a Confined Multiple-Aquifer System. 
BNWL-1800 74-13 8H PC$4.50/MF$2.25 


Calculation of Soil Hydraulic Conductivity from Soil-- 
Water Retention Relationships. 
BNWL-1710 74-16 8M PC$4.00/MF$2.25 


Fission Product Tritium in Separations Wastes and in 


the Grouad Water. 
HW-74536 74-10 8H PC$3.00/MF$2.25 
REISFELD, M. J. 


Stable Isotopes (Icons) Research and Development 


Program at the Los Alamos Scientific Laboratory. 
LA-UR-73-1258 74-04 18B PC$3.00/MF$2.25 
REISFELD, R. 


Reprint: Quantum Efficiencies and Transition Proba- 
bilities of Eu(3+) in Silicate Glasses 
COM-74-S0795/SGI 74-22 7D Not available NTIS 


REISFELD, RENATA 
Energy Transfer between Inorganic Ions io Glasses. 


AD-775 425/2GI 7409 7D PC$3.75/MF$2.25 
REISINGER, A. R. 
Magneto-Optic Effects at 1.15 micrometer ia 


Gd(0.5)¥(2.5)Ga Iron Garnet Thin Film Waveguides. 
AD-783 534/1GI 74-21 2OF PC$3.75/MF$2.25 


REISINGER, AXEL R. 


Efficient Mode Conversion in Gd(.5)Y¥(2.5)Ga, Iron 
Garnet Thin Film Waveguides. 
AD-769 132/2GI 7401 SA PC$3.75/MF$2.25 


Magneto-Optic Effects at 1.15 micrometer in 
Gd(.5)¥(2.5)Ga(1) Iron Garnet Thin Film Waveguides. 
AD-780 446/1GI 74-16 9A PC$3.25/MF$2.25 


REISMANN, H. 


Reprint: Diffraction of a Flexural Wave by an Inner 
Circular Boundary of an Unbounded Fiat Plate. 
AD-778 260/0GI 74-13 20K Reprint 


Reprint: Forced Plane Strain Motion of Cylindrical 

Shells-A Comparison of Shell Theory with Elasticity 

Theory. 

AD-778 266/7GI 74-13 20K Reprint 
REISS, EDWARD L. 

Reprint: On the Collapse of Shallow Elastic Mem- 


branes. 

AD-781 074/0GI 74-17 20K Reprint 

Reprint: Secondary Buckling of Circular Plates. 

AD-786 076/0GI 74-24 20K Reprint 
REISS, F. E. 


Application of the Heat Pipe Principle to Avoid the 
Error Due to the Emergent Stem in Liquid-in-Glass 
Thermometers. 


KFK-1876 74-20 14B PC$4.50/MF$2.25 

Heat Pipe with an Electrostatic Pump. 

KFK-1478 74-08 18] PC$9.00/MF$2.25 
REISS, N 


Laser Radar Studies: A Study of the Feasibility of 


Remote Measurement of Atm Density and 

Turbidity by Means of Rotational Scattering of 

Laser Light. 

N74-10500/8GI 7404 WE PCS$7.00/MF$2.25 
REISSE, R. 

Study of Uranium Alloys Containing Small Quantities 

of Vanadium. 

CEA-R-4474 74-04 LIF PC$7.50/MFS$2.25 
REISSMANN, A. 


Protective Measures Against Noa-Intensity Electrical 


Fields--Translation. 
AD-784 262/8G1 74-22 63 =PC$3.25/MFS$2.25 
REISSNER, E. 


Reprint: Upper and Lower Bounds for Deflections of 
Laminated Cantilever Beams Including the Effect of 
Transverse Shear Deformation. 

AD-778 060/4G1 74-13 20K Reprint 
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craft Undergoing Large Disturbance 
N74-21648/2GI 74-17 1A Antes 25/MFS2. 25 


RHUDE, H. Vv. 


Examination of Spr-II Fuel. 
SLA-73-1053 74-09 11F PC$6.75/MF$2.25 


RHUE, GEORGE TRUITT 


Kalman Filter Design for an Inertial Navigation 
System Aided by Non-Syachronous Navigation Satel- 
lite Constellations. 

AD-779 724/4GI 74-15 17G PC$6.25/MFS$2.25 


RHUMAN, JAMES L. 
A Methodology for Evaluating Manufacturing E aviroa- 
mental Impact Statements for Delaware's Coastal 
Zone. 
PB-231 472/2GI 74-12 13B PC$9.25/MF$2.25 
RHYNE, W. R. 


KAPP4: Digital Computer Program for Solution of 
Reactor Kinetics and Primary System Pressure 
Response. 


PA-917 









RIANDE}, C. 





BAW -10068 74-02 18K PC$4.75/MF$2.25 
RIANDEI, C. 


Matrix Effects upon the Quantitative Analysis of 
Trace Elements by Atomic Absorption--Translation. 












































AD-772 765/4G1 74-06 7D PC$3.25/MF$2.25 
RIAZUDDIN, 
Scale Dimension of the Chiral-Symmetry-Breaking 
Hamiltonian. 
RL-73-42 74-02 20H PC$3.00/MF$2.25 

















RIBAKOFF, STEPHEN B. 


Hawaii's Floating City Development Program. Con- 
struction Site Selection. 
COM-74-11046/1Gi 74-15 13B PC$4.25/MF$2.25 





















































RIBEé, F.L. 
Fusion Reactors as Future Energy Sources. 
LA-UR-73-1684 74-14 18A_ PC$3.75/MF$2.25 
Physics Problems of Thermonuclear Reactors. 
LA-UR-74-280 74-16 18A PC$3.00/MF$2.25 
Project Management of Scyllac Construction. 
LA-UR-74-61 74-14 18A PC$3.00/MF$2.25 














Surface Effects at the First-Wall of the Reference 

theta-Pinch Reactor (Rtpr). 

LA-UR-74-42 74-14 18A PC$3.00/MF$2.25 
RIBE, FRED L. 


Pulsed High-Beta Fusion Reactor. 
PATENT-3 748 226 74-06 18A Not available NTIS 


RIBEIRO, M. M. 
Statistical Characteristics of a Turbulent Jet. 
N74-32744/6G1 74-26 20D PC$3.75/MF$2.25 


Turbulence Models and Their Experimental Verifica- 
tion. $: Verification of Turbulence Models with Hot- 
Wire Anemometry. 

N74-12061/9GI 7406 20D PC$3.25/MF$2.25 


Turbulent Mixing of CO-Axial Jets with Particular 
Reference to the Near Exit Region. 









































































































































































































































N74-15966/6GI 74-10 20D PC$3.75/MF$2.25 
RIBLE, J. M. 

Potassium Release from Some Semi-Arid Region Soils. 

UCLA-12-882 74-22 13M _ PC$3.00/MF$2.25 
RIBNER, H. 8. 

Development of a Portable Sonic Boom Simulator for 

Field Use. 

N74-31742/1G1 74-25 20A PC$3.75/MF$2.25 
RIBON, P. 

Estimation of the Effective Capture Cross Section of 

Iron. 

CEA-CONF.-2408 7409 2H PC$3.00/MF$2.25 

Freach Activities in the Field of Nuclear Data. 

CEA-CONF-2409 74-09 20H PC$3.00/MF$2.25 
RIBOT, D. 














Tektronix 4010-1 Visual Display Console Coupling to 
the Cii 90-10 Computer Couplage d’'Une Console de 
Visualisation Tektronix 4010-1 Avec le Calculateur Cii 




















90-10. 
N74-14930/3GI 74-09 9B PC$3.75/MF$2.25 
RICARD, A. 


Atomic and Molecular Metastable States in Electric 
Discharges Metastables Atomiques et Moleculaires 
dans les Decharges Electriques. 

N74-18364/1GI 74-12 201 PC$7.00/MF$2.25 


RICARD!, LEON J. 


Physical Limitations on Interference Reduction by An- 
tenna Pattern Shaping 



















































































AD-782 229/9GI 74-19 17B PC$3.75/MF$2.25 
RICCA, A. 

Elaboration and Interpretation of the Cardiac MAP. 

CISE-N-161 74-06 6E PC$3.75/MF$2.25 














RICCARDELLA, P. C. 


Combined Analytical--Experimental Fracture Study of 
the Two Leading Theories of Elastic--Plastic Fracture 
(J-Integral and F quivalent Energy) 

WCAP-8224 74-12 181 PC$4.50/MF$2.25 


An Improved Implementation of the Boundary-Integral 
Technique for Two Dimensiogal Elasticity Problems, 
AD-776 351/9GI 74-11 20K PC$4.75/MF$2.25 


RICCATO, A. 


Reactions exp 68 exp 70 Zo( Exp 3 He,D) exp 69 exp 
71 Ga and exp 68 exp 70 Zn( Exp 3 He, alpha ) exp 67 
exp 69 Za and Level Systematics of the Odd-Mass Ga- 
Isotopes 

BMFT-FBK-73-20 74-04 20H PCS$7.25/MF$2.25 


RICCI, A. 


Cdp: Interactive Graphic Simulation for the Dynamic 
Analysis of Continuous Systems. Work Manual. 
RT/EDP-(73)5 74-12 9B PC$3.00/MF$2.25 
Ecolo: A Graphic Interactive Application for the 
Dynamic Analysis of Ecological Systems. 
RT/EDP-(73)6 74-13 6F PC$4.00/MP$2.25 


Interactive Computer Graphics Method for the Study 
of the Motion of Mechanical Linkages 
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RT/EDP-(73)2 74-08 9B PC$3.25/MF$2.25 
RICCI, A. R. 


Cumulative Additive Tangent Correction (Catc): An 
Improved Technique for Three-Dimensional Recon- 
struction of Radionuclide Scan Data. Progress Report. 


TID-26585 74-21 6E PC$4.00/MF$2.25 
RICCI, C. 

Data Acquisition System for the Adone Control Room. 

LNF-73-32 74-10 20G PC$3.25/MF$2.25 
RICCI, E. 

Sensitivities in exp 252 CF Neutron Activation Analy- 

CONP-740608-10 74-18 7D PC$4.00/MF$2.25 
RICCI, F. 

Modification to the Hasp Control Program. 

RT/EDP-(73)7 74-13 9B PC$4.00/MF$2.25 


RICCI, JOHN A. IR. 


The Crystal and Molecular Structure of a Novel 
Bimetallocarborane Anion. 
AD-777 674/3GI 74-12 7B PC$3.25/MF$2.25 


RICCIARDELLS, K. A. 


Carbonate Bonding of Taconite Tallings. 
PB-232 370/7GI 74-15 13C PC-GPO/MF$2.2S5-NTIS 


RICCITIELLO, S. R. 
Flexible Fire Retardant Polyisocyanate Modified 


Neoprene Foam. 
PATENT-3 772 220 74-07 111 Not available NTIS 


Intumesceat Composition, Foamed Product Prepared 
Therewith and Process for Making Same. 
PATENT-3 819 550 74-20 11G Not available NTIS 


RICCIUS, H. D. 


Reprint: Absolute Frequency Measurements of 
12C160 and 13C160 Laser Transitions. 
AD-780 331/SGI 74-16 20E Not available NTIS 


Reprint: Spectral Photoconductivity of Tellurium in the 
CO2 Laser Wavelength Range. 
AD-774 581/3GI 74-08 20L Not available NTIS 


Reprint: Up-Conversion of CO Laser Lines by Dif- 
ference-Frequency Mixing in Proustite (Ag3AsS3). 
AD-774 585/4GI 74-08 20E Not available NTIS 


RICE, ANDREW C. 
Fraction Separation of Aqueous Rare Earths Using 


Amines. 
PATENT-3 259 472 74-11 7D Not available NTIS 


Process for Separating the Rare Earth Elements by 
Means of Solvent Extraction. 
PATENT-3 192 912 74-10 7B Not available NTIS 


RICE, B. DOUGLAS 


A Comprehensive Facility Program for Multiply Han- 
dicapped Deaf Adults. 
PB-235 015/5GI 74-21 SK PC$4.75/MF$2.25 


RICE, C. G. 


Effects of a Traffic Noise Background on Judgements 
of Aircraft Noise 
N74-21308/3GI 74-15 20A PC$3.25/MF$2.25 


RICE, CATHERINE B. 

Annotated Bibliography for Scientific Ballooning. 

AD-779 686/5GI 74-15 4A PC$5.25/MF$2.25 

The Local Motions of a Payload Supported by a 

Tritethered Natural Shape Balloon. 

AD-777 829/3G1 74-13. 1C =PC$3.75/MF$2.25 
RICE, CHARLES E. 

Hydraulics of Main Channel-Floodplain Flows. 

PB-235 263/1GI 74-23 13B) =PC$3.75/MF$2.25 

Low Energy Mechanical Methods of Reservoir 

Destratification. 

PB-235 338/1GI 74-24 13B PC$4.25/MF$2.25 
RICE, CLIFFORD P. 

Interaction of Selected Pesticides with Marine 

Microorganisms 

AD-785 079/5GI 74-23 8A PC$4.75/MF$2.25 
RICE, D. K. 

High Power CO Laser 

AD-780 265/5GI 74-16 20E PC$3.75/MF$2.25 
RICE, D. P. 


Wheat Classification Exercise, Using 11 June 1973, 
ERTS Mss Data for Fayette County, Illinois (For 
Citars Task). 

N74-22050/0GI 74-17 2D PC$3.25/MF$2.25 


RICE, D. W. 
Reprint: Phase Characteristics of lonospherically- 
propagated Radio Waves. 
AD-775 764/4GI 74-10 20N Not available NTIS 
RICE, DONALD W. 


Flight and Taxi Data from A-37B Aircraft during Com- 
bat and Training Operations. Volume III: Weapon 
Passes Data. 

AD-785 365/8GI 74-23 1A PC$S.75/MF$2.25 





RICE, DOUGLAS 
Rehabilitation of the Rural Hard-Core Welfare Client 
Utilizing Rehabilitation Center Services. 
PB-234 654/2GI 74-20 SI PC$7.00/MF$2.25 
RICE, E. E. 


Supersonic Combustion and Burning in Ramjet Com- 
bustors. 
AD-770 061/0GI 7402 21B PC$7.00/MF$2.25 


RICE, F. A. H. 


Reprint: Concentration of Leucogenenol in the Serum 
of Dogs Following Their Exposure to Lethal Gamma- 
Radiation from Cobalt 60. 

AD-774 629/0GI 74-08 6A _ Reprint 


RICE, J. L. 


Development of a Design Manual for Concrete Floor 
Slabs on Grade. 


AD-773 715/8GI 74-07 13C PC$3.75/MF$2.25 
RICE, J. M. 

Design of Open-Graded Asphalt Friction Courses. 

PB-227 479/3GI 74-10 13B PC$3.75/MF$2.25 
RICE, J. R. 


Combined Macroscopic and Microscopic Approach to 
the Fracture of Metals. Technical Progress Report, 
July 1972--June 1973. 

COO-3084-25 74-02 11F PC$3.00/MF$2.25 


Combined Macroscopic aud Microscopic Approach to 
the Fracture of Metals. Technical Progress Report, 
Juiy 1973--June 1974. 

COO-3084-29 74-25 11F PC$4.00/MF$2.25 


Continuum Plasticity in Relation to Microscale Defor- 
mation Mechanisms. 
COO-3084-18 74-02 20L PC$3.00/MF$2.25 


Determination of Elastodynamic Crack Tip Stress 
Fields. 


COO-3084-23 74-02 11F PC$3.00/MF$2.25 
Ductile Vs Brittle Behavior of Crystals. 
COO-3084-22 74-07 20L PC$4.25/MF$2.25 


Elastic Potentials and the Structure of Inelastic Con- 
stitutive Laws. 
COO-3084-19 74-02 20K PC$3.50/MF$2.25 


Finite Element Formulations for Problems of Large 
Elastic-Plastic Deformation 


N74-28410/0GI 74-20 20K PC$3.75/MF$2.25 
On Numerically Accurate Finite Element. 
N74-28409/2GI 74-20 20K PC$3.75/MF$2.25 


Relationship Between Critical Tensile Stress and Frac- 
ture Toughness in Mild Steel 
COO-3084-20 74-02 11F PC$3.5S0/MF$2.25 


Shape of Intergranular Creep Cracks Growing by Sur- 
face Diffusion. 
COO-3084-21 74-02 11F PC$3.00/MF$2.25 


RICE, JAMES R. 


Reprint: Ductile versus Brittle Behaviour of Crystals 
COM-74-S0880/5GI 74-24 11F Not available NTIS 


RICE, LEONARD 

Evaluation and Implementation of Urban Drainage and 

Flood Control Projects 

PB-233 785/SGI 74-18 13B PC$S5.75/MF$2.25 
RICE, LUCY J. 

Measurement of Cohesiveness of Fabricated, Ir- 

radiated Meat Rolls. 

AD-786 523/1GI 74-25 6H PC$3.75/MF$2.25 
RICE, OSCAR K. 

Critical Phenomena and Liquid Helium. 

AD-783 381/7GI 74-20 20M PC$3.25/MF$2.25 
RICE, P. L. 


An Experimental Study of the Temporal Statistics of 
Radio Signals Scattered by Rain. 
N74-12845/SGI 7407 17B PC$S.75/MF$2.25 


RICE, B.C. 


Analysis of Fatigue, Fatique-Crack Propagation, and 
Fracture Data. 


N74-11714/4GI 74-05 11F PC$7.00/MF$2.25 

Chelant Test Program, 

AD-774 367/7GI 74-08 18) PC$4.75/MP$2.25 
RICE, R. F. 


Channel Coding and Data Compression System Con 
siderations for Efficient Communication of Planetary 
Imaging Data. 


N74-29496/8GI 74-24 9D PC$5.75/MF$2.25 
RM2: Transform Operations 

N74-26084/5GI 74-19 9D PC$3.75/MF$2.25 

RICE, R. W. 

High Energy Laser Windows. 

AD-774 701/7GI 7408 2E PC$4.75/MF$2.25 
High Energy Laser Windows. 

AD-784 991/2GI 74-23 2E PC$5.25/MF$2.25 


RICE, RICHARD L. 
Maaufacture of Lignite Binder Pitch 


PATENT-3 801 342 74-14 11G Not available NTIS 


RICE, ROBERT R. 
Liquid Ice Prevention and Control Chemicals for Use 


on Airfield Pavements. 
AD-785 319/SGI 74-23 1E PC$4.25/MF$2.25 


RICE, ROY W. 


High Strength Barium Titanate Ceramic Bodies. 
PATENT-3 753 911 74-26 11B Not available NTIS 
RICE, STANLEY D. 
Reprint: Effects of Oil on Marine Ecosystems: A 
Review for Administrators and Policy Makers. 
COM-74-50282-03-01/GI 
74-25 6F (Order as COM-74-50282-03) 


Reprint: Effects of Prudhoe Bay Crudge Oil on Molt- 
ing Tanner Crabs, ‘Chionoecetes bairdi’. 
COM-74-50189-07-08/GI 

74-23 6C (Order as COM-74-50189-07) 


RICE, STEPHEN O. 


Reprint: On a Nonlinear Problem Involving RC Noise. 
AD-773 149/0GI 74-06 9D Reprint 


RICE, STUART A. 


Reprint: Comment on ‘Decay Fluorescence from Sin- 
gle Vibronic Levels of Sulphur Dioxide. 
AD-770 687/2GI 7403 7D Reprint 


Reprint: Comments on the Ultraviolet Spectrum and 
Photophysical Properties of Trimethylenecyclopropane. 
AD-782 757/9GI 74-20 7D Reprint 


Reprint: Crossed Molecular Beams Study of the Reac- 
tion Fluorine Plus Cis-1,2, Trans-1,2-and  1,1- 
Dichloroethylene. 

AD-781 394/2GI 74-18 7C Reprint 


Reprint: ITFITS Model for Vibration-Translation Ener- 
gy Partitioning in Atom-Polyatomic Molecule Colli- 


sions. 
AD-770 694/8GI 74-03 7D Reprint 


Reprint: Laboratory Angular Dependence and the 
Recoil-Energy Spectrum of the Products of the Reac- 
tion F + C6D6 to D + C6DSF. 

AD-771 253/2GI 74-04 7D _ Reprint 


Reprint: Reactions of Fluorine Atoms and Aromatic 
and Heterocyclic Molecules: Energy Distribution in the 
Reaction Complex. 

AD-770 692/2G1 74-03 7D Reprint 


Reprint: Substitution Reactions of Fluorine Atoms 

with Unsaturated Hydrocarbons: Crossed Molecular 

Beam Studies of Unimolecular Decomposition. 

AD-782 758/7GI 74-20 7C Reprint 

Reprint: Unimolecular Decomposition of Long-Lived 

Complexes of Fluorine and Substituted Mono-Olefins, 

Cyclic Olefins, and Dienes. 

AD-770 695/5SGI 74-03 7D _ Reprint 

Reprint: Unimolecular Decomposition of the Long 

Lived Complex Formed in the Reaction of Fluorine 

Atoms with Four Butene Isomers. 

AD-770 681/SGI 7403 7D Reprint 

Reprint: 2,3-Naphtho-2,5-bicyclo(2.2.0)hexadiene. 

AD-782 188/7GI 74-19 7C Reprint 
RICE, THOMAS RICHARD 

The Economics of Decision Making. 

AD-786 755/9GI 74-25 SA PC$5.25/MF$2.25 

The Economics of Decision Making. 

AD-786 756/7GI 74-25 SA PC$3.25/MF$2.25 
RICE, W. L. 


The U.S. Zinc Industry: A Historical Perspective. 
PB-231 050/6GI 74-12 SC PC-GPO/MF$2.25 


RICE, W. W. 

Metal Atom Oxidation Lasers. 

LA-5452 74-15 20E PC$5.45/MF$2.25 
RICE, WALTER W. 

Metal Atom Oxidation Laser. 

PAT-APPL-469 737 74-26 20E PC$3.25/MF$2.25 
RICE, WALTER W. JR. 

Shocked Plate Metal Atom Oxidation Laser. 

PAT-APPL-468 314 74-26 20E PC$3.25/MF$2.25 
RICH, B. 


Production and Use of exp 81 RB--/Sup 81M/Kr for 
Clinical Tissue Perfusion Measurements with the 
Anger Camera. 

CONF-740708-17 74-24 6E PC$4.00/MF$2.25 


RICH, B. H. 
Rapid Incorporation of Short-Lived Cyclotron- 
Produced Radionuclides into Radiopharmaceuticals. 
FMI-1000-450 74-02 7E PC$3.00/MF$2.25 
RICH, ERNEST I. 


Structural and Lithologic Study of Northern California 

Coast Range and Sacramento Valley, California. 

E74-10251 74-08 8E PC$3.75/MF$2.25 
RICH, F. J. 

User's Guide for Adaptive Statistical Processor Pro- 

gram (APROC). 


AD-786 530/6GI 74-25 12A_ PC$4.75/MF$2.25 
RICH, JOSEPH J. 


Survey of Computer Applications in Army T 
AD-787 429/0GI 74-26 SI PC$s 75, mM 2.25 


RICH, M. J. 

Application of Composites to Helicopter Airframe and 

Landing Gear Structures. 

N73-31957/6GI 74-02 1C PC$S.75/MF$2.25 
RICH, NANCY R. 

Time Series Analysis of Gunner Tracking E: 

AD-771 933/9GI 7405 19E PC$7 ‘00/MFS2. 25 
RICH, RICHARD D: 

Propellant Composition with a Nitro Containing Cross- 

Linked Binder. 

PATENT-3 745 076 74-26 211 Not available NTIS 
RICHARD, BENJAMIN H. 

Gravity Anomalies as Indicators of Groundwater 

Reserves in Glacial Deposits. 

AD-774 810/6GI 74-09 8G PC$3.25/MF$2.25 
RICHARD, C. E. 

Brayton Heat Exchanger Unit Development Program 

(Alternate Design). 

N74-15656/3GI1 74-09 13A PC$4.75/MF$2.25 
RICHARD, J. L. 

Minimal Coupling and Magnetic Cha 

CNRS-CPT-73-P-539 74-06 20H "css 00/MF$2.25 
RICHARD, J. P. 

Automatic Control of Radioactive Contents in Ef- 

fluents of Saclay. 

CEA-CONF-2495 74-14 18D PC$3.00/MF$2.25 

Integrated Automisation of Semiconductors Com- 

ponents Production Line. 

N74-16153/0GI 74-10 13H PC$3.25/MF$2.25 

Monoparametric Acquisition Program for Plurimat 

Systems. 8K Program with Overlay. 

CEA-N-1712 74-25 9B PC$7.25/MF$2.25 
RICHARD, J. R. 

Low Bit-Rate Voice Processor. 

AD-883 478/0GI 74-13. 17B PC$S5.75/MF$2.25 
RICHARD, PATRICK 

Reprint: Multiple Inner-Shell Ionization of Aluminum 

by High-Velocity Medium-Z Beams. 

AD-785 783/2GI 74-24 7D Reprint 
RICHARD, S. 

Study of H sub 2 --D sub 2 Isotopic Exchange Cata- 

lyzed by Nickel and Zinc Oxides. 

FRNC-TH-367 74-02 7D PC$8.75/MF$2.25 
RICHARD, WALTER R. 


Coherent Frequency Hopped, Phase Modulated 
Acoustic Surface Wave Generator. 
PATENT-3 736 587 74-08 9E Not available NTIS 


RICHARDS, A. F. 
Reprint: A Static Cone Penetrometer for Ocean Sedi- 


ments. 

COM-74-10807/7GI 74-12 8) Reprint 

Reprint: Mechanical Engineering, Geotechnology and 

Research Submersible Operations. 

COM-74-10809/3GI 74-12 83 Reprint 
RICHARDS, ADRIAN F. 

Geotechnical Properties of Submarine Soils, Oslofjor- 

den and Vicinity, Norway. 

AD-779 052/0GI 74-15 83 PC$S.25/MF$2.25 

Reprint: Geotechnical Variability Measured in Place 

from a Small Submersible. 

AD-1777 635/4GI 74-12 83 Reprint 

Reprint: Geotechnical Variability Measured in Place 

from a Small Submersible. 

COM-74-10813/SGI 74-12 83 Reprint 


Reprint: Instrumentation of Two Submersibles for In 
Situ Geotechnical Measurements in Cohesive Sea 
Floor Soils. 

COM-74-10805/1GI 74-12 83 Reprint 
Reprint: Measurement and Control System for Deep 
Sea Vane-Shear Device. 

AD-779 132/0GI 74-15 83 Reprint 

RICHARDS, B. E. 
A Performance Study of a Piston Compression Shock 


Tunnel. 
AD-772 762/1GI 74-06 14B PC$4.25/MF$2.25 


Turbulent Heat Transfer Measurements in a Mach 15 
Flow. 
N74-14648/1GI 74-08 20D PC$3.75/MF$2.25 


RICHARDS, BRYAN E. 


Hypersonic Heat Transfer Measurements on Re-Entry 

Vehicle Surfaces at High Reynolds Number. 

AD-778 464/8GI 74-14 16C PC$3.75/MF$2.25 
RICHARDS, C.N. 


A Study of Insulator Breakdown Under Navy Aatenna 
HV RF Conditions. 


RICHARDS, P. G. 


AD-787 067/8GI 74-26 20N PC$3.25/MF$2.25 
RICHARDS, C. P. 


Selection of Respirator Test Panels Representative of 
U.S. Adult Facial Sizes. 
LA-5488 74-16 SE PC$4.00/MF$2.25 


RICHARDS, D. A. 


Cruise Data Report. CHAIN 115 Leg 2, SOUTHLANT 
Expedition 
AD-784 421/0GI 74-22 83 =PC$3.25/MF$2.25 


Preliminary Cruise Report and Index of Geophysical 
Data, Chain 115 Leg 1. 
AD-783 105/0GI 74-20 83 PC$3.25/MF$2.25 


RICHARDS, D. M. 


Reprint: Optimum Design of Thin Walled Structures. 
AD-787 223/7GI 74-26 1C PC$3.25/MF$2.25 


RICHARDS, F. A. 


Reprint: Prospects in Chemical Oceanography. 
AD-787 384/7GI 74-26 8) Reprint 


RICHARDS, F. RUSSELL 


Validation Tests for Ships Supply Support Study. 
AD-777 969/7GI 74-13 1SE PC$3.75/MF$2.25 


RICHARDS, FRANCIS A. 
Reprint: Oxygen Deficient Conditions and Nitrate 
Reduction in the Eastern Tropical North Pacific 
Ocean. 
AD-787 762/4GI 74-26 8] Reprint 
RICHARDS, FRANKLIN 
The Lebesgue Constants for Cardinal Spline Interpola- 


tion. 
AD-770 726/8GI 74-03 12A PC$3.25/MF$2.25 
RICHARDS, H. T. 


P.LG. Sputter Source for Negative Metal Ions. 
CONF-730470-1 74-15 20G PC$3.00/MF$2.25 


RICHARDS, HAMILTON JR. 
Introduction to the Symbol 2R Programming Lan- 


guage, 
PB-228 115/2GI 74-08 9B PC$3.25/MF$2.25 


The Logical Structure of the Memory Resource in the 
Symbol 2R Computer, 
PB-228 116/0GI 74-08 9B PC$3.25/MF$2.25 


RICHARDS, J. L. 


An Integrated Approach to Construction Management. 
AD-770 374/7GI 74-02 SA PC$6.2S/MF$2.25 


RICHARDS, JOHN A. 
Employment Assistance to Ex-Servicemen with Other 
Than Honorable Discharges: A Study of the Depart- 
ment of Labor's Exemplary Rehabilitation Certificate 
PB-234 778/9GI 74-22 SI PC$S.75/MF$2.25 
RICHARDS, L. G. 


Ride Quality Evaluation 1: Questionnaire Studies of 
Airline Passenger Comfort. 
74-24 SE PC$4.25/MF$2.25 


RICHARDS, L. J. 


A Comparison of Two Methods of Constructing the 
Optimal Transfer Function for a Simplified Guided- 
Weapon System. 

AD-775 354/4GI 7409 16D PC$3.25/MF$2.25 


RICHARDS, L. M. 


Function for Reduction of Thin Absorber Tpm Data. 
UCID-16271 7406 14B PC$3.00/MF$2.25 


RICHARDS, LLOYD W. 


The Practical Factors of National Pow: 
AD-785 183/SGI 74-23 SD PCS3. 25/MF$2.25 


RICHARDS, P. 
Blip: The Brookhaven Linac Isotope Producer Pro- 


gram. 
BNL-18362 74-10 20G PC$3.25/MF$2.25 
Chemistry of Technetium as It Is Applied to 


Radiopharmaceuticals. 
BNL-18435 74-14 7E PC$4.00/MF$2.25 


Labeling of Blood Cells with /Sup 99M/TC. 
BNL-18497 74-13 6P PCS$4.S0/MF$2.25 


Measurement of ‘Closing Volume’ as Affected by 
Lung Volume at Tracer oe | laspiration, Breath 
Holding, and Expiratory Flow R 

BNL-18198 1407 rnd PC$3.00/MF$2.25 
New Accelerator Produced R euticals. 
BNL-18214 7406 6R PCs3. 00/M F$2.25 


Recent Advances in Technaetium-99M Radiophar- 
maceuticals. 
BNL-18258 74-06 60 PCS$3.00/MF$2.25 


RICHARDS, P. G. 
Repriat: A Summary of Published laformation on the 
Chaster * ‘Pollenia Rudis’ (Fabricius) (Diptera: Cal- 
AD-770 420/8GI 742 6C Not available NTIS 
Reprint: Notes on Hibernating ‘Pollenia rudis’ 
(Diptera: Calliphoridae). 
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AD-783 378/3GI 
RICHARDS, P. L. 


Conversion Gain in a Josephson Effect Mixer. 
AD-769 890/5GI 74-02 9E PC$3.25/MF$2.25 


Superconducting Tunnel Junction Bolometers. 
LBL-2222 74-16 17E PC$3.00/MF$2.25 


RICHARDS, PAUL G. 


Theory and Calculation for Displacements and Stresses 
at an Earthquake Source. 
AD-779 814/3GI 74-16 8K PC$3.25/MF$2.25 


RICHARDS, PAUL L. 


Conversion Gain and Noise in a Josephson Mixer. 
AD-769 222/1GI 74-01 9E PC$3.75/MF$2.25 


RICHARDS, PETER M. 
Experimental and Theoretical Studies of Magnetic 
Resonance and Relaxation with Emphases on One 
Dimensional Magnetism. 
AD-776 411/1GI 74-11 20L = PC$3.25/MF$2.25 
RICHARDS, POWELL 
Detection of Impaired Pulmonary Function. 
PATENT-3 785 370 = 74-23 «6L_ =~ Not available NTIS 
RICHARDS, R. O. 


Integrated Analysis of Small Cities Intercity Transpor- 
tation to Facilitate the Achievement of Regional Urban 


74-20 6C Not available NTIS 


Goals. 

PB-236 612/8GI 74-26 13B PC$15.25/MF$2.25 
RICHARDS, T. J. 

Assessment of Mine Fill Properties, Warrego Mines, 


PB-233 251/8G1 74-17 81 PC$3.75/MF$2.25 
RICHARDS, W. J. 
Capture gamma-Ray Research at Lawrence Livermore 


Laboratory. 

UCRL-75726 74-25 20H PC$4.00/MF$2.25 
RICHARDS, WHITMAN A. 

Cotored Filters as Factors in Improving Human Visual 

ADT 310/1GI 74-02 53}. PC$4.25/MF$2.25 
RICHARDS, WILLIAM J. 


Reprint: Studied on the Phyllosome Stages of the 
Spiny Lobster in the Western North Atlantic. 
COM-74-11371-08/GI 

74-23 6C (Order as COM-74-11371) 


RICHARDSON, A. J. 


Reflectance of Vegetation, Soil, and Water. 
E74-10265 74-08 8F PC$4.25/MF$2.25 


RICHARDSON, BILL K. 


Arkansas Studies in Vocational Rehabilitation. Series I. 
Empirically Derived Rehabilitation Counselor Sub- 
groups and Their Biographical Correlates. 

PB-234 859/7GI 74-21 SI PC$3.75/MF$2.25 


Arkansas Studies in Vocational Rehabilitation. Series I. 
Monograph IX. Tbe Relationship of Client Initial 
Psychological Functioning, Rehabilitation Counseling 
Behavior, and Counselor-Client Characteristics. 

PB-234 972/8GI 74-21 $3.) PC$4.25/MF$2.25 


Arkansas Studies in Vocational Rehabilitation. Series I. 
Monograph VII. Counseling Interview Behavior of 
Empirically Derived Sub-Groups of Rehabilitation 
Counselors. 
PB-234 970/2GI 74-21 S53}. PC$4.75/MF$2.25 
Arkansas Studies in Vocational Rehabilitation. Series I. 
Monograph X. 
PB-235 $22/0GI 74-22 SJ} PC$4.25/MF$2.25 
Arkansas Studies in Vocational Rehabilitation. Series I. 
Monograph XI. Client-Counselor Interactions, Patterns 
of Service, Client Outcome. Overview and Summary. 
PB-234 969/4GI 74-21 $3 PC$4.25/MF$2.25 
RICHARDSON, BILLY 
Reprint: Effects of a Hyperoxic Environment on 
Erythropoietin Production. 
AD-773 284/SGI 
RICHARDSON, C. 
Photomultiplier Tube Reliability Study for the Heao 
Program. 
N74-27684/1GI 7420 9A PC$4.25/MF$2.25 
RICHARDSON, CHARLES L. 


The Development of a Predictive Model for First Unit 
Costs Following Breaks in Production. 
AD-785 953/1GI 74-24 1SE PC$5.25/MF$2.25 


RICHARDSON, D. J. 
Signalling Conventions for the Aaec Computer Net- 
work. 
AAEC/E-264 
RICHARDSON, D. W. 


Enthalpy of Formation of Malachite, (Cu2(CO3OH)2. 
PB-231 293/2GI 74-12 8D PC$3.25/MF$2.25 


RICHARDSON, DAVID L. 


Manuai for Deicing Chemicals: Storage and Handling. 
PB-236 152/SGI 74-25 13B PC$4.75/MF$2.25 


74-07 6S Reprint 


74-02 9B PC$3.00/MF$2.25 





RICHARDSON, DAVID PAUL 


The Kinematics of Water Particle Velocities of Break- 
ing Waves Within the Surf Zone. 
AD-769 423/SGI 74-01 8C PC$4.25/MF$2.25 


The Kinematics of Water Particle Velocities of Break- 
ing Waves within the Surf Zone. 
AD-773 754/7GI 74-07 8C PC$3.75/MF$2.25 


RICHARDSON, G. L. 


Effect of High Solvent Radiation Exposures on Tbp 
Processing of Spent Lmfbr Fuels. 
HEDL-TME-73-51 74-06 18] PC$S.45/MF$2.25 


RICHARDSON, GORDON 


Test and Evaluation of an Ocean Wave Data System. 
AD-787 621/2GI 74-26 8C PC$3.75/MF$2.25 


RICHARDSON, H. H. 


Linearized Models, Stability Criteria and Experimental 
Verification for Plenum Air Cushions with Compres- 
sor-Duct Interactions. 

PB-235 750/7GI 74-23 13F PC$5.75/MF$2.25 


RICHARDSON, H. R. 


Differentiability of Optimal Search Plans, 
AD-785 294/0GI 74-23, 12B) -PC$3.25/MF$2.25 


RICHARDSON, HAROLD 
The Chemistry of Fuel Deposits and Their Precursors. 
AD-773 630/9GI 74-07 21D PC$3.75/MF$2.25 


Reprint: Aging and Degradation of Polyolefins. III. 
Polyethylene and Ethylene-Propylene Copolymers. 
AD-779 632/9GI 74-15 7E Reprint 


Reprint: Aging and Degradation of Polyolefins. IV. 
Thermal and Photodecompositions of Model Peroxides. 
AD-779 633/7GI 74-15 7E Reprint 


RICHARDSON, HENRI A. 


A Motorcycle Safety Helmet Study. 
PB-231 318/7GI 74-12 6Q  PC$3.75/MF$2.25 


RICHARDSON, HORACE P. 


System for Calibration of a Differential Pressure 
Transducer. 
PATENT-3 508 431 74-06 14B Not available NTIS 


RICHARDSON, J. J. 
Modal Response of Free Rockets under Thrust Load- 


ing. 
AD-775 377/SGI 74-09 19G PC$4.25/MF$2.25 
RICHARDSON, JAMES F. 


Preliminary Report on the Development of a Crystal 
Controlled L-Band Artillery Telemetry Transmitter, 
AD-786 329/3GI 74-25 19A PC$3.25/MF$2.25 


RICHARDSON, JOHN L. 


Lightweight, Hand-Operated Brackish Water Purifier. 
AD-782 119/2GI 74-19 6G PC$4.75/MF$2.25 


RICHARDSON, LEROY C. 
PRIM Overview. 
AD-775 648/9GI 
RICHARDSON, M. 
Investigations of Vacuum Arc Ion Sources. 
AWRE-O-18-73 74-08 201 PC$3.25/MF$2.25 
RICHARDSON, M. C. 


Reprint: Production of Single Subnanosecond Multi- 
Line 10.6 micrometer Laser Pulses by Fast Optical 
Gating. 

AD-781 019/5GI 


RICHARDSON, M. H. 


Loading of Particulate Fuels into Complex Shapes. 
TID-26496 74-09 183 PC$3.00/MF$2.25 


RICHARDSON, N. L. 


Effect of Increasing Oxygen Pressure on the Lu- 
minosity of the Metal--Oxygen Photoflash Reaction. 
SLA-73-1036 74-21 7D PC$7.75/MF$2.25 


RICHARDSON, NANCY E. 


Perception and Effects on Locomotor Activity in 
American Eels and Atlantic Salmon of Extremely Low 
Frequency Electric and Magnetic Fields. 

AD-778 021/6GI 74-13. 6R PC$4.25/MF$2.25 


RICHARDSON, P. C. 
Detection of REM, | Sleep Stage and Eye Movement 


from Beat-to-Beat Heart Rate. 
AD-775 387/4GI 74-09 6P PC$4.25/MF$2.25 


Texas Biannual of Electronics Research Number 19. 
AD-784 968/0GI 74-23 9C PC$7.50/MF$2.25 


RICHARDSON, PHILIP L. 


Current Measurements under the Gulf Stream near 
Cape Hatteras, North Carolina. 
AD-781 283/7GI 74-18 8C PC$5.75/MF$2.25 


The Observed Decay of a Cyclonic Gulf Stream Ring. 
AD-775 659/6GI 74-10 8C PC$S.75/MF$2.25 


Reprint: Bottom Currents, Nepheloid Layers and Sedi- 
mentary Features under the Gulf Stream near Cape 
Hatteras. 

AD-781 769/SGI 


74-10 9B PC$3.25/MF$2.25 


74-17 20E Not available NTIS 


74-18 8C Reprint 
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RICHARDSON, R. H. 
Studies of Drosophila Dispersal and Migration by 
Neutron Activation and Genetic Techniques. Progress 


Report. 
ORO-4023-5 74-16 6C PC$16.25/MF$2.25 


RICHARDSON, R. L. 
Chlorinated Hydrocarbons in Plankton from the Gulf 


of Mexico and Northern Caribbean, 
PB-224 521/SGI 74-01 13B Not available NTIS 


DDT, DDE and Polychlorinated Biphenyls in Biota 
from the Gulf of Mexico and Caribbean Sea, 1971, 
PB-224 515/7GI 74-01 13B Not available NTIS 


RICHARDSON, R. W. 
Initial Results from the NASA Lewis Bumpy Torus 


Experiment. 
N74-10678/2GI 74-04 201 PC$3.75/MF$2.25 


Spectroscopic Results in Helium from the NASA 
Lewis Bumpy Torus Plasma. 
N74-27234/SGI 74-20 201 PC$3.25/MF$2.25 


RICHARDSON, SALLY L. 


Reprint: Abundance and Distribution of Larval Fishes 
in Waters off Oregon, May-October 1969, with Special 
Emphasis on the Northern Anchovy, ‘Engraulis mor- 


dax’. 
COM-73-50437-03-08/GI 
74-04 6C (Order as COM-73-50437-03) 


Reprint: Larvae and Young of Western North Atlantic 
Bothid Flatfishes ‘Etropus microstomus’' and 
‘Citharichthys Arctifrons’ in the Chesapeake Bight. 
COM-73-50437-03-11/GI 

74-04 6C (Order as COM-73-50437-03) 

RICHARDSON, STEVEN E. 

Data Plotting Software for UNIVAC AN/UYK-I5 and 
UNIVAC 1616 Computers: Programs and User's 
Manual. 
AD-787 078/5GI 74-26 9B PC$4.75/MF$2.25 


RICHARDSON, STEVENS E. 
Application of Plastic Media Trickling Filters for 


Biological Nitrification Systems. 
PB-227 628/5GI 74-08 13B PC-GPO/MF$2.25 


RICHARDSON, W. 


Discrimination Techniques Employing Both Reflective 
and Thermal Multispectral Signals. 
N74-16107/6GI 74-10 20F PC$4.25/MF$2.25 


Improvements in Estimating Proportions of Objects 
from Multispectral Data. 
N74-22049/2GI 74-17 8G PC$4.75/MF$2.25 


A Study of Some Nine-Element Decision Rules. 
N74-31874/2GI 74-25 14B PC$3.75/MF$2.25 


A Study of Techniques for Processing Multispectral 
Scanner Data. 
N74-11981/9GI 


RICHARDSON, W. E. 
Low Density Foams for Vacuum Insulation. 
BDX-613-938 74-10 11G PC$4.00/MF$2.25 
RICHARDSON, W. H. 
Reprint: Determination of Organic Peroxides in Low 


Concentration by a Biamperometric Method. 
AD-776 452/5GI 74-11 7C Reprint 


Reprint: Thermal Decomposition of Tertiary Alkyl 
Peroxides. Substituent Effects in Peroxide Bond 
Homolysis and beta Scission of Alkoxy Radicals. 

AD-776 478/0GI 74-11 7C Reprint 


RICHARDSON, WILLIAM CURTIS 


Soft Tissue Response to a Series of Dense Materials 
and Two Clinically Used Biomaterials. 
AD-787 571/9GI 74-26 6L PC$4.75/MF$2.25 


RICHARDSON, WILLIAM S. 


Development of a System for Measurement of Surface 
Currents and Oceanic Current Observations. 
AD-787 787/1GI 74-26 8C PC$4.75/MF$2.25 


Forecasting Extratropical Storm Surges for the 
Northeast Coast of the United States. 
COM-74-10719/4GI 74-11 4B PC$4.25/MF$2.25 


RICHASON, B. Ill 


Upper Kalamazoo Watershed Land Cover Inventory. 
N74-16036/7GI 74-10 8H PC$3.75/MF$2.25 


74-06 9B PC$4.25/MF$2.25 


RICHER, IRA 
An Experimental ELF Receiver. 
AD-776 796/SGI 74-11 17B PC$S5S.75/MF$2.25 


RICHERSON, N. K. 


Testing of Tungsten Alloy-Urania Cermets. 
LA-4170 74-02 183 PC$3.25/MF$2.25 


RICHETIN, M. 


Algorithms for Optimum and sub-Optimum Partition of 
Graphs Algorithmes de Decompositions Optimale Et- 
sous-Optimale des Graphes. 

N74-18243/7GI 74-12 12B  PC$3.25/MF$2.25 


Integrated Automisation of Semiconductors Com- 
ponents Production Line. 
N74-16153/0GI 74-10 13H PC$3.25/MF$2.25 









RICHEY, E. P. 

Attenuation of Random Deep Water Waves by a 

Porous Walled Breakwater. 

PB-235 690/SGI 74-23 13B PC$7.S0/MF$2.25 
RICHEY, G. K. 

On the Matching of Solutions for Unsteady Transonic 

Nozzle Flows. 

AD-770 039/6GI 7402 20D PC$3.75/MF$2.25 
RICHIED, D. E. 


Progress Report on the Nal Energy Doubler Design 


Study. 

CONF-740522-18 74-21 20G PC$4.00/MF$2.25 
RICHINGS, Hi. J. 

Hazards Summary Report on Critical Experiment Pro- 

[ay No. 2 at Canel. 

AC-283(Suppl.3) 74-13 181 PC$3.00/MF$2.25 
Hazards Summary Report on Critical Experiment Pro- 
gram No. 2 at Canel, October 1958. 

PWAC-283 74-15 18E PC$10.25/MF$2.25 
Status of the Snap-50 Reactor Fuels Parametric Stu- 
dies. Part I. 

PWAC-431 74-16 18N PC$5.50/MF$2.25 


Status of the Snap-50/Spur Reactor Fuels Parametric 

Studies. Part II. 2-Mw, 8-Mw, 10,000-Hour, and 

20,000-Hour Reactor Designs. 

PWAC-442 74-16 18N PC$5.00/MF$2.25 
RICHIR, C. 


Experimental Ulcers Induced by Forced Immobiliza- 

tion in the White Rat. 2: Anatamopathology of the 

Gastric Lesions Development of Ulcerations after 

Ending Immobilization. 

N74-1 /6GI 74-12 6S PC$3.25/MF$2.25 
RICHMAN, DANIEL J. 


Primes in the Semigroup of Non-Negative Matrices. 
AD-774 246/3GI 74-08 12A PC$3.25/MF$2.25 


RICHMAN, M. H. 


The Influence of Annealing hm og on the Strain 
Rate Sensitivity of Copper in Tors: 
AD-782 197/8GI 74-19 iF ‘'PCS3.75/MF$2.25 


RICHMAN, MARC H. 


Exfoliation of Magnesium-Graphite Composites: A 
Combined Metallographic and Analytical Approach. 
AD-772 957/7GI 740 11D PC$3 PIIMFS2. 25 


RICHMAN, RUSSELL B. 
Apparatus for Detecting and Measuring Crevice Corro- 


sion. 
PATENT-3 599090 74-06 LIF Not available NTIS 


Method and Apparatus for Determining Galvanic Cor- 
rosion by Polarization Techniques. 


PATENT-3 631 338 74-07 I1F Not available NTIS 


RICHMAN, VIVIAN 


Computer Processing and Analysis of Narrative Navy 
Case History Reports for Two Psychiatric Samples and 
a Sample of Drug Abusers. 

AD-777 467/2GI 74-12 SB PC$3.25/MF$2.25 


Continuation Studies of the Exploitation of the Narra- 
tive Sections of Navy Performance Evaluations for 
Senior Enlisted Personnel by Means of Content 
Analytic Techniques. 

AD-781 727/3GI 74-18 SI PC$S.75/MF$2.25 


Final Research Studies of a 100-Case Sample of Neu- 
rotic Patients, A 28-Case Sample of Psychotic Patients, 
and a 60-Case Sample of Drug Abusers Using the 
Navy Medical Information Storage and Retrieval 
System (Navy Medistars). 

AD-777 464/9GI 74-12 SB PC$4.75/MF$2.25 


RICHMOND, A. D. 


Reprint: The Relationship between the Structure of the 
Equatorial Anomaly and the Strength of the Equatorial 
Electrojet. 

AD-772 285/3GI 74-05 4A_ Reprint 


RICHMOND, C. R. 


Annual Report of the Biomedical and Environmental 
Research Program of the Las! Health Division, Janua- 
ry--December 1973. 

LA-5633-PR 74-25 18H PC$7.60/MF$2.25 


Biomedical Follow-Up of the Manhattan Project Plu- 
tonium Workers. 
LA-UR-73-834 74-04 6R PC$3.00/MF$2.25 


Lung Irradiation with Static Plutonium Micro: 
LA-UR-74-968 74-22 6R PC$4. F$2.25 


RICHMOND, DONALD R. 

The Tolerance of Birds to Airbiast. 

AD-785 259/3GI 74-23 6C PC$3.75/MF$2.25 
RICHMOND, B 

Transaction Processor Enhancements 

AD-775 164/7GI 74.09 9B PC$S.25/MF$2.25 
RICHMOND, J.C. 

Theory and Measurement of the Thermal Radiation 

Properties of Metals. 

COM-73-50861/6GI 74-01 20M Not available NTIS 


RICHMOND, J. H. 


Computer Analysis of Aircraft and Shuttle Antennas. 
N74-26666/9GI 74-20 9E PC$3.25/MF$2.25 


Computer Program for Thin-Wire Structures in a 


Ho Conduc 
N74-28708/7G1 “en 8 9B PC$4.25/MF$2.25 


Flush-Mounted Dielectric-Loaded Axial Slot on Circu- 
tar Cylinder. 
N76-27619/7G1 74-20 9E PC$3.75/MF$2.25 


An Integral Equation Formulation for Predicting 
Radiation Patterns of a Space Shuttle Annular Slot An- 


tenna. 
N74-29498/4GI 74-244 9E PC$4.75/MF$2.25 


—— Impedance of Nonplanar-Skew Sinusoidal 
- 
N14-29872/6G1 74-24 9E PC$3.25/MPF$2.25 


Radiation and Scattering by Thin-Wire Structures in 
the Complex Frequency Domain. 
N74-21856/1GI 74-17 20N PC$3.75/MF$2.25 


Sinusoidal Reaction Formulation for Radiation and 
Scattering from Conducting Surfaces. 
N74-18828/SGI 74-13 9E PC$3.75/MF$2.25 


Sinusoidal Reaction Formulation for Radiation and 
Scattering from Conducting Surfaces. 
N74-27691/6G1 74-20 9E PC$3.75/MF$2.25 


Small Antennas for Nose Tip Applications. 

AD-778 204/8GI 74-13 9E PC$4.25/MF$2.25 
RICHMOND, J. K. 

Suppression of Coal-Dust Explosions by Passive Water 

Barriers in a Single Entry Mine 

PB-231 102/SGI meee 81 PC$3.75/MF$2.25 
RICHMOND, JAMES A. 

Studies on the Regeneration of Activated Carbon for 

Removal of alpha-TNT from Waste Waters 

AD-779 990/1GI 74-16 7D PC$3. 25/MFS2. 25 
RICHMOND, JOSEPH C. 


Reprint: A rane for Night Vision Devices for Law 
Enforcemen 
COM.74-30196/6G1 74-11 20F Not available NTIS 


RICHMOND, KENNETH J. 
Solvent Refined Coal Process with Zones of Increasing 


Hydrogen Pressure. 
PAT-APPL-446 972 74-12 7A  PC$3.75/MF$2.25 


RICHMOND, OWEN 
Pressure Dependence of Yielding and Associated 


Volume Expansion in Tempered Martensite. 
AD-780 932/0GI 74-17 WF PC$4.25/MF$2.25 


RICHMOND, R. 
Measurements of Neutron Spectrum and Reaction 


Rates in a Gas-Cooled Fast Reactor Lattice. 
EIR-239 74-02 18K PC$S5.25/MF$2.25 


RICHMOND, R. D. 
Further Development of Chemical Vapor Deposition 
Process for Production of Large Diameter Carbon- 


Base Monofilameants. 
N74-20068/4GI 74-14 IIE PC$4.75/MF$2.25 


RICHMOND, RUSSELL B. 


Process and Apparatus for Determining Crevice Corro- 
sion by Polarization Techniques. 
PATENT-3 633 099 74-04 11F Not available NTIS 


RICHMOND, TYRONZA RB. 


Reprint: A Generalized Euclidean Procedure for In- 
= Linear Programs. 
AD-777 357/SGI 74-12 12B Reprint 


RICHTER, ALAN 


A Volumetric Analysis of Holocene Sediments Under- 
lying Present Delaware Salt Marshes Inundated by 
Delaware Bay Tides, 

COM_74-11261/6G1 74-18 8G PC$S5.75/MF$2.25 


RICHTER, ANDREAS 


Theory of Alternate Methods in Realizing the Optical 
Fourier Transform. 
AD-784 488/9GI 74-22 20F PC$3.25/MF$2.25 


RICHTER, CHARLES 
Ana Econometric Model of the Coastal Plains States, 
COM-73-11989/3GI 74-02 SC PC$4.25/MF$2.25 


Factors Associated with Population Mobility in the At- 
lantic Coastal Plains Region. 
COM-74-10113/0GI 7405 SK PC$3.25/MF$2.25 


RICHTER, EDWARD G. 
Maintenance of Strategic Models for Arms Control 
Analysis. Volume IV. Input Sections to Selected Sub- 
Programs, 
AD-780 492/SG1 74-16 SD PC$8.50/MF$2.25 


Maintenance of Strategic Models for Arms Control 
Analysis. Volume V. Output Sections to Selected Sub- 
programs (SIR NEM 9), 

AD-780 493/3GI 74-16 SD PC$3.75/MF$2.25 


RICKLY, SAMUEL E. 


RICHTER, G. 


Calculation of Reliability Data for Complex Systems 
U the Success Paths Method 
TUBIK-28 74-24 9B PCS6.00/MF$2.25 


RICHTER, H. 


Removal of the Excess Nitric Acid in Radioactive 
Waste Solutions and Solidification of the Residue as 
Alkyd Resin. 

SGAE-2252 74-21 18G PC$4.25/MF$2.25 


RICHTER, HERBERT P. 
Porous Chemiluminescent Material and Method of 


Manufacture. 
AD-164 923/SGI 74-26 13A Not available NTIS 
RICHTER, I. A. 


Dual Digital Video Switcher. 
PAT-APPL-400467 7402 9E PC$3.75/MF$2.25 


RICHTER, J. 


Absorption of Waterborne Sound Waves by Forced 
Alterna Flow of Fluids. 
N74-21314/1GI 74-15 20A PC$3.75/MF$2.25 


Bibliography on Heat Transport in Nuclear Fuels and 
Related Phenomena. 
EUR-S119 74-22 18) =PC$14.00/MF$2.25 
RICHTER, J. H. 


Atmospheric Structure Observed by FM-CW Radar at 
the Salton Sea in the California Desert. 
AD-780 427/1GI 74-16 4B PC$3.75/MF$2.25 


RICHTER, KENNETH M. 


Wound Healing: Biochemical Pathways, Ultrastruc- 
ture, and Clinical Studies. 
AD-782 259/6GI 74-19 6P PC$S5.25/MFS$2.25 


RICHTERMAN, HAROLD 


Multi-Handicapped Blind Persons Can Work. Report 
of a Research and Demonstration Project Exploring 
the Values and Limitations of a New Products Ap- 
proach to the Rehabilitation a Employment 
Problems of Multi-Handicapped Blind Persons. 

PB-235 013/0GI 74-21 SI PC$4.75/MF$2.25 


RICK, M. 


Massive Cold Forming of Heavy Metal Plate Parts 
Kah - Massivumformen von Grobbiechteilen. 
N74-29878/7GI 74-24 13H PC$6.25/MF$2.25 


RICKARD, TERRY J. 


An Investigation of the Corrosion Characteristics of 
Deatal Alloys. 
AD-770 089/1GI 74-02 11F PC$S5.25/MF$2.25 


RICKARD, W. H. 


Vascular Plants of Waste Storage Sites in the 200 
Areas of the Hanford Reservation 

BNWL-1796 74-12 6F PCS4. 00/MF$2.25 

RICKARD, WILLIAM W. 

In-Flight Simulation of Minimum Longitudinal! Stability 
for Large Delta-Wing Transports in Landing Approach 
and Touchdown. Volume II. Supporting Technical 
Data and Analysis. 

AD-780 098/0GI 74-16 1C PC$8.S0/MF$2.25 


RICKEL, RODNEY L. 


Process for Producing Alumina by Decomposition of 
Aluminum Nitrate Nonahydrate. 
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ROSE, D. G. 


Adsorption of Radiokrypton on Activated Charcoal in 
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— Heat Exchanger Performance Specifica- 

AERE-R-7450 74.04 13A PC$3.00/MF$2.25 
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ROSE, JERZY E. 
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ROSE, K. 
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ROSE, MICHAEL JAMES 


Method for Producing Protein by Growth of Microor- 
isms on a Water Extract of Coal. 
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ROSE, P. L. 
Spacelab Software Development and Integration Con- 


cepts Study Report, Volume |. 

N74-33312/1GI_~ 74-26 22B PC$S5.25/MF$2.25 
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Research in Materials Science. 

AD-782 573/0GI 74-19 20F PC$7.00/MF$2.25 
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Reprint: A Possible Mechanism of Wolff's Law: 
Trabecular Microfractures. 
AD-775 957/4GI 74-10 6P Reprint 
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the Vibrations of Cylindrical Shells under Axial Com- 


pression. 
AD-770 700/3GI 74-03 20K PC$3.75/MF$2.25 


Vibrations of Axially Loaded Stiffened Cylindrical 
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ROSENBAUM, M. J. 
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74-08 6S PC$3.25/MF$2.25 


AD-782 at 74-19 6E Reprint 
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Carbon Dioxide in an Agricultural Regio: 
COM-74-11304/4GI 74-20 4A Css. 25/MF$2.25 
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ROSENBERGER, T. J. 

Use of Interactive Terminals for Mes 

AD-771 639/2GI 7405 17B 
ROSENBERGER, W. F. 


An Examination of the Relationship of Wear to the In- 

itial State of Wear in a Cannon Tube. 
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Reprint: On Some Global Measures of the Deviations 
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Reprint: The Mechanical Properties of the Ear. 
AD-774 988/0GI 74-09 5) Reprint 
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ROSENBLUM, MYRON 

Organometallic Chemistry. 

AD-774 324/8GI 74-08 7C PC$3.25/MP$2.25 


Reprint: Organoiron Complexes as Potential Reagents 
in O Synthesis. 
AD-785 432/6GI 


ROSENBLUM, SAM 


Description of Magnetic Tape Containing Results of 
Semiquantitative Spec Analyses of the Non- 
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cept for Facsimile Cameras. 
N74-31918/7GI PC$3.25/MF$2.25 


ROWLAND, GEORGE E. 


Annual Report in Support of Technical Development 
Plan 43-03X - Education and T: 


raining § 
AD-776 235/4GI 4-10 SI poss 7anas2.25 
ROWLAND, BR. E. 


Risk of Malignancy 
CONF-740715-3 


ROWLAND, RICHARD 
Environmental Effects of HARD PAN I Test Series. 


7406 14B 


4-25 14E 


from Internally-Deposited 
74-24 GR PCS$4.50/MFS$2.25 


AD-784 793/2GI 74-23 16A PC$6.25/MFS$2.25 
ROWLAND, SHARON 

Involvement of Se Pathways in the Repair of 

Mutational and Lesions Induced by a 

Monofuactional Sulfur Mustard. 


AD-787 315/1GI 14-26 6C PC$3.75/MPS2.25 
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ROWLAND, STANLEY P. 


ROWLAND, STANLEY P. 


Activated, Recurable, Durable-Press Fabrics. 
PAT-APPL-293 744 4-12 11E PC$3.25/MPF$2.25 


Flame Retardation of Textiles by Crosslinking Halo 
Phosphorus Compounds with Polyethylenimine. 
PAT-APPL-432 801 74-20 11E PC$3.25/MF$2.25 


— Crosslinking Boy a ap rae With Certain 


ic Compou 
mc FET) 11E = PC$3.25/MF$2.25 


PATA PL-436 2 L 
N,.N-Diethylaziridinium Chloride as a Coreactant 


Catalyst for Reactions of N-Methylol Reagents with 


Cc se. 
PATENT-3 732 073 74-11 11E Not available NTIS 


Pad-Cure Process for the Preparation of Deae-Cotton. 
PATENT-3 756 777 74-10 11C Not available NTIS 


Preparation of Crosslinked Polyethylenimine and Im- 
pregnation of Cellulosic Material with in situ Cross- 
link-Polymerized Ethylenimine. 

PAT-APPL-279 919 74-11 IE PC$3.25/MF$2.25 
Process of Imparting Creasability of Cellulosic and 
Other Hydroxy-Containing Polymeric Fibers and 
Fabrics by Reaction of N-Methylol Derivatives in the 
Presence of Phosphorylating Agents and Products. 
PAT-APPL-399 013 74-20 11E PC$3.25/MF$2.25 


Recurable Crosslinked Cellullosic Fabrics 
Methylol Reagents and Polycarboxylic Acids. 
PATENT-3 776 692 74-20 11E Not available NTIS 


Recurable Crosslinked Cellulose Sa 
Methylol Reagents and Polycarboxylic A 
PAT-APPL-298 167 74-11 LIE pes. 75/MFS2. 25 


Simultaneous Introduction of Quaternary Ammonium 
— Residues and Sulfone Residues into Fibrous Cellu- 
se. 
PATENT-3 749 552 74-09 
ROWLAND, W. F. 


Atmospheric, Water Resources Research. Volume II, 
CENSARE Cloud Seeding Operations Manual. 
PB-225 848/1GI 74-04 4B PC$4.75/MF$2.25 


ROWLANDS, J. ALAN 


The Proper Selection of Engine Cycles. 
AD-787 654/3GI 74-26 1A PC$4.25/MF$2.25 


ROWLANDS, J. L. 
Calculation of Neutron Spectra and Group Averaged 


from 


11E Not available NTIS 


Cross-Sections Using the Computer Programmes 
Fresco and Mural. 
AEEW-M-843 74-13 18K PC$3.25/MF$2.25 


Calculation of Resonance Shielding Factors in Fresco 
and Mural. 
AEEW-M-848 


ROWLANDS, JOHN R. 
Analytical Investigation to Determine Effect of Pres- 
ewes Biochemical Reactions in the Deep Scatter- 
yer. 
AD-773 432/0GI 
ROWLEY, BLAIR A. 


Investigation of the Effects of Low im pd Electrical 
Currents on Wound Infection and H 
3.75/MF$2.25 


74-13 18K PC$3.00/MF$2.25 


74-07 6A PC$3.75/MF$2.25 


AD-783 518/4GI 74-21 6E 
ROWLEY, DURWOOD 
New Quality Control Techniques for the Rapid Detec- 


tion of Foodborne Microorganisms, 
AD-785 670/1GI 14-24 6M PC$3.25/MF$2.25 
ROWLEY, J.C. 


Preliminary Design Study - Kiwi-B Type Inlet Reflec- 
tor-Core Support Structure 


LAMS-2484 74-16 18N PC$9.25/MF$2.25 
Rock Melting Applied to Excavation and Tunneling. 
LA-UR-74-26 74-25 13B PC$4.00/MF$2.25 


Rock Melting Subterrenes: Their Role in Future Ex- 


cavation Technolo; 
LA-UR-74-740 74-22 13B PC$4.00/MF$2.25 


Status Report on Development and Evaluation of 
Nerva Fuel Element Matrices. 
Y-DA-2763 74-21 18) PC$8.00/MF$2.25 


ROWLEY, P. D. r 
Measurement of Plasma Temperature and Density 
tion pases 
PATENT. 817622 74-24 201 Not available NTIS 
ROWLEY, P. T. 
py ccc for Quantitation of Hb S 


un sese-574 74-25 6E PC$4.00/MF$2.25 
ROY, A. P. 

Annual Report of the Nuclear Physics Division for the 

Period Ending December 1972. 

BARC-694 20H PC$12.25/MF$2.25 
ROY, C. 


Development of Oxidation-Resistant Coatings for Zir- 


conium Alloys. 
AECL-4706 74-16 11C PC$4.50/MFS$2.25 
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ROY, D. P. 


Dual Property of Diffractive Resonances from Semilo- 
cal Factorisation. 


RL-73-103 74-07 20H PC$3.00/MF$2.25 
Duality. 
RL-73-64 74-04 20H PC$8.00/MF$2.25 


Prong Cross-Sections from a Realistic Two-Component 
Model. 


RL-73-65 74-02 20H PC$3.00/MF$2.25 


Tripple-Regge Analysis of Pp Implies Px and Some Re- 
lated Phenomena: A Detailed Study. 
RL-74-22 74-16 20H PC$5.75/MF$2.25 


ROY, DONALD R. 


Effects of Silver from Cloud Seeding on Microflora of 
Animal Digestive Systems. 
PB-226 062/8GI 74-05 6F PC$3.75/MF$2.25 


ROY, E. F. 


Reprint: Transient in Beam Position Control Systems 
for Optical Waveguides. 
AD-786 080/2GI 


ROY, ELISABETH 


Diffusion-Brazing of Titanium Alloys--Translation. 
AD-772 034/SGI 7405 13H PC$3.25/MF$2.25 


ROY, G. J. 


Reprint: X-Ray Measurement of Strain in CoSCe Per- 
manent Magnet Powders. 
AD-783 368/4GI 74-20 


ROY, J. R. 
Finite Elements for Calculation of Prestressed 
Concrete Reactor Pressure Vessels Finite Elemente 
Zur Berechnung von Spannbeton-Reaktordruckbehael- 
tern. 
N74-12566/7GI 74-06 181 PC$7.00/MF$2.25 
ROY, K. N. 
Molten Salt Chemistry. Part III. Solubility of Puf sub 3 
in Molten Mixtures of Lif--Bef sub 2 --Thf sub 4 and 


Lif--Thf sub 4 
BARC-676 74-14 7E PC$4.00/MF$2.25 
ROY, N.L. 


Cosmic Dust Analyzer. 
PAT-APPL-475 338 


ROY, P. 


Initial Development of an Ablative Leading Edge for 
the Space Shuttle Orbiter. 


74-24 20F Reprint 


11F Not available NTIS 


"74-26 18D PC$3.75/MF$2.25 


N74-26317/9GI 74-19 22B PC$10.00/MF$2.25 
ROY, P.A. 

Design and Fabrication of a Boron Reinforced Inter- 

tank Skirt. 

N74-27413/SGI 74-20 11D PC$S5.25/MF$2.25 


ROY, PRODYOT 
Device for Measuring Oxygen Activity in Liquid Sodi- 


um. 
PATENT-3 776 831 74-22 14B_ Not available NTIS 
Hydrogen Detector for Sodium Cooled Reactors. 


PAT-APPL-440 627 74-20 14B PC$3.25/MF$2.25 
ROY, R. 

Polarization Transfer in Proton--Deuteron Elastic Scat- 

LBL 2939 74-25 20H PC$4.00/MF$2.25 
ROY, U. 

Synthesis of Superconducting Compounds by Explo- 

sive Compaction of Powders. 


PATENT-3 752 665 74-02 
ROYAL, JACKSON W. 


Personnel Technology: Using an Inexpensive Com- 
puter-Based System to Teach Performance-Oriented 


11F Not available NTIS 


Skill. . 

AD-785 029/0GI 74-23 SI PC$6.25/MF$2.25 
ROYAL, T. M. 

Development and Testing of an Air Monitoring 
oo. 

PB-231 666/9GI 74-13 7D PC$7.25/MF$2.25 


Program for Upgrading the N02 Instrumentation Em- 


ployed in the 1972 Chai N02 Exposure Study. 

PB-226 235/0GI 74-05 13B PCS$S. 25/MFS2. 2s 
ROYCE, B.S. H. 

Annealing Studies of AK+) Implanted SiO2 Thin 

Films. 

AD-785 856/6GI 74-24 9A PC$3.75/MF$2.25 


Low Temperature Irradiation Effects in Si02 Insulated 
MIS Devices. 


AD-781 331/4GI 74-18 9A PC$3.7S/MFS$2.25 

Vacuum UV Absorption Spectra Induced by AK +) Ion 

Implantation in Si02 Films on Sapphire. 

AD-777 967/1GI 74-13 20L + PC$3.25/MF$2.25 
ROYCE, E. B. 


Yield Behavior of Shock-Compressed Nacl. 
UCID-15629 74-25 7D PC$4.00/MF$2.25 












ROYCROFT, J. H. 


Hormonally-Induced Daily Fluctuations in ae Cal- 
cium and Phosphate Concentrations in the R: 


ORO-4106-12 74-16 6P PC$4. 2S/MFS2. 25 
ROYER, E. P. 
Applications of the Poly(Halo)Styrene Dosimeter 


System in Pulsed and Steady State Environments. 
SAND-74-5089 74-23 18D PC$4.00/MF$2.25 


ROYER, H. 


Holographic Calibration of Ice Forming Clouds Etalon- 
nage d'UN Brouillard Givrant Par Holographic 
N74-10460/SGI 74-04 4B PC$3.75/MF$2.25 


Qualification of Freezing Fogs by Holography Qualifi- 
cation des Brouillards Givrants Par Hologra; 
N74-21097/2GI 74-15 4B PC$3.25/MF$2.25 


ROYER, T. C. 


Data Processing/HAPDAR Field Test Facility. 
AD-915 421/2GI 74-15 15C PC$S.25/MF$2.25 


ROYER, T. R. 

Data Processing/HAPDAR Field Test Facility. 

AD-915 422/0GI 74-15 1SC PC$4.75/MF$2.25 
ROYER, THOMAS C. 

Dynamics and Formation of Water Masses of the Gulf 


of Alaska. 
AD-780 190/5GI 


ROYLANCE, DAVID K. 


Reprint: Photographic Investigation of High-Speed 
Missile Impact upon Nylon Fabric. Part I. Energy Ab- 
sorption and Cone Radial Velocity in Fabric. 

AD-774 712/4GI 74-08 11E Reprint 


Shock Hardness of Graphite/Epoxy Composites, 
AD-785 671/9GI 74-24 11D PC$3.25/MF$2.25 


ROYLE, MARJORIE H. 


Comparison of Alternative Criteria and Weighting 

Methods for the Enlisted Advancement System. 

AD-775 296/7GI 74-09 SI PC$4.25/MF$2.25 
ROYNETTE, J.C. 

Mechanism of Transfer Reactions Between Heavy 

Ions Involving Several Nucleons. 

FRNC-TH-394 74-06 20H PC$6.50/MF$2.25 


ROYSTON, D. 


Design and Performance of Pump-Mix and Gravity- 
Flow Mixer-Settlers. 
AAEC/E-274 74-14 131 PC$5.00/MF$2.25 
Review of Fluorine Cells and Fluorine Production 
Facilities. 
AAEC/E-281 
ROZANOYV, S. I. 
Information Recording Mechanism in the Nervous 
System, 
TPRS-62945 
ROZANOVA, A. YU. 


Comparative Study of Streptothricin Antibiotics by the 
Method of Paper and Ion-Exchange Chromatography-- 


Translation. 
74-12 60 PC$3.25/MF$2.25 


74-16 83 PC$3.75/MF$2.25 


74-12 7A PC$9.50/MF$2.25 


74-25 SJ PC$3.25/MF$2.25 


AD-777 660/2GI 
ROZE, A. V. 


Features of the Calculation of Reinforced Plastic 
Parts--Translation. 
AD-772 721/7GI 


ROZELLE, L. T. 


Development of a New Concept in Membrane Struc- 
ture for A ation in Hemodialysis. 
PB-230 997/9GI 74-12 6L PC$4.25/MF$2.25 


In-Situ-Formed Condensation Polymers for Reverse 
Osmosis Membranes. 
PB-229 337/1GI 74-10 7A PC$3.75/MF$2.25 


In situ-Formed Condensation Polymers for Reverse 
Osmosis Membranes: Second Phase 
PB-234 198/0GI 74-20 7A PC$S.2S/MF$2.25 


Ultrathin Membranes for Blood Oxygenators. 
PB-231 324/SGi 74-13 6L PC$4.25/MF$2.25 


ROZENBERG, A. D. 


Scattering of Acoustical Signals from Sea Surface, 
IPRS-62958 74-25 20A PC$3.75/MF$2.25 


Sea Surface Energy and Temperature Analysis, 
IPRS-61542 74-11 83 PC$3.25/MF$2.25 


ROZENBERG, G. 
A Characterization Theorem for a Subclass of ETOL 


74-06 111 PC$8.50/MF$2.25 


Languages. 

PB-235 309/2G1 74-24 9B PC$3.25/MF$2.25 
Codings of OL s. 

PB-233 697/2GI 74-18 SG PC$3.25/MF$2.25 


Nonaterminals Versus Homomorphisms in Defining 
Languages for Some Classes of Rewriting Systems. 
PB-233 358/1GI 74-21 9B PC$3.75/MF$2.25 


A Note on Matrices of Trees. 


PB-236 658/1GI 74-26 12A PC$3.25/MF$2.25 









The Number of Occurrences of Letters versus Their 
Distribution in Some EOL Languages. 

PB-235 339/9GI 74-24 9B PC$3.75/MF$2.25 
On Decomposing Some ETOL Languages into Deter- 
ministic ETOL Languages. 

PB-236 329/9GI 74-26 9B PC$3.25/MF$2.25 
On Some Context Free Languages That are not Deter- 
ministic ETOL Languages. 

PB-236 328/1GI 74-26 9B PC$3.75/MF$2.25 


On Structure of Derivations in Deterministic ETOL 


Systems. 
PB-236 672/2GI1 74-26 9B PC$3.25/MF$2.25 
On the Structure of ‘Polynomially Bounded DOL 


Systems. 
PB-233 359/9GI 74-21 9B PC$3.75/MF$2.25 


A Pumping Theorem for EDTOL Lang s. 
PB-236 330/7GI 74-26 9B PC$3.25/MF$2.25 


Some ETOL Languages Which Are Not Deterministic. 
PB-233 519/8GI 74-18 9B PC$3.75/MF$2.25 


Subwords in Deterministic TOL Langu 
PB-233 908/3GI 74-18 SG P $3. 25/MF$2. 25 


ROZENBERG, M. A. 
High-Speed Streams of Combustion Products as 


Source of Intensified Heating of Metal--Translation. 
AD-780 310/9GI 74-16 13A PC$3.25/MF$2.25 


ROZENBERG, V. I. 
Scattering and Attenuation of Electromagnetic Radia- 
tion by Atmospheric Particles. 
N74-19017/4GI 74-13 4A PC$9.50/MF$2.25 
ROZENBERG, V. YA. 
Topics of Reports of the All Union Seminar on 
Statistical meee (3rd), 
JPRS-62571 74-22 20A PC$9.25/MF$2.25 
Works of the All-Union School-Seminar on Statistical 
Hydroacoustics (2nd) Held in Novosibirsk in 1971, 
IPRS-62622 74-22 20A PC$9.25/MF$2.25 
ROZENBLAT, M. 


Take-Off Velocities--Translation. 
AD-771 632/7GI 74-05 1C PC$3.25/MF$2.25 


ROZENBLAT, M. A. 


Branched Core Logic Elements--Translatio 

AD-786 842/5GI 74-25 9B res. 25/MFS2. 25 
ROZENENKOVA, V. A. 

Coatings for Protecting Metals under — Tempera- 


ture Heating and Deformation--Translatio: 

AD-783 566/3GI 74-21 «11C PCS3: 25/MF$2.25 
ROZENFELD, E. I. 

Effect of Acoustic Vibrations on Turbulent Bounded 


Flame--Translation. 
AD-779 813/SGI 74-16 21B PC$3.25/MF$2.25 


High-Pressure Acoustic Gas Burners--Translation. 

AD-781 652/3GI 74-18 21B PC$3.25/MF$2.25 
ROZENFELD, M. 

Automatic Three-Dimensional Dosimetry in Electron 

BEAMS. 

FMI-1000-431 74-06 20G PC$3.00/MF$2.25 


ROZENGART, V. I. 


Analysis of the Mechanisms of the Influence of Or- 

ganophosphorus Inhibitors of Cholinesterase on the 

Metabolism of Phospholipids in the Brain--Translation. 

AD-781 962/6GI 74-19 6A PC$3.25/MF$2.25 
ROZENTAL, L. L. 

High Energy Astrophysics. 

N74-29258/2GI 74-22 3B PC$9.25/MF$2.25 

Powerful gamma Ray Splashes, a New Astronomical 

Discovery. ; 

N74-29235/0GI 74-22 3B PC$3.25/MF$2.25 
ROZHANETS, R. V 

New Approaches to Physical and Behaviorial Adapta- 

tion in Schools, 

IPRS-61305 74-10 SI PC$3.25/MF$2.25 
ROZHDESTVENEKII, B.G. 

Automation of the Hydrometeorological Service-- 

Translation. 

AD-782 822/1GI 74-20 4B PC$3.75/MF$2.25 


ROZHDESTVENSKI, YU. L. 


Determination of the Coefficient of Resistance to 
Rolling of Rigid Wheels with Lugs during Movement 
on Compacted Soil (Opredelenie Koffitsienta 
Soprotivieniya Kachenyu Zhestogo Koleca c Grunto- 
Zatsepami pri Dvizhenii po Sminaemomy Gruatu), 

PB-229 767-T/GI 74-11 2C PC$3.25/MF$2.25 


ROZHKOVSKII, D. A. 


Soometen 00 and Absorption of Light in the Atmosphere- 


AD-781 013/8G1 74-17 20F PC$7.25/MF$2.25 
ROZMAN, I. M. 


Effect of Radiation by Neutrons of 14 MeV on Certain 
Parameters of P217V and IT906A Transistors--Transla- 
tion. 


AD-773 266/2GI 74-07 9A PC$3.25/MF$2.25 
ROZMIAREK, HARRY 

CS: A Study of Carcinogenicity. 

AD-770 365/SGI 74-02 6T PC$3.25/MF$2.25 
ROZSA, R. 

Chimney Permeability by Atmospheric Pressure 

Change: Preliminary Permeability Calculations 

UCID-16161 74-24 18C PCS$4 .00/MF$2. 25 


Permeability of Nts Alluvium: Numerical Simulation of 

Air-Injection Experiments. 

UCID-15791 74-26 18C PC$4.00/MF$2.25 
ROZSA, R. B. 

Chimney Permeability Data Analysis 

UCID-16440 74-14 18C ” PCs. 25/MF$2.25 


Gas Flow, Permeation, Seepage from a 
Sources: A Simplified Analytical Approa: 
UCID-15641 74-25 18C PcS4.00/MFS2.25 


Permeability of a Nuclear Chimney and Surface Allu- 
vium at the AEC Nevada Test Site. 
UCID-16479 74-20 18C PC$4.00/MF$2.25 


Transient Compressible Fluid Flow of Condensable 
Gas Mixtures in Long Vertical Cracks. 
UCID-16303 74-02 18C PC$3.00/MF$2.25 


RUANGVAIDYA, SOMPUN 


The Thai Attitude Toward Work and Authority (A 
Pilot Study). 
AD-783 816/2GI 74-21 SJ) PC$S.25/MF$2.25 


RUBALD, CYRENUS M. 


Algorithms for Polynomials Over a Real Algebraic 
Number Field. 
PB-231 821/0GI 74-14 12A  PC$7.50/MF$2.25 


RUBAMA, IBRAHIM 


Spoken Language Vocabulary and Structural Frequen- 
cy Count - Swahili Data Analyses. 
AD-775 926/9GI 74-10 SG PC$9.25/MF$2.25 


RUBBERT, PAUL E. 


Drag Measurements of Upswept —_ and 
Analytical Study on Axisymmetric Separa 
AD-778 819/3GI 74-14 1A Pcs 25/MPS2. 25 


RUBEN, G.C. 


Effects of Reversible Denaturants on the 
Photosynthetic Cell Membrane, Pigments and Sub- 
structure, of R. Spheroides. 

LBL-2045 74-07 6A PC$15.00/MF$2.25 


RUBENCHIK, A. M. 


A Nonlinear Theory of the Parametric Instability of 
Waves in a Plasma--Translation. 
AD-771 674/9GI 74-05 201 PC$3.25/MF$2.25 


RUBENS, L. S. 
Directory of Aerospace Safety Specialized Information 


Sources. 
N74-10887/9GI 74-04 13L PC$7.50/MF$2.25 
RUBENSTEIN, CARL J. 


Reprint: Endogenous Formation of Carbon Monoxide 
and Methane at Elevated Pressure. 
AD-781 047/6GI 74-17 6S Reprint 


RUBENSTEIN, M 


Research Study on Materials Processing in Space, Ex- 

periment M512. 

N74-32924/4GI 74-26 20L PC$5.25/MF$2.25 
RUBIN, ALLEN G. 


The Hydrogen Dissociation Laser. 
AD-780 622/7GI 74-17 20E PC$3.25/MF$2.25 


RUBIN, ANDEE 
Grammar for the People: Flowcharts of Shrdlu's 


Grammar, 
AD-773 567/3GI 74-07 SG PC$3.75/MF$2.25 
RUBIN, ARTHUR I. 
Occupant Behavior in Building Fires. 
COM-74-50137/0GI 
74-08 13L PC-GPO/MF$2.25-NTIS 


User Requirements in the Home - Data Collection 

Methodology -- A State of the Art Report. 

COM-74-11069/3G1 74-16 SK PC$7.00/MF$2.25 
RUBIN, B. 

Rationale for Setting Priorities for New Energy 

Technology Research and Development. 

UCRL-SIS11 74-14 10A PC$S.00/MF$2.25 
RUBIN, CLAIRE 

Environmental Management and Local Government. 

PB-232 955/SGI 74-16 13B PC-GPO/MF$2.25-NTIS 
RUBIN, D. 

Microwave Integrated Circuits for Lightweight Array 

Antennas. I-Band MIC Component Design and Per- 

formance in Phased Array Antenna Modules and Other 

Microwave Systems. 

AD-906 734/9GI 74-24 9E PC$3.75/MF$2.25 

Millimeter Wave Guan Amplifier, Diode Characteriza- 

tion and Network Optimization. 


AD-787 486/0GI 74-26 9E PC$3.75/MF$2.25 
RUBIN, DAVID 


The Year-Round Daylight Savings Time Study. 
Volume I. Interim Report on the Operation and Effects 
of Year-Round Daylight Saving Time. 

PB-234 592/4GI 74-20 14B PC$6.25/MF$2.25 


RUBIN, DAVID H. 


Research, Development, and Demonstration Program 
Objectives, Goals, and Criteria. 
PB-224 963/9GI 7401 13B PC$3.25/MF$2.25 


RUBIN, DONALD B. 


Controlling Bias in Observational Studies: A Review. 
AD-784 387/3GI 74-22 12A PC$4.25/MF$2.25 


RUBIN, EDWARD S. 


A Program of Research, Development and Demonstra- 
tion for Enhancing Coal Utilization to Meet National 
Energy Needs, 

PB-226 631/0GI 74-06 81 PC$S5.75/MF$2.25 


RUBIN, H 


Educing and Modeling the Functional Relationships 
within Sublittoral Salt Marsh Aufwuchs Communities: 
Inside One of the Black Boxes. 

COO-3254-16 74-22 6F PC$4.75/MF$2.25 


RUBIN, H. A. 


Experimental Approach to the Assessment of the In- 
formational Aspects of Energy Transfer. 
COO-3254-17 74-22 6F PC$10.50/MF$2.25 


Low Momentum K exp + -Proton Scattering. Techni- 
cal Report No. 74-112. 
ORO-2504-216 74-25 2H PC$4.50/MF$2.25 


RUBIN, HERMAN 


NAVAIRDEVCEN Graphite-Epoxy Composite Wing 
for BQM-34E: Aeroelastic Analysis. 
AD-774 874/2GI 74-09 1C PC$3.25/MF$2.25 


RUBIN, IZHAK 


Data Compression of Poisson Processes. 
AD-772 565/8GI 74-06 9D PC$3.75/MF$2.25 


Path Delays in Communication Networks, 
AD-772 567/4GI 7406 17B PC$4.25/MF$2.25 


Tandem Queues with Constant Channel Service Times 
and Group Arrivals. 
AD-778 347/5GI 74-13 12B PC$3.75/MF$2.25 


RUBIN, J. A. 
~ Il-a Reactor Plate-Type Fuel Element Fabrica- 


NAA-SR-5300 74-18 18) PC$7.00/MF$2.25 
RUBIN, JACK A. 


Hot Pressed Beryllia. 
AD-787 847/3G1 74-26 11B PC$3.25/MF$2.25 


RUBIN, LYNNE E. 


Reprint: The Neuroendocrinology of Human Sleep. 
AD-782 334/7GI 74-19 6P Reprint 


RUBIN, N. B. 


Solution of a Linear Inverse Problem of Magneto- 
statics by the Regularization Method 
JINR-P9-7580 74-14 20G PCS3. 25/MFS2. 25 


RUBIN, ROBERT J. 


Reprint: Average Span of Self-Avoiding Walks on the 

Simple Cubic Lattice. 

COM-74-50296/4GI 74-12 111 Not available NTIS 
RUBIN, ROBERT T. 


Chemical Index to Fitness (Biochemical Correlates of 
Stress in Specialized Populations). 
AD-787 824/2GI 74-26 $3 PC$3.25/MF$2.25 


Reprint: Biochemical and Neuroendocrine Responses 
to Severe Psychological Stress: 1. U.S. Navy Aviator 
Study. 2. Some General Observations. 

AD-781 604/4GI 74-18 6A Reprint 


Reprint: Biogenic Amine Metabolism and Neuroen- 
docrine Function in Affective Disorders. 
AD-780 974/2GI 74-17 6E Reprint 


Reprint: Renal Excretion of Uric Acid. Alternations 
during Stressful Underwater Demolition Team Train- 
ing. 

AD-777 561/2GI 74-12 6S Reprint 
Reprint: Secretion of LH and FSH during Sleep in 


Maa. 
AD-777 567/9GI 74-12 6P Repriat 


Reprint: The Neuroendocrinology of Human Sleep. 
AD-782 334/7GI1 74-19 6P Reprint 


Reprint: U.S. Navy Underwater Demolition Team 

Training: Biochemical Studies. 

AD-781 603/6GI 74-18 6A Reprint 
RUBIN, S. 


Passive Suppression of Pogo on the Space Shuttle. 
N74-29282/2GI 74-22 22B PC$4.75/MF$2.25 


Suppression on the Delta Vehicle. 
AD-784 833/6GI 74-23 21H = PC$4.25/MF$2.25 


PA-947 





RUBIN, S. B. 
Calculation of the Secondary Electromagnetic Field 
Excited when Moving the C Ring with Current 
in the Coaxial Transitions inside the Round Wave 
Guide. 
JINR-P9-7544 74-13 20G = PC$3.00/MF$2.25 
RUBIN, 8. G. 
Reprint: Viscous Flow Over Spinning Cones at Angle 


of Attack. 
AD-786 252/7G1 74-24 19A Reprint 


Transonic Flow Calculations in Two- and Three- 


Dimensions, 
AD-769 301/3GI 7401 20D PC$3.75/MF$2.25 
RUBIN, STANFORD E. 


Arkansas Studies in Vocational Rehabilitation. Series I. 
A Review of the Literature on the Prediction of Reha- 
bilitation Client Outcome and the Development of a 


Research Model. 
PB-236 $09/6GI 74-25 SK PC$4.25/MP$2.25 


Arkansas Studies in Vocational Rehabilitation. Series I. 
Derived Rehabilitation Counselor Sub- 


ours and Their Correlates. 
-234 859/7GI 74-21 SI PC$3.75/MF$2.25 


Arkansas Studies in Vocational Rehabilitation. Series I. 
Monograph IX. Tbe Relationship of Client Initial 


Ps Func , Rehabilitation Counseling 
Dehevior’ cad Counselor it Characteristics. 
PB-234 972/8GI 74-21 SJ. PC$4.25/MF$2.25 


Arkansas Studies in Vocational Rehabilitation. Series I. 


Reoueks Vil. Counseling Interview Behavior of 
E ly Derived Sub-Groups of Rehabilitation 
Counselors. 

PB-234 970/2GI 74-21 SJ) PC$4.75/MF$2.25 


Arkansas Station in Vocational Rehabilitation. Series I. 


M ° 
PB-238 382/061 74-22 53) PC$4.25/MF$2.25 


Arkansas Studies in Vocational Rehabilitation. Series I. 
Monograph XI. Client-Counselor Interactions, Patterns 

of Service, Client Outcome. Overview and Summary. 

PB-234 969/4GI 74-21 SJ PC$4.25/MF$2.25 


RUBIN, STANLEY G. 


Slender Body Theory for Three-Dimensional Bounda- 
ry-Layer Induced Potential Flows, 
AD-773 362/9G1 74-07 20D PC$3.75/MF$2.25 


RUBIN, SYLVAN 
A Air Pollution Study (RAPS) Preliminary 
Rmiselon in 


ventor 
PB-232 223/8GI 74-14 13B PC$9.50/MF$2.25 


Survey of the Use of Educational Technology in the 
Volume 


Armed Services. L 
AD-770 884/SGI 74-03 SI PC$S.75/MF$2.25 


Survey of the Use of Educational Technology in the 
Armed Services. Volume II. 
AD-773 727/3GI 74-07 SI PC$10.00/MF$2.25 


ee FRANK J. 


Microleaks in Flexible Food Pac 
PATEN -3 765907 74-22 6H Notav 


RUBINCAM, D. P. 


The Early History of the Lunar Inclination 
N74-15506/0GI 74-09 3C PC$?. .00/M F$2.25 


RUBINGER, C. 8. 
Analysis cf Alternative Subsidy Programs: Impact on 


Regional Development. 
COM-74-11129/SGI 74-17 SC PC$9.25/MF$2.25 
RUBINOV, A. N. 


Lasers and Their Application, 
JPRS-62679 74-23 20E = PC$3.25/MF$2.25 


RUBINOW, S. I. 


Reprint: Spatial Instability of a Jet. 
AD-783 145/6GI 74-20 20D Reprint 


RUBINOWICZ, A. 
Oa Intensities on Summation Rules in Normal 


Masene "14-26 203 PC$3.25/MF$2.25 
RUBINS, PHILIP M. 
Ts3 ont TSS Gas a Combustor and Engine Ex- 


. 
ible NTIS 


: Energy Transfer Processes in Monochromati- 

Excited Iodine. IX. Classical Trajectory and 

Calculations of Vibrationally and Rota- 

tionally Inelastic Cross Sections. 
AD-782 391/7GI 


RUBIO, C. E. 
Methyl M 
ties of Marine 
CONF-740505-2 
RUBIS, CASIMIR J. 
Ship's Propulsion Control System. 
PATENT-3 537743 74-06 133 Not available NTIS 


74-19 7D Reprint 


/ a 
ay yaad 


74-22 6T = PC$4.25/MF$2.25 


RUBOTTOM, G. M. 


Ionization Potentials of Aryl Substituted n-T-Butyl 


Benzamides. 
CONF-7401 11-1 74-17 7D PC$3.00/MF$2.25 
RUBTSOV, YU. I. 


peepee A and Mechanism of the aguas Decomposi- 
tion of Hydrazinium Salts--Transla 
AD-785 107/461 74-23 7B  PCS3. 25/MF$2.25 


Use of Mg(NO sub 3 ) sub 2 --Za(No sub 3 ) sub 2 

Mixtures for Concentrating Dilute HNO sub 3 . 

ORNL-tr-2792 74-14 7B PC$3.00/MF$2.25 
RUBY, S. L. 

Curve Fitting and the Transmission Integral: Warnings 

and Suggestions. 

CONF-740219-1 
RUCHKOVSKIHL, B. 8. 


3,4-Benzpyrene Content in Skinless Frankfurters 
Produced on a continuous-flow Line--Translation 
AD-785 978/8GI 74-24 6H PC$3. 25/MFS2. 25 


RUCKELSHAUS, WILLIAM D. 
The First Two Years - A Review of EPA's Enforce- 
PB-227 158/3G1 
RUCKELSHAUSSEN, K. 
Nuclear Fuel Model, Phase 2 Program Nfm. 
ORNL-tr-2721 74-04 18] PC$S5.50/MF$2.25 
RUCKENSTEIN, E. 


Diffusion Coefficient of Islands on a Substrate, 
PB-236 255/6GI 74-26 10B PC$3.25/MF$2.25 


74-20 203 + PC$4.50/MF$2.25 


74-07 13B PC$8.75/MF$2.25 


RUCKGH, PATRICK B. 
Report of Analyses of i972 Microbiological Data Col- 
lection 


Program, 
AD-776 926/8GI 
RUCKS, ANDREW C. 


The Economic Benefits of Abating Water Pollution in 
the Steel, Textile, and Paper Industries in Alabama, 
PB-227 334/0GI 74-07 13B PC$S.75/MF$2.25 


The Impact of Water Pollution Abatement on Competi- 
tion and Pricing in the Alabama Textile Industry 
PB-225 156/9GI 74-02 13B_ PCS$S. 75/MPS2. 25 


RUCNER, RENATA 
Larus: Annual of the Department of Ornithology, In- 
stitute of Biology, Zagreb University (Godisnjak Od- 
jela za Ornitologiju Iastituta za Biologiju Sveucilista u 
Zagrebu), 
TT-69-51017 74-04 6C PC$7.25/MF$2.25 


Larus: Annual of the Department of Ornithology, In- 
stitute of Biology, Zagreb University (Godisnjak Od- 
jela za Ornitologiju Instituta za Biologiju Sveucilista u 


Zagrebu(), 
TT-70-56080 74-22 6C PC$6.25/MF$2.25 
RUDAKOV, L. I. 


Studies of Pulsed Thermonuclear Systems in the 
USSR. Pinches and Relativistic Electron BEAMS. 
AEC-tr-7561 74-23. 18A_ PC$4.00/MF$2.25 


RUDAKOYV, V. A. 


Equipment for Investigation of Secondary Electron 
High Frequency Discharge at Salyut Orbital Station: 
Conduct of Experiment and Its Results. 

N74-29256/6GI 74-22 4A PC$3.25/MF$2.25 


RUDANOVSKII, YU. V. 
Developer Unit for Sensitivity Graph Films--Transla- 
tion 


AD-786 846/6GI 14E  PC$3.25/MF$2.25 
RUDASHEVSKII, V. D. 


Risk, Conflict, and Uncertainty in Decision Making 
and in Its Simulation 
JPRS-62211 


RUDAVSKY, A. Z. 


Application of a Multi-Imaging System to Dynamic 
Scintisc: Using Polaroid Positive/Negative Film. 
CONF-7 39 74-26 6B PC$4.00/MF$2.25 


RUDBACH, JON A. 


Serological Diagnosis of Gonorrhea. 
AD-784 404/6GI 74-22 6M PC$3.75/MF$2.25 


RUDD, DALE F. 


Computer-Aided Safety Interlock Systems. 
AD-771 387/8GI 74-04 13L PC$3.75/MF$2.25 


Syathesis of Failure-Safe Operatio 

AD-771 392/8GI 74-04 
RUDD, J. L. 

A Spectrum Truncation and Damage Tolerance Study 

Associated with the C-5A Outboard Pylon Aft Truss 

Lugs. 

AD-785 196/7GI 1C_ PC$4.25/MF$2.25 


RUDD, M. J. 


Lawa Mowers: Noise and Cost of Abatement. 
PB-234 932/2GI 74-22 131 PC$4.25/MF$2.25 


74-11 6M PC$3.75/MF$2.25 


74-25 


74-19 SJ} PC$3.25/MF$2.25 


3 * PC$3.75/MF$2.25 


74-23 


RUDDELL, H. J. 
Semi-Conductive Interlayer Compound for Cables. 
N74-21854/6GI 74-17 131 =PC$3.25/MF$2.25 
RUDDER, C. L. 


Arial Detection of Spill Sources. 
PB-228 105/3GI 74-08 13B PC-GPO/MF$2.25-NTIS 


RUDENKO, V.N. 
Mechanical Oscillator in a Luminous Flux--Transiation. 
AD-783 760/2GI 74-21 14B PC$3.25/MF$2.25 
RUDENSKII, M. YA. 


Control System with Group Speed Governor for 
Hydraulic Power Generation Units, 
TT-70-57266 74-23 10B PC$7.25/MF$2.25 


RUDERMAN, M. A. 


Origin of the Sunspot Modulation of Ozone: Its Impli- 
cations for Stratospheric NO Injection. 
AD-779 906/7GI 74-16 4A PC$3.75/MF$2.25 


Theory of Pulsars: Polar Gaps, Sparks, and Coherent 


Microwave Radiation 
COO-2271-31 74-22 3B PC$8.25/MF$2.25 
RUDERMAN, M. S. 
Investigation of the Process of Simple Wave Inversion 
in an Anisotropic Pla: 
N74-26188/4GI 
RUDEV, A. I. 


Legal Aspects of Manned Spaceflight and Remote 
Sensing of the Environment, 
IPRS-61614 74-12 SD PC$3.25/MF$2.25 


RUDEVSKAYA, S. 

UT-15, Series 2 Parachute--Translation. 

AD-786 817/7GI 74-25 1C PC$3.25/MF$2.25 
RUDIAK, B. 1. 


Study of the Characteristics of a Linear Accelerator 
Operating in a Transformation-Wave Mode. 
LA-tr-73-53 74-11 20G PC$3.00/MF$2.25 


RUDICH, DAVID A. 


A Planned Maintenance Management System for Mu- 
nicipal Wastewater Treatment Plants. 
PB-233 111/4GI 74-17 13B PC-GPO/MF$2.25-NTIS 


RUDINGER, G. 
High Speed Turbulent Mixing and Combustion. 
AD-775 055/7GI 7409 7D PC$4.75/MF$2.25 
RUDINGER, GEORGE 


Reprint: Experimental Investigation of Gas Injection 
through a Transverse Slot into a Subsonic Cross Flow. 
AD-782 168/9GI 74-19 20D Reprint 


Reprint: Simultaneous Heat, Mass, and Momentum 
Addition to a Gas Flow in a Pipe. 
AD-782 169/7GI 74-19 20D Reprint 


Reprint: Wave Propagation in Suspensions of Solid 
Particles in Gas Flow. 
AD-782 167/1GI 74-19 20D Reprint 


Water-Augmented Vehicle (WAVE) Study - Phase I. 
Appendix I: Model I Computer Program and Computer 
Output. 

AD-772 385/1GI 133 PC$6.25/MF$2.25 


RUDINS, GEORGE 
Soviet Research on Semiconductor Thin Films: A Sur- 


sma. 
74-19 201 PC$3.25/MF$2.25 


74-05 


vey, 
AD-770 606/2GI 
RUDIS, R. P. 


Letter Report on a Straw-Man Modification of an ATC 
Transponder for Discrete Address Use. 
AD-782 353/7GI 74-19 17B PC$3.75/MF$2.25 


RUDISH, RONALD M. 


Model 0102 Flat Plate Antenna for Use in Automobile 
Radar Anticipatory Crash Sensors. 
PB-225 864/8GI 7405 9E PC$3.75/MF$2.25 


RUDISILL, JOHN 8. 


Reprint: Dew and Frost Deposition on Pyranometers. 
COM-74-10489/4GI 74-10 4B Reprint 


RUDIUK, A. 


Noise Measurement of the Jet and Piston Engines on 
the Lala-1 Experimental Airplane. 
N74-31502/9GI 14-23 20A PC$3.25/MF$2.25 


RUDNEV, YU. V. 
Certain Particular Solutions for a Class of Differential 


Equations—Translation. 
74-02 20D PC$3.25/MF$2.25 


7402 20L PC$5.75/MF$2.25 


AD-770 001 /6GI 


RUDNEVA, O. A. 


Dry, Live, Aerosol Anthracic Vaccine--Translation. 
AD-781 964/2GI 74-19 6M PC$3.25/MF$2.25 


Study of the Reactogenicity, Safety, and Immunologi- 
cal Effectiveness of the Aerosol Method of Immuniza- 
tion Against Anthrax in Test with Human Subjects 
Translation. 


AD-770 878/7GI 7403 6E PC$3.25/MF$2.25 





RUDNICKI, ARTHUR R. JR. 
Reprint: Scattering of Monoenergetic Argon Beams 
from Heated Platinum: Out-of-Plane Time-of-Flight 
Measurements. 
AD-776 878/1GI 
RUDNICKI, J. G. 
Bollard Thrust Predictions, Based on ween Tests, for 
the 300 Ton Cargo Transporter Barge D 
AD-785 181/9GI 74-23 «133 PC$e? 25/MF$2.25 


RUDNICKI, M. I. 


eee tae and Evaluation of a Modified Stirling- 
Cycle E 
PB23s 734/161 74-25 6L PC$S.75/MF$2.25 


Development and Evaluation of a Modified Stirling- 

Cycle Heart Engine. 

PB-236 230/9GI 74-25 6L PC$6.25/MF$2.25 

Development and Evaluation of a Stirling Cycle Ener- 

gy Conversion System. 

PB-226 617/9GI 
RUDNITSKII, B. 


Measuring converter of the Effective Value to Alter- 
nating Current (Voltage) to Direct Current (Voltage)-- 


Translation. 
14B PC$3.25/MF$2.25 


74-11 7D Reprint 


74-06 6L PC$S5.75/MF$2.25 


AD-784 330/3GI 
RUDOFF, ALVIN 


Jail Inmates at Work: A Study of Work Furlough. 
PB-236 779/SGI 74-26 SK PC$S.25/MF$2.25 


RUDOLFER, S. M. 


On Ergodic Automorphisms of a Solen 
N74-22257/1GI 74-17 12A PCs}. 25/MF$2.25 


On the Existence and Uniqueness of Roots of Markov 


Shifts 

N74- 22254/8G1 
RUDOLPH, NATALIE S. 

Water Resources Development in the Mullica River 


Basin, 

PB-226 239/2GI 
RUDOLPH, T. D. 

Enterprise, Wisconsin, Radiation Forest: Preirradiation 


Ecological Studies. 
TID-26113 


RUDOLPH, W. 


Comparison of (D,p) and (N, gamma ) Reactions on 

the Nuclei exp 58 Ni, exp 60 Ni, exp 62 Ni, and exp 

64 Ni. 

ZFK-215 
RUDRAPATNA, A. N. 


The Applicability of Special Subject Groups for As- 
sessing Passenger Reaction to Flight Environments. 
N74-22774/SGI 74-18 SE PC$3.25/MF$2.25 


Flight Simulator Experiments to Determine Human 
Reaction to Aircraft Motion Environments. 
N74-32444/3GI 74-26 6S PC$3.75/MF$2.25 


RUDSTAM, G. 
Survey of Short-Lived Fission Products Obtained 
Using the Isotope-Separator-on-Line Facility at Stud- 
svik. 
NP-20057 74-23 20H PC$S5.50/MF$2.25 


Use of Thermochromatography for Rapid Chemical 
Separation. Part I. Application to Steady State Separa- 
tion of Fission Product Isobars Obtained with an 
Isotope Separator on-Line a Reactor. 

NP-19902 7409 18B PC$3.75/MF$2.25 


Use of Thermochromatography for Rapid Chemical 
Separation. Part II. Determination of Deposition Tem- 


peratures. 
18B PC$4.00/MF$2.25 


74-22 


74-17 12A  PC$3.25/MF$2.25 


7405 13B PC$3.75/MF$2.25 


74-21 6R PC$7.60/MF$2.25 


74-12 20H PC$5.75/MF$2.25 


NP-19903 


RUDY, FRANCIS J. 


Fracture Characteristics of Boron Fiber-Reinforced 
Aluminum 2024 as Detected by Acoustic Emission. 
AD-774 816/3GI 74-09 11D PC$3.25/MF$2.25 


RUDY, S. LEE 
Further Research on Predicting the Rain Erosion Re- 


sistance of Materials. 
AD-770 547/8GI 1iC }=PC$5.25/MF$2.25 


RUDYUK, V. YA. 
Flexible, Inorganic, Electrical Insulating Coverings for 


Windings and Thermoelectrode Leads--Translation. 
AD-783 447/6GI 74-20 9A PC$3.25/MF$2.25 


RUEDA, ALFONSO 
Reprint: Fluctuations of the Intensity in Thermal 
Radiation and the Thermodynamic Fluctuations of 
Emitters. 
AD-786 151/1GI 74-24 20M _ Reprint 


Reprint: Thermodynamics of Thermal Radiation from 
Stars, Photoautotrophs and Biospheres. 
AD-786 987/8GI 74-25 3B Reprint 


RUEDA, F. 


Image Storage Tube. Components Assessment. F- 
Center Colored Alkali Halide Films as Potential Image 
Storage Targets. 


74-09 


74-02 


N74-32907/9GI 
RUEDENBERG, K. 


Even-Tempered Representations of Atomic Self-Con- 
sistent-Field Wavefunctions. 

IS-3195 74 7D PC$8.00/MF$2.25 
Pictorial Representation of Three-Dimensional Dis- 
tributions Through a Perspective View of Contour Dia- 
grams in a Set of Parallel Planes. 

IS-3329 74-14 12A PC$3.50/MF$2.25 


RUEDGER, W. HOWARD 
Simulation Studies for NOAA Stabilized Compensation 


Pro; . 

COM-74-10517/2GI 
RUEEGGER, B. 

Measurements of Neutron Spectrum and Reaction 

Rates in a Gas-Cooled Fast Reactor Lattice. 

EIR-239 74-02 18K PC$5.25/MF$2.25 
RUEGG, F.C. 

Reprint: Computer Utility for the Analytical Laborato- 

ry. 

COM-74-50806/0GI 
RUEGG, F. W. 

— and Evaluation of a Polluted Air Delivery 


Sys! 
COM-74-10866/3GI 


RUEGG, ROSALIE T. 
Life — Costing of Police Patrol Cars: Summary 


Repo: 
COM._74-10981/0G1 


RUEHLE, R 


Rsyst: An Integrated Modular System with a Data 
Basis, for Automated Calculation of Nuclear Reactors. 
ORNL-tr-2796 74-13 18K PC$8.75/MF$2.25 


RUELLE, RICHARD 


Fish Culture by Squawfish Population Eradication. 
PATENT-3 389 685 74-08 6C Not available NTIS 


RUENKRAIRERGSA, T. 
Adsorption Energies and Swelling Pressures of Mont- 


morillonite. 
PB-230 773/4GI 


RUETENIK, J. RAY 


Correlation of Side-Force and Yawing-Moment Data 
for TACV Configurations at Large Angles of Sideslip. 
PB-230 000/2GI 74-12 13F PC$4.25/MF$2.25 


Development of Methods for Predicting Airloads on 
TACV Configurations due to Strong Crosswind Gusts, 
PB-229 995/6GI 74-12 13F PC$S5.25/MF$2.25 


RUF, FRANZ X. 
Apparatus for Ultra-High Vacuum in situ Thin Film 


Studies. 
PATENT-3 703 881 


RUF, H. 


Comparison of Methods for Flight Tests and Their 
Evaluation for the Determination of Characteristics 
and Performance of Modern Jet Aircraft Vergleich von 
Verfahren Zur Durchfuehrung und Auswertung von 
Flugversuchen Zur Bestimmung von Eigenschaften 
und Leistungen Moderner Strahiflugzeuge. 

N73-31971/7GI 74-02 1A PC$6.25/MF$2.25 


RUF, JOHN A. 
Resource Recovery through Composting at Ecology, 
Inc., New York, New York. An Evaluation Prepared 


by U. S. Environmental Protection Agency, Region II., 
PB- 230 140/6GI 74-10 13B  PC$3.75/MF$2.25 


RUFENACH, CLIFFORD L. 
Reprint: Radio Scintillation on Stellar Signals During 
Artificial lonospheric Modification. 
COM-74-10356/SGI 74-08 4A _ Reprint 
RUFER, R. 
Magrec Project: Development of a Magnetic Recording 
System and Device for Fast Transients in Nuclear 
Diagnostics. 
UCID-15801 
RUFER, R. P. 


Infrared Telemetry System. 
UCID-15436 74-25 9F PC$4.00/MF$2.25 


RUFF, A. W. 
Grain Orientation Dependence of Reactivity in 


Polycrystalline Titanium after Anodic Polarization. 
COM-74-50360/8GI 74-13 11F Not available NTIS 


Metallurgical Analysis of Wear Particles and Wearing 
Surfaces. 
AD-778 340/0GI 74-13 131 PC$3.75/MF$2.25 


Reprint: Polarization Measurements on Titanium Tube 
and Steet Having Preferred Orientation Textures. 
COM-74-50979/SGI 74-25 11F Not available NTIS 


Survey on Metallic Implant Materials. 
COM-74-11092/5GI 74-16 6L PC$4.25/MF$2.25 


74-26 9A PC$4.25/MF$2.25 


74-10 9E PC$S5.25/MF$2.25 


74-22 7D Not available NTIS 
74-12 


13B PC$3.75/MF$2.25 


74-15 13F PC$3.25/MF$2.25 


74-11 8G PC$4.75/MF$2.25 


74-07 131 Not available NTIS 


74-12 18C PC$S.00/MF$2.25 


RUGH, WILSON J. 


RUFF, A. W. JR. 


Reprint: Extrinsic-Intrinsic Stacking-Fault Pairs in an 
Fe-Cr-Ni Alloy. 
COM.-74-50707/0G1 


RUFF, F. 
Continuous Measurements, by Two Isotopes, of Ex- 
travascular Lung Water: Use of a New Method in the 
Analysis of Pulmonary Capillary Recruitment and Fil- 


tration in Normal Man 
CONF-740708-64 74-24 6E PC$4.00/MF$2.25 


RUFF, G. 


Tasks of Regional Airports and Resulting Ground 
Facilities Requirements Aufgaben der Regionalflug- 
plaetze; Daraus Resultierende Anforderungen und die 
Bodenanlagen. 
N73-32159/8GI 


RUFF, J. K. 


Reprint: Reactions of Coordinated Ligands. II. mu- 

Oxo-bis(difluoro-phosphineiron Tetracarbony 1). 

COM-74-50245/1GI 74-10 7B Not available NTIS 
RUFF, P. E. 


Users Network for Applied Modeling of Air Pollution 
(UNAMAP). 
PB-229 771/1GI 

74-11 13B Mag Tape $175.00;Foreign $219.00 


RUFF, PAUL E. 


The Collection, Generation, and Analysis of MIL- 
HDBK-S5 Allowable Design Data. 
AD-783 616/6GI 74-21 «LIF PC$4.25/MF$2.25 


RUFFING, LORRAINE TURNER 


Alternative Economic Development Policies for Indian 
Communities. Economic Development and Navajo So- 
cial Structure. 

COM-74-11488/5GI 


RUGGE, HUGO R. 


A Comparison of Densities Deduced from Radar 
Determined Orbital Decay and Accelerometer Mea- 
surements from Low Altitude Satellites, 

AD-770 989/2GI 74-03 4A PC$3.25/MF$2.25 


A Comparison of Densities Deduced from Radar- 
Determined Orbital Decay and from Accelerometer 
Measurements Made Onboard the Low Altitude Satel- 
lite 1970-48A. 

AD-771 480/1GI 74-04 4A PC$3.75/MF$2.25 


Relative Coronal Abundances Derived from X-ray Ob- 
servations III: The Effect of Cascades on the Relative 
Intensity of Fe XVII Line Fluxes, and a Revised Iron 


Abundance, 
AD-787 204/7GI 74-26 3B PC$3.75/MF$2.25 


Relative Coronal Abundances Derived from X-Ray Ob- 
servations of Nitrogen, Oxygen, Neon, Magnesium, 


74-23 11F Not available NTIS 


7402 1E PC$3.25/MF$2.25 


74-23 SC PC$S5.75/MF$2.25 


and Iron. 

AD-777 813/7GI 
Relative Coronal Abundances Derived from X-Ray Ob- 
servations of Sodium, Magnesium, Aluminum, Silicon, 


74-13 3B PC$3.75/MF$2.25 


Sulfur, and Argon. 
AD-772 710/0GI 74-06 3B PC$4.25/MF$2.25 


Relative Intensities of the Lyman Lines of Hydrogen- 
Like Oxygen, Magnesium, and Silicon in the Solar 
Corona. 
AD-779 013/2GI 
RUGGERI, R. S. 


Performance of a Highly Loaded Two Stage Axial- 


Flow Fan. 
N74-31418/8GI 74-25 21E PC$7.00/MF$2.25 
RUGGIERI, NEIL F. 


Reprint: The Effect of Spectral Shape on the Proba- 
bility of Error in Laser Binary Communications 
Systems. 
AD-785 780/8GI 
RUGGIERO, A. G. 


Interaction of a Coasting Beam and a Bunched Beam 


with Frequency Slip. 
BNL-18306 74-06 20G PC$3.25/MF$2.25 


Two-Dimensional Resonance Effects Due to a Local- 
ized Bi-Gaussian Charge Distribution. 
CONF-740522-22 74-21 20G PC$4.00/MF$2.25 
Wake Field Produced by a Particle in the Presence of 
Conductive Plates: A Vehicle for the Excitation of the 
Coupled Betatron-Syachrotron Instabilities. 
BNL-18338 74-09 20G PC$3.00/MF$2.25 
RUGGLES, KENNETH W. 
Guide for Observing the Environment with Satellite In- 
frared Imagery 
AD-784 970/6GI 
RUGGLES, V. L. 
Minuteman STV Stress Analysis and Testing. 
AD-781 381/9GI 74-18 211 PC$3.75/MF$2.25 
RUGH, WILSON J. 
Reprint: On the H-Matrix System Representation. 
AD-786 274/1GI 74-24 112A Reprint 


74-15 3B PC$3.25/MF$2.25 


74-24 17B Reprint 


74-23 4B PC$10.00/MF$2.25 


PA-949 





RUHE, RAYMOND 


RUHE, RAYMOND 
Health Hazard Evaluation/Toxicity Determination. 
Arco Polymer Incorporated, Monaca, Pennsylvania. 
PB-232 729/4GI 74-16 63 PC$3.75/MF$2.25 
RUHE, RAYMOND L. 
Health Hazard Rvatelen aan.» 5 peonstaatios. 
Aerosol Techniques, Inc., Danville, Illino 
PB-229 081/SGI "14-10 63 PCS3. 75/MF$2.25 
Health Hazard Evaluation/Toxicity Determination. 
Cincinnati Branch Federal Reserve Bank of Cleveland, 


Cincinnati, Ohio. 
PB-229 116/9GI 74-10 63 PC$3.25/MF$2.25 


Health Hazard Evaluation/Toxicity Determination. 
Empire Detroit Steel Company, New Boston, Ohio. 
PB-229 083/1GI 74-10 63 PC$3.25/MF$2.25 


Health Hazard Evaluation/Toxicity Determination. 
Ford Motor Company, Rouge Plant, Dearborn, 


Michigan. 
PB-229 073/2GI 74-10 63 PC$3.25/MF$2.25 
RUHE, T. C. 


Toxic Fumes from Explosives. Ammonium Nitrate- 


Fuel Oil Mixtures. 
PB-233 496/9GI 74-19 81 PC$3.75/MF$2.25 


RUHL, F. 


Reprint: Low Threshold Coaxial N2 Laser with a 
Resonator. 
AD-784 799/9GI 


RUHL, J. A. 
Investigation of Dynamic Stresses in Highway Bridges. 
An Interim Report. 
PB-230 942/SGI 74-12 13B PC$7.50/MF$2.25 


RUHLIN, C. L. 
Transonic Flutter Study of a 50.5 Deg Cropped-delta 


Wing with Two Rearward-Mounted Nacelles. 
N74-27405/1GI, 74-20 1A PC$3.75/MF$2.25 


RUHMANN, D. C. 


The Effect of Stress on Diffusion in Composites - Ex- 
perimental Observations, 
AD-774 964/1GI 74-09 11D PC$3.25/MF$2.25 


RUHNKE, L. 


Rocket Borne Instrument to Measure Electric Fields 
inside Electrified Clouds. 
PATENT-3 760 268 74-02 14B Not available NTIS 


RUIN, R. 


Propris: Method for Stepwise Planning and for Con- 
tinuous Representation of the Progress of Research 
and Development Projects. 

JUL-899-WT 74-02 SB PC$S5S.00/MF$2.25 


RUINA, D. 


Industrial Energy Studies of Ground Freight Transpor- 
tation. Volume I. 
PB-236 016/2GI 74-25 10A_ PC$7.50/MF$2.25 


Industrial Energy Studies of Ground Freight Transpor- 
tation. Volume II, Appendices 


74-23 20E Reprint 


PB-236 017/0GI 14-25 10A PC$4.25/MF$2.25 
RUITER, H. H. 

Fretting and Fatigue under Complex Fatigue Foads. 

N74-17253/7GI 74-11 LIF PC$3.25/MF$2.25 


RUIZ, ABRAHAM L. 


Catalog of Operational Satellite Products. 
COM-74-11339/0GI 74-22 4B PC$4.75/MF$2.25 


RUIZ, C. 
Production Planning and Design in the Pressure Vessel 


Industry, Part 1. 
N74-26371/6GI 74-19 14B PC$3.75/MF$2.25 


RUIZ, R. M. 


A User'S Guide to the Mariner 9 Television Reduced 
Data Record. 
N73-32347/9GI 74-02 17B PC$4.25/MF$2.25 


RUKAVINA, I. 


Further Investigations on the Effect of Different 
Neguvon (Bayer) Preparations on Migrating Warblie 
Larvae (Dalja  Ispitivanja Dijelovanja Raznih 
ae Neguvona (Bayer) na Migrirajuce Larve 
-72-56045 74-21 2E PC$3.25/MF$2.25 
RUKAVINA, J. 
Differences in Body Weight and Value of Skin in 
Treated and Untreated Hypodermosis in Heifers 
(Razlike u Tjelfsnoj Tezini i Vrijednosti Koza kod 
Lijecene i Nelijecene Hipodermozne Junadi), 
TT-72-56051 74-21 2E PC$3.25/MF$2.25 


Subcutaneous Application of Neguvon (Bayer) in the 

Control of Hypodermosis (Subkutana Primjena Negu- 

vona (Bayer) u Suzbijanju Hipodermoze), 

TT-72-56042 74-21 2E PC$3.25/MF$2.25 
RUKAVISHNIKOV, N.N. 

The Cosmonaut as Researcher. 

N74-14508/7GI 74-08 22A PC$4.25/MF$2.25 


RUKAVISHNIKOVA, V.G. 


Cytological Diagnosis of Reactive Changes in the 
Bronchial Epithelium, 
PB-229 675-T/GI 74-11 6E PC$3.25/MF$2.25 


RUKHADZE, A. A. 


Nonlinear lon-Acoustic Oscillations in Non-Isothermal 
Plasma with Currents Near the Instability Threshold. 
NP-20008 74-21 201 PC$S.25/MF$2.25 


RUKHADZE, ANDRI AMVROSEVICH 


Problems of High-Current Relativistic Electron Beams- 
-Translation. 
AD-781 668/9GI 


RUKHIN, A. L. 


Gamma Distribution and Partial Sufficiency of 
Polynomials--Translation. 
AD-772 450/3GI 74-06 12A PC$3.25/MF$2.25 


RUKHOVETS, L. V 
Some Numerical Experiments with a Nonadiabatic 
Thermotropic Model for the Northern Hemisphere-- 


Translatio: 
74-20 4B PC$3.25/MF$2.25 


74-18 20G PC$3.25/MF$2.25 


a. 
AD-783 455/9GI 
RUKOLEEYV, S. I. 


Apparatus for Studying Radiation and Thermostimu- 
lated Luminescence by Electroconductivity in Parallel 
with Mass Spectrometry of Decomposition Products-- 


Translation. 

AD-785 974/7GI 74-24 TE PC$3.25/MF$2.25 

Mechanism of Lead Azide Photolysis--Translation. 

AD-779 603/0GI 74-15 7E PC$3.25/MF$2.25 
RULE, A. R. 


Flotation of Carbonate Minerals a Unaltered 
Phosphate Ores of the Phosphoria Form: 
PB-233 495/1GI 74-19 81 PCS3.2: 25/MF$2.25 


Recovery of Fluorine from Low-Grade Calcareous 

Fluorspars: Preliminary Studies. 

PB-233 494/4GI 74-19 81 PC$3.25/MF$2.25 
RULEV, B.G. 


Dynamic Characteristics of Seismic Waves during Un- 
derground Explosions--Translation. 
AD-779 837/4GI 74-16 19D PC$4.25/MF$2.25 


— of Seismic Waves during Explosions--Transla- 


AD-770 936/3G1 74-03 8K PC$3.25/MF$2.25 


Seismic and Explosion Center as a Dual Emitter of 
Seismic Waves--Translation. 
AD-787 336/7GI 74-26 173 PC$3.25/MF$2.25 


Seismic Waves from Pasenent Explosions of Con- 
centrated Charges--Translation 
AD-786 017/4GI 14-24 173. PC$3.75/MF$2.25 


RULEV, YU. K. 


Experimental Study of Boundary Layer on Specimens 
Being Destroyed under the Combined Action of Con- 
vective and Radiant Heat Fluxes--Translation. 

AD-769 567/9GI 74-01 7D PC$3.25/MF$2.25 


RULON, DAVID B. 


Reprint: Cutaneous Sebaceous Neoplasms. 
AD-776 628/0GI 74-11 6E Reprint 


Reprint: Multiple Sebaceous Neoplasms of the Skin: 
An Association with Multiple Visceral Carcinomas, 
Especially of the Colon. 
AD-774 608/4GI 


RUMBLE, C. V. 


Adjustable Frequency Response Microphone. 
PAT-APPL-418010 74-07 17B PC$3.25/MF$2.25 


Means for Accommodating Large Overstrain in Lead 


Wires. 

PATENT-3 809 800 74-18 9A Not available NTIS 
RUMI, R. F. 

Alpha Decay of Neutron Resonances in the exp 149 

SM(N, alpha ) exp 146 Nd Reaction. 

JINR-P3-7245 74-10 20H PC$3.00/MF$2.25 
RUMMEL, J. A. 

Metabolic Analyzer. 

PATENT-3 799 149 74-15 6B Not available NTIS 
RUMMEL, K.G. 


Investigation and Analysis of Reliability and Main- 
tainability Problems Associated with Army Aircraft 


Engines 
ADT? 950/2G1 74-06 21E PC$7.25/MFS$2.25 
RUMMEL, R. J. 


Quarterly Technical Report No. |, July 1, 1973 - Sep- 
tember 30, 1973, 
AD-771 291/2GI 74-04 SD PC$3.25/MF$2.25 


Quarterly Technical Report No. 2, October 1, 1973- 
December 31, 1973, 
AD-776 362/6GI 74-11 SD PC$3.25/MF$2.25 


Quarterly Technical Report No. 21, April 1, 1973 - 
June 30, 1973, 
AD-771 292/0GI 


74-08 6E Reprint 


74-04 SD PC$3.25/MF$2.25 


Quarterly Technical Report No. 22, July 1, 1973 - Sep- 


tember 30, 1973, 
AD-771 293/8GI 74-04 SD PC$3.25/MF$2.25 


Quarterly Technical Report Number 3, January 1, 
1974-March 31, 1974 
AD-785 279/1GI 74-23 SD PC$3.25/MF$2.25 


Quarterly Technical Report Number 4, April 1, 1974- 


June 30, 1974, 
AD-785 280/9GI 74-23 SD PC$3.25/MF$2.25 


A Summary and Annotated Bibliography of Research 

by the Dimensionality of Nations Project, 1967-1973. 

AD-772 100/4GI 74-05 SD PC$4.25/MF$2.25 
RUMMEL, W. D. 


The Detection of Fatigue Cracks by Nondestructive 
Testing Methods. 
N74-17285/9GI 74-11 I1F PC$6.25/MF$2.25 


Study of Critical Defects in Ablative Heat Shield 
Systems for the Space Shuttle. 
N74-17638/9GI 74-11 22B PC$7.25/MF$2.25 


RUMMERY, T. E. 


Thermodynamics of Selected Transition Metal Ferrites 
in High Temperature Aqueous Systems. 
AECL-4577 74-12 7D PC$4.25/MF$2.25 


RUMPH, RICHARD E. 


The Effect of the Mode of Cold Deformation on the 
Recrystallization and Subsequent Grain Growth of Ti- 
SAI-2.5Sa. 

AD-770 083/4GI 74-02 11F PC$4.25/MF$2.25 


RUMYANTSEV, A. N. 


Numerical Method of Thermohydraulic Calculation of 
the Contours of Circulation of Boiling Power Reactors. 
IAE-2261 74-08 181 PC$3.50/MF$2.25 


RUMYANTSEV, G. I. 


Experimental Study on the Effect of General Vibration 
on Certain Metabolic Processes--Translation. 
AD-775 106/8GI 74-09 6S PC$3.25/MF$2.25 


On the Question of Shifts in the Indices in the Protein 
Metabolism of Concrete Workers Subjected to the Ef- 
fect of General Vibration--Trauslation. 

AD-776 886/4GI 74-11 6S PC$3.25/MF$2.25 


The Question Concerning the Pathogenesis of Vibra- 
tion Pathology Caused by the Action of General Vibra- 
tion--Translation. 
AD-782 549/0GI 


RUMYANTSEYV, V. A. 


The ETR-132A Rotory Trench Excavator--Translation. 
AD-776 174/SGI 74-10 13C PC$3.25/MF$2.25 


RUMYNSKAYA, L. A. 


Fundamentals of Hydroacoustics and Hydroacoustic 
Stations, 
JPRS-62027 74-17 17A_ PC$4.75/MF$2.25 


RUMYNSKAYA, Z. I. 


Study of the Problems of Takeoff of a Spacecraft from 
the Surface of MARS. 
N74-26333/6GI 


RUNCK, ALAN H. 


Dielectric Analysis of Biomaterials. 
AD-769 843/4GI 74-02 6P PC$3.75/MF$2.25 


RUNCK, ROGER J. 


Nondestructive Testing of Beryllium, 
AD-784 942/SGI 74-23 11F PC$15.00/MF$15.00 


RUNCKEL, J. F. 


Interference Between Exhaust System and Afterbody 
of Twin-Engine Fuselage Configurations. 
N74-22414/8GI 74-17 1A PC$3.75/MF$2.25 


RUNDQUIST, D. E. 


Application of Photoinduced Reactions to Nuclear 
Materials Safeguards Problems. Final Report, July 1, 
1971--October 31, 1972. 

GULF-RT-A-12464 74-12 18) PC$S.45/MF$2.25 


Application of Photoinduced Reactions to Nuclear 
Materials Safeguards Problems. Quarterly Progress Re- 
port, April 1--June 30, 1972. 

GULF-RT-A-12279 74-02 18] PC$4.00/MF$2.25 


RUNGE, CARLISLE P. 
Reprint: New Directions in Regionalism: A Case Study 
of Intergovernmental Relations in Northwestern 
Wisconsin. 
COM-74-10114/8GI 
RUNNELS, J. N. 


Design Integration and Noise Studies for Jet STOL 
Aircraft. Task 7C: Augmentor Wing Cruise Blowing 
Valveless System. Volume 2: Small-Scale Development 
Testing of Augmentor Wing Critical Ducting Com- 
ponents. 

N74-17753/6GI 74-12 1C = PC$4.75/MF$2.25 


RUNNELS, BR. C 


A Time and Space Study of Pollutants. 
PB-226 421/6GI 7406 13B PC$S5.75/MF$2.25 


74-19 6S PC$3.25/MF$2.25 


74-19 22C PC$3.25/MF$2.25 


74-05 SA Reprint 





| 
| 
| 
| 
| 
| 





RUNNER, THOMAS A. 


An Investigation of the Bending of Symmetric Plates 
under Symmetric Transverse Loading 


AD-769 928/3G1 74-02 ic. PC$S.75/MF$2.25 
RUNOYV, V. ?. 

N-Acetylation of the Anthrax Allergen--Translation. 

AD-785 201/SGI 74-23 6A PC$3.25/MF$2.25 
RUNOVA, V. F. 


The Effect of Formaldehyde on the Activity of 
Anthrax--Traaslation. 
AD-787 398/7GI 74-26 6M PC$3.25/MF$2.25 


The Isolation and Study of the Allergen from the 
Plague Microbe--Translation. 
AD-783 453/4GI 74-20 6M PC$3.25/MF$2.25 


The Obtaining of Bacterial Allergens by the Alkaline- 
Extraction Method and the Investigating of Their 
Physico-Chemical Properties--Translation. 

AD-773 521/0GI 74-07 6M PC$3.25/MF$2.25 
Separation of Highly-Active Allergen from the Gaiskii 


Tularemia Strain No. 15--Translation. 
AD-778 519/9GI 74-14 6M PC$3.25/MF$2.25 


RUNYAN, LARRY J. 


Sonic Boom Literature Survey. Volume I. State of the 


Art. 
AD-773 382/7GI 7407 20A = PC$6.25/MF$2.25 


Sonic Boom Literature Survey. Volume II. Capsule 

Summaries. 

AD-771 274/8GI 74-04 1C PC$9.50/MF$2.25 
RUNYON, RICHARD R. 


Results and R and D Project for Youthful Drug 
Abusers Integrating Vocational Rehabilitation and 


Psychotherapy. 

PB-235 378/7GI 74-22 SJ. PC$S.7S/MF$2.25 
RUOFF, A. L. 

Absolute Length Measurement at High Pressure. 

COO-3153-104 74-06 14B  PC$3.75/MF$2.25 


Elastic and Plastic Deformation of Solids. Annual 
Progress Report, February 1, 1973--January 31, 1974. 
COO-3153-114 74-12 20K PC$3.00/MF$2.25 


High Pressure Calibration with a New Absolute Pres- 


sure -. 

COO-3153-103 74-06 14B PC$3.00/MF$2.25 
Improved Electrical Leads for High Pressure Systems. 
COO-3153-94 74-06 9A PC$3.00/MF$2.25 
Multiple Crystal Holder for Ultrasonic Measurement. 
COO-3153-91 7406 14B PC$3.00/MF$2.25 
New Absolute High Pressure Gauge. 

COO-3153-98 7406 14B PC$3.50/MF$2.25 


RUPERT, ALLEN 


Reprint: Superior-Olivary Response Patterns to 
Monaural and Binaural Clicks. 
AD-773 244/9GI 74-07 SJ Reprint 


RUPERT, ALLEN L. 


Processing of Auditory Information by Medial Superi- 
or Olivary Neurons. 
AD-772 982/5GI 74-06 5) PC$4.25/MF$2.25 


RUPERT, E. J. 


Vacuum Brazing Tantalum Alloys. 
PAT-APPL-379 024 74-14 13H PC$3.25/MF$2.25 


RUPERT, G.N. 
Electronic System for Drop Smasher. 


LA-5245-MS 74-06 13H PC$4.00/MF$2.25 

Twin-Tube Conduction Radionuclide Calorimeter 

LA-5475-MS 74-13 18D PC$4: 00/MF$2. 25 
RUPERT, H. M. 


Fundamentals and Abatement of Highway Traffic 

Noise. Noise Barrier Design and Example Abatement 

Measures. Volume II. 

PB-235 253/2GI 74-25 20A PC$4.25/MF$2.25 
RUPERT, VIVIANE C. 


Nearshore Circulations under Sea Breeze Conditions 
and Wave-current Interactions in the Surf Zone. 
AD-776 643/9GI 74-11 8C PC$7.25/MF$2.25 


RUPNIK, KENYON 
Health Hazard Evaluation/Toxicity Determination. 


Strum Machine Co., Inc., Barboursville, West Virginia. 

PB-232 566/0GI 74-16 63 PC$3.25/MF$2.25 
RUPP, L. W. JR. 

Crystalline Field Effects in Intermetallic Compounds. 

AD-780 968/4GI 74-17 20L + PC$3.75/MF$2.25 
RUPP, M 


Hardware Extended Executive Primitives for Process 
Control Systems. 2. Intermediate Sooam Executive 


Primitives ry Working Space Manageme 

KFK-PDV 74-09 12A PCs. -50/MF$2.25 
Plim: A Virtual Pl/1-Machine. 

KFK-1712 74-06 9B PC$7.00/MF$2.25 


RUPP, N. W. 


Reprint: Composite Restorative Materials in Dental 

Practice: A Review. 

COM-74-50902/7GI_ 74-24 11D Not available NTIS 
RUPP, RUSSELL D. 

Reprint: A Method for Solving a Quadratic Optimal 

Control Problem. 


AD-772 167/3GI 7405 12A_ Reprint 
Reprint: Approximation of the Classical Isoperimetric 
Problems. 

AD-772 189/7GI 74-05 12A_ Reprint 


RUPPE, DAVID K. 


An Integrated Approach to Computer Aided Design 
= Fabrication of Distributed Parameter Microwave 
evices, 


AD-785 689/1GI 74-24 9E PC$3.25/MF$2.25 
RUPPEL, H. M. 

Simulation of Turbulence in Fireballs. 

LA-5449-MS 74-09 18C PC$4.00/MF$2.25 


RUPPERT, JOHN A. 
Recovery of Zinc from Zinc Die-Cast Scrap. 
PATENT-3 273 995 74-11 11F Not available NTIS 
Removing Nickel from Cadmium. 
PATENT-3 577 232 74-07 11F Not available NTIS 
RUPPERT, RICHARD W. 
Interbasin Transfer or Migration: An Economic Analy- 
sis of Two Responses to Ground Water Depletion. 
PB-226 066/9GI 7405 13B PC$37 -75/MF$2.25 
RUPPRECHT, F.C. 
Annual Report of the Inhalation Toxicology Research 
Institute, October 1, 1972--September 30, 1973. 
LF-46 74-17 6R PC$10.60/MF$2.25 
RUPRECHT, EBERHARD 
Analysis of Satellite-Observed Tropical Cloud Clusters. 
COM-74-11369/7GI 74-21 4B PC$4.75/MF$2.25 
RUSAK, A. M. 


Afterburning of High-Temperature Products of In- 

complete Combustion in a Supersonic Flow upon a 

Secondary Injection of Oxidizer--Translation. 

AD-779 623/8GI 74-15 21B PC$3.25/MF$2.25 
RUSAKOV, N. V. 


Experimental Study of the Allergenic Action of Ortho- 
and Para-Nitrochlorobenzene--Translation. 

AD-773 903/0GI 74-07 6T PC$3.25/MF$2.25 

RUSALEM, HERBERT 

Multi-Handicapped Blind Persons Can Work. Report 
of a Research and Demonstration Project Exploring 
the Values and Limitations of a New Products Ap- 
proach to the Rehabilitation and Employment 
Problems of Multi-Handicapped Blind Persons. 

PB-235 013/0GI 74-21 SI PC$4.75/MF$2.25 


RUSCH, EUNICE M. 
Improvement in Foam Producing Composition Con- 


taining Whey Solids. 

PAT-APPL-410 052 74-18 11G PC$3.25/MF$2.25 
RUSCH, WILLARD V. T. 

Reprint: The Physical Optics of Focused Scatterers 

Using Source Multipole Expansions. 

AD-785 940/8GI 74-244 9E Reprint 
RUSCHE, A. E. 


Remote Sensing for Evaluating Post-Disaster Damage 
Comes: The Pierre, South Dakota Tornado, 23 July 
1973. 

N74-31861/9GI 74-25 14B PC$3.25/MF$2.25 


RUSCHMEYER, ORLANDO R. 


The Distribution, Composition and Biomass of the 
Crustacean Zooplankton Population in Western Lake 


Superior, 

PB-225 137/9GI 74-02 6F PC$6.25/MF$2.25 
RUSCYK, JOSEPH ALAN 

A Management Information System for Utilities 


Management in the Navy. 
AD-784 769/2GI 74-23 SB PC$S5.25/MF$2.25 


RUSH, C. M. 
Reprint: The Relationship between the Structure of the 
Equatorial Anomaly and the Strength of the Equatorial 
Electrojet. 
AD-772 285/3GI 74-05 4A _ Reprint 
Reprint: The Relative Daily Variability of (f sub oF 
sub 2) and (h sub m)(F sub 2) and their Implications 
for HF Radio Propagation. 
AD-787 251/8GI 74-26 17B Reprint 


RUSH, CHARLES M. 
A Three-Dimensional lonospheric Model Using Ob- 
served lonospheric Parameters. 
AD-772 672/2GI 74-06 4A PC$4.25/MF$2.25 
RUSH, EDGAR 8. 


Helicopter Movement on Unimproved Terrain. 
AD-780 698/7GI 74-17 1C PC$S.75/MF$2.25 


RUSH, J. J. 
Neutron Quasielastic Scattering Study of SH(-) 
Reorientation in Rubidium Hydrosulfide in the Inter- 
mediate Temperature T: Phase. 
COM-74-50146/1GI 74-09 7D Not available NTIS 
Reprint: Molecular Reorientation in Plastic Crystals: 
Infrared and Raman Band Shape Analysis of Neopen- 


tane. 
COM-73-50982/0GI 74-05 7D Not available NTIS 


Reprint: Neutron-Quasieclastic-Scattering Study of 
Hydrogen Diffusion in a Single Crystal of Tantalum. 
COM-74-50712/0GI 74-21 20L Not available NTIS 


RUSH, PAUL J. 


Fluid Velocity Limit Gage. 
PATENT-3 487 687 74-01 4B Not available NTIS 


Factors Affecting Plant Uptake and Distribution of 
Cadmium in Plants. 


CONF-730613-5 7402 6C PC$3.00/MF$2.25 
RUSH, SHARON 

pana | on Research yaa toon for Studies of 

Energy, Food, Man, and Enavironme 

PB-236 143/4G1 74-2 2D mcs. 25/MF$2.25 
RUSH, W. F. 

The Albedo of Particles in Reflection Nebulae. 

N74-22470/0GI 74-17 3B PC$3.75/MP$2.25 


A Search for Continuous Fluorescence in Reflection 
Nebulae. 


N74-20472/8GI 74-14 3B PC$3.75/MF$2.25 
The Surface Brightness of Reflection Nebulac. 
N74-21430/SGI 74-15 3B PC$S.25/MF$2.25 


RUSHAILO, A. M. 


Study on High-Frequency Oscillations in Flow of 
Coaxial Pulsed Plasma Accelerator--Transiation. 


AD-787 342/SGI 74-26 201 PC$3.25/MF$2.25 
RUSHING, J. W. 
Gas-Cooled Reactor Technology. A Bibliography (Part 
1). 
TID-3339-P1-1 74-16 181 PC$7.60/MF$2.25 


Gas-Cooled Reactor Technology. A Bibliography (Part 
1-Index). 
TID-3339-P1-2 74-16 181 PC$4.00/MF$2.25 


RUSHMAN, MICHAEL 
Summary of Reports and Recommendations. 


PB-226 740/9GI 7405 13B PC$3.25/MF$2.25 

Updated Water and Sewerage Program. 

PB-226 697/1GI 7405 13B PC$3.25/MF$2.25 
RUSHWALD, |. B. 


Development of a Portable Sonic Boom Simulator for 


Field Use. 
N74-31742/1GI 74-25 20A PC$3.75/MF$2.25 
RUSINEK, KENNETH 


Inflatable Boat Standard Development. 
AD-783 589/SGI 74-21 133 PC$4.25/MF$2.25 


RUSINOV, V. 8S. 
A Brief Survey of the History of the Development of 


ae ee 
AD-785 105/8GI 74-23: 6P PC$3.7S/MF$2.25 


Clinical Electroencephalography--Transiation. 
AD-783 926/9GI 74-21 6L = PC$4.25/MF$2.25 


The Electroencephalogram im Vascular Lesions of the 
—_ in Patients in a Neurosurgical Clinic-Transla- 


AD-785 208/0GI 74-23 6E PC$3.75/MF$2.25 


The Electroencephalogram of the Healthy Person. 
Chapter ITl--Translation. 
AD-780 827/2GI 74-17 6P PC$3.75/MF$2.25 


The Electroencephthalogram in Cranio-Brain Injury-- 
Translation. 
AD-787 406/8GI 74-26 6E PC$4.75/MF$2.25 


RUSK, HOWARD A. 
Development and Standardization, Validation, and 
Field Trial of a Method of Classifying the a 
Emotional, Social, and Vocational Capacities of the 
Disabled Individual Functionally. 
PB-235 627/7G1 74-22 6E PC$S5S.75/MF$2.25 
RUSKEVICH, V.G. 
Scattering of Acoustical Signals from Sea Surface, 
JPRS-62958 74-25 2A PC$3.75S/MFS$2.25 
RUSKIN, ARTHUR 


Survey of Drug Information Needs and Problems As- 
sociated with Communications Directed to Practicing 
Physicians. Part I: Physician Information Survey. 

PB-232 679/1GI 74-16 6E PC$8.75/MF$2.25 


Survey of Information Needs and Problems As- 
Practicing 

Survey. 
PB-232 680/9GI 74-16 6E PCS$S.75/MF$2.25 


PA-951 











RUSKIN, ARTHUR 


Survey of Drug Information Needs and Problems As- 
sociated with Communications ame to Practicing 
Physicians. Part III. Remedial AD Surv 

PB.232 681/7GI 74-16 6E PCS -7S/MF$2.25 


RUSKOL, YU. 8. 


Corrosion and Electrochemical Behavior of Alloys of 
the Ti-Mo-Cr System in Solution of Acids--Translation. 
AD-769 994/SGI 7402 11F PC$3.25/MF$2.25 


RUSNAK, GENE A. 


Beamforming in Seismic Surveying 
PATENT-3 479 638 74-09 an "Not available NTIS 


RUSNAK, J. 


Program for Transfer Research and Impact Studies. 
N74-19600/7GI 74-13 SA PC$3.25/MF$2.25 
RUSNAK, J. J. 


The NASA Role in Major Areas of Human Concern: 


Health Care. 
N74-33398/0GI 74-26 6E PC$3.25/MF$2.25 


Program for Transfer Research and Impact Studies. 

N73-32847/8GI 74-02 22B PC$3.75/MF$2.25 
RUSS, J. 

Proton--Proton Elastic Scattering at Large Momentum 


Transfer. 
BNL-18736 74-16 20H PC$4.00/MF$2.25 


RUSSAK, I. BERT 


Preliminary Results Concerning the Improvements 
Realizable Through the Use of Variable Thrust 


Together with Engine Gimbaling for a Particular Inter- 
ceptor Missile. 
AD-784 365/9GI 74-22, 1SC PC$3.75/MF$2.25 


Second Order Necessary Conditions for General 
Problems with State Inequality Constraints, 
AD-773 438/7GI 74-07 12A_ PC$4.75/MF$2.25 


RUSSAK, MICHAEL A. 
} aoe > gua Analysis of Glass-Ceramics by X-Ray Dif- 


ADL 700/0G1 74-18 11B PC$3.25/MF$2.25 
RUSSEK, A. 


Energy i tiees Due to Papeete Processes on 

Partially Stripped Impurity Ion 

COO-2276-2 74-25 “2D PC$4.00/MF$2.25 
RUSSEL, CHARLES R. 

Cellulosic Pulps Comprising Crosslinked Xanthate 

Cereal Pulps and Products Made therewith. 

PATENT-3 160 552 74-19 11L Not available NTIS 


RUSSEL, R. STEPHEN 


A Conceptual Design for the Cost Evaluation of Alter- 
native Educational Systems in Managing the Air Force 
Academy and Air Force ROTC. 

AD-770 746/6GI 74-03 SI PC$7.00/MF$2.25 


RUSSELL, B. G. 


X-Ray-Fluorescence Determination of Percentage Con- 
= of Niobium and Tantalum in Ores and 


NIM-1611 74-17 7D PC$4.00/MF$2.25 
RUSSELL, C. R. 

Hydrogen Depolarized Cell Pair Definition for Space 

Station Application. 

N74-26627/1GI 74-20 6K PC$S5.75/MF$2.25 


RUSSELL, C. T. 
Apollo Particles and Fields Subsatellite Magnetometer 


Experiment. 
N74-33265/1GI 74-26 8N PC$3.75/MF$2.25 


RUSSELL, CARL T. 


Reprint: Joint Asymptotic Multinormality for a Class 
of Rank Order Statistics in Multivariate Paired Com- 


parisons. 

AD-782 401/4GI 74-19 12A_ Reprint 
RUSSELL, CHARLES 2. 

Acidified Ethylenimine Modified Cereal Flours. 

PATENT-3-522-238 74-17 11L Not available NTIS 

Alkali-Stable Thin-Boiling Starches and Method of 

Making Same. 

PATENT-3 193409 74-17 7C Not available NTIS 

Carbohydrate Aliphatic and Cyclic Acetals. 

PATENT-3 294 781 74-17 7C Not available NTIS 

Glyoxal 1-(2)-(2,4-Dihydroxy-2-Butenal)-1-(3)-(D- 

Erythrose) Acetal. 

PATENT-3 132 181 74-18 6A Not available NTIS 

Graft Polymerization of Starch in Novel Alcohol Reac- 

tion Medium. 

PATENT-3 518176 74-16 7C Not available NTIS 

Powdered Poly saccharide-Reinforced Elastomer 

seereemetebee, Compounds, and Resulting Vulcanized 


ul e 
ric 673 136 74-16 113 Not available NTIS 


Resorcinol-Formaldehyde Treated 
Polyseccharide-Reiatorced Elastomer Masterbatches, 
Compounds, aad Resulting Vulcanized Rubbers. 
PATENT-3 714087 74-11 113 Not available NTIS 





PA-952 


Reinforced Rubber by Coprecipitation with Starch 
Xanthane or Pregelatinized Starch. 
PATENT-3 442 832 74-18 113 Not available NTIS 


pits go Thickeners Comprising Base-Saponified 
Starch- pene Graft Copolymers 

PATENT-» 42 971 74-16 11H Not available NTIS 
Saponified pre Acrylate Grafts. 

PATENT-3 377 302 74-16 7C Not available NTIS 
Starch Resin Reinforced Rubbers. 

PATENT-3 480 572 74-17 113 Not available NTIS 


RUSSELL, D. 


Molecular Collisions 21: Semiclassical Approximation 
to Atom-Symmetric Top Rotational Excitation 


N74-1 I 74-04 7D PC$3.25/MF$2.25 
RUSSELL, DENNIS A. 

Bar Gap Radiation Test. 

AD-771 426/4GI 74-04 10B PCS$4.25/MF$2.25 
RUSSELL, E. E. 


Study of Spina-Scan Imaging for Outer Planets Mis- 


N74-21901/7GI 74-17 22A PC$8.75/MF$2.25 
Study of Spia-Scan Imaging for Outer Planets Mis- 


sions: Executive Summary. 
N74-22106/0GI 74-17 22A  PC$3.25/MF$2.25 


RUSSELL, E. R. 
Biochemistry Survey Section Report for the Month 
June 1946. 
N-2302 74-24 GR PC$4.00/MF$2.25 
Distribution and Excretion of Plutonium in Two 
Human Subjects. 
CH-3607 74-24 GR PC$4.50/MF$2.25 
Quantitative Determination of Plutonium in Biological 
Materials. Part 1. The Analysis of Urine 


N-1536pm 74-24 7D PC$4.50/MF$2.25 

Recovery of Plutonium-238 from Scrap Materials. 

DP-1330 74-17 18G PC$4.00/MF$2.25 
RUSSELL, E. S. 


Inborn Anemias in Mice. Progress Report, May 1, 
par iee o 30, 1974. 
COO-3264- 74-20 6C PC$4.75/MF$2.25 


RUSSELL, EDWARD C. 


Test and Evaluation of a 50-Gallon-Per-Minute 
Oil/Water Separator (Separation and Recovery 
Systems, Inc.). 

AD-785 223/9GI 74-23 133 PC$3.75/MF$2.25 


RUSSELL, EDWIN R. 
Removal of Heavy Metal Contaminants from Fluid 


Streams. 

PAT-APPL-414 029 74-14 13B PC$3.25/MF$2.25 
RUSSELL, ERNEST E. 

Acker Lake Landslide, Monroe County, Mississippi. 

PB-228 697/9GI 74-10 8G PC$3.25/MF$2.25 

An Evaluation of Subsurface bene = at ay Aquifer 

Prediction in Complex Sedimentary Sys 

PB-234 426/SGI 74-20 8H CSS. TsiMPs2. 25 
RUSSELL, FINDLAY E. 


Behavior, Ecology and Toxicity of Venomous Marine 
Fishes. 


AD-770 880/3GI 74-03 6T PC$3.25/MF$2.25 
RUSSELL, G. E. 

Rie Blaaco Electronics. 

UCRL-S51501 74-18 9A PC$4.00/MF$2.25 
RUSSELL, G. R. 


Inert Gas Metallic Vapor Laser. 
PAT-APPL-420 813 74-10 20E PC$3.25/MF$2.25 


RUSSELL, 8. 

Impact Test of a Near-Production Air Cushies 
Peat 3 361/7G1 74-12 13F PC$3.25/MF$2.25 
RUSSELL, J. A. 

Octane-Cetane Relationship. 

AD-779 512/3GI 74-15 21D PC$3.25/MF$2.25 
RUSSELL, J.C. 


Analysis of Silicon--Germanium Alloys Used in Ther- 

moelectric Applications. 

SLA-73-643 74-06 108 PC$3.50/MFS$2.25 

Analysis of Silicon--Germanium Alloys Used in Ther- 

moelectric Applications. 

SLA-73-5531 74-06 7B PC$3.50/MF$2.25 
RUSSELL, J. L. 

Neutronic Aspects of the Thermionic Reactor Experi- 

meat. 

GA-46107 74-10 18N PC$7.00/MF$2.25 
RUSSELL, J. W. 

Reprint: A Drug Invotvemeat Scale for Classification 


of Drug Abusers. 


AD-773 781/0GI 74-07 SK Reprint 





RUSSELL, JAMES T. 


Angular Deviation Measuring Device and its Method 
of Use. 
PAT-APPL-420 509 74-21 14B PC$3.25/MF$2.25 


ar nore | Ae Apparatus for Spatially Modulated 


PATENT: by 909 477 74-16 17M Not available NTIS 
RUSSELL, JEAN E. 

Bene Metadoliom in Chronic Uremia. 

PB-229 897/4GI 74-11 6E PC$3.25/MF$2.25 
RUSSELL, JOMN H. 

Self-Contained Aircraft Oxygen System. Volume I. 


Sy stom aad Testing. 
AD-774 675 74-08 6K = PC$7.50/MF$2.25 


Self-Contained Aircraft Oxyges System. Volume II. 
— Design, Development and Environmental 


AD-773 965/9GI 74-08 6K = PC$12.50/MF$2.25 


Sell-Coatained Aiscraft Oxygen System. ae _ 
Advanced Ox: Coacemtrator Stack De en! 
AD-774 676/4G) 48 K PCS? 3 25, FS2. 25 


Self-Contained Aireveft Oxygen System. Volume IV. 
Underwater Breathing M 
AD-774 677/2G1 


RUSSBLL, K.C. 


Reprint: On the Driving Force fer the Growth and Dis- 
setation of Grain Beundary Allotriomorphs by the 


AD-786 085/1GI "94-24 11F > Reprint 
RUSSELL, K. S. 


Cinetheodolite Observations ie at peers During 
the Observing Year 1964 - 1965, Part 
N74-26340/1GI 74-19 22C Fess. 75/MF$2.25 


Cimetheodoltite Observations Made at Earlyburn During 
the Observing Your 1964 - 1965, Part 2. 
N74-26341/901 74-19 22C PC$3.75/MF$2.25 


Ciaetheodolite Observations Made at Earlyburn During 
the Observing Year 1964 - 1965, Part 3. 
N74-26342/701 74-19 22C PC$3.75/MF$2.25 


Ciaetheodotite Observations Made at Earlyburn During 
the OBserving Year 1964 - 1965, Part 4. 
N74-26343/5GI 74-19 22C PC$3.75/MF$2.25 


Hewitt Camera Observations Made a a on 
Various Satellites from 1 January to 30 April 197 
N74-11704/SGI 7485 22C PC$3. 7S/MFS2. 25 


Hewitt Camera O@sorvations Made at Earlypoint on 
Various Satellites from 1 October 1971 to 30 April 


1972. 
N74-19521/9G1 74-13 22C ~=PC$3.75/MF$2.25 


Hewitt Camera Observations Made at Earlypoint on 
Various Satellites from 1 September to 31 December 


1970. 
N74-11703/7G1 7405 T2C PC$3.75/MF$2.25 


Hewitt Camera OBservations Made at Earlypoint on 
Various Satellites from 20 August - 31 December 1973. 
N74-26348/4GI 74-19 22C PC$3.75/MF$2.25 


pry op sna Observations Made at Earlyburn Dur- 
ee Observing Yoar 1964 - 1965, Part 5 
N74-32334/6GI1 74-25 22C PC$3.75/MF$2.25 


Kimetheodolite Observations Made at Earlyburn Dur- 


ing the Year 1964 - 1965, Part 6. 
N14-31349/5G1 74-24 22C PC$3.75/MF$2.25 


Kinetheodolite Observations Made at Reivtene Dur- 
ing the Observing Year 1964 - 1965, Part 

N94-32336/161 74-25 22C PCs3. 75/M F$2.25 

Kimetheodolite Observations Made at pecs Dur- 

ing the Observing Year 1964 - 1965, Part 8 

N74-32337/9GI 74-25 22C PC$3.75/MF$2.25 


Kinetheodolite Observations Made at Earlyburn Dur- 
ing the Year 1964 - 1965, Part 10. 
N14-32340/3G1 74-25 22C PC$3.75/MF$2.25 


Kimetheodolite Observations Made at apes Dur- 
img the Observing Year 1964 - 1965, Part 11. 
N74-32341/161 74-25 22C PC$3.75/MF$2.25 
Kinetheodolite Observations Made at Earlyburn on 
Satellite 1963-30 D from September 1964 to October 


edification. 
74-08 6K PC$S5.25/MF$2.25 


1965. 
N74-10818/4GI - 74-04 17H = PC$4.25/MF$2.25 


Kimetheedolite Observations Made at Earlyburn on 


— 1963-43 a from September 1964 to October 
1 


N74-16819/2GI 74-04 17H = PC$3.25/MF$2.25 


Kinetheodolite Observations Made at Earlyburn on 
Satellite 1964-76 a from September 1964 to October 


1965. 
N74-10817/6GI 74-04 17H = PCS$3.75/MF$2.25 
Rotadot Observations Made at Earlyburn. October 


1973. 
N74-22513/7GI 74-17 22C =PC$3.75/MF$2.25 
RUSSELL, L. M 


Some Injector Element Detail Effects on Screech in 
Hydregea-Oxygea Rockets. 









RU 


———————— ee ee et 


N74-17506/8G1 74-11 

RUSSELL, ORVILLE R. 
Application of EREP Imagery to Fracture-Related 
pra oo Hazards and Environmental Problems in 
B74. 10258 74-07 81 PC$3.25/MF$2.25 


Application of ERTS-1 Imagery to Fracture Faye 
Mine Safety Hazards in the Coal Mining Indus 
E74-10238 74-07 81 PCS$3 TSIMES2. 25 


Study of Application of ERTS-A Imagery to Fracture- 
Related Mine Safety Hazards in the Coal Mining In- 
dustry. 

E74-10083 74-03 81 PC$3.25/MF$2.25 


Study of Application of ERTS-A Imagery to Fracture- 
Related Mine Safety Hazards in the Coal Mining In- 
dustry. 

E74-10336 


RUSSELL, P. B. 


Lidar Measurements of Stratospheric Aerosols over 
Menlo Park, California, October 1972 - March 1974. 
N74-28888/7GI 74-22 4A PC$4.75/MF$2.25 


Lidar Measurements of the Variability of Stratospheric 
Particulates. 
N74-29951/2GI 


RUSSELL, PAUL 


Extraction, Purification, Characterization and Distribu- 
tion of Soluble H-2 Antigens. 
PB-226 864/7GI 74-06 6E PC$3.25/MF$2.25 


RUSSELL, PHILIP K. 


Transovarial Transmission of California Encephalitis 
by Floodwater Mosquitoes, 
AD-785 647/9GI 74-24 6M PC$3.25/MF$2.25 


RUSSELL, R. 


Experimental Determination of Turbulence in a GH2- 
Gox Rocket Combustion Chamber. 
N74-33382/4G1 74-26 21B PC$3.75/MF$2.25 


Kinetics of Substitution of Ethyl- 
bis(Dimethyiglyoximato)-Aquocobalt(lii) by Hexa- 
cyanometallates. 

IS-T-614 74-10 7D PC$6.50/MF$2.25 


The Transportation Problem with Mixed Constraints. 
AD-774 034/3GI 74-08 12B PC$3.25/MF$2.25 


RUSSELL, R. D. 
Extension of the B.N.L. Gamma Facility Data Proces- 


sor. 
RD/B/N-2694 

RUSSELL, R. R. 
The Burden of Defense in the United States and the 


USSR. 
AD-781 253/0GI SC PC$4.75/MF$2.25 
RUSSELL, RICHARD 


Improvements to the Kalah Program, 
AD-785 049/8GI 74-23 9B PC$3.25/MF$2.25 


Kalah - The Game and the Program, 
AD-785 041/SGI 74-23 9B PC$3.25/MF$2.25 


RUSSELL, ROBERT 


An Advanced Dual Basic Feasible Solution for a Class 
of Capacitated Generalized Networks. 
AD-779 142/9GI 74-15 12B PC$3.25/MF$2.25 


RUSSELL, ROBERT E. 


Telemetry, Ranging and Instrumentation Systems for 
Space Vehicles. 
AD-783 618/2GI 


RUSSELL, ROBERT J. 


Selected Topics in Laboratory Animal 
Volume XXI. The Rabbit. 
AD-774 426/1GI 74-08 2E PC$4.75/MF$2.25 


RUSSELL, ROLANDA 


Macrobenthos as Indicators of Ecological Change. 
PB-234 424/0GI 74-22 6F PC$4.25/MF$2.25 


RUSSELL, S. R. 


Improvements in LISP Debugging, 
AD-785 045/6GI 74-23 9B PC$3.25/MF$2.25 


RUSSELL, SID 
Electrolytic Igniter. 
PAT-APPL-381 443 

RUSSELL, STEPHEN H. 


An Analytical Approach to Optimizing Airframe 
Production Costs as a Function of Production Rate. 
AD-775 698/4GI 74-10 1C PC$6.25/MF$2.25 


RUSSELL, T. 
Annealing Studies of AK+) Implanted SiO2 Thin 


Films. 
AD-785 856/6GI 74-24 9A PC$3.75/MF$2.25 


RUSSELL, T. J. 


Vacuum UV Absorption Spectra Induced by AK+) Ion 
Implantation in Si02 Films on Sapphire 
AD-777 967/1GI 74-13 20L PC$3.25/MF$2.25 


21H = PC$3.75/MF$2.25 


74-09 81 PC$3.25/MF$2.25 


74-24 4A PC$4.25/MF$2.25 


74-04 9B PC$S5.00/MF$2.25 


74-18 


74-21 9F PC$4.25/MF$2.25 


Medicine. 


74-15 21H PC$3.25/MF$2.25 


RUSSELL, W. L. 


Future Research in Mouse Radiation Genetics. 
CONF-730829-3 74-10 6R PC$3.00/MF$2.25 


Tory Reactor Temperature Measurements. 
UCRL-12308 74-12 18N PC$3.75/MF$2.25 


RUSSELL, WENDELL 


Upgrading in an Industrial Setting. 
PB-230 967/2GI 74-12 SI 


RUSSELL, WILLIAM R. 
Non-Market Income and Out-Migration in Lagging Re- 


gions. 
COM-74-11228/5GI 
RUSSETT, BRUCE M. 


Assured Destruction of What. A countercombatant Al- 
ternative 10 Nuclear MADness. 
AD-769 835/0GI 74-02 SD PC$3.25/MF$2.25 


The Political Entrepreneur: The Utility of Small 
Polyarchies. 
74-02 SD PC$3.25/MF$2.25 


PC$4.25/MF$2.25 


74-18 SK PC$3.75/MF$2.25 


AD-7169 834/3GI 


A World Political Data and Analysis Program. 
74-02 SD PC$3. 25/MF$2. 25 


AD-769 836/8GI 
RUSSI, M. J. 


A Survey of Monopropellant Hydrazine Thruster 
Technology. 
AD-779 683/2GI 


RUSSIN, W. R. 


Performance of a Hydrogen Burner to Simulate Air 
Entering Scramjet Combustors. 
N74-17505/0GI 74-11 


RUSSKIKH, V. V. 
The Question Concerning the Pathogenesis of Vibra- 
tion Pathology Caused by the Action of General Vibra- 


tion--Translation. 
AD-782 549/0GI 74-19 6S PC$3.25/MF$2.25 
RUSSO, ANTHONY J. 


A Statistical Analysis of the U.S. Crop Spraying Pro- 
gram in South Vietnam, 
AD-779 791/3GI 


RUSSO, M 


Super Fibres of Polyamides on an Industrial or Semi- 
Commercial Scale. 
N74-10549/5GI 


RUSSO, P. A. 


Gamma Branch of the exp 238 U Shape Isomer. 
RLO-1388-223 74-04 20H PC$3.25/MF$2.25 


RUSSO, PETER 


Reprint: Crystal Growth and Characterization of PtP2. 
AD-776 598/SGI 74-11 20B Reprint 


RUSSOMANNO, ROCCO 
Current Practices in Water Microbiology. Training 


74-15 211 PC$3.25/MF$2.25 


21E PC$4.25/MF$2.25 


74-16 1SB PC$3.75/MF$2.25 


74-04 ILE PC$3.25/MF$2.25 


Manual. 
PB-229 825/SGI 74-10 6M PC$9.50/MF$2.25 


Current Practices in Water Microbiology. Training 

Manual, 

PB-235 902/4GI 
RUSSOTTI, JOSEPH S. 

Aural Detection Performance over a 129 Minute Simu- 

lated Sonar Watch. 

AD-775 682/8GI 
RUST, B. W. 


Interactive Modeling of Ecosystems. 

CONF-740703-1 74-20 12B PC$4.50/MF$2.25 
RUST, D. R. 

Differential Cross Sections in pi -p Implies K exp 0 

lambda exp 0 and pi exp + p Implies K exp 0 sigma 

exp 0 from 3 to 6 Gev/C. 

ANL/HEP-7336 74-04 20H PC$3.00/MF$2.25 

Measurement of Polarization in pi exp - p implies K 

exp 0 lambda exp 0 at 5 Gev/C. 

ANL/HEP-7344 74-11 20H PC$3.00/MF$2.25 


Recent Measurements of Polarization in Pp Elastic 


Scattering. 
COO-2009-73 74-25 20H PC$4.25/MF$2.25 
RUST, DAVID M. 
Reprint: Magnetic Fields, Loop Prominences and the 
Great Flares of August, 1972. 
AD-779 113/0GI 
RUST, J. B. 
Reprint: Photopolymerization Studies. Ill. Thermal 
Sensitization and Desensitization Effects. 
AD-783 132/4GI 74-20 
RUST, K. 


Advantages and Disadvantages of Thyristors at the 
Power Supply of Electrically Heated Rods with High 


Power Density. 
KFK-1835 74-09 183 PC$4.00/MF$2.25 


Advantages and Disadvantages of Thyristors for the 
Power Supply of Electrically Heated Rods of High 
Power Density. 


74-25 6M PC$9.50/MF$2.25 


74-10 SJ PC$3.25/MF$2.25 


74-15 3B Reprint 


7E Reprint 


EURFNR-1127 
RUST, STEVEN K. 


Syllabus and Syllabus Development Techniques Used 
in Evaluating the A/F37A/T-4G Flight Simulator. 
AD-786 412/7GI 74-25 SI PC$3.75/MF$2.25 


RUST, THOMAS JR. 


Comparison of Exhaust Emissions of a Low-Time 
JT8D-i1 Engine: High-Smoke Versus Low-Smoke 
Combustion Chamber Configurations. 

AD-780 958/SGI 74-17 21E PC$3.75/MF$2.25 


RUSTAD, &. C. 
Structural Variations among the Chromosomes of Nor- 


mal Humans. 
COO-78-310 74-14 6C PC$3.00/MF$2.25 
RUSTAGI, J. S. 


Reprint: Inference in a Waiting-Time Distribution 
Derived from Dependent Bernoulli Trials. 
AD-781 121/9GI 74-17 12A_ Reprint 


Suaeee and Probability Applied to Contro: System 
Analys 
AD-769 454/061 


RUSTAN, PEDRO L. 


Reprint Evaluation of Effects of the Microwave Oven 
(915 ana 2450 MHz) and Radar (2810 and 3050 MHz) 
Electromagnetic Radiation on Noncompetitive Cardiac 
Pacemakers. 

AD-769 371/6GI 


RUTAN, LAN H. 
Joint Army Navy Air Crew Impact Injury Prevention 
Program 
AD-777 713/9GI 
RUTENBERG, M. L. 
Equivalence Theorem and Regularization in Quantum 


Field Theory. 
74-24 203 PC$4.00/MF$2.25 


74-18 10B PC$5.00/MF$2.25 


74-01 12A_ PC$3.25/MF$2.25 


7401 6B Reprint 


74-12 6S PC$3.75/MF$2.25 


ITF-74-38P 
RUTH, EUGENE 
Torsional Strength of Prestressed Concrete Bridge Gir- 


ders. 
PB-225 733/SGI 
RUTH, GREGORY R. 


Analysis of Algorithm Implementations. 
AD-780 408/1GI 74-16 9B PC$8.50/MF$2.25 


RUTH, L. A. 
A Regenerative Limestone Process for Fluidized-Bed 
Coal Combustion and Desulfurization. 
PB-231 374/0GI 74-12 7A PC$S.25/MF$2.25 
RUTH, RALPH P. 
Single Crystal Thin Films of Semiconductor and 
Piezoelectric Materials on Refractory Substrates. 
AD-917 408/7GI 74-13 9A PC$4.25/MF$2.25 
RUTH, ROBERT JUSTIN 
An Economic Approach to Acceptance Sampling. 
AD-784 028/3GI 74-22 13H = PC$4.75/MF$2.25 
RUTHBERG, ZELLA G. 
Multicommodity Network Plotting 
NETPLT. 
AD-783 954/1GI 
74-21 17B PC-GPO/MF$2.25-NTIS 
Multicommodity Network Plotting via Program 
NETPLT. 


COM-74-50634/6GI 
74-21 


74-04 13B PC$5.25/MF$2.25 


via Program 


17B PC-GPO/MF$2.25-NTIS 
RUTHER, W. E. 


Postirradiation Examination of Higher-Worth Control 
Rods L-4008S and L-4009S. 
ANL/LBR-70 74-02 


RUTHERFOORD, J. P. 
Spin Correlation Measurements in Pseudoscalar Meson 


Photoproduction. 
RLO-2041-93 7409 20H PC$4.75/MF$2.25 
RUTHERFORD, D. J. 


A Parametric Model of Inter-City Passenger Trans- 


port: An Interim Report, 
PB-227 450/4GI 7407 #13B) PC$3.75/MP$2.25 


RUTHERFORD, DAVID 
1,6-Diamino-2,3:4,5-DI-O-Benzylidine-! ,6-Dideox- 


ygalactitol. 
PATENT-3 463 790 74-18 111 Not available NTIS 


Carbohydrate Derived Polymers. 
PATENT-3 400 107 74-20 7C Not available NTIS 
Carbohydrate Derived Polymers. 
PATENT-3 404136 74-20 7C Not available NTIS 


Carbohydrate Derived Polymers of Acrylonitrile. 
PATENT-3 275 582 74-18 7C Not available NTIS 


Carbohydrate Dervied Poly 
PATENT-3 225 012 74-17 


181 PC$6.50/MF$2.25 


amides. 
111 Not available NTIS 


Dichloride Salts of ee ga ae Sugar Acids. 
PATENT-3 420852 74- 7C Not available NTIS 


Method of Precipitating Polyvalent Cations. 


PA-953 





RUTHERFORD, J. A. 


PATENT-APPL-739 955 
74-16 7C Not available NTIS 


RUTHERFORD, J. A. 
Reprint: Proton Transfer from HeH(+) to Molecular 


Hydrogen. 

AD-T78 650/6GI 74-08 7D Reprint 
RUTHERFORD, ROYDEN R. 

WEPH V Code Modifications for HF Propagation and 


System Performance Modeling. 
AD-770 053/7GI 74-02 20N PC$5.25/MF$2.25 
RUTION, JOSEPH A. 


Considerations in the Selection of Public Service Em- 
ploy yers: The Vermont Experience. 
-231 854/1GI 74-13 SI PC$4.25/MF$2.25 


RUTKA, SUSAN 8S. 
Ala ae Alternatives for Administering a Coastal 


Trail Sys 
coM-7- 11933/1G1 13B PC$3.75/MF$2.25 
RUTKOWSKA, U. 


Determination of Calcium and Phosphorus in Food- 
stuffs by Flame Photometry (Oznaczanie Wapnia i 


74-02 


Fosforu w  Produktach Spozywczych Metoda 
Folometrii Plomieniowe)}), 
TT-73-54062 74-26 7B PC$3.25 


RUTLAND, BRUCE A. 
WEBSEC-70, An Ecological Survey in the Eastern 


Chukchi Sea. 

AD-774 506/0GI 74-08 83 PC$7.25/MF$2.25 
RUTLEDGE, JAMES E. 

Reprint: Utilization of |§Economically-Valuable 


Byproducts from the Shrimp Processing Industry. 
COM-74-11541/1GI 74-24 6C Reprint 


Reprint: Variability in Proximate Analysis of Different 
Processed Shrimp Meals. 
COM-74-10143/7GI 


RUTLEDGE, LOUIS C. 


Annual Progress Report, 1 July 1972 - 30 June 1973, 
AD-771 998/2GI 74-05 6E PC$4.25/MF$2.25 


RUTLEDGE, PHILIP C. 


74-06 6H Reprint 


Subsurface Investigation, Section L001, L'Enfant 
Plaza-Pentagon Route. 

PB-231 119/9GI 74-12 13F PC$3.25/MF$2.25 
RUTMAN, E. M. 

Bioelectrical Correlates of Operative Adjustment-- 
Translation. 

AD-780 830/6GI 74-17 $3}. PC$3.25/MF$2.25 


On the Bioelectrical Correlations of Individual Dif- 
ferences--Translation. 


AD-781 636/6GI 74-18 53> PC$3.25/MF$2.25 
RUTTER, I. 

Facility for in-Pile Measurements of Fission-Gas 
Release. 

IFA-MN-18-1973 74-13 18E PC$3.00/MF$2.25 
RUTYNA, F. J. 


Track Geometry Development UMTA Urban Rail Sup- 


porting ——!7 Program 
PB-233 394/6GI M418 13F PC$3.75/MF$2.25 


RUUSKANEN, P. V. 


Distributions in a Two-Component Model. Research 
Report No. 14/1973. 
NP-19891 74-09 20H PC$3.50/MF$2.25 


Long Range Correlations in the Pionization Com- 


nent. 
P-20027 74-21 20H PC$4.00/MF$2.25 


Nova Model for Diffraction Dissociation with Longitu- 


dinally Decaying Novas. 
JU-RR-73/11 74-04 20H PC$3.25/MF$2.25 


Where oe Diffractive Nucleons G: 
NP-2002 74-21 20H PC$4.25/MF$2.25 
ssi J. 


Reprint: Polarization Modes in se Helium. 
AD-786 101/6GI 20M ~ Reprint 


Reprint: Scattering of eased in He3-He4 Mix- 

tures. 

AD-778 975/3G1 
RUVINSKII, V. A. 

A a Support of Combined Arms Combat-Traasla- 


AD-786 832/6G1 1SG PC$9.25/MF$2.25 
RUZANOV, AY. I. 


Investigation of the Reaction of a Spherical Shell to 
Power and Thermal Shock--Translation 
AD-785 993/7G1 74-24 20K PC$3.25/MF$2.25 


RUZHENTSEV, V. E. 


Effects of Alteration and Joint Fillings on the 
Mechanical Behavior of Rocks. 2. 
PB-233 182/SGI 74-17 8G PCS$4.75S/MF$2.25 


Fundamentals of Paleontology. Volume V. Mollusca - 
Cephalopoda i Nautiloidea, Endoceratoidea, Ac- 


74-14 20M _ Reprint 


74-25 


PA-954 


tinoceratoidea, Bactritoidea, 
(Agnoiatitida, Goniatitida, Clymeniida), 
TT-74-50018 74-17 6C PC$19.25/MF$2.25 


RUZHICHKA, YA. 
Properties of Light Transition Radiation of 660 Mev 
Proton ( Gamma = 1.7) Inclined Incidence on a Thick 


Nickel Plate. li. 
JINR-P1-7956 74-25 20H PC$4.75/MF$2.25 
RUZICKA, JIRI 


On A Class of Stochastic Bang-Bang Continuous Time 
Control Problems. 
AD-783 258/7GI 


RUZZO, JOSEPH G. JR. 
Method for Preparing Pasted Nickel Hydroxide Elec- 
PATENT-3 725 129 74-07 
RYABCHENKO, V. M. 
One Specific Property of Thin-Walled Systems with 
Minimal Weight and Its Use in Optimum Designing-- 


Translation. 
74-05 20K PC$3.25/MF$2.25 


Ammonoidea 


74-20 12A_ PC$5.25/MF$2.25 


10C Not available NTIS 


AD-771 653/3GI 
RYABCHENKOV, A. V. 


Heat Resistant Coatings Obtained by Chemical Deposi- 
tion from Solutions--Translation. 
AD-783 981/4GI 74-22 7D PC$3.25/MF$2.25 


RYABININ, I. F. 
Study of Fibrinogen and Fibrinolytic Activity of the 
ee Plasma during Application of Antibiotics--Trans- 
AD-779 647/7GI 
RYABOV, N. A. 


Comparative Hygienic Noise and Vibration Evaluation 
of Power Excavating Shovels in the Sibaiskii and 
Lebedinskii Pits--Translation. 

AD-780 393/SGI 74-16 63 PC$3.25/MF$2.25 


Occupational Hearing Disorders (Hardness of Hearing) 
in Excavator (Power Shovel) Operators in Quarries-- 
Translation. 

AD-781 656/4GI 


RYABTSEV, G. 


Means of Decreasing the Draft Resistance of Cultiva- 

tors (Puti Anizheniya Tyagogo Soprotivleniya Kultiva- 

torov), 

PB-232 147-T/GI 
RYABUKHIN, A. G. 


Tectonic, Geological Studies of Earth Using Space 
Photographs, 
IPRS-61581 


RYABYKUH, S. M. 


Change in Radiation-Chemical Stability of PbN6 by 
Heterophase Additives--Translation. 
AD-769 471/4GI 74-01 7E PC$3.25/MF$2.25 


Change in the Radiation Stability of Lead Azide-- 
Translation. 
74-04 7E PC$3.25/MF$2.25 


74-15 60 PC$3.25/MF$2.25 


74-18 63 PC$3.25/MF$2.25 


74-15 2C PC$3.25/MF$2.25 


74-12 8G PC$3.75/MF$2.25 


AD-771 403/3GI 


Determination of Cu(+2) and Ag(+) Content in Solid 
Solutions Based on Lead Azide by Stripping Analysis-- 
Translation. 

AD-785 884/8GI 74-24 7B PC$3.25/MF$2.25 


Gas Liberation during Lead Azide Radiolysis--Transla- 


ton. 
AD-781 162/3GI 
RYACK, BERNARD L. 


Human Factors Evaluation of Submarine Escape. IV: 
Evaluation of Submarine Escape and Survival Equip- 
ment Mark 1 Mod 0 for Side and Top Egress with Two 
Disconnect Systems. 

AD-775 681/0GI 74-10 133 PC$3.25/MF$2.25 


Human Factors Evaluation of Submarine Escape. V. 
Disconnect Time with Four Combinations of the 
Schrader Quick Disconrect Air Fitting. 

AD-780 058/4GI 74-16 6G PC$3.25/MF$2.25 


RYADNO, A. A 


Investigation of Thermal Explosion of a Heterogene- 
ous System of Two Semi-Bounded Bodies--Transla- 


tion. 
AD-770 007/3GI 
RYADOVSKAYA, S.N. 


Condensation of 2,3-Dialdehyde-6-0-Trityl-Cellulose 
and 2,3-Dialdehydecellulose with p-Tolylhydrazine 
(Reaktsiya Kondensatsii 2,3-Dialdegid-6-0-Tritittsellyu- 
lozy i 2.3-Dialdegidtsellyulozy s p-Tolilgidrazinom), 
TT-71-51005 74-26 7C PC$3.25/MF$2.25 
Oxidation of 6-O-Trityicellulose with Sodium Periodate 
(Okislenie 6-O-Tritiltsellyulozy Periodatom Natriya), 
TT-7i-51007 74-08 7C PC$3.25/MF$2.25 
RYALL, ALAN 
Reprint: Evidence for a High-Velocity Lithospheric 
Plate Under Northern Nevada. 
AD-777 331/0GI 


74-17 7E PC$3.25/MF$2.25 


74-02 21B PC$3.25/MF$2.25 


74-12 8K Reprint 





Small Earthquakes in the Nevada Region, and 
Earthquake Activity and Strain Changes Associated 
with Underground Explosions. 

AD-774 637/3GI 74-08 8K PC$3.25/MF$2.25 


RYAN, ALMA P. 


Visual Characteristics of Submarine School Can- 
didates, Submariners and Navy Divers: ee 
Derived from the Longitudinal Health Stud 

AD-780 095/6GI 74-16 6E PC$3. SSIMFS2. 25 


RYAN, C. E. 


Reprint: New Growth Experiments in SiC. 
AD-787 888/7GI 74-26 11B Reprint 


RYAN, CHARLES E. 


Annealing of Sputtered Beta Silicon Carbide 
AD-787 646/9GI 74-26 20L PC$3. 25/MF$2. 25 


Thin Films of alpha and beta Silicon Carbide Prepared 
by Liquid Epitaxy and by Sputtering, 
AD-787 647/7GI 74-26 20L PC$3.25/MF$2.25 


RYAN, CHARLES E. JR. 


Broadband Antenna Measurement Techniques. 
AD-787 867/1GI 74-26 9E PC$6.25/MF$2.25 


RYAN, DE ROBERT P. 


Feasibility of High-Resolution Pulse-Echo Techniques 
for Automobile Tire Inspection. 
PB-231 201/SGI 74-12 


RYAN, FRED C. 


Manually Operated Gas Sampler. 
PATENT-3 635 092 74-04 14B Not available NTIS 


RYAN, J. L. 
Feasibility Evaluation and R and D Program Plan for 


13F PC$4.75/MF$2.25 


Transuranic Partitioning of High-Level Fuel 
Reprocessing Waste. 
BNWL-1776 74-10 18G PC$5.45/MF$2.25 


Salt Waste Volume Reduction by Sodium Removal. 


BNWL-B-293 74-13: 18G PC$5.75/MF$2.25 
Solid Plutonium Nitrate Shipping Forms. 
BNWL-SA-4830 74-24 7E PC$4.00/MF$2.25 


Technology of Tritium Fixation and Storage. 
BNWL.-1807 74-13 18G PCS4. 00/M F$2.25 


RYAN, J. V. 


Reprint: Standards for Textiles in the U.S.A. 
COM-74-50599/1GI 74-19 11E Not available NTIS 


RYAN, JEAN L. 


Reprint: Electron Radiation Damage and Annealing of 
Hg(i-x)Cd(x)Te at Low Temperatures. 
AD-771 844/8GI 74-05 20L Reprint 


RYAN, JOANN P. 
Machine-Aided Editing. 
AD-775 160/SGI 

RYAN, JOHN W. 


Analysis of Slanted Blast Shelter Programs. 
AD-771 964/4GI 7405 15SC PC$S.75/MF$2.25 


Assessment of Total Energy Systems for the Depart- 
meant of Defense. Volume 2. Appendices. 
AD-781 817/2GI 74-18 10A PC$6.25/MF$2.25 


A Fine-Grained Population Data Base for West Ger- 
many 
AD-777 908/SGI 
RYAN, LEONARD E. 
Training Analysis of P-3 Replacement Pilot and Flight 
Engineer Training. 
AD-773 745/SGI 
RYAN, M. T. 
Proton Magnetic Spectra of Poly(Meta-Phenylene 


74-09 SG PC$6.25/MF$2.25 


74-13 SK PC$3.25/MF$2.25 


74-07 SI PC$S.25/MF$2.25 


Bibenzimidazole)-Lithium Chloride Solutions § in 
Dimethyl Acetamide. 
AD-769 342/7GI 74-01 7C PC$3.25/MF$2.25 


RYAN, MICHAEL D. 


Considerations in Spectroelectrochemical Evaluation 
of Homogeneous Electron Transfer Involving Biologi- 


cal Molecules. 
AD-783 916/0GI 74-21 7D PC$3.75/MF$2.25 


RYAN, MICHAEL G. 


Base Line Data Collection. Volume IV. Section I. Dis- 
trict Court of the Fourth Judicial District State of 
Nebraska. Omaha - Douglas County, 

PB-227 894/3G1 74-08 sk PC$4.75/MF$2.25 


Base Line Data Collection. Volume IV. Section II. The 
fe nae Juvenile Court, Douglas County, Omaha, 
Nebra: 


PB-227 913/1GI 74-08 SK PC$4.25/MF$2.25 


Omaha-Douglas County Metropolitan Criminal Justice 
Center. Base Line Data Collection, Volume IV, Sec- 
tion 3, Municipal Court of Omaha, Nebraska, 

PB-232 494/SGI 74-18 SK PC$3. 73IMFS$2. 25 


RYAN, N. E. 


The Influence of Stress Intensity History on Fatigue- 
Crack Growth. 
N74-13247/3G1 


74-07 11F PC$3.25/MF$2.25 








RYAN, NORMAN W. 
Extinguishment of Composite Propellants at Low Pres- 


sures. 
AD-776 000/2GI 
RYAN, P. J. 
Engineering Aspects of Heat Dissipation in Water 


Bodies. 
TID-26498 74-09 181 PC$4.25/MF$2.25 
RYAN, PATRICK W. 


Cockpit Geometry Evaluation, Phase III Final Report. 
Volume I. Program Description and Summary 
AD-772 486/7GI 74-06 1C PC$7 '00/MFS2. 25 


Louisiana Housing: Conditions and Influences. II. 
PB-234 428/1GI 74-20 13B PC$9.50/MF$2.25 


RYAN, PAUL F. 


Skid-Resistant Characteristics of Experimental Bitu- 
minous Surfaces in Illinois. 
PB-230 497/0GI 74-11 


RYAN, PAUL J. 


Futurism and Long-Range Strategic Planning: Applica- 
tions to the Navy Strategic Study. 
AD-769 513/3GI 74-01 15G PC$5.25/MF$2.25 


RYAN, R. J. 


Efficient Illumination of a Sphere. 
LA-5318 74-04 201 PC$4.00/MF$2.25 


RYAN, R. K. 


Analysis of Dilute Natural Uranium Solutions by 
gamma-Ray Excited X-Ray Fluorescence. 


74-10 211 PC$9.50/MF$2.25 


13C =PC$4.75/MF$2.25 


AAEC/E-314 74-25 7D PC$4.75/MF$2.25 
RYAN, R. L. 

Comparison of Oxygen Determination Methods for 

TA--10W Alloy. 

MLM-2086 74-06 11F PC$4.00/MF$2.25 


RYAN, ROBERT F. 
The Development and Evaluation of . Correspondence 


Training Program for Tumor Registra: 
PB-235 217/7GI 74-23. «SI "PCS3 .75|MF$2.25 


RYAN, ROBERT L. 


Reprint: On Certain Mixed Boundary Value Problems 
in Plane Strain Elastodynamics. 
AD-787 321/9GI 


RYAN, T. C. 


A Heuristic Model for Predicting Bridge Construction 
Requirements. 
AD-782 913/8GI 74-20 13B PC$5.25/MF$2.25 


Selection and Design Criteria for the Army Facilities 
Components System. 
AD-779 511/SGI 


RYAN, T. V. 


RC-6-OC-71 Data Report: Oceanographic Conditions 
Off the Washington Coast October - November 1971. 
COM-73-50922/6GI 
74-01 83 PC-GPO/MF$2.25-NTIS 
Reprint: Deep Water Thermal Structure at Several 
Sites in the Northeast Pacific. 
COM-74-10067/8GI 
RYAN, TERRY C. 
Nontactical Bridging for the Field Army - 1980. 
AD-780 059/2GI 74-16 13M PC$15.25/MF$2.25 
RYAN, THOMAS G. 


Research on Tactical Military Decision Making: Appli- 
cation of a Decision Prediction Concept in a SIMTOS 


Environment. 
AD-780 812/4GI 74-17 $3. PC$4.25/MF$2.25 


Thermophysical Properties of Thermal Energy Storage 

Materials - Aluminum. 

AD-914 187/0GI 74-11 
RYAN, THOMAS TIMOTHY JR. 


Land Acquistition and Conveyancing by Urban Trans- 
portation Authorities: A Case Study of Metro. 
PB. 232 314/SGI 74-15 13B PC$4.25/MF$2.25 


RYAN, UNA S. 


Fine Structure of Normal Lung Cells in Situ. 
PB-235 S31/1GI 74-25 6C PC$3.75/MF$2.25 


RYAN, WILLIAM B. F. 
Reprint: Plate Tectonics and the Evolution of the Al- 
pine System. 
AD-769 552/1GI 
RYAN, WILLIAM W. JR. 
Acoustic Backscattering from Cylinders, 
AD-769 703/0GI 74-01 20A PC$4.75/MF$2.25 
RYAZANSKII, V. M. 


Investigation of es Devices in Linear 
Electron Accelerators--Translatio 
AD-773 504/6GI 74-07 9A PC$3.25/MF$2.25 


RYBA, E 


Transformations in Ab sub 2 Intermetallic Compounds. 
Final Report, January 1, 1963--June 14, 1972. 
COO-3415-3 74-23 11F PC$6.00/MF$2.25 


74-26 20L Reprint 


74-15 1SE PC$3.75/MF$2.25 


74-04 8) Reprint 


20M PC$3.75/MF$2.25 


74-01 8G Reprint 


RYBACZOK, P. 


Lgh-G: A Program for the Calculation of gamma 
Radiation Through Partially Shielded Gaps 
ORNL-tr-2831 74-22 18F PCS -50/MF$2.25 


Lgh-G: A Program to Calculate gamma -Radiation 


Through Partly Shielded Openings 
GKSS-73-E-17 74-09 18F PC$4.75/MF$2.25 


RYBAK, JAMES P. 


Laboratory Testing of Reentry Plasma Diagnostic 
Devices, 
AD-778 828/4GI 


RYBAKOYV, A. M. 
Device for Separation of Bio-Electrical Signals during 
the Effect of High-Frequency Electric Currents on the 


Organism, 
74-03 6B PC$3.25/MF$2.25 


74-14 201 PC$4.25/MF$2.25 


JPRS-60514 
RYBAKOV, V. I. 


Transmission Consisting of a Rolled Wire Worm and a 
Sprial Evolute Gear, 
JIPRS-62178 


RYBAKOV, V.N. 


Influence of the Operating Conditions and Parameters 
of the Connecting Mechanism of the Stability of Depth 
of Path of a Planter Opener (Vliyanie Uslovii Raboty i 
Parametrov Mekhanizma Prisoedineniya na 
Ustoichivost Glubiny Khoda Soshnikov Seyalki), 

PB-230 875-T/GI 74-12. 2C PC$3.25/MF$2.25 


RYBALCHENKO, N. D. 


Strength of Thin Intermediate Layers. 
N74-14583/0GI 74-08 11D PC$3.25/MF$2.25 
RYBICKA-STRYJECKA, Z. 

Some Problems in the Biology of ‘Strongyloides ster- 
coralis’ Stiles et Hassal, and in the Epidemiology of 
Strongyloidosis (Niektore Zagadnienia z Biologii Stron- 
gyloides stercoralis Stiles et Hassal i Epidemiologii 
Wegorzycy), 
TT-73-54056 


RYBICKI, EDMUND F. 


Analytical Investigation of Stress Concentrations Due 
to Holes in Fiber Reinforced Plastic Laminated Plates, 
Two-Dimensional Models. 

AD-775 732/1GI 74-10 


RYBIN, I. V. 


Reliability of Liquid-Metal Induction MHD Machines-- 
Translation. 
AD-784 208/1GI 


RYCHNOVSKY, R. E. 


Optimization of a Lifting Parachute System for 
Laydown Delivery of a Bomb. 
SLL-73-295 74-12 


RYCUS, J. 

Scientific Activities, 1972. 

N74-18612/3GI 74-12 SB PC$12.00/MF$2.25 
RYDBECK, O. E. H. 


Radio Detection of Interstellar CH, Part 1. 
N74-11924/9GI 74-06 3B PC$3.75/MF$2.25 


Temporal Variations of OH Ground State Emissions in 


74-19 131 PC$3.25/MF$2.25 


74-25 6C PC$3.25 


11D PC$3.75/MF$2.25 


74-22, 10B PC$S.75/MF$2.25 


1C_ PC$4.00/MF$2.25 


wsi. 

PB-226 180/8GI 
RYDBERG, B 

Genetic Hazards of Ionizing Radiation. A Summary. 

FOA-4-4542-A-3 74-08 6R PC$3.50/MF$2.25 


Proposal for Development of a Method for Biological 
Dosimetry. 
FOA-4-4546-A-4 74-08 6R 
RYDELL, H. S. 
Reprint: Postdepositional Mobility of Some Transition 
Elements, Phosphorus, Uranium and Thorium in Deep 
Sea Sediments. 
AD-776 854/2GI 
RYDELL, HAROLD 
Classification and Genesis of Submarine Iron-Man- 
ganese Deposits, 
PB-226 001/6GI 
RYDEN, D. J. 


Techniques for the Measurement of the Semiconductor 
Properties of Thermoelectric Materials. 
AERE-R-6996 7402 20L PC$3.50/MF$2.25 


RYDER, A. G. 


Dynamic Evaluation of Rpi'S 0.4 Scale Unmanned 
Martian Roving Vehicle Model. 
N74-17957/3GI 74-12 22A PC$4.25/MF$2.25 


RYDER, D. R. 


Redundant Actuator Development Study. 
N74-21655/7GI 74-17 1C PC$4.25/MF$2.25 


RYDER, E.R. 


Resonance Raman Effect in Water Vapor, 
AD-781 786/9GI 74-18 7D PC$4.75/MF$2.25 


74-04 3B PC$4.25/MF$2.25 


PC$3.00/MF$2.25 


74-11 8D Reprint 


74-05 8D (Order as PB-225 983) 


RYU, JUNG-HA 


RYDER, JONATHAN LEONARD 


Heuristic Analysis of Large Trees as Generated in the 
Game of Go, 
AD-785 175/1GI 74-23 9B PC$9.25/MF$2.25 


RYDER, WALTER R. 


Domain-Independent Automatic Programming. 
AD-777 956/4GI 74-13 9B PC$3.25/MF$2.25 
RYDNIK, V. I. 


Direct Energy Conversion Methods--Translation. 
AD-770 000/8GI 74-02 10B PC$3.75/MF$2.25 


RYGG, T. A. 
Modulation of Cosmic-Ray Protons and Helium Nuclei 


Near Solar Maximum. 
N74-26273/4GI 74-19 3B PC$4.25/MF$2.25 
RYKOV, G. V. 


Calculation of Wave Loads on Underground Struc- 
tures--Translation. 
AD-783 974/9GI 


RYL’TSOV, V. V. 


Investigation of the Re-Establishment of Impulse Elec- 
trical Strength after Discharge in Spark Chambers with 
Small Clearance. 
ITEF-25 


RYLANDER, J. D. 
Development, Fabrication, and Assembly of a Thin 
Wall, Low Aspect Ratio Liner and the Enclosed Tung- 
sten Limiter for Ormak 
CONF-731114-11 

RYLANDER, RAGNAR 
Sonic Boom Startle Effects--Report of a Field Study, 
AD-773 451/0GI 74-07 6S PC$3.25/MF$2.25 

RYLES, JESSE C. 


Analysis of Bias, Variance and Mean Square Estima- 
tion Error in Reduced Order Filters. 


74-22 13M = PC$3.25/MF$2.25 


74-11 


18D PC$3.25/MF$2.25 


‘74-08 18A PC$3.00/MF$2.25 


AD-785 197/SGI 74-23 12A_ PC$3.75/MF$2.25 
RYLSKY, G.I. 

yo ag Control of Airplanes and Helicopters--Transla- 

AD-777 297/3GI 74-12 1C PC$10.00/MF$2.25 
RYMAN, R. J. 


An Investigation of the Fretting Fatigue Strength of 
BS L65 Aluminum Alloy Under Sinusoidal and Narrow 
Band Random Cyclic Stressing, 
AD-769 883/0GI 74-02 


RYMER, G. T. 


Interim Report on Fission Product Release from Nerva 
Fuel During Post Irradiation Thermal Anneals and 
During the Nrx-A2 Test. 

WANL-TME-1165 74-06 18G PC$5.00/MF$2.25 


Release of Fission Products from UC sub 2 --Graphite 


Fuels. 
WANL-TME-S42 
RYNDIN, V. D. 


Metastasis of Esophageal Cancer, 
PB-236 948-T/GI 74-26 6E PC$3.25/MF$2.25 


RYNER, PETER C. 


Planning Information Bulletin No 1. 
Shoreland Development, 
COM-74-10966/1GI 74-14 13B PC$3.25/MF$2.25 


Planning Information Bulletin No. 2. Planned Unit 
Development (PUD): Tool or Tra; 
COM-74-10849/9GI 74-12 


RYNN, N 
Study of Plasma Heating by Intense Relativistic Elec- 
tron BEAMS. Progress Report, March 31, 1973--Sep- 


tember 30, 1973. 
201 =PC$8.00/MF$2.25 


11F PC$3.75/MF$2.25 


74-06 18G PC$4.00/MF$2.25 


Sewers amd 


rap, 
13B PC$3.25/MF$2.25 


UCI-34-P-207-X-1 
RYPKA, E. W. 


An Analysis of Pilot Error-Related Aircraft Accidents. 
N74-26434/2GI 74-20 1C PC$4.75/MF$2.25 


RYSBYSHIN, B. S. 


Request Presentation for Echeloned Retrieval in the 
Kvantor-8 Information Retrieval System--Translation. 
AD-785 973/9GI 74-24 SB PC$3.25/MF$2.25 


RYSER, H. J. 


Reprint: Variants of Cyclic Difference Sets. 
AD-776 724/7GI 74-11 112A Reprint 


RYSKINA, E. S. 
tones of Pneumonia with Oleandomycin--Transla- 


AD-779 $96/6GI 74-15 60 PC$3.25/MF$2.25 
RYTEL, MICHAEL W. 


Possible Role of Interferon in Control of Respiratory 

Infections in Recruits 

AD-784 431/9GI 
RYU, JUNG-HA 

An Investigation of Oxygen Concentration in the Air 

by Molecular Sieves (First Report)--Translation. 

AD-771 621/0GI 7404 7D PC$3.25/MF$2.25 


74-11 


74-22 6E PC$3.25/MF$2.25 


PA-955 





RYUCHINA, G. V. 


RYUCHINA, G. V. 


Damping Properties of Light Alloys--Translation. 

AD-782 001/2GI 74-19 11F PC$3.25/MF$2.25 
RYVKIN, YU. V. 

ets Unit for Sensitivity Graph Films--Transla- 

AD-786 846/6GI 74-25 14E PC$3.25/MF$2.25 
RYZHAK, I. A. 


Optical and Electron Microscope Studies of the Catal- 
ysis of Combustion of Ammonium Perchlorate--Trans- 


lation 
AD-781 933/7G1 74-19 21B PC$3.25/MF$2.25 


RYZHENKO, B. N 

Handbook of Thermodynamic Data. 

PB-226 722/7G1 74-06 7D PC$10.00/MF$2.25 
RYZHIK, A. B. 


The Effect of Pressure on the Burning Process of Alu- 
minum Powders--Translation. 
AD-778 589/2G1 74-14 21B PC$3.25/MF$2.25 


RYZHKOV, N. 
A Portfolio of Orders (The Forefront of Technical 


Progress)--Translation. 
AD-772 722/5GI 74-06 SA PC$3.25/MF$2.25 
RYZHKOV, V. M. 


Magnetometers, 

TPRS-61636 
RZANY, H. 

System of the Automatic Temperature Control for a 

Small Resistance Furnace. 

INP-830 74-06 13A PC$3.00/MF$2.25 

System of the Automatic Temperature Control for a 

Smali Resistance Furnace. 

INP-830 74-10 13A PC$3.00/MF$2.25 
RZASNICKI, W 


Application, of Boundary Integral Method to 
Elastoplastic Analysis of V-Notched BEAMS. 
N74-14629/1GI 74-08 20K PC$3.75/MF$2.25 


Application of Boundary Integral Method to 
Elastoplastic Analysis of V-Notched BEAMS. 
N74-21551/8GI 74-15 20K PC$3.75/MF$2.25 


RZEPKA, EDWIN M. 


Radioisotope Power Generator (RPG) Sentinel 25F 

Shock and Vibration Studies. 

AD-787 496/9GI 74-26 18N PC$4.75/MF$2.25 
HANLEY, H 


Reprint: Recommendations for Data Compilations and 
for the Reporting of Measurements of the Thermal 


Conductivity of Gases. 
COM-74-50702/1GI 74-22 7D Not available NTIS 
SAAD, H. M 


The Calibration of the Electrostatic Energy Analyzer 
for Quantitative Utilization. 
N74-20026/2GI 74-14 201 PC$3.25/MF$2.25 


New Method for Ion Specification in a Steady State 


Magnetized Plasma 
IPPJ-T-14 74-25 201 PC$3.25/MF$2.25 


New Method for lon Specification in a Steady State 


Magnetized Plasma. 
N74-20363/9GI 74-14 201 PC$3.25/MF$2.25 


SAAD, H. M. M. 


Coaxial Marx Generator for Producing Intense 
Relativistic Electron BEAMS. 
N74-20336/SGI 74-14 20G PC$3.25/MF$2.25 


SAAD, KH. R. 


Determination of the Spin and Parity of the Level of 
the exp 12 C Nucleus (19.39 Mev) from the Analysis of 
the exp 11 B(P,3 alpha ) Reaction. 

JINR-P15-7705 74-15 20H PC$4.00/MF$2.25 


Sate of the Reaction exp 10 B( Exp 3 He,p) exp 12 


74-12 8N PC$3.75/MF$2.25 


JINR-P15-8024 74-25 20H PC$4.25/MF$2.25 
heey, Ae | the Reaction exp 11 B( Exp 3 He,p sub 0 ) 
exp : 

JINR-P15-8025 74-25 20H PC$4.25/MF$2.25 


aa of the Reaction exp 19 F( Exp 3 He,p) exp 21 


HINR-PIS-7971 74-25 20H PC$4.25/MF$2.25 
SAAD, MICHEL A. 

Effect of Pressure on Ignition of Hypergolic Liquid 

Propeilants. 

AD-772 756/3GI 74-06 21B PC$3.25/MF$2.25 

Ignition of Hypergolic Liquid Propellants at Low Pres- 


sure. 
AD-778 964/7GI 74-14 211 PC$3.75/MF$2.25 


Repriet: ag A a a Soar in Low-Pres- 
sure Ignition of Hypergolic Liquids. 
AD-779 239/3GI 


SAADAT, H. 
Reprint: Vibration of a Thin Infinite Fluid-Loaded 
Plate. 


74-15 21B_ Reprint 


PA-956 


AD-778 240/2GI 74-13 20K Reprint 


SAALFRANK, H. 


An Experimental Explanation of Northern German 
Salt Structures by a Simple Hydrodynamic Model Ver- 
such der Erklaerung Norddeutscher Salzstrukturen 
MIT Einem Einfachen Meee ine. 

N74-10324/3GI 8G PC$4.75/MF$2.25 


SAARELA, M. 


Effect of Core-Excitations and Su sub 4 -Symmetry 
peyem Upon the Muon Capture Rate in exp 16 O. 
NP-19809 74-02 20H PC$3.75/MF$2.25 


— of Monopole Vibrations Upon Charge Distribu- 


NP-20100 74-25 20H PC$4.00/MF$2.25 
SAARI, DAVID P. 


Development of a Total Trajectory Simulation for Sin- 
gle Recovery Parachute Systems. Volume I. Analytical 
Model and Computer Program Design Rationale. 

AD-779 $27/1GI 74-15 1C PC$S5.25/MF$2.25 


Development of a Total Trajectory Simulation for Sin- 
gle Recovery Parachute Systems. Volume II. Calcula- 


tion Procedures and Computer Program. 
AD-779 528/9GI 74-15 1C PC$7.50/MF$2.25 
SAAS, A 


Mechanisms of Transfer in Cultivated Soils of 
Radionuclides Discharged by Electronuclear Power 
Stations in the River Stream--Irrigated Soils--Water 
Bed System. 

LIB/Trans-507 74-11 8H PC$3.50/MF$2.25 


Transfer Mechanisms in Cultivated Soils of Waste 
Radionuclides from Electronuclear Power Plants in the 
a River--Irrigated Soil--Underground Water 
Level. 

CEA-CONF-2443 74-09 18H PC$3.00/MF$2.25 


SAASKI, E. W 
Heat Pipe Thermal Conditioning P: 
N73-33898/0GI 74-02 3A "Pes. 75/MF$2.25 
Heat Pipe Thermal Conditioning P: 
N73-33899/8GI 74-02 3A. css. 75/MF$2.25 
Investigation of Arterial Gas Occlusions. 
N74-19581/9GI 74-13 20M PC$4.75/MF$2.25 
SABAD, E. P. 


Dispersion Relations for Averaged Amplitudes. 
ITF-73-152-P 74-16 20H PC$4.00/MF$2.25 
SABADELL, J. E. 


Traces of Heavy Metals in Water Removal Processes 

and Monitoring, 

PB-235 398/SGI 
SABADIL, H. 

Stratification Phenomena in the Positive Column of a 

Low Pressure Oxygen Discharge--Translation. 

AD-783 054/0GI 74-20 201 PC$3.25/MF$2.25 
SABADIL, HEINZ 

Gunn Instabilities in the Positive Column of Oxygen 

Discharge--Translation. 

AD-778 576/9GI 74-14 20L = PC$3.25/MF$2.25 


On the Mechanism of the Homogeneous Positive 
Caere in Oxygen Low-Pressure Discharge--Transla- 


‘AD.784 256/0GI 
SABATELLA, J. A. 


Advanced Supersonic Propulsion Study. 
N74-26250/2GI 74-19 21E Bess. 25/MF$2.25 


SABATINI, R. R. 
The Nimbus 5 User’S Guide 
N74-28322/7GI 
SABATINI, ROMEO R. 
The Application of the Nimbus 5 ESMR to Sea Sur- 
face Wind Determination. 
AD-783 $47/3GI 74-21 4B PC$4.75/MF$2.25 
The Nimbus 5 ESMR (Electrically Scanned Microwave 
Radiometer) and Its Application to Storm Detection. 
AD-770 208/7GI 74-02 4B PC$4.25/MF$2.25 
SABBAGH, E.N. 
Coherent Delineation of Climatic Changes over the 
North Pacific Ocean. Ice in the Southern Okhotsk Sea. 
AD-776 080/4GI 74-10 83 PC$3.25/MF$2.25 
SABEK, M. G. 


Npc-I: A Fortran Program for Calculation of Nuclear 
Parameters for Rod-Clustered Pressure-Tube Lattices. 
AREAEE-168 74-08 18K PC$S.00/MF$2.25 


Odc: A One-Dimensional, Multi-Group, Diffusion 

Code, Using Icl-1905E Computer. 

AREAEE-i81 74-22 18K PC$4.25/MF$2.25 
SABELEV, G. I. 


Calculation of the Anisotropy of Transfer Momentum 
During Turbulent Flow of Liquid in the Channels. 
FEI-393 74-10 20D PC$3.50/MF$2.25 


74-26 7A PC$9.50/MF$2.25 


74-22, 201 =PC$3.25/MF$2.25 


74-20 22B PC$6.25/MF$2.25 


SABER, A. J. 


Anode Power in a Quasi-Steady Mpd Thruster. 


N74-28167/6G1 


SABEY, BARBARA 
Accidents: Their Cost and Relation to Surface Charac- 


teristics, 
PB-231 394/8GI 74-13 13L) = =PC$3.25/MF$2.25 
SABEY, BARBARA E. 


Roadlighting and Accidents: Before and After Studies 

on Trunk Road Sites, 

PB-226 030/SGI 74-04 13B PC$3.25/MF$2.25 
SABHASRI, SANGA 


Thailand National Programme of the Earth Resources 
Technology Satellite. 


74-20 21C PC$5.75/MF$2.25 


E74-10631 74-20 8B PC$4.25/MF$2.25 
SABIN, C. M. 

Development of a Prototype Fluid Volume Measure- 

ment System. 

N74-25927/6GI 74-19 22A PC$3.75/MF$2.25 


SABIN, GERALD A. 


Bottom Reflectivity Experiments in the Deep Ocean 
over R Bottom Terrain. 
AD-781 (3G1 74-18 83 PC$3.75/MF$2.25 


SABIN, ROBERT C. 
Computer Map Typing - Optimizing the Correlation 


Coefficient Threshold, 
AD-777 600/8GI 74-12 4B PC$3.75/MF$2.25 


Map Type Catalog for the Alabama Windo 
AD-780 $72/4GI 74-17 4B PCS6. ¢ 25/MFS2: 25 
Map Type Catalog for the California Window 
AD-780 579/9GI 74-17 4B PCS$6. 25/MFS2. 25 
Map Type cusies for the Carolina Window 
AD-775 368/4GI 74-09 4B PC$7. 00/MF$2. 25 
Map Type Catalog for the England Window, 
AD-783 255/3GI 74-20 4B PC$6.25/MF$2.25 
Map Type Catalog for the Florida Window, 
AD-781 052/6GI 74-17 4B PC$6.25/MF$2.25 
Map Type Catalog for the Maine Window, 
AD-775 369/2GI 74-09 4B PC$6.25/MF$2.25 
Map Type Catalog for the Oklahoma Window, 
AD-775 370/0GI 74-09 4B PC$7.00/MF$2.25 
Map Type Catalog for the Texas Window 

AD-780 $71/6GI 74-17 4B PC$6.25/MF$2.25 

SABIN, ROBERT J. 


Improved Space-Time Reference Systems for Use on 

Rocket Sled Track. 

AD-776 825/2GI 74-11 14B PC$4.25/MF$2.25 
SABININ, YU. A. 

Discrete Photoelectric Tracking System with Storage 

of Error Signal, 

JPRS-60491 74-03 17H = PC$3.25/MF$2.25 
SABIROV, B. M. 

Connection of the Mesic X-Ray Spectrum Structure 

with Negative Muon Depolarization. 

JINR-P15-7202 74-06 20H PC$3.00/MF$2.25 


SABISTON, B. H 


Investigation of Health Problems Related to Canadian 
Northern Military Operations, 
AD-773 326/4GI 7407 6E PC$3.25/MF$2.25 
Investigation of Health Problems Related to Canadian 
Northern Military Operations. 
N74-15785/0GI 74-10 6E PC$3.25/MF$2.25 


SABITOV, M. Z. 


The Theory of Bending and Stability in Orthotropic 
Plates and Shells--Translation. 
AD-773 512/9GI 74-07 20K PC$3.25/MF$2.25 


SABLE, JEROME 


Design Concept for an Augmented Relational Intel- 

ligence Analysis System (ARIAS). 

AD-773 189/6GI 74-06 9B PC$S5.75/MF$2.25 
SABLES, BRUNO E. 


Ultra-Deep Drilling for Geothermals 


AD-774 108/5GI 74-08 a1 PC$5.7S/MF$2.25 
SABNIS, A. 

oo Study for a Magnetically Supported Reaction 

N74-29774/8GI 74-24 131 PC$4.75/MF$2.25 
SABO, 8. B. 

Measurements of Helium II Flow Through Small 

Pores. 

COO-1569-112 74-13 20M = PC$7.75/MF$2.25 
SABODASH, P. F 


Excitation of Plane Thermoelastic Waves ~4 a Pongal 
with a Finite Rate of Heat Propagation--Tran: 
AD-785 190/0GI 74-23 20L PC$3. asMPS2. 25 


On the tion of Waves in a Physically Nonlinear 


Medium W med by a Cylindrical or Spherical Cavi- 
ty--Translation. 
AD-784 720/SGI 74-22 2L PC$3.25/MF$2.25 


The Propagation of bs sag Waves im an 
Elastoplastic Medium--Transiation 








AD-781 609/3G1 
SABU, D. D. 


Theoretical Investigation of Isotopic Anomaly of 
Xenon in Carbonaceous Chondrites and Other Ter- 
restrial and Extra-Terrestrial Samples. 

N74-22439/SGI 74-17 8G 'PCS$3.75/MF$2.25 

SABUROV, L. S. 

Afterburning of High-Temperature Products of In- 
complete Combustion in a Supersonic Flow upon a 
Secondary Injection of Oxidizer--Translation. 

AD-779 623/8GI 74-15 21B PC$3.25/MF$2.25 


SABZY, M 


Two-Particle Correlations in 40 Gev pi exp - p Inclu- 
sive Reactions and Particle Production Mechanisms. 
JINR-P1-7854 74-21 20H PC$4.25/MF$2.25 


SACASSAS, CATHY L. 


The NMCSSC Quick-Reacting General War Gaming 
System (QUICK). Analytical Manual. Volume II. Plan 
Generation Subsystem. Change 2. 

AD-777 321/1GI 74-12 1SG PC$S.75/MF$2.25 


SACCENTI, JOHN C. 


A Reference Indexing System for Information 
Exchange (A User's Guide). 
AD-787 282/3GI 74-26 SB PC$3.75/MF$2.25 


SACCHETTI, F. 


Some Remarks on Non-Stationary Random Noise. 
N74-19225/3GI 74-13. 12A_ PC$3.25/MF$2.25 


SACCO, W 


Application of Pattern Recognition to the Evaluation 
of Acute Care, 
AD-784 131/5GI 


SACCO, W. J. 


Pattern Recognition Analysis of mgs Trauma Data 
and Its Application to Army Problem 
AD-784 129/9GI 74-22 6E css: 25/MF$2.25 


A Renal Index for Multiple Trauma. 
AD-785 576/0GI 74-23 6E PC$3.25/MF$2.25 


Serum Osmolality in Acutely Injured Patients. 
AD-783 480/7GI 74-21 6S PC$3.25/MF$2.25 


SACCO, WILLIAM J. 


A Simple Respiratory Guide for Respiratory Therapy 
in the Trauma Patient. 
AD-774 288/5GI1 74-08 6E PC$3.25/MF$2.25 


Two Prognostic Indices for the Trauma Patient, 
AD-785 673/SGI 74-24 6E PC$3.25/MF$2.25 


SACCOMANNO, G. 
Check Sample--C ytopathology, Carcinoma-in-Situ. 


74-18 20K PC$3.25/MF$2.25 


74-22 6E PC$3.25/MF$2.25 


COO-1826-31 74-21 6E PC$4.00/MF$2.25 
Uranium Miner Lung Cancer Study. Progress Report. 
COO-1826-28 74-21 6R PC$4.00/MF$2.25 


SACERDOTI, E. D. 


Plan for a Computer-Based Consultant System. 
AD-782 261/2GI 74-19 SI PC$4.25/MF$2.25 


SACHDEV, P. L. 
Reprint: Propagation of Spherical and Cylindrical N- 


Waves. 
AD-777 104/1GI 74-12 20D Reprint 


Reprint: Some Analytic Methods in the Theory of 
Blast-Wave Propagation. 
AD-777 105/8GI 74-12 19D Reprint 


SACHENKOV, A. V. 


Large Deflections of Thin Elastic Plates--Translation. 
AD-783 047/4GI 74-20 20K PC$3.75/MF$2.25 


The Small-Parameter Method in a Two-Dimensional 
Problem of the Theory of Elasticity of an Anisotropic 
Body--Translation. 

AD-773 513/7GI 74-07 20K PC$3.75/MF$2.25 


The Theory of Bending and Stability in Orthotropic 
Plates and Shells-- Translation. 
AD-773 512/9GI 74-07 20K PC$3.25/MF$2.25 


SACHER, DIETMAR 
The Influence of Biorhythmic Criticality on Aircraft 
Mishaps. 
AD-783 817/0GI 74-21 6P PC$4.25/MF$2.25 
SACHER, RICHARD S. 


On the Solution of Large, Structured Linear Comple- 
mentarity Problems. II. 
AD-775 245/4GI 74-09 12B PC$3.75/MF$2.25 


SACHS, ABNER 


Nuclear Emergency Operations Planning for Evacua- 
tion of Urbanized Areas (BRAVO NEOP). Volume I. 
AD-772 $07/0GI 74-06 1SC PC$3.75/MF$2.25 


SACHS, MURRAY B. 
Reprint: Recovery from Sound Exposure in Auditory- 
Nerve Fibers. 
AD-783 168/8GI 74-20 6P Reprint 
Reprint: Recovery of Detection Probability Following 


Sound Exposure: Comparison of Physiology and 
Psychophysics. 


AD-783 169/6GI 
SACHS, P. L. 


Distribution of Some Chemical Elements Between Dis- 
solved and Particulate Phases in the Ocean. Period 
Covered: oon alte + 1973. 

COO-3566. 74-02 83 PC$8.00/MF$2.25 


SACHS, PETER L. 


In situ Device for Measuring Light Scattering. 
PATENT-3 728 549 74-26 14B Not available NTIS 


SACHSON, ANGELA D. 
A > ee gana Living Unit in a University Dormitory 


74-20 SJ Reprint 


Set 

PB- Be 177/3G1 74-21 SJ) PC$4.75/MF$2.25 
SACK, R. L. 

Timber Crib Instrumentation Study. 

PB-234 250/9GI 74-19 13B PC$4.25/MF$2.25 


SACK, WILLIAM A. 


Evaluation of the Bio-Disc Treatment Process for 

Summer Camp Application, 

PB-227 633/SGI 74-08 13B PC-GPO/MF$2.25-NTIS 
SACKETT, L. L. 


A Users Manual for a Computer Program Which Cal- 
culates Time Optical Geocentric Transfers Using Solar 
or Nuclear Electric and High Thrust Propulsion. 

N74-30284/SGI 74-24 22C PC$6.25/MF$2.25 


SACKETT, P. B. 


Reprint: Measurement of the Vibrational-Vibrational 
Exchange Time (V = 2) for DF Gas. 
AD-782 624/1GI 74-19 7D Reprint 


System for Intensification of Weak Absorption and 
Collection of Weak Light Emission. 
PAT-APPL-471 931 74-25 14B PC$3.25/MF$2.25 


SACKETT, PHILIP B. 
Reprint: Characteristics of the Optical Parametric 


Oscillator and Its Use for Selective Excitation. 
AD-780 870/2GI 74-17 20E Reprint 


SACKETT, W. M. 
Chlorinated Hydrocarbons in Plankton from the Gulf 


of Mexico and Northern Caribbean, 
PB-224 521/SGI 74-01 13B Not available NTIS 


DDT, DDE and Polychlorinated Biphenyls in Biota 
from the Gulf of Mexico and Caribbean Sea, 1971, 
PB-224 515/7GI 74-01 13B Not available NTIS 
Geochemical Behavior of Uranium and Thorium Series 
Nuclides. Annual Progress Report, 1973--74. 
ORO-3852-15 74-23 8H PC$4.00/MF$2.25 
Stable Isotope Composition of Organic Carbon in 


Recent Antarctic Sediments. 
ORO-3852-17 


SACKETT, WILLIAM M. 


Baseline Concentrations of Light Hydrocarbons in 
Gulf of Mexico, 

PB-224 517/3GI 74-01 13B Not abailable NTIS 
Reprint: Sources, Sinks, and Concentrations of Light 
Hydrocarbons in the Gulf of Mexico. 

PB-231 214/8GI 74-12 13B Not available NTIS. 


SACKMAN, H. 
Computers and Human Problems, 
AD-783 318/9GI 74-20 9B PC$3.75/MF$2.25 


Delphi Assessment: Expert Opinion, Forecasting, and 

Group Process, 

AD-786 878/9GI 74-25 12A_ PC$S5.25/MF$2.25 
SACKMAN, JEROME L. 


Finite Element Formulation and Solution of Contact- 

Impact Problems in Continuum Mechanics, 

PB-233 888/7GI 74-19 20K PC$5.25/MF$2.25 
SACKNER, MARVIN A. 


Studies on Oxygen and Humidity on Mucus Clearance 

Rate. 

PB-225 709/SGI 
SACKS, H. KENNETH 

An Optical Detection System. 

PAT-APPL-434 162 74-11 13L = =PC$3.25/MF$2.25 
SACKS, JACOB M. 

Electronically Variable Capacitance. 

PATENT-3 702 405 74-07 9A _ Not available NTIS 
SACKSCHEWSKY, V. E. 


Acoustic Emission Source Location on a Nonspherical 
Surface. 
RFP-2090 74-10 14B PC$3.00/MF$2.25 


Acoustic Emission Source Location on a Nonspherical 

Surface of Revolution. 

RFP-2090 74-09 14B PC$4.00/MF$2.25 
SADACCA, ROBERT 

Keys to Successful Housing Management, 

PB-233 388/8GI 74-18 SK PCS: 00/M F$5.00 

Management Performance in Public Housing, 

PB-234 248/3GI 74-19 SK PC$6.00/MF$6.00 


74-22 8G PC$4.00/MF$2.25 


74-04 6P PC$3.75/MF$2.25 


SAETRE, P. 


SADASIVAN, S. 


Analysis of Complex Nai(Tl) gamma Spectra from 
Mixtures of Nuclides. 
BARC-686 74-07 18H PC$S.50/MF$2.25 


SADEH, E. 


On Reference String Generation Process, 
PB-225 541/2GI 74-03 9B PC$3.75/MF$2.25 


SADEH, W. Z. 


Feasibility of Remote Evaporation and Precipitation 
Estimates. 
N74-21235/8GI 74-15 13B PC$3.75/MF$2.25 


SADLER, ARTHUR M. 


Continuous Production of Cheese Curd. 
PATENT-3 748 149 74-13 6H Not available NTIS 


SADLER, ERNEST 


Reprint: Loudness Adaptation as a Function of 
Frequency, Intensity, and Time. 
AD-785 299/9GI 


SADLER, JAMES C. 


A Role of the Tropical Upper Tropospheric Trough in 
Early Season Typhoon Development. 
AD-782 364/4GI 74-19 4B PC$4.25/MF$2.25 


SADOSHENKO, S. 


Riddles of the Atmosphere--Translation. 
AD-778 593/4GI 74-14 4A PC$3.25/MF$2.25 


SADOVNIKOV, B. I. 


Green Functions for a Crystalline System in the Self- 

Consistent Field Approximation. 

JINR-P4-7384 06 20L PC$3.25/MF$2.25 
SADOVSKI, T. 

Kinetic of Dying of Sheep Skin with Reactive 

Dyestuffs (Kinetika Krasheniya Shubnoi Ovchiny Ak- 

tivnymi Krasitelyami), 

TT-73-58049 74-21 11G = PC$3.25/MF$2.25 
SADOVSKII, M. A. 


Effect of Underground Explosions and Changes in 

Properties of a Medium in a Seismically Active Re- 

gion, 

JPRS-62595 74-22 8K PC$3.25/MF$2.25 
SADOWSKI, ALEXANDER F. 


National Weather Service Heavy Snow Forecast 
Verification 1962-1972. 
COM-74-10518/0GI 74-10 4B PC$3.75/MF$2.25 


SADOWSKI, FRANKLIN G. 


The Remote Identification of Terrain Features and 
Materials at Pennsylvania Test Sites: An Investigative 
Study of Techniques. 
PB-235 992/5GI 


SADOWSKI, W.L. 


Reprint: A Unified Standards Approach to Algorithm 
Testing. 
COM-74-50424/2GI 74-15 12A Not available NTIS 


SADOWSKY, C. ANN 
Parole Decision-Making: Supplemental Report Five. 
— Selection and Use in Parole Decision- 
PB-236 569/0GI 
SADYKOV, A.S. 


Some Studies on the Effect of N-Quinoline Oxide on 
Nucleic and Auxin Metabolism of Cotton Plants (K 
Voprosu o Deistvii N-Okist Khinolinc na Nukleinovyi i 
Auksinovyi Obmen K blopchatnika), 

TT-73-58043 74-26 6A PC$3.25/MF$2.25 


SAEGUSA, F. 


Development of High Strength Filament Reinforced 
Superalloy Composites. 
AD-776 346/9GI 743) 11D PC$4.25/MP$2.25 


SAELTZER, GERHARD 


Computer-Assisted Designing of Data-Processing 
Systems with the SEIS 1 ene of Real-Time In- 
formation Systems--Translatio: 

AD-777 649/SGI 74- 2 “9B PC$3.25/MF$2.25 


SAENGER, EUGENE L. 
A Fixed Format Lexicon for Nuclear Medicine Re- 


74-23 SJ Reprint 


74-25 8M PC$4.75/MF$2.25 


74-26 SK PC$4.75/MF$2.25 


ports, 
PB-227 782/0GI_ 74-08 SB PC-GPO/MF$2.25-NTIS 
SAENGER, R. ALFRED 


Discrete Fourier Transform Identities for Testing the 
Accuracy of Digital Data Processing Systems and 
Procedures. 


AD-777 687/SGI 
SAENZ, JESUS A. 


Microcomputer Control of Industrial Process. 

AD-786 598/3GI 74-25 13H PC$S5.75/MF$2.25 
SAETRE, P. 

Analysis of K exp + p Interaction Between 1.2 and 1.7 

Gev/C Incident K exp + Momentum. 

BUP-5S6 74-17 20H PC$10.25/MF$2.25 


74-12 9D PC$3.25/MF$2.25 


PA-957 





SAEZ ANGULO, R. M. 


SAEZ ANGULO, R. M. 


Bacterial Radiosensitivity to gamma and oe agg 
Compositional Dependence and Repair Mechanism 
JEN-283 74-25 6R PC$I1 "75/MPS2. 25 


SAEZ, R. M. 


Isolation and Characterization of Bacteria in the 
Drainage Water from the Ratones Mine and Its 
Behavior on Pyrite. 

JEN-273 74-08 81 PC$4.00/MF$2.25 


Reprint: Effects of Oxygen Levels on the Fatty Acids 
and Lipids of Mucor rouxii. 
AD-781 416/3G1 74-18 6A Not available NTIS 


Reprint: Mass and lon Kinetic Energy Spectra of the 
Chlorinated Anilines. 
AD-783 166/2G! 74-20 7D Not available NTIS 


Reprint: Susbtituent and H/D Randomization in the 
Mass Spectra of Substituted Diphenylacetylenic Com- 
pounds. 

AD-781 054/2GI 74-17 7C Not available NTIS 


Reprint: The Effect of Environment on the Free and 
Hydrosoluble Sterols of ‘Mucor rouxii'. 
AD-781 058/3GI 74-17 6A Not available NTIS 


SAFFORD, F. B. 


Optimum Response Simulation of Multidegree Systems 
by Pulse Excitation, 
AD-783 226/4GI 74-20 13M = PC$3.75/MF$2.25 


SAFFORD, MARK C. 
Seibert Experimental Project. 


PB-234 531/2GI 74-22 13B PC$3.25/MF$2.25 
SAFFRAN, BERNARD 

Appropriate Role of Government in Housing, 

PB-230 057/2GI 74-11 SK PC$3.75/MF$2.25 
SAFFRE, M. M. 


Heat Operated Cryogenic Electrical Generator. 
PAT-APPL-457 295 74-14 10B PC$3.25/MF$2.25 
SAFFREN, M. M. 


A Doped Josephson Tunneling Junction for Use in a 
Sensitive IR Detector. 
PAT-APPL-452 770 74-14 17E PC$3.75/MF$2.25 


SAFIER, FRED 
Axiomatization and Implementation, 
AD-785 036/5GI 74-23 9B PC$3.25/MF$2.25 


The Mikado as an Advice Taker Problem, 
AD-785 042/3GI 74-23 9B PC$3.25/MF$2.25 


SAFIR, GENE 


Use of ERTS Data for a Multidisciplinary Analysis of 
Michigan Resources. 
E74-10393 74-11 8F PC$3.25/MF$2.25 


SAFONOV, I. B. 
Quasi-One-Dimensional Model of Plasma Acceleration 
in Axisymmetrical Discharges with External Magnetic 


Field--Translation. 
AD-787 409/2GI 74-26 201 PC$3.25/MF$2.25 
SAFONOV, I. V. 
Algorithm State in Formalized Reliability Designing of 
Digital Computer--Translation. 
AD-777 658/6GI 74-12 9B PC$3.25/MF$2.25 


SAFRANEK, WILLIAM H. 
Proceedings of the 1973 Symposium on Elec- 
trodeposited Metals for Selected Applications, on 4-15 
November 1973, 
AD-779 152/8GI 74-15 11C PC$9.75/MF$9.75 
SAFRONOV, B. G. 
Investigation of a Penning Discharge at Low Pressure. 
N74-22353/8GI 74-17 201 PC$3.25/MF$2.25 
SAFRONOV, I. 


eng s Handbook on Military Housekeeping--Trans- 
latio 


AD-771 196/3GI 74-04 1SE PC$3.75/MF$2.25 
Officer's Handbook on Unit Administration and Ser- 
vices, 

IPRS-61686 74-12 1SE PC$7.25/MF$2.25 


SAFRONOV, Y. P. 
Infrared Spectra of the Radiation of the Earth into 


Outer Space. 

N74-19422/6GI 74-13. 3B PC$5.25/MF$2.25 
SAGALYN, ARNOLD 

Residential Security, 

PB-232 086/9GI 74-15 SK PC-GPO/MF$2.25-NTIS 
SAGALYN, PAUL L. 


Reprint: Nuclear Spin Relaxation Study of the Elec- 
tronic Structure of Lead Telluride. 
AD-774 992/2GI 74-09 20L Reprint 


— Saturation Broadening and Narrowing in 


Solid 
AD-785 151/2GI 74-23 7D Reprint 


PA-958 


SAGALYN, R.C. 


Reprint: Thermal Positive Ions in the Dayside Polar 
Cusp Measured on the ISIS | Satellite. 


AD-770 201/2GI 74-02 4A_ Reprint 
SAGAN, H. 

Calculus of Variations and Mathematical Theory of 

Optimal Control. 

N74-22250/6GI__ 74-17 12A  PC$3.25/MF$2.25 
SAGAN, SANDRA J. 

Housing Element Update, Albany, Georgia. 

PB-226 510/6GI 74-05 13B PC$3.25/MF$2.25 

Housing Market Analysis - Albany Metro Area 

PB-226 511/4GI 74-05 13B PC$4,. 25/MPS2. 25 


A Review of State and Federal Housing and Housing 

Related Programs, Albany, Georgia 

PB-226 509/8GI 74-05 BB PC$4.25/MF$2.25 
SAGANE, T. 

Determination of Fission Products Emitted from the 

Surface of 93% Enriched Uranium--Aluminum Alloys. 

KURRI-TR-114 74-12 7D PC$3.00/MF$2.25 
SAGANEK, A. 

Analysis of the exp 9 Be(D, alpha sub 0 ) exp 7 Li and 

exp 9 Be(D, alpha sub | ) exp 7 Li*(470 Kev) Reac- 

tions in Terms of the Two-Nucleon Distorted Wave 

Born Approximation. 

INR-1474 74-15 20H PC$475/MF$2.25 

Optical Model and Hauser--Feshbach Analysis of exp 

9 Be + D and exp 10 B + p Interactions at Low Ener- 


gies. 
INR-1461 74-06 20H PC$3.75/MF$2.25 
SAGARTZ, M. J. 


Estimates for Shell Deflections of Reentry Bodies Sub- 

jected to Lateral Impulse Loads. 

SLA-74-45 74-15 22B PC$3.00/MF$2.25 
SAGDEEV, R. Z. 


Scientific Studies in Space--Some Results, Problems, 

and Prospects, 

JPRS-62550 74-21 22A PC$3.25/MF$2.25 
SAGENDORF, JERROLD F. 

A Program for Evaluating Atmospheric Dispersion 

from a Nuclear Power Station. 

COM-74-11336/6GI 74-20 4B PC$3.25/MF$2.25 
SAGER, D. J. 


Measurement of the K/sub S/ Content of the K exp 0 
State and the Branching Ratio Between the K/sub S/ 2 


pi Decays. _ Report No. 5. 
COO 3072-1 74-21 20H PC$10.50/MF$2.25 
SAGER, R. A. 


Navigation Channel Improvements, Barnegat Inlet. 
New Jersey: Hydraulic Model Investigation. 
AD-778 191/7GI 74-13 13B PC$11.50/MF$2.25 


SAGERMAN, G. D. 


Comparative Evaluation of Existing Expendable Upper 
Stages for Space Shuttle. 
N74-30307/4GI 74-24 22B PC$S.25/MF$2.25 


SAGBRAI, B. 


Research and Development of a Proportional Counter 
for Localizing and Identifying Charged Particles in the 
Focal Plane of a Magnetic Spectrometer. 

FRNC-TH-413 74-10 18D PC$7.25/MF$2.25 


SAGIMOVA, N. KH. 


Stability of Shells of Revolution under Axial Compres- 
sion and External Pressure--Translation. 
AD-773 494/0GI 74-07 20K PC$3.75/MF$2.25 


SAGITOV, M. U. 


Determination of Gravity Constants and Measurement 
of Certain Fine Gravity Effects. 
N74-30831/3GI 74-24 8E PC$5.25/MF$2.25 


SAGLIO, R. 
Improvements in Ultrasonic Testing Methods of 
Welds, Specially in the Presence of Austenitic Steel 
Cladding. 
CEA-CONF-2518 74-15 13E PC$4.00/MF$2.25 


In-Service Inspection of Pressurized Water Reactor 
Vessels Examined in the Interior by Ultrasonics. 
CEA-CONF-2516 74-15 181 PC$3.00/MF$2.25 


Nondestructive Testing in the in-Service Inspection of 
Nuclear Reactors. 
CEA-CONF-2290 74-02 181 PC$3.25/MF$2.25 


Program of Studies Begun by the Commissariat a 
l'Energie Atomique ia the Domain of the Application 
of Some Nondestructive Controls to the Safety of 


Reactors. 
CEA-CONF-2222 74-09 181 PC$3.75/MF$2.25 


Progress Realized in the Automatic Control by UIl- 
trasonics of Austenitic Stainless Steel Welds Using Fo- 
calized Transducers. 

CEA-CONF-2449 74-14 11F PC$3.00/MF$2.25 


Progress Realized in the Automatic Control by Ul- 
trasonics of Welds of Austenitic Stainless Steel Using 
Focalized Transducers. 


CEA-CONF-2609 74-25 13H PC$4.00/MF$2.25 
SAGOT, Y. 


Portable Terminal for Data Acquisition Using a Cas- 
sette Recorder Terminal Portable de Saisie de Donnees 
Utilisant UN Enregistreur a Cassette. 

N74-22834/7GI 74-18 SA PC$4.75/MF$2.25 


SAGUES, A. A 
Crystallographic Orientation Dependence of Interstitial 
Anelasticity in TA--Re--N and TA--Re--O Alloys. 
COO-1676-28 74-10 20L PC$3.00/MF$2.25 


SAGULENKO, A. M. 


The Possibility of Using Ozonolysis to Determine 
we in Low-Molecular Polybutadiene--Transla- 


AD-782 076/4GI 74-19 7C PC$3.25/MF$2.25 
SAH, C. T. 


Reprint: Characteristics of 1.0 MeV Electron-Irradiated 
Surface-Controlled Silicon Junction Diodes. 
AD-777 113/2GI 74-12 9A Reprint 


Reprint: Effects of Inhomogeneities of Surface-Oxide 
Charges on the Electron Energy Levels in a Semicon- 
ductor Surface-Inversion Layer. 

AD-778 259/2GI 74-13 20L Reprint 


Reprint: High Frequency Space Charge Layer 
Capacitance of Strongly Inverted Semiconductor Sur- 


faces. 
AD-782 823/9GI 74-20 20L Reprint 


Reprint: Hot Carriers in Silicon Surface Inversion 
Layers. 
AD781 118/SGI 74-17 20L Reprint 


Reprint: Matrix Analysis of Distributed Semiconductor 
Circuit Models. 
AD-770 676/SGI 74-03 9A Reprint 


Reprint: Spherical-Square-Well Defect-Potential Model 
for 1-MeV Electron Irradiated Defects in Silicon. 
AD-777 112/4GI 74-12 20L Reprint 


Reprint: Theory of Localized States in Semiconduc- 
tors. I. New Results Using an Old Method. 
AD-785 451/6GI 74-23 20L Reprint 


Reprint: Thermal Capture of Electrons and Holes at 
Zinc Centers in Silicon. 
AD-773 203/SGI 74-06 20L Reprint 


Reprint: Transport in Semiconductors with Low Scat- 
tering Rate and at High Frequencies. 
AD-777 106/6GI 74-12 20L Reprint 


Solid State Materials and Devices, 
AD-769 962/2G1 74-02 20L PC$3.75/MF$2.25 


Studies of Silicon Extrinsic Detectors, 
AD-773 301/7GI 74-07 20L PC$3.75/MF$2.25 


Studies of Silicon Extrinsic Detectors. Scientific Re- 
port No. 1. 
UILU-73-2562 74-11 18D PC$4.00/MF$2.25 


Theory of Localized States in Semiconductors. II. The 
Pseudo Impurity Theory Application to Shallow and 
Deep Donars in Silicon. 
AD-785 452/4GI 


SAH, CHIH-TANG 


Reprint: Transient Response of MOS Capacitors under 
Localized Photoexcitation. 
AD-782 824/7GI 


SABADI, JACK 


Reprint: Effects of Temperature on Responses of 
Fresh and Refrigerated Perfused Blood Vessels. 
AD-785 445/8GI 74-23 60 Reprint 


74-23 20L Reprint 


74-20 9A Reprint 


SAHAI, VIRESHWAR 

High-Velocity Liquid Impact Damage. 

AD-774 275/2GI 74-08 11B PC$S5.25/MF$2.25 
SAM, K. 


Development of Fiber Reinforced Metal Matrix Com- 

posites Entwicklung Faserverstaerkter Verbundwerk- 

stoffe MIT Metallischer Matrix. 

N74-12279/7GI 74-06 11D PC$S.25/MF$2.25 
SAHNI, SARTAJ 


On the Computational Complexity of Scheme 


Equivalence. 

PB-235 277/1GI 74-25 9B PC$4.75/MF$2.25 
SAHOTA, G. S. 

A Cost-Benefit Analysis of Housing Allowances. 

PB-234 929/8GI 74-21 SK PC$7.25/MF$2.25 
SAID, AKILA 


Reprint: Biochemical and Physiological Studies of Cer- 
tain Ticks (Ixodoidea). The lonic Regulatory Role of 
the Coxal Organs of Argas (Persicargas) persicus 
(Oken) and A. (P.) arboreus Kaiser, Hoogstraal, and 
Kohls (Argasidae). 
AD-771 247/4GI 


SAID, M. 


Radioisotopic Tracer Study in the Polymerization 
Reactor R811 for the Production of Polyethylene. 
TEA-305 74-25 7D PC$4.75/MF$2.25 


74-04 6C Reprint 








Radiotracer Determination of the Weight of Mercury 
Immobilized in Electrolytic Cells. 
TEA-304 74-24 7D PCS$5.75/MF$2.25 


SAIDI, MARGARET DUGGAN 
Selected Bibliography of Educational Materials: Al- 
geria, Libya, Morocco, and Tunisia. Volume 6, 


Number 2, 1972, 
TT-72-55145/02 74-09 SI PC$3.75/MF$2.25 
SAILA, SAUL B. 


Reprint: Ocean Pout Parasites. 
COM-74-50189-05-05/GI 
74-19 6C (Order as COM-74-50189-05) 


SAILER, HENRY 


Digital Two-Speed Motor Control. 
PATENT-3 753 066 74-26 9C Not available NTIS 


SAILER, S. 


The Influence of a Zero-Calorie Diet on Cardiac Per- 
formance in Overweight Women with Normal Circula- 


tory Systems. 

N74-30469/2GI 74-24 6P PC$3.25/MF$2.25 
SAILOR, V.L. 

Hydrogen Economy. 

BNL-18224 74-04 21D PC$3.25/MF$2.25 


SAINATI, ROBERT A. 
Single-Frequency Magnetotelluric Tensor Impedance 


Measurements in the Upper Peninsula, Michigan. 
AD-779 868/9GI 74-16 8G PC$3 75/MFS2. 25 


SAINSBURY-CARTER, J. B. 


Bonded Joint and Method. 
PATENT-3 809 601 74-18 13E Not available NTIS 


SAINT CLAIR, J. M. 


Reprint: Microwave Spectrum of 13C Methanol. 
COM-74-50517/3GI_ 74-16 7D Not available NTIS 


SAINT-LEBE, L. 


Evaluation of the Toxicology of Irradiated Maize 
Starch: Summary of Research Completed 
CEA-CONF-2279 74-09 6H PC$3.00/MF$2.25 


Influence of gamma Irradiation on the Healthfulness 
and Technological Properties of Corn Starch. 
CEA-CONF-2480 74-16 6H PC$3.00/MF$2.25 


Preliminary Studies on the Microflora of Maize Starch 
Before and after Irradiation. 
CEA-CONF-2280 74-09 6H PC$3.00/MF$2.25 


Radiolysis Products of Low Molecular Weight Formed 
During the gamma Irradiation of Cornstarch: Status of 
the Work. 

CEA-CONF-2603 


SAINTOT, P. 


Connection Between Technology and Models Using 
Computer Analysis. 
CEA-CONF-2378 


SAINZ SASTRE, J. A. 
Potabilization of Brackish Water by Electrodialysis. 


Study of Natural Samples with a Laboratory Unit. 
JEN-258 7402 7A PC$3.00/MF$2.25 


SAISS, 


Use of Kerber Profile Schmidt Plates in Various Opti- 
cal Combinations Utilisation de Lames de Schmidt a 
Profil de Derber dans Differentes Combinaisons Op- 


tiques. 
N73-32352/9GI 7402 20F PC$3.75/MF$2.25 


SAISSE, M. 


Calibration of Second Atlas S183 Flight Model, Part 
1CALIB a ONs du Modele de Vol No. 2 Atlas $183 
(LERE Partie). 
N74-11098/2GI 


SAITH, A. 


Multiaxial Testing of Ductile and Brittle Solids. Final 
Report, September |, 1971--September 30, 1973. 
UCRL-13585 74-07 14B  PC$5.25/MF$2.25 
SAITO, HAZIME 
Reprint: High Resolution Deuterium Magnetic 
Resonance - An Approach to the Study of Molecular 
Organization in Biological Membranes and Model 
Systems. 
AD-169 151/2GI 74-01 6A Not available NTIS 
SAITO, M. 
Proceedings of the Study Meeting on [nitial Stage in 
the Biological Effect of Radiation and the Chain 
Reparation Mechanism, Kumatori, Osaka, Japan, 10 
January 1972. 
KURRI-TR-105 74-25 6R PC$3.75/MF$2.25 


Report of Radiation Monitoring in Laboratories. 8. 
KURRI-TR-101 7402 18D PC$4.00/MF$2.25 
SAITO, T. 


Reprint: Sex Pili Mutants Isolated by Macarbomycin 
Treatment. 
AD-773 255/SGI 


74-22 TE PC$4.00/MF$2.25 


74-10 9A PC$3.25/MF$2.25 


7405 22B PC$3.75/MF$2.25 


74-07 6M = Reprint 


SAITO, T. T. 


Influence of Tool Feed (In/Rev) on the Machinability 
of CO sub 2 Laser Optics. 


Y-DA-5786 74-22 13H = PC$4.00/MF$2.25 
Microinch Machining of Optical Components for In- 
frared Optics. 


AD-774 742/1GI 
SAITO, YUTAKA 
Reprint: ‘Haemaphysalis (Kaiseriana) yeni’ Toumanoff 
(Ixodoidea: Isodidae): Discovery in Japan, Description 
of Female and Immature Stages, Environment, and 


Life Cycle. 
AD-781 436/1GI 74-18 6C Reprint 


Reprint: ‘Ixodes (Partipalpiger) ovatus’ Neumann, Sub- 
gen. Nov.: Identity, Hosts, Ecology, and Distribution 
(Ixodoidea: Ixodidae). 

74-24 6C Reprint 


74-08 20F PC$3.75/MF$2.25 


AD-785 775/8GI 
SAITOH, M. 

Reprint: Remarks on Giant Conductivity in TTF- 

TCNQ. 

AD-782 847/8GI 
SAJO, L. 


Rapid Estimation of Silicon Content in Aluminum-Sil- 
icon Alloys by Means of Direct Percentage Indicating 
Thermometric Method 


74-20 20L Reprint 


N74-14860/2GI "74-09 11F PC$3.25/MF$2.25 
SAKA, K. 

Measurement of Environmental Pollution and Its 
Systemization. 

N74-14266/2GI 74-08 13B PC$3.75/MF$2.25 


SAKAGAMI, M. 


Two-Neutron Transfer Reactions on Rare-Earth Nuclei 
and Nuclear Deformations. 
OU-LNS-73-5 74-02 20H PC$4.50/MF$2.25 


SAKAGAWA, GARY T. 


Participation by Panamanian and U.S. Seiners in 1972 
Tuna Fishery of the Eastern Tropical Atlantic, 
COM-74-50189-03-02/GI 

74-16 6C (Order as COM-74-50189-03) 


SAKAGUCHI, H. 


Experimental Investigation of Two-Dimensional 
Cascade Performance with Blunt Trailing Edge Blade 
Sections at Transonic Inlet Mach Number Range. 

N74-10322/7GI 74-04 21E PC$4.25/MF$2.25 


SAKAI, J. 
Finite Amplitude Ion Acoustic Waves in a Plasmon 


Gas. 
N74-12411/6GI 
SAKAI, M. 
New Aspects of the Quasi- gamma Band. 
INS-J-146 74-23 20H PC$4.50/MF$2.25 
Table of Members of Quasi-Ground, Quasi-beta, and 
Quasi-gamma Bands. 
INS-J-142 
SAKAI, T. 
An Experimental TV Display Using a Gas Discharge 
Flat Panel. 
N74-10149/4GI 74-04 9E PC$3.25/MF$2.25 
SAKALAUSKAITE-LASAUSKENE, D. A. 


Contacts of Thin Films of Indium-Tellurium and Galli- 

um-Tellurium System —— with Group I, Ill, V 

Metals and Tellurium--Translatio: 

AD-786 795/SGI 74-25 9A PC$3.25/MF$2.25 
SAKALYS, V. R. 


ee Tape Unit Error Rate Definition and Specifi- 


74-06 201 PC$3.75/MF$2.25 


74-04 20H PC$4.00/MF$2.25 


‘AD-774 754/6G1 


SAKAMOTO, H. 


Gas-Phase Ignition of Hypergolic Propellant Systems 
at Reduced Pressures. 
N74-30366/0GI 74-24 211 PC$3.25/MF$2.25 


SAKAMOTO, M 


Polymerization of Tetraoxane in the Presence of 
Molecular Halogen or Hydrocarbon Halide. 
JAERI-M-5601 74-25 7E PC$3.75/MF$2.25 


Thermal Motion of Hydrogens Adsorbed on the Sur- 

face of Microcrystallites of Nickel by Neutron Spec- 

JAER M-5266 74-13 7D PC$4.00/MF$2.25 
SAKAMOTO, NATHAN TADAYOSHI 

Reproducibility and Frequency Tuning of an Inter- 

digitally Poied Ceramic Surface Acoustic Wave Trans- 


ducer 
74-13 9A. PC$4.25/MF$2.25 


74-08 9B PC$3.75/MF$2.25 


AD-778 065/3GI 
SAKAMOTO, RICHARD K. 

Reprint: Exploratory Fishing Survey of the Inshore 

Fisheries Resources of Guam. 


COM-74-10069/4GI 74-04 6C Reprint 


SAKUDA, KYOHE! 


SAKATA, H. 


Experiments on Television Picture Sharpness in Rela- 
tion to Modulation-Transfer Function of the Visual 
System. 

N74-10150/2GI 74-04 17B PC$3.25/MF$2.25 


SAKHABUTDINOV, ZH. M. 
Parametrically Excitable Oscillations of a Cylindrical 
Shell, Filled with Compressible Liquid or Gas--Trans- 
lation 
AD-782 $45/8GI 
SAKHAROV, B. I. 
Design of Thin Reinforced Spherical Shells Acted 
Upon by Internal or External Uniform Pressures-- 


Translation. 
74-23 20K PC$3.75/MF$2.25 


74-19 20K PC$3.25/MF$2.25 


AD-784 777/SGI 


Design of Thin, Shallow, Rib-Stiffened Spherical 

Shells for Axisymmetrical Loads--Translation. 

AD-787 289/8GI 74-26 20K PC$3.25/MF$2.25 
SAKHAROV, P. P. 


The Formation of Increased Specific Sensitivity of 
Leukocytes to Bacterial Allergens during Polysensitiza- 


tion--Translation. 
AD-784 251/1GI 74-22 6E PC$3.25/MF$2.25 


SAKHAROV, V.A 
Analysis of Cardiac Rhythm During Atherosclerosis 
and Hypertonia in Surgical Patients Using a Special- 


ized Computer. 
N74-22718/2GI 74-18 6E PC$3.25/MF$2.25 


SAKHAROV, YU. I. 


Electroacoustic Equipment for Automatic Control and 
Measuring Systems--Translation. 
AD-777 430/0GI 74-12 17A  PC$3.25/MF$2.25 


SAKHAROVA,LA 


Experimental Setup for Studying Complex Heat Ex- 
hange--Translation. 
AD-778 569/4GI 


SAKHAROVA, O. A. 


Materials from Clinical Study of the Biological Activi- 
ty of Tsuverkalov Dysenterin--Translation. 
AD-780 338/0GI 74-16 6E PC$3.25/MF$2.25 


SAKHLEH, S. N. 


Sensitivity of Surface Runoff to Variations of 
Watershed Parameters in Small Urban Areas. A Kine- 
matic Model. 

PB-231 484/7GI 


SAKHNEV, B. I. 


_— of Indications of Meteorological Research Effi- 
iency 
N74.26111/6G1 


SAKHNO, A. I. 
Electrical and Photoelectric Properties of Heterojunc- 
tions Based on Germanium and Cadmium and Zinc 
Selenides--Translation. 
AD-771 406/6GI 
SAKITT, M. 
Study of K exp + D Interactions in the Region of 600 
to 1000 Mev/C. 
BNL-19029 74-25 20H PC$4.00/MF$2.25 
Study of the Decay K/sub L/ exp 0 Implies pi exp + 
piexp - piexp0. 


74-14 20D PC$3.25/MF$2.25 


74-13 8H = PC$4.75/MF$2.25 


74-19 4B PC$3.25/MF$2.25 


74-04 20L PC$3.25/MF$2.25 


BNL-19030 74-26 20H PC$4.00/MF$2.25 
SAKO, K 

Conceptual Design of a Gas Cooled Tokamak Reactor. 

JAERI-M-5502 74-25 18A PC$3.25/MF$2.25 


SAKOVICH, I. V. 


Dependence of Pathomorphological Changes in the 
Gastric Mucosa on the Functional Condition of the 
Cortex and Subcortical Formations of the Brain. 

N74-17845/0GI 74-12 6S PC$3.25/MF$2.25 


SAKOVICH, V.L. 

Method of the Manufacture of Thin-Walled Rein- 

forced-Cement Pipes--Translation. 

AD-770 473/7GI 7402 13K PC$3.25/MF$2.25 
SAKS, I. 

Littoral of Kola Bay--Translation. 

AD-777 905/1GI 74-13 8A PC$3.25/MF$2.25 
SAKS, N. M. 


Educing and Modeling the Functional Relationships 
within Sublittoral Salt Marsh Aufwuchs Communities: 
Inside One of the Black Boxes. 

COO-3254-16 74-22 6F PC$4.75/MF$2.25 


SAKSENA, M. D. 


Spectrographic Analysis of Twenty One Trace Impuri- 
ties in High Purity Nickel Oxide. 


BARC-678 7407 7D PC$3.25/MF$2.25 
SAKSON, P. 

Position Location Analysis. 

AD-773 849/5SGI 74-07 17G_ = PC$5.25/MF$2.25 


SAKUDA, KYOHEI 
Integrated Optics. 


PA-959 





SAKUDA, KYOHE! 


AD-787 781/4GI 74-26 20F PC$4.25/MF$2.25 

Semianaual technical rept. no. 2, Jan-Jun 73, 

AD-775 067/2GI 74-09 20F PC$4.75/MF$2.25 
SAKUMA, E. 

Reprint: Characteristics of Tungsten-Nickel Point Con- 

tact Diodes Used as Laser Harmonic-Generator Mix- 

ers. 

COM-74-50958/9GI 74-26 20E Not available NTIS 
SAKURAI, K. 


The Acceleration of Heavy Nuclei in Solar Flares. 
N74-26269/2GI 74-19 3B PC$3.25/MF$2.25 


High-Energy Particles Associated with Solar Flares. 
N74-26276/7GI 74-19 3B PC$7.00/MF$2.25 


Interplanetary Shock Waves Associated with Solar 


Flares. 
N74-28259/1GI 74-20 3B PC$3.75/MF$2.25 


Motion of Metric Type 4 Radio Sources and Its Rela- 
= to Shock Waves Responsible for Type 2 Radio 
ursts. 

N74-14897/4G1 74-09 3B PC$3.25/MF$2.25 

On the Source of Flare-Ejecta Responsible for 

Geomagnetic Sto 

N74-15066/S5GI 74-09 4A PC$3.25/MF$2.25 

Solar Flare Emissions and Geophysical Disturbances. 

N73-33781/8GI 74-02 3B PC$5.25/MF$2.25 
SAL’NIKOV, O. A. 

Inelastic Scattering of Fast Neutrons by Cr, Ni, Y, Zr, 


and W Nuclei. 
BNL-tr-545 


SALA, K. 


Picosecond Framing Photography of Second Harmonic 
Pulses and Laser Produced Plasmas Using an Optical 
Kerr Effect Shutter. 

N74-14112/8GI 7408 14E PC$7.50/MF$2.25 


SALAC, S. S. 


Germination of Seven Species of Wild Flowers as Af- 
fected by Different Pregermination Conditions. 
PB-228 792/8GI 74-09 2D PC$4.75/MF$2.25 


SALAFSKY, B. 
Studies of Regeneration of Mammalian Skeletal 


Muscle. 
AD-784 823/7GI 74-23 6P PC$3.25/MF$2.25 
SALAH, JOSEPH E. 


Reprint: Measurements of Thermospheric Tempera- 
tures by Incoherent Scatter Radar. 
AD-772 152/SGI 74-05 4A_ Reprint 


Reprint: Midlatitude Thermospheric Winds from In- 
coherent Scatter Radar and Theory. 
AD-785 096/9GI 74-23 4A Reprint 


Reprint: Seasonal Variations in the Thermosphere 
above Milistone Hill. 
AD-785 097/7GI 


SALAMA, C. 


Reprint: Determination of the Lifetime from Thermal 
Generation and Optical Injection in a Pulsed MOS 
Capacitor. 
AD-772 466/9GI 
SALAMA, C. A. T. 


Reprint: Moat-Etched Two-Phase Charge-Coupled 
Devices. 
AD-782 980/7GI 74-20 9A Not available NTIS 


Reprint: V Groove M.O.S. Transistor Technology. 


74-10 20H PC$3.50/MF$2.25 


74-23 4A Reprint 


74-06 9A Not available NTIS 


AD-773 296/9GI 74-07 9A Not available NTIS 

Reprint: V.M.O.S. Conductivity Coupled Charge-Cou- 

pled Device. 

AD-782 514/4GI 74-19 9A Not available NTIS 
SALAMA, F. E. 


Fast Neutron Flux Distribution in the — 
tor Core Cavity, Theoretical and Experimen 
AREAEE-174 74-22 18E PCS. DS IMPS2. 25 


SALAMA, KAMEL 
Dynamic Magnetoelastic Properties of Rare-Earth 
Materials 


AD-781 688/7G1 74-18 20L PC$4.25/MF$2.25 
SALAMA, M. A. r 

Thermoelastic Analysis of Solar Cell Arrays and Their 

Material Properties. 

N73-31993/1GI 74-02 10B PC$S5.25/MF$2.25 
SALAMA, OVADIA A. 

Planning and Human Values. An Inquiry Into the 

Phenomenon of Urban Growth and the Possibility of 

Its Control through Water and Land Related Actions. 

PB-236 035/2GI 74-25 13B PC$7.25/MF$2.25 


A Social Report, Man and Water. The Relationship 

Between Social Psychological Systems and Water 

Resources Development, 

PB-226 544/5GI 74-05 SK PC$11.25/MF$2.25 
SALAMANDRA, G. D. 


Formation of a Shock Wave Ahead of a Flame Front-- 
Translation. 


AD-781 671/3GI 
SALAMON, M 


Combined Species-Temperature Correction Tapes for 
Moisture Meters. Revised, 
PB-235 764/8GI 74-24 11L PC$4.25/MF$2.25 


SALAMONY, JAMES E. 
Method for Dispersing Cr(3+) Ions Impregnated in Sil- 
ica. 
PATENT-3 748 283 
SALANCIK, J. R. 


Linear vs Branching Structures in the Presentation of 
Acculturative Materials 
PB-235 210/2GI 


SALANSKIH, V. M. 
Computer Systems (Collection of Papers). Volume 43, 
1971 


TT-72-58025 


74-18 21B PC$3.25/MF$2.25 


74-06 7B Not available NTIS 


"74-24 SK  PC$3.75/MF$2.25 


74-16 9B PC$5.75/MF$2.25 


SALARY, J. 

Polyurethane/Imide Modified Foam. 

BDX-613-1110 74-24 111 PC$4.00/MF$2.25 
SALAT, A 


Critical Times for Overcritical Relativistic Electron 
BEAMS Injected into Plasmas. 
IPP-6/116 74-02 201 PC$3.50/MF$2.25 


Injection of Relativistic Electron BEAMS with Ar- 

bitrary Radial Profiles into Warm Collisional Plasmas. 

IPP-6/119 74-02 201 PC$4.00/MF$2.25 

Plasma Transport Equations for High Flow Velocities. 

IPP-6/125 74-26 201 PC$S.75/MF$2.25 
SALATA, EUGENE A. 

Sexless Hose Coupling. 

PATENT-3 760 269 74-01 13E Not available NTIS 
SALATHE, ERIC P. 

Non-Linear Electromagnetic Wave Propagation in an 

Isotropic Material. 

AD-769 632/1GI 74-01 20N PC$3.75/MF$2.25 


Reprint: On Intrinsic Pressure-Hole Errors for 
Viscoelastic Fluids. 


AD-772 206/9GI 74-05 20D Reprint 
SALATI, O. M. 

Grounding Principles for NORAD Cheyenne Mountain 

Complex. 

AD-782 397/4GI 74-19 9C PC$S5.75/MF$2.25 


SALATSKIHL, V. 1. 


Alpha Decay of Neutron Resonances in the exp 149 
SM(N, alpha ) exp 146 Nd Reaction. 
JINR-P3-7245 74-10 20H PC$3.00/MF$2.25 


SALAUN, HAROLD L. JR. 


Apparatus for Producing Core Yarn. 
PATENT-3 696 600 74-11 11E Not available NTIS 


Electrostatic Fiber Collecting and Yarn Spinning Ap- 


paratus. 
PATENT-3 696 603 74-09 131 Not available NTIS 
Yarn Twist Control Apparatus for Electrostatic 


Spinner. 
PATENT-3 768 243 74-19 11E Not available NTIS 
SALB, T. J. 


Studies on Dermestid Beetle: Materials Interactions. Ii. 
Tests for Survival with Insulating and Packaging 
Materials. 

SLA-73-823 


SALCMAN, 


Thumbtack Microelectrode and Method of Making 

Same. 

PAT-APPL-381 234 74-11 6B PC$3.25/MF$2.25 
SALDANA, GUADALUPE 

Process for Preparing Carrot Juice. 

PAT-APPL-297 123 74-11 6H PC$3.25/MF$2.25 


Process for Preparing Carrot Juice. 
PATENT-3 787 589 74-18 6H Not available NTIS 
SALDIVAR, J. T. JR. 


Physiological Responses in Air Traffic Control Person- 
nel: Houston Intercontinental Tower, 
AD-777 838/4GI 74-13 6S PC$3.25/MF$2.25 


SALE, J. P. 


Report of Symposium on the Design, Testing, and 
Deployment cf Unattended Ground Sensors, Held at 
U. S. Army Engineer Waterways Experiment Station, 
Vicksburg, Mississippi, on 11-12 September 1973, 

AD-780 752/2GI 74-17 173 PC$6.25/MF$2.25 


SALEEM, M. 
Bibliography on Separation of Isotopes by Gas Cen- 
trifugati 


‘ugation. 
AEMC/Chem.Engg-129 
74-13 18B PC$13.25/MF$2.25 


74-08 6C PC$4.00/MF$2.25 


SALEH, M. A. 

Correlation of Hippocampal theta Rhythm with 
Changes in Cutaneous Temperature. 

N74-30461/9GI 74-24 6P PC$3.25/MF$2.25 


Correlation of the Hippocampal theta Rhythm to 

Changes in Hypothalamic Temperature. 

N74-30462/7GI 74-24 6P PC$3.75/MF$2.25 
SALEM, MOHAMMED H. 

Nonlinear Analysis of Planar Reinforced Concrete 

Structures. 

AD-787 171/8GI 74-26 13C PC$7.00/MF$2.25 
SALEMAN, MICHAEL 

Thumbtack Microelectrode and Method of Making 


Same. 
PATENT-3 826 244 


SALEMME, C. T. 


Impact Resistance of Current Design Composite Fan 
Blades Tested under Short-Haul Operating Conditions. 
N74-18672/7GI 74-13 1C PC$4.25/MF$2.25 


SALENTINE, CHRIS G. 


A NickelK(IV) Complex of the B8CH9(3-) Liga 
AD-778 703/9GI 74-14 7B PC$3. SS MPS2. 25 


SALES, G. S. 
Multifrequency, Long Wave, Vertical Sounding of the 


Lower Ionosphere. 
AD-778 087/7G1 


SALES, GARY S. 


Long Range Survivable MF Radio Communication 

Study Using High Altitude Whispering Gallery Modes. 

AD-775 989/7GI 74-10 17B PC$4.25/MF$2.25 
SALETTA, G. F. 


Thin Film Transistor-Addressed Display Device. 
AD-785 715/4GI 74-24 9E PC$3.75/MF$2.25 


SALGADO, J. 


Determination of the Phonon Density of States in 
Lead, Aluminium, and Calcium by a New Method. 
LFEN-147(AB) 74-02 20L PC$3.25/MF$2.25 


SALGADO, PETER G. 
Method of Quantitatively Determining Trace Impurities 


in Inert Gas Systems. 
PATENT-3 332 745 


SALINARI, P. 


Low Frequency Plasma Waves Non-Linear Interac- 
tions. Part 1: The General Dispersion Relation. 
N74-13474/3GI 74-07 201 PC$3.25/MF$2.25 


. Low Frequency Plasma Waves Non-Linear Interac- 
tions. Part 2: The Cold Plasma Theory. 
N74-13475/0GI 74-07 201 PC$3.25/MF$2.25 


SALINAS, DAVID 
Radial Pressure on a Gun Launched Motor Case Due 


to Slumping Propellant. 

AD-777 666/9GI 74-12 19G PC$3.75/MF$2.25 
SALINAS, SILVIO R. 

Reprint: On the One-Dimensional Compressible Ising 

Model. 

AD-773 232/4GI 


SALISBURY, J. D. 
Passport Program. Quarterly Technical Progress Sum- 
mary No. 3 (April--June 1968). 
UCID-15359 74-26 17G PC$4.25/MF$2.25 


Passport Program. Quarterly Technical Progress Sum- 
mary No. 4 (July--September 1968). 
UCID-15399 74-26 17G PC$5.00/MF$2.25 


Passport Program. Quarterly Technical Progress Sum- 
mary No. 5 (October--December 1968). 
UCID-15455 74-26 17G PC$6.00/MF$2.25 


Passport Program. Quarterly Technical Progress Sum- 
mary No. 7 (April--June 1969). 
UCID-15514 74-26 17G PC$4.50/MF$2.25 


Passport Program. Quarterly Technical Progress Sum- 
mary No. 9 (October--December 1969). 
UCID-15603 74-26 17G PC$4.25/MF$2.25 


Passport Program Quarterly Technical Progress Sum- 

mary Number 8, July--September 1969. 

UCID-15552 . 74-25 17G PC$4.00/MF$2.25 
SALISBURY, JOHN W. 

Celestial infrared Calibration Sources in the 8-14 

Micrometer Region: Venus and Jupiter. 

AD-772 660/7GI 74-06 3B PC$3.25/MF$2.25 

Reprint: Comparisons of Meteorite and Asteroid Spec- 

tral Reflectivities. 

AD-774 168/9GI 74-08 3A_ Reprint 
SALISBURY, M. H. 

Reprint: Velocities and Elastic Moduli of Volcanic and 

Sedimentary Rocks Recovered on DSDP Leg 25. 

AD-787 387/0GI 74-26 8G Reprint 
SALISBURY, MATTHEW 8. 


Reprint: Progressive Weathering of Submarine Basalt 
with Age: Further Evidence of Sea-Floor Spreading. 
AD-787 385/4GI 74-26 8G Reprint 


SALISBURY, ROGER E. 


Artificial Tendons for War Injuries: Construction and 
Tissue Response, 
AD-785 674/3GI 


74-23 6B Not available NTIS 


74-13 4A PC$3.25/MF$2.25 


74-04 7D Not available NTIS 


74-07 20L Reprint 


74-24 6L PC$3.25/MF$2.25 











, 











Reprint: Artificial Tendons: Design, Application, and 
Results. 
AD-786 971/2GI 74-25 6L Reprint 


Reprint: Postburn Edema of the Upper Extremity: 
Evaluation of Present Treatment. 
AD-770 408/3G1 74-02 6E Reprint 


SALLACH, H. J. 


Pyruvate Kinase Isozymes in Adult Tissues and Eggs 
of Rana Pipiens. lii. Comparative Studies on the Pro- 
perties of the Different Isozymes. 

COO-1631-49 74-18 6A PC$S.25/MF$2.25 


SALLEE, G. P. 


Assessment of the Application of Advanced Technolo- 
gies to Subsonic Ctol Transport Aircraft. 
N74-29375/4G1 74-24 1C PC$5.75/MF$2.25 


Economic Effects of Propulsion System Technology 

on Existing and Future Transport Aircraft. 

N74-28230/2GI 74-20 1C PC$9.S0/MF$2.25 
SALLEY, KAREN 


Arkansas Studies in Vocational Rehabilitation. Series I. 
A Review of the Literature on the Prediction of Reha- 
bilitation Client Outcome and the Development of a 
Research Model. 
PB-236 509/6GI 
SALLUDIN, 
Reprint: The Napu Valley, A New Schistosomiasia 
Area in Sulawesi, Indonesia. 
AD-785 806/1GI 
SALM, ROBERT 
Limit Behavior and Failure in Thia Detonation Tubes, 
AD-771 139/3GI 7404 19D PC$4.25/MF$2.25 
SALMON, M. A. 


Effects feo - Same Tube Rupture in Ebr-II Superheater. 
Final R: 


TITRI- 578. TO- 76-2 74-04 181 PC$6.50/MF$2.25 
SALMON, MICHAEL 


Reprint: Sound Localization by the Hawaiian Squirrel- 
fishes, ‘Myripristis berndti' and ‘M. argyromus’. 
AD-769 348/4GI 74-01 6C Reprint 


SALMON, PETER C. 
Investigation and Design of Electronic Circuitry Re- 
lated to Noise and Radiation Effects for Solid State 


Devices and Circuits. 
74-10 9E PC$3.75/MF$2.25 


74-25 SK PC$4.25/MF$2.25 


74-24 6E Reprint 


AD-776 064/8GI 
SALMON, R. 


Projected Shipments of Special Nuclear Material and 
Wastes by the Nuclear Power Industry. 
ORNL-TM-4631 74-25 18F PC$6.50/MF$2.25 


Study of Options for Control of Emissions from an 
Existing Coal-Fired Electric Power Station. 
CON F-740406-1 74-16 13B PC$4.25/MF$2.25 


Trends and Projected Shipments in the Nuclear Fuel 
Cycle Industry to the Year 2000. 
CONF-740901-5 74-24 18F PC$4.25/MF$2.25 


SALMONS, JOHN R. 
Bond of Untensioned Prestress Strand. Study Number 


72-2. 
PB-228 104/6GI 74-10 13B PC$5.25/MF$2.25 
SALNEV, K. K. 


Cavitation of Surface Roughnesses--Transla 
AD-783 419/5GI 74-20 21E PC$3. 75/MPS2. 2s 


SALNIKOV, G. M. 


Stressed-Strained State of Cylindrical Shell of Fiber- 
Glass-Reinforced Plastic under Influence of Local 
Load--Translation. 

AD-776 753/6GI 74-11 11D PC$3.75/MF$2.25 


SALNIKOV, O. A. 


Measurement of the Effectiveness of a Time-of-Flight 
Neutron Spectrometer. 
FEI-372 74-11 18D PC$3.00/MF$2.25 


SALNIKOV, V. 8. 
Calculating Axisymmetrical Gas Flow in Turbines-- 


Translation. 
AD-777 264/3GI 74-12 21E PC$3.75/MF$2.25 
SALO, ERNEST 


Workshop on Salmonid Aquaculture. A Summary Re- 


port, 
COM-74-11035/4GI 74-15 6C PCS$3.75/MF$2.25 
SALOMON, LOTHAR L. 


Evaluation of Clouds of Airborne Fibers 
AD-785 675/0GI 74-24 14B PCS. 25/MF$2.25 


SALOMON, M. 
Determination of Equilibrium Constants for Complex 


Tons. 
AD-778 745/0GI 74-14 7D PC$3.75/MF$2.25 
SALOMON, MARK 


Reprint: Stability and Solubility Constants for Silver 
Halides ia Pr nitrile-Sulfur Dioxide Mixtures. 
AD-775 606/7GI 74-10 7D Reprint 


Reprint: Studies on Aqueous HF System. 


AD-775 5$41/6GI 
SALOMON, ROBERT E. 


Reprint: Treatment of Nonlinear Absorption of Laser 

Radiation by a Monte Carlo Method. 

AD-770 644/3GI 74-03 20E Reprint 
SALOMONSON, V. V. 


Advances in Water Resources Monitoring from Space. 
N74-18037/3GI 74-12 8H PC$3.25/MF$2.25 
Upper Tropospheric Dynamics as Reflected in Nim- 
bus-4 Thir 6.7 Micron Data. 

N74-12169/0GI 74-06 4A PC$3.75/MF$2.25 


SALOMOV, J.A 


Test of the Models of Hadron Collisions in Inelastic 
Interactions of 60 Gev/C pi Mesons and 70 Gev/C 
Protons with the Nuclei (C,N,O) and (Ag,Br). 

JINR-E1-8021 74-22 20H PC$4.00/MF$2.25 


SALON, L. 


Determination of the in-Pile Irradiation Parameters of 
Structural Materials. Resistance Variation Detector. 
CEA-CONF-2356 74-14 183 PC$3.00/MF$2.25 


SALOP, A. 


Reprint: Magnetic Resonance Spectrometer Measure- 

ments of Atomic Hydrogen Surface Recombination. 

AD-778 393/9GI 74-14 7D Reprint 
SALOP, PHYLLIS A. 


An Evaluation of the Use of Chemically Treated 

Answer Sheets. 

AD-778 339/2GI 
SALSBURY, MARK J. 


Blast Field Study for Proposed RIA (Rock Island Ar- 
senal) Firing Tunnel. 


74-09 7D Reprint 


74-13 SI PC$3.25/MF$2.25 


AD-775 816/2GI 74-10 19F PC$3.75/MF$2.25 
SALT, G. F. 

A Guide to Levels of Skidding Resistance for Roads, 

PB-226 056/0GI 74-04 13B PC$3.25/MF$2.25 


SALTER, JAMES A. 


Development of Leadership Assessment Simulations. 
AD-772 990/8GI 74-06 53° PC$4.75/MF$2.25 


Leadership Instruction for Infantry Officer Can- 
didates: Terminal Training Objectives. 
AD-769 638/8GI 74-01 SI PC$3.75/MF$2.25 


SALTER, MICHAEL L. 


An Investigation of Electro-Optical Techniques for the 
Analysis of Suspended Sediments. 
AD-773 140/9GI 74-06 83 PCS$S5.75/MF$2.25 


SALTER, W. E. 


Pseudo-Noise Test Set for Communication System 
Evaluation. 
PAT-APPL-419831 74-07 #17B PC$3.25/MF$2.25 


SALTON, G. 


Contribution to the Theory of Index 
PB-226 063/6GI 74-04 ‘B ™BCS3. 25/MF$2.25 


SALTON, GERARD 


A Theory of Indexing. 
PB-231 539/8GI 74-12 SB PC$5.25/MF$2.25 


SALTONSTALL, C. W. JR. 
Development of a Reverse Osmosis Module for Wash 
Water Recycling in a Space Environment at 165 


Degrees F. 
PB-226 632/8GI 74-05 7A PC$3.25/MF$2.25 


Production of Cellulose Acetate Hemodialysis Mem- 


brane for Clinical Trials. 
PB-235 285/4GI 74-24 6L PC$3.25/MF$2.25 


Research on Advanced Membranes for Reverse Osmo- 

sis. 

PB-230 690/0GI 
SALTSMAN, ROBERT D. 


Effectiveness of Respirable Dust Control by Water 
through the Drum on an 11 CM Joy Continuous Miner. 
PB-236 652/4GI 74-26 81 PC$S5.25/MF$2.25 


The State-of-the-Art in Continuous Mining Machine 


Bit Tec y. 
PB-225 aanren 74-06 81 PCS$7.25/MF$2.25 
SALTZER, JEROME 8. 


Reprint: A Simple Linear Model of Demand Paging 
Performance. 


74-12 7A PC$4.25/MF$2.25 


AD-778 974/6G1 74-14 9B Reprint 
Reprint: Protection and the Control of Information 
s in Multics. 

AD-783 728/9GI 74-21 9B Reprint 


SALTZMAN, BARRY 
Reprint: Parameterization of Hemispheric Heating and 
Temperature Variance Fields in the Lower Tropo- 
sphere. 
AD-770 874/6GI 74-03 4B Reprint 
SALTZMAN, E. J. 


Drag Reduction Obtained by Rounding Vertical Cor- 
ners on a Box-Shaped Ground Vehicle. 
N74-17703/1GI 74-12 1A PC$3.25/MF$2.25 


SALWEN, H. 


SALTZMAN, HARVEY C. 


Assault Boat Equations Computer Programm 
AD-779 881/2GI 74-16 133 PCS$4. ISAM S2 2s 


SALUNKHE, D. K. 


Investigations of Factors to Improve Texture and 
Color of Freeze-Dehydrated and Subsequently Com- 
pressed Red Tart Pitted Cherries. 

AD-783 399/9GI 74-20 6H PC$3.25/MF$2.25 


SALUTSKY, MURRELL L. 
Method of Precipitating Potash from a Phosphate Mix- 


ture. 
PATENT-3 421 877 74-07 7B Not available NTIS 


Process for Descaling Sea Water. 
PATENT-3 363975 74-08 7A Not available NTIS 


Recovery of Potassium from Phosphate 
PATENT-3 379 498 = 74-08 ~ Not “available NTIS 


Recovery of Potassium from Sea Water. 

PATENT-3 382 038 74-08 7B Not available NTIS 
SALVADOR, L. A 

Single Cluster Corrosion Test Summary, August 1965 


to March 1966. 
WANL-TME-1375 74-08 21F PC$8.25/MFS$2.25 


SALVAGE, J. W. 
A Review of the Current Concept of Cascade Secon- 


dary Flow Effects. 
N74-31768/6GI 74-25 20D PC$5S.25/MF$2.25 


SALVATO, P. JR.. 


Astep User’S Guide and Software Documentation. 
N74-26713/9GI 74-20 9B PC$8.75/MF$2.25 


SALVATORE, JEREMIAH O. 


Fuel Slosh Energy Dissipation on a Spinning Body, 
AD-773 758/8GI 74-07 (211 =PC$S.25/MF$2.25 


SALVATORES, M. 


Analysis and Correlation of Masurements on Sneak 
and Zpr VI Fast Assemblies by the Endf/B Version 3 
Cross-Section Data File. 

RT/FI-(74)1 74-21 18K PC$4.00/MF$2.25 


Cnen Revised Version of the Rigel-Etoe-mc exp 2 
Code System to Generate Multigroup Cross Sections 
and Its Use with Endf/B-III Data. 

RT/FI-(73)13 74-02 18K PC$3.25/MF$2.25 


Nuclear Data and Integral Measurement Correlation 
for Fast Reactors. Statistical Formulation and Analysis 
of Method: The Consistent Approach. 

RT/F1-(74)2 74-21 20H PC$4.00/MF$2.25 


Nuclear Data and Integral Measurements Correlation 
for Fast Reactors. Part 3. The Consistent Method. 
RT/FI-(74)3 74-20 20H PC$S.00/MF$2.25 


SALVATORI, E. 
Calculation of Flat Structures and Shells for Nuclear 


Plants with a Digital Computer Program. 
RT/ING~(73)17 74-20 181 PC$12.25/MFS$2.25 
SALVETTI, A. 


Fatigue Behaviour of Hat Section Stringer Stiffened 
Panels Compressed in the Post-Buckling Range. 
AD-773 672/1GI 74-07 11F PC$4.75/MF$2.25 


Some Fatigue Phenomena in Rigid Acronautical Shells 
Su Alcuni Fenomeni di Fatica in Strutture Aecronau- 
tiche a Guscio Irrigidite. 
N74-16591/1GI 74-10 20K PC$3.25/MF$2.25 
Theoretical and Experimental Research on the Fatigue 
Behaviour of Cracked Stiffened Panels. 

AD-769 948/1GI 74-02 11F PCS$S.25/MF$2.25 


SALVI, A. 
Archae ical Surveying by High-Sensitivity Dif- 
ferential Magnetometry. 
CEA-CONF-2405 
SALVI, G. 


Reprint: Performance Decrement, under Prolonged 
—- across the Visual Field. 


74-10 7D PC$3.25/MF$2.25 


AD-772 224/2GI 7405 6P Reprint 
SALVI, THEODORE C. 

Time yr Internal Electromagnetic Pulse for 

Spherical and Cylindrical Symmetry. 

AD-775 708/1Gt. 74-10 20N PC$4.25/MFS$2.25 
SALVIDIO, E. 

Comparative Study of Antimalarial and Other Drugs 

on G6PD Deficient Red Cells. 

AD-775 475/7G1 74-09 60 PC$3.25/MF$2.25 
SALVINSKI, R. J. 


Ulhtrasonically Bonded Valve Amentty,. 
PAT-APPL-401 920 974-14 13K '$3.25/M F$2.25 


SALWEN, BERT 


Reprint: A Reconnaissances North of the 

Brooks R. im Northeastern Alaska. 

AD-772 I 74-06 SF Not available NTIS 
SALWEN, 8. 

Channel Measurements for Automatic Vehicle Moni- 

toring Systems. 

PB-231 604/0GI 74-13 13F PC$4.25/MF$2.25 


PA-961 





SALYER, IVAL O. 


SALYER, IVAL O. 


Dialysis Hollow Fiber Membranes and Manufacture. 
PATENT-3 799 356 74-15 6L Not available NTIS 


Dialysis Membranes and Manufacture. 
PATENT-3 799 355 74-15 6L Not available NTIS 


Thromboresistant Articles Made from Polyurethanes 

Containing a Polypropylene Glycol-Ethylene Oxide 

Block Copolymer. 

PATENT-3 746 683 74-11 111 Not available NTIS 
SALZANO, F 


Evaluation of the Technical, Economic, and Environ- 

mental Features of a Synthetic Fuels Economy Based 

on Fusion Reactors. 

BNL-18430 74-12 18A PC$7.25/MF$2.25 
SALZANO, F. F. 


Technology and Economics of Hydrogen Production 
from Fusion Reactors. 
BNL-18718 74-16 18A PC$4.00/MF$2.25 


SALZANO, F. J. 


Role of Hydrogen in Electric Energy Storage. 
BNL-18721 74-15 21D PC$4.00/MF$2.25 


SALZMAN, J. A. 
Atmospheric Temperature Measurements, Using 


Raman Lidar. 
N74-27006/7G1 74-20 4B PC$3.25/MF$2.25 


SAMANICH, N. E. 
Effect of Exhaust Nozzle Configuration on 
Aerodynamic and Acoustic Performance of an Exter- 
nally Blown Flap System with a Quiet 6:1 Bypass 


Ratio Engine. 
N74-10042/1GI 74-04 21E PC$3.75/MF$2.25 


Thrust and Pumping Characteristics of Cylindrical 
Ejectors Using Afterburning Turbojet Gas Generator. 
N73-32622/S5GI 74-02 21E PC$3.75/MF$2.25 


SAMARA, G. A. 
Solar Energy: Sandia’S Photovoltaic Research Pro- 
gram. 
SLA-74-281 74-22 10A_ PC$4.00/MF$2.25 
SAMEITH, H. 


Investigations of the Propagation of Shock Waves in 

Relaxing Two-Component Bubble Mixtures. 

KFK-1796 74-02 20D PC$9.25/MF$2.25 
SAMELDOV, V. V. 


Spectrometric Characteristics of Germanium Detectors 
with Radiation Defects. 


LIB/Trans-348 74-04 18D PC$3.00/MF$2.25 
SAMELSON, H 

High Energy Pulsed Liquid Laser. 

AD-787 895/2GI 74-26 20E PC$11.25/MF$2.25 


SAMERS, BERNARD N. 


The Development of a ies Trion for Estimating the 
Cost of Air Force On-the-Job Train 
AD-785 141/3GI 74-23 SI css. 25/MF$2.25 


SAMESHIMA, NUNEO 


The Biosynthesis of Astaxanthin. XII. The Conversion 
of Labelled Beta-Carotene-15,15'-3H2 into Body 
Astaxanthin in the Lobster, ‘Panulirus japonicus’, 

COM-74-11275/6GI 74-19 6A Reprint 


SAMMES, ANTHONY J. 


An Interface to the ARPA Network for the CP/CMS 
Time-Sharing System. Volume II. Flow Charts. 
AD-773 832/1GI 74-07 9B PC$6.25/MF$2.25 


An Interface to the ARPA Network for the CP/CMS 
Time-Sharing System. Volume 1. 
AD-773 831/3GI 74-07 9B PC$S.25/MF$2.25 


SAMMIS, LAURA CRITCHLOW 


Planning in Large Personnel Systems: A Reexamina- 
tion of the TOPLINE Static Planning Mode’! 
AD-771 213/6GI 74-04 SI PC$4. 25/MF$2. 25 


SAMMONS, G. D. 
Multiple-Flame Combustion Model FORTRAN IV 


Computer Program. 
AD-781 128/4GI 74-17 211 PC$4.75/MF$2.25 
SAMMONS, GEORGE D. 


Solid Propellant Combustion Modeling. 
AD-770 682/3GI 74-63 211 css. 25/MF$2.25 


SAMMS, FLOYD TAMERLANE JR. 


Scheduling of Courses at a Naval Training Facility. 
AD-769 420/1GI 74-01 SI PC$3.75/MF$2.25 


SAMOEL, A. 


Automatic Processing of Information on the Produc- 
tion of a Nondestructive Control Chain for Tubes. 
CEA-CONF-2428 74-09 18] PC$3.00/MF$2.25 


Different Aspects and Experimental Results of Eddy 

oo Testing Using the Frequency Scanning 

CEA-CONF-2427 74-06 14B PC$3.00/MF$2.25 
SAMOILENKO, I. I. 


Reprint: Change in the Properties of Staphylococci 
after Repeated Gamma Radiation. 


AD-784 832/8GI 
SAMOILENKO, V. I. 


Nonlinear Properties of the Input fom of a 
Transistor with Automatic Bias--Translatio: 
AD-785 939/0GI 74-24 9E PCS3- 2S/MF$2.25 


SAMOILOV, C. P. 


Adsorption of Oxygen and Its Effect on Cathode 
Reduction of Oxygen on a Nickel Electrode in an Al- 
kaline Solution--Translation. 

AD-776 501/9GI 74-11 7D PC$3.25/MF$2.25 


SAMOILOV, E. M. 
ggg Based on Thermoelectrical Phenomena--Trans- 


latio 
AD-783 821/2GI 74-21 20L +=PC$3.25/MF$2.25 
SAMOILOVA, L. N. 


Leukocyte Agglomeration Reaction in Diagnosis of Al- 
lergy Reactions from Antibiotics--Translation 
AD-770 932/2GI 74-03 6E PC$3.25/MF$2.25 


SAMOILOVA, L. V. 


A Numerical Model of the General Circulation of the 
Atmosphere over a Hemisphere--Translation. 
AD-782 747/0GI 74-20 4B PC$4.25/MF$2.25 


SAMOKHVALOV, I. V. 


Experimental Study of the Attenuation and Back-Scat- 
tering of Lambda-2.36 cand 0.63-Micrometer Laser 
Radiation by Artificial Fog and Smoke--Translation. 

AD-782 211/7GI 74-19 4B PC$3.25/MF$2.25 


SAMOVOL, V. A. 


Preliminary Results of Studying the Plasma near the 
Moon, 
JPRS-60945 


SAMOVOLKIN, V. G. 
Measuring Technique and Equipment for Studying 
Backscattering of Ultrasonic Waves by Biological Ob- 


jects in Water, 

IPRS-62606 74-23. 8A PC$3.25/MF$2.25 
SAMOYLENKO, S. I. 

Problems of Cybernetics. Problems of Random 
Scanning Voprocy Kibernetiki. Problemy Sluchaynogo 
Poiska. 

N73-33514/3GI 74-02 6D PC$4.25/MF$2.25 


Problems of Cybernetics. Uniform Microelectronic 

Structures Voprosy Kibernetiki. Odnorodnyye 

Mikroelektronnyye Struktury. 

N73-33147/2GI 74-02 9A PC$6.25/MF$2.25 
SAMOYLOVICH, G. V. 

General Principles of Designing Control Systems. 

N74-25594/4GI 74-19 1C PC$10.25/MF$2.25 
SAMPALEANU, M. M. 

Interfacing of the Moessbauer Spectrometer Asa with 

the Analyzing System Nta-512B. 

IFA-SR-5-1973 74-02 18D PC$3.00/MF$2.25 
SAMPATHKUMAR, R. 

Neutron Flux Mapping at Apsara Reactor Using Solid 

State Track Detectors. 

BARC-752 74-24 18D PC$4.00/MF$2.25 
SAMPSON, ALLAN 


Total Positivity of the Bivariate Absolute Normal Dis- 
tribution and the Association of a Bivariate T-Distribu- 


74-23 6M PC$3.25/MF$2.25 


74-07 3B PC$3.25/MF$2.25 


tion, 
AD-787 553/7GI 74-26 12A PC$3.25/MF$2.25 
SAMPSON, ALLAN R. 


Uniform Representatives of Bivariate Distributions, 
AD-787 554/SGI 74-26 12A PC$3.25/MF$2.25 


SAMPSON, ALLEN 
One-Parameter Families of Bivariate Distributions with 
Fixed Marginals. 
AD-778 850/8GI 74-14 12A  PC$3.25/MF$2.25 
SAMPSON, C. F. 


Mechanical Lock-on X-Ray Safety Shutter for the 
Philips PW 1016 Tubeshield. 
AERE-R-6710 74-02 18D PC$3.00/MF$2.25 


X-Ray Safety Equipment and Procedures in the 
Materials Physics Division, a.E.R.E., Harwell. 
AERE-R-6711 74-06 6R PC$3.25/MF$2.25 


SAMPSON, HENRY T. 


Process for Case Bonding Cast Composite Propellant 

Grains. 

PATENT-3 734 982 74-26 211 Not available NTIS 
SAMPSON, MICHAEL L. 


Rapid Disappearance of Radiochromium-Labeled 
Erythrocytes Immediately After Transfusion in Dogs. 
AD-770 493/SGI 74-02 6E PC$3.25/MF$2.25 


SAMPSON, PAUL D. 
Regime Behavior in Page Referencing Patterns of 


Computer 
AD-787 031/4GI 74-26 9B PC$S.25/MF$2.25 
SAMPSON, R.L. 


High Temperature Electrodialysis, Phase IV. 
PB-227 280/5GI 74-07 7A PC$4.25/MF$2.25 


SAMPSON, T. E. 

Portal Monitor for Diversion Safeguard 

LA-UR-73-1564 74-09 18D PCS3 .00/M F$2.25 
SAMPSON, W. B. 


Critical Current Density of a Superconducting Copper- 
Base Alloy Containing NB sub 3 SN Filaments. 
CALT-822-56 74-10 20L PC$3.00/MF$2.25 


Magnetic and Thermal Stability of Superconducting 
Accelerator M ts. 
BNL-18823 


SAMRAS, R. K. 


Testing Wire Rope: Measurement System and Experi- 
meatal Study. 
AD-782 515/1GI 74-19 131 PC$3.25/MF$2.25 


SAMS, E. W. 


Refan Program. Phase 1: Summary Report. 
N74-10043/9GI 74-04 21E PC$4.25/MF$2.25 


SAMS, ROBERT L. 


Reprint: Infrared Spectrum of CS2: ‘Hot’ Bands As- 
sociated with the 2185/cm Band and Evidence for the 
CS2 Laser Assignment. 

COM-74-50872/2GI 74-24 7D Not available NTIS 


Reprint: Vibration-Rotation Bands of Nitrous Oxide. 

4.1 Micron Region. 

COM-74-50774/0GI 
SAMSOMOV, G. V. 


Protective Coatings from Refractory Compounds on 

Metals and Graphite--Translation. 

AD-783 923/6GI 74-21 11C PC$3.75/MF$2.25 
SAMSON, C. A 


Evaluation of Techniques for Improving the Per- 
formance of Radar Microwave Link Systems. 
AD-778 146/1GI 74-13 17B PC$4.75/MF$2.25 


Fine Structure Precipitation Effects and Possible 

— Techniques on 15 GHz Line-of-Sight Radio 
inks. 

AD: 784 096/0GI 74-22 17B PC$3.75/MF$2.25 


Precipitation Climatology for Microwave Link Per- 
formance in Southern Germany. 
AD-779 520/6GI 74-15 4B PC$3.75/MF$2.25 


Reconfiguration of Specific Line-of-Sight Links to 15 
GH 


74-20 20G PC$4.00/MF$2.25 


74-22. 7D Not available NTIS 


z. 
AD-771 181/SGI 74-04 17B PC$3.75/MF$2.25 


Test Instrumentation for a 15 GHz Digital Radio Link. 
AD-782 966/6GI 74-20 17B PC$3.75/MF$2.25 


SAMSON, CHARLES A. 
Pole-Mounted, Low-Power Millimeter Wave Repeaters 


for Wideband Communications. 
AD-770 388/7GI 74-02 17B PC$3.75/MF$2.25 


SAMSON, G. 


Application of Vibratory Methods to the Determination 
of the Elastic Characteristics of Isotropic Materials or 
Materials Having a Rectangular Heterotropy 

CEA-CONF-2276 74-04 20L PCss. SOIMES2. 25 


SAMSON, J. A. R. 


Collecting Efficiency of a nae ap ee “bed Electron 
Energy Analyzer with Preretarding 
N74-31925/2GI 74-25 eS “POSS. 25/MF$2.25 


Investigation of Photoelectron Spectroscopy. 
N74-17156/2G1 74-11 14B PC$3. 75IMF$2. 25 


Partially Autoionizing States of Atomic Oxygen. 
N74-20332/4GI 74-14 7D PC$3.25/MF$2.25 


Photoionization Branching Ratios and Vibrational In- 
tensity Distribution for N2, CO; and CO2 Between 53 


and 75 NM. 
N74-28150/2GI 74-20 7D PC$4.25/MF$2.25 


Vibrational Intensity Distributions for Continuum 

Photoionization of Oxy 

N74-31602/7GI 
SAMSON, J. R. 


Continuum Ionization Transition Probabilities of 
Atomic Oxygen. 
N74-27209/7GI 74-20 7D PC$3.25/MF$2.25 


DABS/ATCRBS Transponder Bench Testing Program. 
AD-773 768/7GI 74-07 17G PC$S5.25/MF$2.25 


Report on DABS/ATCRBS (Discrete Address Beacon 

System/Air Traffic Control Radar Beacon System) 

Field Testing Program. 

AD-775 290/0GI 74-09 17G PC$4.25/MF$2.25 
SAMSON, S. 


Reprint: Defec: Structure and Electronic Donor Levels 
in Stannic Oxide Crystals. 
AD-772 324/0GI 


SAMSONENKO, L. V 


2. 
74-25 7D PC$3.25/MFS$2.25 


7405 20L Reprint 


Venus. 
N74-20523/8GI 
SAMSONOV, B. V 


Methods of Materials Mechanical Testing under Ir- 
radiation. Part I. Creep--Rupture Tests. 
SRARI-P-208 74-10 183 PC$3.75/MF$2.25 


74-14 3B PC$4.75/MF$2.25 




















Testing the Performance of Dkm-6 Engines under Ir- 


radiation 
SRARI- P-184 
SAMSONOV, G. V. 


An Electrical Insulating, Heat-Resistant, Refractory 
Material--Translation. 
AD-784 712/2GI 74-22, 11B PC$3.25/MF$2.25 


Method of Manufacturing Shaped Articles--Transla- 


tion. 
AD-784 242/0GI 74-22 13H = PC$3.25/MF$2.25 


Research on Materials for the Manufacture of Open- 
Cycle MHD Generator Electrodes, 
JPRS-61609 74-12 10B PC$3.25/MF$2.25 


SAMSONOVA, V.G. 


Successes in the Creation of Thermoresistant Polymers 
on the Basis of Aromatic Tetraamines and Their 
Derivatives--Translation. 
AD-783 050/8GI 


SAMSONOVA, V. S. 
Chemical and Immunochemical Characteristics of the 
Whooping-Cough Allergen Obtained by Water-Ether 


Extraction--Translation. 
AD-785 155/3GI 74-23 6M PC$3.25/MF$2.25 
SAMUEL, A. L. 


Some Studies in Machine Learning Using the Game of 
Checkers II - Recent Progress, 
AD-785 165/2GI 74-23 9B PC$4.25/MF$2.25 


SAMUEL, A. M. 
Dynamic Studies of Liver and Thyroid Function with 
the Aid of a gamma Camera and an on-Line Digital 


Computer. 
CONF-740708-36 74-24 6E PC$4.25/MF$2.25 
SAMUEL, DAVID 


Reprint: Quantitative Applications of 170 Tracer. 
COM-73-S095S/6GI 74-02 7E Not available NTIS 


SAMUEL, IRWIN 


Reprint: Louse-Borne Relapsing Fever in Man. 
AD-780 144/2GI 74-16 6E Reprint 


SAMUEL, JOHN B. 
Velocities of Falling Droplets 


74-12 21C =PC$4.00/MF$2.25 


74-20 7C PC$3.75/MF$2.25 


One Millimeter in 


Diameter. 

AD-776 953/2GI 74-11 14B  PC$3.25/MF$2.25 
SAMUEL, K. G. 

Deformation Mechanisms in Zircaloy-2 at Low Tem- 

peratures. 

BARC-660 7402 11F PC$3.25/MF$2.25 


SAMUELS, DAVID W. 


Operational Tests of the Coherent Optical Fingerprint 
Identification System (COFIDS) 
AD-776 377/4GI 74-11 


SAMUELS, G. 


Isotope Kilowatt Program Quarterly Progress Report 
for Period Ending March 31, 1973. 
ORNL-TM-4243 74-04 10B PC$3.50/MF$2.25 


SAMUELS, J. M. 


Quantitative Sem and Raster Profilometer Analysis of 
Fracture Surfaces. 
AD-771 478/5SGI 


SAMUELS, L. E. 


Strain Distributions and pony 
Beneath Abraded Surfaces of 70/30 Bra 
N74-21542/7GI 74-15 20L PCS3 .25/MF$2.25 


SAMUELSON, DON S. 


Tax Credits as a Housing Assistance System. 
PB-229 096/3GI 74-10 SC PC$4.25/MF$2.25 


SAMUELSON, R. E. 
Venus Cloud Properties: Infrared Opacity and Mass 


Mixing Ratio. 
N74-30289/4GI PC$4.25/MF$2.25 
SAMUELSSON, HAAKON 
Finding a Minimum Node Cover in an Arbitrary 
Graph. 
AD-771 093/2GI 
SAMUSENKOV, N. V. 
Device for Liquefied Gas Pumping--Translation. 


‘9B -PC$3.75/MF$2.25 


74-04 14B PC$3.25/MF$2.25 


en 


74-24 3B 


74-04 12B PC$3.75/MF$2.25 


AD-775 784/2G1 74-10 13K PC$3.25/MF$2.25 
SAN PIETRO, ANTHONY 
Proceedings of the Workshop on Bio-Solar Conver- 


sion. Held at Bethesda Maryland on 5-6 September 


1973, 
PB-236 142/6GI 
SANATANI, S. 


Ogo-6 Experiment F-03 
N74-20542/8GI 
SANBORN, D. M. 
Investigations of Lubricant Rheology as Applied to 
Elastohydrodynamic Lubrication 
N74-16144/9GI 74-10 


74-25 10B PC$4.75/MF$2.25 


"74-14 4A PC$3.25/MF$2.25 


11H PC$S.75/MF$2.25 


Pressure-Viscosity Measurements for Several Lubri- 
cants to 5.5 X 10 to the 8TH Power Newtons Per 
+ ae Meter (8 X 10 to the 4TH psi) and 149 C (300 


N74-31944/3GI 74-25 
SANBORN, HERBERT 


Oxidation of Organic Matter in Sediments. 
PB-231 248/6G1 74-13 13B PC-GPO/MF$2.25-NTIS 


SANBORN, J. 


Midcourse Defense Concepts. Volume III. System 
Configuration and Feasibility of an X-Ray Sensor for 


Exo-Atmospheric Use. 
AD-914 312/4GI 74-11 18C PC$4.75/MF$2.25 


SANBORN, PHILIP MYRON 
Unique Words for Identification and Synchronization 


in TDMA Satellite Communications Systems. 
AD-784 762/7GI 74-23 17B PC$4.75/MF$2.25 


eer screny w.R. 


fs eo Ampicillin Compared with Penicillin and 
oramphenicol Combined in the Treatment of Bac- 
terial Meningitis 

AD-771 853/9GI 74-05 6E Reprint 


Reprint: Concentrations of Ampicillin and 
Chloramphenicol in the Serum of Patients with Acute 
‘Salmonella’ Enteric Fever. 
AD-774 363/6GI 


SANBURG, LARRY L. 
Reprint: Effect of Photoperiod and Temperature on 


Ovarian Development in ‘Culex pipiens pipiens’. 

AD-778 248/SGI 74-13 6C Reprint 
SANCES, ANTHONY JR. 

Development of Non-Intrusive Automated Methods for 

Evaluation of Physiologic Functions in Severely Trau- 

matized Patients. 

AD-784 349/3GI 74-22. 6B PC$3.25/MF$2.25 

Evaluation and Development of Electrical Anesthesia 

Device. 

AD-785 735/2GI 74-24 6L PC$3.75/MF$2.25 

Reprint: Period Analysis of EEG Signals during Sleep 

and Post-Traumatic Coma. 

AD-783 854/3G1 


SANCHANKOVA, A. V. 
Possibilities of Combined and Complex Treatment of 
Diffuse and Infiltrative Forms of Breast Cancer, 
PB-228 568-T/GI 74-09 6E PC$3.25/MF$2.25 
SANCHEZ, DAVID A. 


Constant Rate Population Harvesting: Equilibrium and 
Stability. 


11H =PC$3.75/MF$2.25 


74-08 60 Reprint 


74-21 6P Reprint 


AD-787 736/8GI 74-26 12A PC$3.75/MF$2.25 

An Iteration Scheme for Boundary Value/Alternative 

Problems. 

AD-775 593/7GI 74-10 12A PC$3.25/MF$2.25 
SANCHEZ, IL. C. 

Reprint: Theory and Observations of Polymer Crystal 

Thickening. 

COM-73-50984/6GI 74-05 7D Not available NTIS 
SANCHEZ, J. 


Radioangiocardiography in Congenital Heart Diseases. 
CONF-730966-1 74-07 6E PC$3.00/MF$2.25 


SANCHEZ, PETER 


Fish as a Household Menu Item. Attitudes of Con- 
sumers in Cuyahoga and Summit Counties, Ohio, 
COM-74-10914/1GI 74-13 6H PC$S5.75/MF$2.25 


SANCHEZ-SINENCIO, EDGAR 


Computer-Aided Design of Microwave Circuits. 

AD-775 637/2GI 74-10 9E PC$4.25/MF$2.25 
SANCHEZ, W 

Application of Radioisotopes in the Gas and Petroleum 

Industries. 

IEA-26 74-26 18B PC$5.00/MF$2.25 


Radiotracer Determination of the Weight of Mercury 
Immobilized in Electrolytic Cells 

IEA-304 74-24 7D PC$S.75/MF$2.25 
Studies for the Ocean Disposal System for Sewage in 
Santos and Sao Vicente--Ocean Mixing. Part 2. 
IEA-301 74-21. 18G PC$5.25/MF$2.25 


Studies for the Ocean Disposal System for Sewage in 
Santos and Sao Vicente. Part |. 
IEA-300 74-21 18G PC$5.00/MF$2.25 


SANCIER, K. M. 
Passivation of Pigment Particles for Thermal Control 


Coatings. 
N73-33457/SGI 74-02 11C PC$4.25/MF$2.25 
SANCTON, R. 
Reprint: A Multiwire Chamber System for 
Monitoring the Position and Profile of a Charged Parti- 
cle Beam. 
AD-774 584/7GI 74-08 18D Not available NTIS 
SAND, D. S. 


Colftar: A Real-Time Electro-Optical System for Two- 
Dimensional Fourier Transforms. 


SANDERS, B. W. 


COO-1469-237 
SAND, EDWARD 


Summary of Propeller Design Procedures and Data. 
Volume III. Hub, Actuator, and Control Designs. 
AD-776 998/7GI 74-11 1C PCS$9. SO/MFS2. 25 


SAND, LARRY D. 


Open Space Element of the Comprehensive Plan, 
PB-233 930/7GI 74-18 13B PC$3.75/MF$2.25 


SANDBERG, W. A. 


Jupiter and Venus as K-Band Radio Frequency 
Sources for Antenna Calibration, 
AD-770 984/3GI 74-03 9E PC$4.75/MF$2.25 


SANDBORN, V. A. 


Measurements and a Model for Convective Velocities 
in the Turbulent Boundary Layer. 
N74-10319/3GI 74-04 20D PC$5.75/MF$2.25 


A Review of Turbulence Measurements in Compressi- 
ble Flow. 
N74-19908/4GI 


SANDEFUR, N. L. 
Advanced, Graphite-Matrix, 


74-16 9B PC$9.50/MF$2.25 


74-14 20D PC$4.75/MF$2.25 


Dispersion Type Fuel 


Systems. Annual Report, April 1, 1963--March 31, 
1964. 
GA-5016(Pt.2) 74-15 183 PC$6.00/MF$2.25 


Advanced, Graphite-Matrix, Dispersion-Type Fuel 
Systems. First Annual Report, April 1, 1962--March 


31, 1963. 
GA-4022(Pt.2) 74-16 18) PC$4.25/MF$2.25 


Emf Drift of Chromel/Alumel and W--3% Re/W--25% 
Re Thermocouples Measured in-Pile to High Neutron 
Exposures. 

GULF-GA- A-12501 


SANDELBECK, R. L. 


An Experimental Study on the Buckling of Thin Shells 
with Flaws. 
AD-778 451/SGI 


SANDELIN, J. W. 


Exploratory Tests of a Curved-Crystal X-Ray Spectro- 

graph for Diagnostics of the Casino Spectrum. 

AD-784 402/0GI 74-22 20B = PC$3.25/MF$2.25 
SANDELL, N. R. JR.. 

Control of Finite-State, Finite Memory Stochastic 

Systems. 

N74-26759/2GI 


SANDELL, NILS JR. 
Solution of Some Non-Classical LOG (Linear 
Quadractic Gaussian) Stochastic Decision Problems, 
AD-772 257/2GI 74-05 12A PC$3.75/MF$2.25 

SANDELL, NILS R. JR. 
Control of Finite-State, 
Systems. 
AD-783 340/3GI 

SANDEN, B. L. 


Study of the Reduction of Dysprosium Oxide with 
Lanthanum as a Method for Producing High Purity 
Dysprosium Metal. 
IS-3319 

SANDER, H. H. 


Effects of lonizing Radiation on Diffused Resistors. 
SLA-74-5148 74-22 9A PC$4.25/MF$2.25 


SANDER, J. 

Investigations on the Attenuation of Electromagnetic 
Waves by Rain at 52, 90.8 and 150 Ghz Untersuchun- 
gen Zur Daempfung Elektromagnetischer Wellen durch 
Regen bei 52, 90.8 und 150 Ghz. 

N74-11978/SGI 74-06 4A PC$5.25/MF$2.25 
Measurement of Raindrop Spectrum and Rain Intensity 
Using the Rain Analyser Zur Messung des Tropfen- 
spektrums im Regen und der Regenintensitact MIT 


Dem Regenanalysator 
N74-12198/9GI 74-06 4B PC$4.25/MF$2.25 
SANDER, ROBERT K. 


Time Evolution of Unimolecular Processes in Isolated 
Molecules by Crossed Laser and Molecular Beams. 
AD-771 319/1GI 7404 7D PC$3.25/MF$2.25 


SANDER, STEPHEN I. 


Survey of Unit Performance Effectiveness Measures. 
AD-774 919/5GI 74-09 SI PC$3.75/MF$2.25 


SANDER, W. A. Ill. 


Static DC to DC Power Conditioning-Active Ripple 
Filter, 1 Mhz DC to DC Conversion, and Nonlinear 


7402 14B  PC$3.25/MF$2.25 


74-14 20K PC$4.25/MF$2.25 


74-20 12A PC$7.00/MF$2.25 


Finite-Memory Stochastic 


74-20 12A PC$7.00/MF$2.25 


74-14 11F PC$4.75/MF$2.25 
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N74-18867/3GI 
SANDERS, A. P. 


Reprint: ge Oxygen and i Metabolism. 
AD-784 783/3G 4-23 6S Reprint 


SANDERS, B. W. 


Airflow Control System for Supersonic Inlets 
PATENT-3 799 475 74-15 21E Not available NTIS 


74-13 10B = =PC$7.25/MF$2.25 
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Distributed Educated Throat Stability Bypass to In- 
crease the Stable Airflow Range of a Mach 2.5 Inlet 
with 60-Percent Internal Contraction. 

N74-25535/7G1 74-19 1A PC$3.75/MF$2.25 


Distributed Porous Throat Stability Bypass to Increase 
the Stable Airflow Range of a Mach 2.5 Inlet with 60 
Percent Internal Contraction. 

N74-25531/6GI 74-19 1A  PC$3.75/MF$2.25 


Forward Slanted Slot Throat Stability Bypass to In- 
crease the Stable Airflow Range of a Mach 2.5 Inlet 
with 60 Percent Internal Contraction. 

N74-22627/5GI 74-18 21E PC$3.75/MF$2.25 


Modification of a Three-Dimeasional S tee 
zie Analysis and Comparison with Ex, 
N74-18691/1GI 74-13 20D PCS$3 SMPs: 25 


Pressure Activated Stability-Bypass-Control Valves to 
Increase the Stable Airflow Range of a Mach 2.5 Inlet 
with 40 Percent Internal Contraction. 

N74-28478/7GI 74-22 20D = PC$4.75/MF$2.25 


Throat Stability-by Pass Systems to Increase the Sta- 
ble Airflow Range of a Mach 2.5 Inlet with 60-Percent 
Internal Contraction. 

N74-28476/1G1 74-22 1A PC$3.75/MF$2.25 


SANDERS, C. F. 


Fabrication and Characterization of Plutonium Test 
Element Fte-13: An Htgr Test Element Containing 
Puo/sub 2-X/, TH/sub 0.75/Pu/sub 0.25/O/sub 2-X/, 
and Tho sub 2. 

ORNL-TM-4207 74-02 18] PC$S5.50/MF$2.25 


SANDERS, C. L. 


ber soy of Pulmonary Src. in ode ge Fol- 
Inhalation of Transuranic Com: 
BNW -SA-4925 74-24 6R Pesan 00/MF$2.25 


Toxicology of Inhaled Low-Fired and High-Fired 
ium Oxides in the Rat and Hamster. 
BNWL-1818 74-17 6T PC$4.25/MF$2.25 
SANDERS, C. W 


Reprint: A New Class of Decentralized Filters for In- 
terconnected Systems. 
AD-785 818/6GI 74-24 12A_ Reprint 


SANDERS, D. B. 


Characteristics of Urban hy ge Systems. A 
Handbook for Transportation Plan 


PB-233 580/0GI 74-19 3B "Bcss -7S/MF$2.25 
SANDERS, D. K. 

Reprint: Bradycardia of the Polar Bear. 

AD-773 225/8GI 74-07 6P Reprint 
SANDERS, D. M. 

Glass Corrosion. 

AD-771 398/SGI 74-04 11B PC$5.25/MF$2.25 
SANDERS, H. G. 


Nondestructive Evaluations of Composite Heatshield 
Materials before and after an Underground Nuclear 


Exposure. 
AD-783 851/9GI 74-21 11D PC$S5.25/MF$2.25 


Nondestructive, Thermal, and Mechanical Properties 
Evaluations of Composite Heatshield Materials. 
AD-775 364/3GI 74-09 11D PC$15.25/MF$2.25 


SANDERS, J. E. 
Zebra Multi-Chamber Scanning System. 
AEEW-M-1272 74-26 18E PC$4.25/MF$2.25 
Zebra 8H: A exp 235 U/ exp 238 U Fast Reactor 
Benchmark. 
AEEW-R-888 74-07 18K PC$4.50/MF$2.25 
SANDERS, JAMES H. 


Diagrammatic Guide Signs for Use on Controlled Ac- 
cess Highways. Volume III. Traffic Engineering 
Evaluation of Diagrammatic Guide Signs. Appendixes 
A, B, and C to Part 2. 

PB-226 081/8GI 74-04 13B PC$8.75/MF$2.25 


ps Gravity Anomaly Map of South Ame 
AD-777 090/2GI 74-12 8E PCS$3 SIMFS2. 25 


A Bouguer Gravity Anomaly Map of Africa. 
AD-777 089/4GI 74-12 8E PC$3.75/MF$2.25 


Technical Basis for Interim Regional Tornado Criteria. 
WASH-1300 74-22 4B PC$4.00/MF$2.25 


SANDERS, L. D. 


Method for Obtaining Wet-Bulb Temperatures by 
Modifying the Psychrometric Formula. 
COM-74-11425/7GI 74-21 4B PC$3.25/MF$2.25 


SANDERS, L. R. 
ates ot Lapeer eve Ti-3Al-2.5V Titanium Alloy 
ey ‘ubing. 
783 352/8G1 74-20 13K PC$3.2S5/MFS$2.25 
Evaluation of Ti-3Al-2.5V Titanium Alloy Hydraulic 


Tubing. 
AD-778 097/6GI 74-13 13K PC$4.75/MF$2.25 
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SANDERS, M. 


Programmatic Description for Environmental Monitor- 

ing and Pollution Abatement at the Y-12 Plant. 

Y-DD-142 74-25 18G PC$4.50/MF$2.25 
SANDERS, MARK 

A Comprehensive Analysis of Safety and Injuries at 

NAD Crane, 

AD-782 698/5GI 74-20 19A PC$7.25/MF$2.25 

Image Processing Software Documentation. 

AD-774 969/0GI 74-09 9B PC$7.25/MF$2.25 


SANDERS, MARK S. 


An Evaluation of Five Railroad Engine Alerting and 
Warning Light Systems, 


AD-779 878/8GI 74-16 13L PC$4.75/MF$2.25 
Human Factors Engineering Design of Thermal Bomb 
Productioa Line, 

AD-779 829/1GI 74-16 19B PC$S.75/MF$2.25 


SANDERS, MICHAEL G. 
Personality Aspects of Pilot-Error Accident Involve- 


meat, 

AD-782 976/SGI 74-20 SJ | PC$3.25/MF$2.25 
SANDERS, P. C. 

Chromosome G-Banding and DNA Constancy in 
Aneuploid Cell Populations. 

LA-UR-74-146 74-14 6C PC$3.S0/MF$2.25 
SANDERS, R. C. 


Operational Evaluation of an Airborne Omega Naviga- 
tion System. Volume I. Background and Results. 
AD-780 954/4GI 74-17 17G_ PC$3.75/MF$2.25 


Operational Evaluation of an Airborne Omega Naviga- 

tional System. Volume II. Appendices. 

AD-780 838/9GI 74-17 17G PC$4.75/MF$2.25 
SANDERS, ROBERT DAVID 


The Economic Impact of Interstate Highway 35 on 
Towns in North-Central Oklahoma 
PB-232 452/3GI 74-15 SC PC$9.25/MF$2.25 


SANDERS, W. A. 


Dynamic Oxidation Behavior at 1000 and 1100 C of 
Four Nickel-Base Cast Alloys, NASA-TRW Via, B- 
1900, 713C, and 738X. 

N74-29981/9GI 74-24 11F PC$3.25/MF$2.25 


High Gas Velocity Burner Tests on Silicon Carbide 
and Silicon Nitride at 1200 C. 
N74-14231/6GI 74-08 11B PC$3.75/MF$2.25 


SANDERS, WILLIAM L. 


Relations Between Gamma Function Parameters and 
Climatic Variation in Tennessee. 
COM-74-10585/9GI 74-11 4B PC$4.25/MF$2.25 


SANDERSON, A. E. 


Reprint: Effect of Surface Roughness on Propagation 
of the TEM Mode. 
AD-769 105/8GI 74-01 20N Reprint 
SANDERSON, B. T. 


Reprint: Protection of Steel Piles in a Natural Sea- 

water Environment. Part 1. 

COM-73-50990/3GI 74-04 11F Not available NTIS 
SANDERSON, RICHARD B. 


Infrared Spectral Reflectance of Plume Species on 
Cooled Low Scatter Mirrors. 
AD-777 285/8GI 74-12 7D PC$7.50/MF$2.25 


SANDFORD, M. C. 


Transonic Flutter Study of a 50.5 Deg Cropped-delta 
Wing with Two Rearward-Mounted Nacelles. 
N74-27405/1GI 74-20 1A PC$3.75/MF$2.25 


SANDFORT, R. M. 
Investigation of the Growth of Garnet Films by Liquid 


Phase Epitaxy. 

N74-30206/8GI 74-24 20L PC$4.25/MF$2.25 
SANDHOFER, F. 

The Influence of a Zero-Calorie Diet on Cardiac Per- 

formance in Overweight Women with Normal Circula- 


tory Systems. 
N74- I 74-24 6P PC$3.25/MF$2.25 
SANDHOLTZ, W. A. 


Corrosion-Resistant Coatings for Beryllium Oxide Fuel 
Elemeats (Pluto). 


UCRL-12469 74-12 11C  PC$3.00/MF$2.25 
Corrosion-Resistant Coatings for Beryllium Oxide Fuel 
Elements (Project 


Pluto). 
UCRL-14143 74-12 11C PC$8.00/MF$2.25 
Pluto Fuel Element Fabrication at Lawrence Radiation 


Laboratory. 
UCRL-12391 74-12 18N PC$3.75/MF$2.25 
Technology of Ceramic Coatings on Beo Fuel Ele- 
meats. 
UCRL-12297-T(Summ.) 
74-13 183 PC$3.00/MF$2.25 
SANDBU, BR. S. 


Finite Element Analysis of Unconfined Flow with a 
Variable Time-Step Procedure, 


AD-785 616/4GI 74-24 8H PC$3.25/MF$2.25 


Ultimate Strength Analysis of Symmetric Laminates. 
AD-779 927/3GI 74-16 11D PC$4.75/MF$2.25 


SANDIDGE, DONALD W. 


Stability and Postbuckling Behavior of Hyperelastic 
Bodies at Finite Strain by the Finite Element Method. 
AD-777 789/9GI 74-13 20K PC$4.25/MF$2.25 


SANDIFER, P. A. 


Reprint: A Simple Airlift-Operated Tank for Closed- 
System Culture of Decapod Crustacean Larvae and 
Other Small Aquatic Animals. 
COM-74-11452/1GI 74-24 6C Reprint (PC$3.25 
SANDIN, E. V. 
Hazards Summary Report on Critical Experiment Pro- 
No. 2 at Canel, October 1958. 
AC-283 74-15 18E PC$10.25/MF$2.25 


Hazards Summary Report on Critical Experiment Pro- 
im No. 4 at Canel. 
'WAC-309 74-15 18E PC$10.00/MF$2.25 
SANDINO, D. 


Synthesis, Radiochemical Labeling, and Properties of 
Some Aryl- and Alkylstibines and Their Halide Deriva- 


tives. 

LYCEN-7341 74-15 7E PC$4.00/MF$2.25 
SANDKLEF, S. 

Irradiation Facilities for Lwr Fuel Testing in the Stud- 

svik R2 Reactor. 

AE-478 74-08 18) PC$3.50/MF$2.25 
SANDLER, H. 


Evaluation of Positive G sub Z Tolerance Following 
Simulated Weightlessness (Bedrest). 
N74-10091/8GI 74-04 6S PC$4.75/MF$2.25 


SANDLER, I. S. 


Pretest Ground Motion Calculations for the MIXED 
COMPANY Event of the MIDDLE NORTH Series. 
AD-781 316/SGI 74-18 19D PC$6.25/MF$2.25 


SANDLER, IVAN S. 


Ground Motion Calculations for Events II and III of 
the MIDDLE GUST Series. 
AD-780 199/6GI 74-16 19D PC$S.75/MF$2.25 


SANDLER, P. I. 


Chemical Charging of Nonlamellar Cadmium Electrode 
of an Alkaline Battery--Translation. 
AD-781 983/2GI 74-19 10C PC$3.25/MF$2.25 


SANDLER, S. S. 


Characteristics of Sea Ice, Lake Ice and Permafrost 
Using an Impulse Radar System. 

AD-772 $49/2GI 74-06 8L PC$4.75/MF$2.25 
Feasibility Study for Rapid Evaluation of Airfield 
Pavements. 

AD-781 793/SGI 74-18 1E PC$S.25/MF$2.25 


SANDLER, SANDRA ISHIBASHI 


Reprint: Perceived Success and Competence of the 

Opponent, or the Laboratory Dien Bien Phu. 

AD-771 898/4GI 74-05 5] Reprint 
SANDLER, SHELDON S. 


Determination of the Distribution of Large Masses of 
Ground Ice in Permafrost by Electromagnetic Subsur- 


face Profiling. 

AD-770 902/5SGI 74-03 8L PC$3.75/MF$2.25 
Reprint: A Modified Backfire Antenna. 

AD-782 856/9GI 74-20 9E Reprint 


SANDMEIER, H. A. 


Coupled Neutron--Gamma Multigroup--Multitable 

Cross Sections for 29 Materials Pertinent to Nuclear 

Weapons Effect Calculations Generated by Lasi/Td 

Division. 

LA-5137 74-16 18C PC$7.60/MF$2.25 
SANDNESS, GERALD A. 


Experiment and Numerical Evaluation of Acoustic 
Scattering at a Rough Surface 
AD-775 $18/4GI 74.09 20N PCSS. 25/MF$2.25 


SANDOR, G. N. 
Analysis and Design of a Capsule Landing System and 
— Vehicle Control System for MARS Explora- 
N41 1077/6GI 74-05 22A PC$6.25/MF$2.25 
Analysis and Design of a Capsule Landing System and 
— Vehicle Control System for MARS Explora- 
N74-26770/9GI 74-20 22A PC$S5.25/MF$2.25 
Study of Motion in the Lumbo-Sacral Spine, a Com- 


puter Model. 
PB-235 135/1GI 74-21 6S PC$S.25/MF$2.25 
SANDOVAL, CORAZON 


The High Cost of Education in Cities: An Analysis of 
the Purchasing Power of the Educational Dollar, 
PB-234 375/4GI 74-20 SC PC$S5.S0/MFSS.50 


SANDOVAL, J. 
High Purity PETN and Trace Impurity Analysis. 











MHSMP-74-5-M 74-17 19A PC$4.00/MF$2.25 
SANDQUIST, G. M. 


Biomedical Engineering Support. Annual Report, July 
15, 1972--August 14, 1973. 
COO-2155-9 74-23 18N PC$5.50/MF$2.25 


Biomedical Engineering Support. First Quarterly Re- 
port for 1973--1974. 


COO-2155-10 74-21 6B PC$4.50/MF$2.25 
Biomedical Engineering Support. Quarterly Progress 
Report. 

COO-2155-6 74-16 18N PC$3.25/MF$2.25 


Biomedical Engineering Support. Second Quarterly Re- 
port, November 16, 1973--February 15, 1974. 
COO-2155-11 74-21 6B PC$S 00/MF$2.25 


Biomedical Engineering Support. Third Quarterly Re- 
port, February 16--May 15, 1974. 
COO-2155-12 74-25 18N PC$7.50/MF$2.25 


SANDQUIST, GARY M. 
Plowshare Technology Assessment, Prospectives for 
Nuclear-Stimulated Geothermal Power in the Western 
US., 
PB-231 011/8GI 74-11 18C PC$S5.25/MF$2.25 
SANDRET, F. 


Technology of the Radio-Inhibition of the Germination 
of Potatoes. Report on the Semi-Industrial Scale Tests, 
1970--71 and 1971--72 Seasons. 

EURISOTOP-83 74-16 6H PC$8.50/MF$2.25 


SANDRI, G. 


The Fokker-Planck Coefficient for Pitch-Angle Scatter- 
ing of Cosmic Rays. 
N74-13534/4GI 74-07 4A PC$3.75/MF$2.25 


Mirroring within the Fokker-Planck Formulation of 
Cosmic Ray Pitch Angle Scattering in Homogeneous 


Magnetic Turbulence. 
N74-23356/0GI 74-18 3B PC$3.75/MF$2.25 
SANDRI, R 


Investigation of a Small Hydrogen-Oxygen Rocket En- 


gine, 
AD-772 728/2GI 74-06 21H PC$3.75/MF$2.25 
Investigation of a Small Hydrogen-Oxygen Rocket En- 
gine. 
N74-15455/0GI 
SANDROCK, G. D. 


Cobalt-Base Alloy. 

PATENT-3 762 918 74-02 11F Not available NTIS 
SANDRY, T. D. 

Drop Shapes and Internal Flow Patterns by Numerical 

Solution of the Navier--Stokes Equations. 

IS-T-579 74-04 7D PC$10.50/MF$2.25 
SANDS, D. E. 

Properties and Structures of Solvates of Metal Che- 

lates Encountered in Solvent Extraction Systems. 

ORO-2124-25 7404 7D PC$3.00/MF$2.25 
SANDS, HARRY 

Community Programs to Facilitate the Rehabilitation 


of Persons With Epilepsy 
PB-235 560/0GI "4-25 6E PC$S5.75/MF$2.25 


Community Programs to Facilitate the Rehabilitation 
of Persons with Epilepsy 
PB-235 808/3GI 


SANDS, WILLIAM A. 


Reprint: A Method for Evaluating Alternative Recruit- 
ing-Selection Strategies: The Cost of Attaining Person- 
nel Requirements (CAPER) Model. 

AD-770 390/3GI 


SANDSTROM, D. J. 

Mechanical Fabrication, Heat Treatment, and Machin- 

ing of Uranium Alloys. 

LA-UR-74-113 74-16 13H PC$S.00/MF$2.25 
SANDUSKY, J.C. 

Pi N Data Compilation and Amalgamation. 

LBL-3048 74-25 20H PC$4.50/MF$2.25 
SANDUSKY, NANCY 

i Analysis of MDTA (Manpower Development 

and Training Act) Project Transition. 

PB-224 815/1GI 74-01 SI PC$7.25/MF$2.25 

SANDVIG, ROBERT L. 


Shipping and Storage Container for High Power Densi- 
ty Radioactive Materials. 
PATENT-3 754 141 74-09 18F Not available NTIS 


SANDVIK, G. E. 


Calculations and Measurements of the Beam —- 

at the Niels Bohr ae ‘S$ Tandem Laborato: 

BUP-64 74-21 20G PCS$4. 2S/MPS2. 25 
SANDWITH, COLIN J. 

Method of Determining Preferred Orientation in 

Metals. 

PATENT-3 435 668 74-07 11F Not available NTIS 


74-09 21H PC$3.75/MF$2.25 


74-23 SK PC$5.75/MF$2.25 


74-02 SI Reprint 


SANDY, JOHN 


Personnel Deployment and Distribution Management 
Study (PERDDIMS). 
AD-772 984/1GI 74-06 SI PC$4.25/MF$2.25 


Personnel Deployment and Distribution Management 


Study (PERDDIMS). 
AD-773 017/9GI 74-06 SI PC$4.75/MF$2.25 
SANDY, RICHARD E. 


Method and Apparatus for Enhancing Electrical 
Discharges in Gas Lasers. 
PATENT-3 813 612 74-26 20E Not available NTIS 


SANER, W 
Tar Pollution Survey at Golden Beach, Florida. 
AD-786 632/0GI 74-25 13B PC$3.75/MF$2.25 
SANFORD, D. 
Skylab Food System Laboratory Support. 
N74-30490/8GI 74-24 6H PC$4.25/MF$2.25 


SANFORD, E. C. 
Reprint: Mechanisms of Photochemical Reactions in 
Solution. LXXVI. Complex Decay Mechanisms in Bi- 
and Trichromophoric Systems. 
AD-776 585/2GI 74-11 7E Reprint 
SANFORD, J. F. 
Reprint: Assessment of Performance in a Link GAT-1 
Flight Simulator at Three Alcohol Dose Levels. 
AD-773 969/1GI 7408 SJ Reprint 
SANFORD, R. L. 


Accuracy and Optimization of Tracking Systems. 

COO-1332-94 7402 6B PC$13.25/MF$2.25 
SANFORD, THOMAS B. 

The Design and Performance of a Free-Fall Electro- 

Magnetic Velocity Profiler (EMVP). 

AD-786 315/2GI 74-25 8C PC$S.75/MF$2.25 
SANFORD, W 

The Relationships between the Transformation Charac- 

teristics and the Fracture and Fatigue Properties of 

TRIP Steels. 

AD-773 712/SGI 74-07 11F PC$4.75/MF$2.25 
SANFORD, W.L. 

Behavioral Interview Guide (BIG), 

PB-236 205/1GI 74-25 $3 PC$3.75/MF$2.25 
SANFORD, WILLIAM C. 

Effects of Cadmium Salts on the Reproductive Poten- 

tial of Male Rainbow Trout as Determined by in Vivo 

and in Vitro Techniques. 

PB-235 837/2GI 
SANGAR, VIJAY 


Role of Algal and Fungal re in the For- 
mation and Hydrolysis of Lake Sedimen' 
PB-236 177/2GI 74-25 6M PCS. 75/MF$2.25 


SANGER, A. R. 


Reprint: Trimethylsily! Esters of Phosphorus Acids. 
Ill. Esters of Difluoro- and 
pepe tte came and -theophosphinous 


74-24 6F PC$3.25/MF$2.25 


Acids. 

AD-774 008/7GI 74-08 7C Not available NTIS 
SANGER, GERALD A. 

Reprint: New Northern Record for Xantus’ Murrelet. 

COM-73-11904/2GI 74-01 6C Reprint 

Reprint: Preliminary Standing Stock and Biomass Esti- 

mates of Seabirds in the Subarctic Pacific Region. 

AD-787 754/1GI 74-26 8A _ Reprint 
SANGER, N. L. 


Two-Dimensional Analytical and Experimental Per- 
formance Comparison for a Compressor Stator Section 


with D-Factor of 0.47. 
N73-31932/9GI 74-02 21E PC$3.75/MF$2.25 


SANGER, P. L. 
Directed-Graph Syntax Analyser for the Acl-Nova 


System. 
AAECIE- 312 74-24 9B PC$5.00/MF$2.25 


IBM360 and Nova Software Developed to Allow 
Plotter Output to Be Displayed on the Tektronix T4002 
Graphical Display Terminal. 

AAEC/E-263 74-04 9B PC$6.00/MF$2.25 
IBM360 and Nova Software Developed to Give the 
Nova Computer Access to the Resources of the 


1BM360 Computer. 

AAEC/E-262 74-04 9B PC$4.00/MF$2.25 
Programming the Nova Computer for Dataway Com- 
munication. 

AAEC/E-268 74-13 9B PC$3.50/MF$2.25 


SANGSTER, D. F. 
Production and Properties of Wood--Plastic Com- 


posites. 

AAEC/TM-625 74-07 11L PC$6.00/MF$2.25 
SANKAR DAS, M. 

Analytical Chemistry Division Annual Progress Report 


for 1972. 
BARC-716 74-15 7D PC$10.25/MF$2.25 


SANTANA, J. L. 


SANKAR, S. G. 


Reprint: Heat Capacities and Related Thermal Proper- 
ties of DyNiS, HoNiS and ErNiS between 5 and 300K. 
AD-785 757/6GI 74-24 20L Reprint 


SANKARAN, V. 

Decoupling in Linear Time-Varying Multivariable 
Systems. 

N74-11076/8GI 74-05 12A PC$3.75/MF$2.25 


An Iterative Technique to Stabilize a Linear Time In- 
variant Multivariable System with Output Feedback. 
N74-28728/5GI 74-22 12A_ = PC$3.25/MF$2.25 


SANKER, PHILIP E. 


Phase Relations in the Alkaline Earth Fluoride-Yttria 
Systems. 3. The SrF2-Y203 Phase Diagram and Infor- 
mation on the SrF2-SrO System. 

PB-231 301/3GI 74-12. 7D PC$3.25/MF$2.25 


SANNA, G. 


Optics of the Magnetic Spectrometer in the First and 
Second Order Approximations. Part II. Multipole Se- 
ries Development of the Components of the Field at 
the Interior of the Central Trajectory. 

LNF-73-8 74-09 18D PC$5.00/MF$2.25 


SANNEMAN, RICHARD A. 


Tactile Display for Aircraft Control. 
AD-783 690/1GI 74-21 1D PC$4.75/MF$2.25 


SANNIKOV, V. A. 


Determination of Component Ratios in Industrial 
Preparations of Neomycin by the Chromatographic 
Method--Translation. 

AD-779 656/8GI 74-15 60 PC$3.25/MF$2.25 


Study of Neomycin Preparations by the Countercur- 
rent Distribution Method--Translation. 

AD-776 755/1GI 74-11 60 PC$3.25/MF$2.25 
Use of the Countercurrent Distribution Method for 
Identification of Certain Heptaene Antibiotics--Trans- 
lation. 

AD-778 592/6GI 

SANO, M. 
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Mothproofing Wool. 
PATENT-3 746 767 74-13 11E Not available NTIS 


SCHWARTZ, ARNOLD 


Protecting Ischemic Myocardium, Minimizing Infarct 
Size, and Enhancing MYO. Repair. 
PB-234 120/4GI 74-19 6E PC$S.75/MF$2.25 


SCHWARTZ, D. 


A Method for Incorporating Time-Preference Judge- 
ments in Weapon Systems Studies. 
AD-773 787/7G1 74-07 ISE PC$4.75/MP$2.25 


Vessel Traffic System Simulator/Simulation Concept 
Formulation Study. 
AD-786 567/8GI 74-25 13) PC$S.7S/MF$2.25 


SCHWARTZ, D. M. 
Particle Range and Energy Deposition in Materials 
Containing Voids. 
UCLA-34-P-172-10 74-14 20L PC$3.25/MF$2.25 
SCHWARTZ, DONALD R. 


Condition of Longitudinal Steel in Illinois Continu- 
ously Reinforced Concrete Pavements 
PB-228 681/3GI 74.09 13B PC$3.75/MF$2.25 


SCHWARTZ, EDWARD C. 


Crossover Circuit for Monopulse Radar. 
PATENT-3 735 404 74-06 171 Not available NTIS 


SCHWARTZ, FREDERIC T. 


Reprint: Cystic Meningiomas Simulating Astrocytomas. 
Report of Three Cases. 
AD-783 217/3GI 


SCHWARTZ, GARY E. 


Biofeedback and Essential Hypertension: Current 
Findings and Theoretical Concerns. 
AD-771 726/7GI 74-05 SJ PC$3.25/MF$2.25 


Reprint: Biofeedback and Visceral Learning: Clinical 
Applications. 
AD-771 716/8GI 


SCHWARTZ, H. 


Experimental Reel Response ar my aed High Per- 
formance Simplified, Aerial Refueling S 
AD-771 389/4GI 74-04 1B PCsé. 2S/MF$2.25 


SCHWARTZ, H. J. 


Electric Vehicle Battery Research and Development. 
N74-10946/3GI 74-05 10C PC$3.25/MF$2.25 


SCHWARTZ, H. R. 


ee and Production of Intumescent Coating 
stems 
N73. 32468/3GI 7402 11C PC$4.75/MF$2.25 


SCHWARTZ, HARRY N. 


A High Resolution Temperature Sonde for the Lower 
Atmosphere. 
AD-780 084/0GI 


SCHWARTZ, I. R. 


Abating Exhaust Noises in Jet Engines. 
PATENT-3 830 431 74-26 21E Not available NTIS 


SCHWARTZ, J. J. 


Drss Communication Considerations for Manned 
Space Flight. 
N74-28669/1GI 74-22 17B PC$3.25/MF$2.25 


SCHWARTZ, JACK 
Family Planning Study. Volume I. Executive Summa- 


ry. 
PB-229 356/1GI 74-09 SK PC$4.25/MF$2.25 
SCHWARTZ, JEREMY 


Broad Band Inverse Scattering. 
AD-782 645/6G1 74-19 20A PC$3.25/MF$2.25 


SCHWARTZ, L. L. 
tere Ree es en Mining and Refining: 


UCRL. isastRev. 1) 74-23 8H PC$4.00/MF$2.25 
SCHWARTZ, LAURA W. 


Evaluation of MIS/M18 Enzyme Detector Ticket 
System with Low Concentrations of GB. 
AD-780 835/SGI 74-17 6A PC$3.25/MF$2.25 


SCHWARTZ, LEONARD E. 
Government Efficiency - Merger Feasibility Project for 
the Town of Wellsville Government and Village of 


Wellsville (Allegany County, N.Y.) 
PB-226 795/3G1 7406 13B PC$7.50/MP$2.25 


74-09 20L Reprint 


74-20 6E Reprint 


74-05 53 Reprint 


74-16 4B PC$3.25/MF$2.25 


PA-987 





SCHWARTZ, MELVIN A. 


SCHWARTZ, MELVIN A. 


CNO Pilot Program for Reduced Bridge Manning, 
Manpower/Equipment Integration, and Procedural 


Development, 
AD-777 725/3G1 74-12 SE PC$4.75/MF$2.25 


Reduced Bridge Manning without ees Augmen- 
tation Results of Ship Reports and Com 
AD-777 417/7GI 74- Mel SI PCS3- TSIMPS2. 25 


SCHWARTZ, MICHAEL 
Methods for Treating Variable Shaped Objects in 


Computer Aided Design. 
PB-226 312/7GI 74-05 9B PC$3.25/MF$2.25 
SCHWARTZ, MURRAY A. 


Prefabricated Brick Panels. 
PAT-APPL-398 025 74-02 13M PC$3.25/MF$2.25 


SCHWARTZ, NANCY L. 


Market Structure and Innovation: A Survey. 
PB-235 S85/7GI 74-24 SC PCSé- 75/MP$2.25 


Market Structure and Innovation: A Survey. 
PB-235 649/1GI 74-24 SC PCS3. 25/MF$2. 25 


Market Structure and Innovation: A Survey Supple- 
meat: Precis/Annotated bomen es ad 
PB-235 648/3GI ld  PC$7.00/MFS2.25 


SCHWARTZ, P. R. 
Observations of Galactic Carbon Monoxide Emission 


at 2.6 Millimeters. 
AD-776 042/4GI 74-10 3B PC$3.75/MF$2.25 
SCHWARTZ, PAUL H. 


Mixtures of Cyclohexanealkanoic Acids, Their Esters 

and Eugenol as Attractants for the Japanese Beetle. 

PATENT-3 743 719 74-13 6F Not available NTIS 
SCHWARTZ, PAUL L. 

In-School Neighborhood Youth Corps 14/15 Year-Old 

Black Poseees Girl Project, Memphis, Tennessee. 

PB-236 184/8GI 74-25 SI PC$6.25/MF$2.25 
SCHWARTZ, PHILIP R. 

Observation of H 42 alpha in Orion A. 

AD-779 922/4GI 74-16 3B PC$3.25/MF$2.25 
SCHWARTZ, R. B. 

Reprint: Total Neutron Cross Sections of Uranium- 

Se, ee ae, and Plutonium-239 from 0.5 to 15 

eV. 

COM-74-50835/9GI_ 74-24 20H Not available NTIS 
SCHWARTZ, R. J. 

Novel Materials for Power Systems. 

AD-771 336/5GI 74-04 10B PC$4.25/MF$2.25 


Novel Materials for Power are. Part III. Selective 
Emitters for Energy Convers 


AD-784 449/1GI 74-22. *i0B PC$3.75/MF$2.25 
Thermophotovoltaic Cells. 
AD-782 833/8GI 74-20 9A PC$4.75/MF$2.25 


SCHWARTZ, RICHARD J. 
Advanced Concepts in Structural Materials and Test- 


ing, 

AD-771 331/6GI 74-04 11F PC$4.75/MF$2.25 
SCHWARTZ, ROBERT B. 

MeV Total Neutron Cross Sections. 

COM-74-50459/8GI 

74-14 20H PC-GPO/MF$2.25-NTIS 

SCHWARTZ, ROBERT H. 

Alpha-1-Aatitrypsin Deficiency and Chronic Respirato- 


ry se. 

PB-225 075/1GI 74-01 6E PC$4.25/MF$2.25 
SCHWARTZ, ROBERT N. 

Reprint: Matrix ENDOR Studies of Intermolecular In- 

teractions of Free Radicals in Disordered Systems. 

AD-784 541/5SGI 74-22 7D Reprint 
SCHWARTZ, STEPHEN 

Adaptive Computer Aiding in Dynamic Decision 

Processes: Analysis and Design. 

AD-769 113/2GI 74-01 53° PC$S.75/MF$2.25 
SCHWARTZ, W.E. 

Haze Formation: It's Nature and Origin 1973. 

PB-231 535/6GI 74-12 13B = =PC$6.25/MF$2.25 
SCHWARTZ, WARREN E.’ 


A Study of the Adhesive Mechanisms of Various Spe- 

cies of the Sea Mussel. 

PB-227 231/8GI 74-07 111A PC$3.75/MF$2.25 
SCHWARTZKOPF, L. A. 

Electron Focusing in Bi: A New Size Effect Measure- 

ment of a Fermi Surface. 

LBL-1877 74-23 11F PC$6.00/MF$2.25 
SCHWARTZKOPFF, W. 


Reprint: Studies on the Permeability to Lipids and 
Lipoproteins of Inflamed Skin Capillaries. 


A 178/SGI 74-01 e Not available NTIS 
SCHWARZ, A.C. 

Detonation Transfer by Flyer Plate Impact. 

SLA-74-5073 74-16 19A PC$3.50/MF$2.25 


PA-988 


SCHWARZ, F. 
Accurate, Reliable Prototype Earth Horizon Sensor 
Head. 
N73-32334/7GI 74-02 14B PC$6.25/MF$2.25 


SCHWARZ, F.C. 


Engineering Information on an Analog Signal to Dis- 
crete Time Interval Converter (Asdt-IC). 
N74-27621/3GI 74-20 9E PC$7.00/MF$2.25 


Load Insensitive Electrical Device. 
PATENT-3 808 S11 74-18 9E Not available NTIS 


SCHWARZ, F. P. 


Reprint: Fluorescence Detection of Sulfur Dioxide in 
Air at the Parts Per Billion Level. 
COM-74-50744/3GI_ 74-22 4B Not available NTIS 


SCHWARZ, H. P. 


Reprint: The Effect of Cold on the Composition of the 
Phospholipids of the Blood Plasma of Healthy Athletes 
(37750). 

AD-780 079/0GI 


SCHWARZ, HANS G. 


Noise Suppression Arrangement for Communication 
Receivers. 
PATENT-3 671 867 74-02 17B Not available NTIS 


SCHWARZ, HANS-RUDOLF 


The Schwarz Normal Form of a Matrix and Its Appli- 
cation to Flutter Stability Problems--Translation. 
AD-773 190/4GI 74-06 12A PC$3.75/MF$2.25 


SCHWARZ, HENRY P. 
The Effects of Conditions of Cerebral Anoxia, on 
Phospholipids, Metabolism, and Circulation of the 
Brain. 
AD-775 914/SGI 74-10 6A PC$3.25/MF$2.25 
Reprint: The Effect of Hemorrhagic Shock on the 


74-16 6S Reprint 


Phospholipid Composition of Blood Plasma of 
Anesthetized Dogs (37747). 
AD-780 080/8GI 74-16 6A Reprint 


SCHWARZ, KLAUS-PETER 

Investigations on the Downward Continuation of Aeri- 

al Gravity Data, 

AD-772 709/2GI 74-06 8E PC$4.75/MF$2.25 
SCHWARZ, MEYER 

Arthropod Maturation Inhibitors 

PAT-APPL-104 781 74-25 6F PC$3.25/MF$2.25 
SCHWARZ, N. 


Laminar Boundary Layers, the Analogy Relations 
Between Heat Transfer and Mass Transfer and Their 
Applicability to Liquid Metal Corrosion. 

SGAE-2174 74-12. 11F PC$3.00/MF$2.25 


SCHWARZ, P. 


A Contribution for Calculating Plates by a Potential 
Theoretical Analog Procedure Ein Beitrag Zur 
Berechnung von Platten MIT Hilfe Eires Poten- 
tialtheoretischen Analogieverfahrens. 

N74-31355/2GI 74-24 20C PC$5.25/MF$2.25 


SCHWARZ, STEVEN E. 
Optical Communication Systems. Report of a Grantee- 
User Meeting at University of California, Berkeley, 


May 14-15, 1973. 
PB-225 003/3GI 74-01 17B PC$6.25/MF$2.25 
SCHWARZBACH, R 


Sorption Reaction of Radiciodine and Its Separation 
from Gaseous Wastes of Nuclear Plants. 


SZS-159 74-24 18G PC$4.75/MF$2.25 
SCHWARZBART, GIDEON 

Size of Ranger District. 

PB-225 927/3GI 74-03 2F PC$S5.25/MF$2.25 


SCHWARZER, D. E. 


Equipment and Techniques for the Utilization of 
Neutron Radiography with Thermionic Fuel Elements. 
GULF-GA-A-12521 74-02 183 PC$4.00/MF$2.25 


Neutron Radiography of Irradiated Thermionic Con- 

verters. 

GA-8966 74-09 10B PC$4.00/MF$2.25 
SCHWARZER, N. 

Cooling of Particles in Aerosol BEAMS. 

UR-3490-453 74-18 7D PC$3.00/MF$2.25 

Determination of Aerosol Mass Distribution in an 

Aerosol Centrifuge by Means of Quartz Oscillators. 

UR-3490-478 74-24 14B PC$4.00/MF$2.25 
SCHWEBEL, M. D. 

Remote Measurement of Turbidity and Chlorophyll 

Through Aerial Photography. 

N74-19038/0GI 74-13 8H PC$S5.75/MF$2.25 
SCHWEDER, TORE 


Window Estimation of the Aayaapts Variance of 
Rank Estimators of Location. 
AD-773 553/3GI 74-07 112A PCS3. 75/M F$2.25 


SCHWEE, LEONARD J. 


Ferromagnetic Resonance Magnetometer. 
PATENT-3 693 072 74-01 14B Not available NTIS 


Progress Toward the Crosstie Memory 

AD-772 485/9GI 74-06 9B "Pcss. 25/MF$2.25 
SCHWEGMAN, C. W. 

An Experimental, Spread Spectrum Adaptive Array. 

AD-776 193/5GI 74-10 9E PC$4.25/MF$2.25 
SCHWEIG, H. 

Technological Problems of a Large TV Satellite for 

Direct Reception Technologische Probleme Eines 

Grossen Fernsehsatelliten fuer Direkten Empfang. 

N73-33865/9GI 74-02 17B PC$3.25/MF$2.25 
SCHWEIGER, H. G. 


Nitrogen Metabolism in Erythrocyte Maturation; 
Residual Nitrogen Formation and Hemoglobin Synthe- 


sis. 
N74-27548/8GI 74-20 6P PC$3.25/MF$2.25 
SCHWEIGER, J. R. 


Reprint: Stereochemical Dependence of Lone Pair In- 
teractions in the Photoelectron Spectra of Nitrogen- 
Phosphorus Compounds. 

AD-781 432/0GI 74-18 7C Reprint 


Reprint: The Photoelectron Spectrum of Phosphorus 
Pentafluoride. 
AD-781 426/2GI 


SCHWEIGER, JERALD R. 


Reprint: Relationship Between the Photoelectron Spec- 
tra and Torsional Barriers of Aminophosphines. 
AD-784 681/9GI 74-22. 7C_ Reprint 


SCHWEIKHARD, W. G. 


A Simplified Flight-Test Method for Determining Air- 
craft Takeoff Performance That Includes Effects of 


Pilot Technique. 
N74-16717/2GI 74-11 1B PC$3.75/MF$2.25 


SCHWEIKHARDT, R. GARY 


Raw Materials Transportation Costs and Their In- 
fluence on the Use of Wastepaper and Scrap Iron and 
Steel. Volume I. Technical Discussion, 

PB-229 816/4GI 74-11 13B PC$7.25/MF$2.25 


Raw Materials Transportation Costs and Their In- 
fluence on the Use of Wastepaper and Scrap Iron and 
Steel. Volume II. Appendices. 
PB-229 817/2GI 74-11 
SCHWEINFURTH, R. A. 


Reprint: Atmospheric Density Values from Orbital 

Drag on the Cannon Ball 2 and Musket Ball Satellites. 

AD-770 198/0GI 74-02 4A Reprint 
SCHWEITZER, G. K. 


Experimental Evaluation of a Simple Model for Quan- 

titative Analysis in X-Ray Photoelectron Spectroscopy. 

CONF-740429-1 74-18 7D PC$4.00/MF$2.25 
SCHWEITZER, GEORGE K. 

Electron Spectra of Vapor of Solids. 

AD-769 447/4GI 74-01 7D PC$3.75/MF$2.25 
SCHWEITZER, JAMES P. 

Reprint: Marine Science Education in America: Its 

Status in Pre-College Programs. 

COM-74-10137/9GI 
SCHWEITZER, STUART A. 

The Limits to Kentucky Coal Output: A Short-Term 

Analysis. 

PB-230 775/9GI 74-11 81 PC$3.75/MF$2.25 
SCHWEITZER, STUART O. 


Manpower Programs to Reduce Inflation and Unem- 

ployment: Manpower Lyrics for Macro Music, 

PB-234 $22/1GI 74-20 SI PC$6.00/MFS$6.00 
SCHWEITZER, W.G. JR. 

Reprint: Description, Performance, and Wavelengths 

of lodine Stabilized Lasers. 

COM-74-50600/7GI_ 74-19 20E Not available NTIS 
SCHWEMMER, SUSAN S. 


Reprint: Influence of Dose, Environmental Conditions 
and Nuclear Volume on Survival Times in Several 
Gamma-Irradiated Plant Species. 
AD-775 953/3GI 
SCHWENDIMAN, L. C. 


Atmospheric Rain Washout of Elemental Gaseous 
Iodine 


74-18 7D Reprint 


13B PC$4.75/MF$2.25 


74-05 SI Reprint 


74-10 6R Reprint 


BNWL-SA-4837 74-21 8H PC$S.S0/MF$2.25 


Environmental Surveillance for Fuel Fabrication 
Plants. 
BNWL-1723 7402 18H PC$S5S.45/MF$2.25 


Genesis of an Environmental Statement: Nuclear 
Power Reactor. 
BNWL-SA-4860 74-14 18E PC$3.25/MF$2.25 


Interim Report: The Fractional Airborne Release of 
Dissolved Radioactive Materials During the Com- 
bustion of 30 Percent Normal Tributy! Phosphate in a 
Kerosene-Type Diluent. 

BNWL-B-274 74-21 8H PC$4.00/MF$2.25 
Some Experimental Measurements of Airborne Urani- 
um (Representing Plutonium) in Transportation Ac- 
cidents. 
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BNWL-1732 
SCHWENK, A. J. 

Reprint: A Maximal Toroidal Graph Which is not a 

Triangulation. 

AD-781 208/4GI 74-18 12A_ Reprint 
SCHWENK, ALLEN J. 


Reprint: On the Number of Unique Subgraphs. 
AD-776 201/6GI 74-10 12A_ Reprint 


Reprint: Toroidal Graphs with Arbitrarily High 
Crossing Numbers. 
AD-779 235/1GI 74-15 12A_ Reprint 


SCHWENN, U. 
Continuous Droplet Source for Piasma Production with 
Pulse Lasers. 
IPP-IV-47 74-04 201 PC$3.25/MF$2.25 


Continuous Droplet Source for Plasma Production with 
Pulse Lasers. 
N74-17452/SGI 74-11 201 PC$3.25/MF$2.25 


SCHWENTERLY, S. W. 


Dielectrics for Superconducting Systems. 
CONF-731026-2 74-06 20L PC$3.00/MF$2.25 


SCHWENZFEGER, K. 


Asymptotic Solution to the Tangential Low Thrust 
Energy Increase Trajectory. 
N74-21433/9GI 74-15 22C PC$4.25/MF$2.25 


SCHWENZFEGER, K. J. 
Low Thrust Space Vehicle Trajectory Optimization 


Using Regularized Variables. 
N74-20520/4GI 74-14 22C PC$3.75/MF$2.25 


SCHWERDT, RICHARD W. 


Reprint: Ocean Currents and Coastal Climates. 
COM-73-90027-06-02/GI 
74-26 8C (Order as COM-73-90027-06) 
SCHWERDTFEGER, W. J. 
Reprint: Protection of Steel Piles in a Natural Sea- 


water Environment. Part 1. 
COM-73-50990/3GI1_ 74-04 11F Not available NTIS 


SCHWERING, F. 


Rotor Effects on L-Band Signals Received by 
Helicopter Antennas. A Theoretical Study. Part I: Am- 
plitude Reduction and Phase Shift. (Schielding Effect). 
AD-787 363/1GI 74-26 17G PC$4.25/MF$2.25 


Rotor Effects on L-Band Signals Received by 
Helicopter Antennas. A Theoretical Study. Part II: 
Distortion of Phase Reversals. 

AD-787 364/9GI 74-26 17G PC$3.25/MF$2.25 


SCHWERING, FELIX 
Reprint: An Array Technique for Reducing Ground 


Losses in the HF Range. 
AD-775 $20/0GI 74-09 9E Reprint 


Reprint: Comments On: Optics at Bell Laboratories - 
Optical Communications. 
AD-775 600/0GI 74-10 17B Reprint 


SCHWERTZ, EDDIE 


Louisiana Housing: Conditions and Influences. II. 
PB-234 428/1GI 74-20 13B PC$9.50/MF$2.25 


SCHWERZL, D. 


Curves of Equal Loudness with Octave-Filtered Sound 
in a Diffuse Sound Field. 
N74-33143/0GI 74-26 20A PC$3.75/MF$2.25 


SCHWERZLER, CHARLES M. 


Evaluation of Hospital Productivity Trends. 
PB-225 768/1GI 74-04 6L PC$S5.75/MF$2.25 


SCHWETTMAN, H. A. 


Calculated Dose Distributions for Initial Experiments 
with the Superconducting Pion Channel, 
PB-227 928/9GI 74-10 6R PC$3.75/MF$2.25 


SCHWEYER, HERBERT E. 


Asphalt and Asphalt Mix Technology. 
PB-228 662/3GI 74-10 13C PC$S.75/MF$2.25 


SCHWIDTAL, K. 


Surface Studies for Quartz Resonators. 
AD-785 $13/3GI 74-23 9A PC$3.75/MF$2.25 


SCHWIERZI, B. 


Measurement on the Effect of Natural Developed Slips 

on the Heat Conductance Ability of Single Germanium 

and Silicon Crystals at Low Temperatures Messung 

des Einflusses von Natuerlich Gewachsenen Verset- 

zungen Auf die Waermeleitfachigkeit von Einkristal- 

linem bei Tiefen Temperaturen. 

N74-30198/7GI 74-24 20L PC$4.25/MF$2.25 
SCHWIESOW, R. L. 

Nu-Averaged infrared Absorption Coefficients of 

Water Vapor. 

COM-73-50920/0GI 

74-01 7D PC-GPO/MF$2.25-NTIS 
Reprint: Relative Raman Cross Section of 03 for Four 


Ar(+) Laser Frequencies. 
COM-74-10140/3GI 


74-02 6R PC$S5.45/MF$2.25 


74-05 7D Reprint 


SCHWILLE, H. 
Secondary Electron Background Produced by Heavy . 


Nuclei in a Multiwire Proportional Counter 
Hodoscope. 
N74-17526/6GI 74-11 18D PC$3.75/MF$2.25 


SCHWIND, R.G. 


Assessment of a Wake Vortex Flight Test Program. 
N74-30418/9GI 74-24 1A  PC$4.75/MF$2.25 


The Effects of Leading-Edge Serrations on Reducing 
Flow Uansteadiness About Airfoils, an Experimental 
and Analytical Investigation. 

N74-10019/9GI 74-04 1A PC$4.75/MF$2.25 


SCHWINDLE, JAMES M. 


The Effects of Grain Distribution on Initiation and 
Propagation of Fatigue Cracks im 7075-T6 Aluminum 
Alley Sheet. 

AD-769 916/8GI 74-02 11F PC$4.25/MF$2.25 


SCHWIRZKE, F. 
Non-Equilibrium Effects in Fast Moving Plasmas. 
AD-773 439/SGI 74-07 201 PC$3.25/MF$2.25 
SCHWOPE, ARTHUR D. 
Development of a Synthetic Polymer Burn Covering. 
AD-773 971/7GI 74-08 6L PC$3.75/MF$2.25 
SCHWUTTKE, GUENTER H. 


Crystal Properties as Influenced by Crystallographic 
Imperfection (Cadmium Telluride). 

AD-779 801/0GI 74-16 20L PC$4.75/MF$2.25 
Damage Profiles in Silicon and Their Impact on Device 
Reliability. 

AD-775 843/6GI 74-10 9A PC$4.25/MF$2.25 
Damage Profiles in Silicon and Their Impact on Device 
Reliability. 
AD-787 630/3GI 


SCIALDONE, J. J. 


Gas Flow Analysis During Thermal Vacuum Test of a 
Spacecraft. 
N74-14962/6GI 74-09 22A PC$3.25/MF$2.25 


Time-Dependent Polar Distribution of Outgassing from 


74-26 20L PC$4.25/MF$2.25 


a Spacecraft. 

N74-20899/2GI 74-15 22A PC$3.25/MF$2.25 
SCIAMA, D. W. 

Early Stages of the Universe. 

IC-73-192 74-18 3B PC$3.50/MF$2.25 


Gravitational Radiation and General Relativity. 
IC-73/95 74-02 203 PC$3.06/MF$2.25 


Gravitational Waves and Mach'S Principle. 
IC-73/94 74-02 203 PC$3.00/MF$2.25 


SCIARELLO, J. P. 


Reprint: The System K2S04-Cs2S804. 
COM-74-50219/6GI 74-10 7D Not available NTIS 


SCIARRA, J. J. 


The Evaluation of Acoustic Impact Technique for De- 
tection of Incipients Cracks in Aircraft Components. 
AD-770 217/8GI 74-02 11F PC$S.25/MF$2.25 


SCIBBE, H. W. 


Comparison of Experimental and Predicted Per- 

formance of 150-Millimeter-Bore Solid and Drilled Ball 

Bearings to 3 Million Dn. 

N74-29933/0GI 74-24 131 PC$3.75/MF$2.25 
SCIESINSKA, E. 

Absorption Spectra of p-Methoxy Benzylidene p-N- 

Butylaniline in 80 to 400 cm exp -!1 Range at Tempera- 


tures Between -200 and +70 exp 0 C. 
INP-847 74-17 7C PC$4.25/MF$2.25 


SCIESINSKI, J. 


Absorption Spectra of p-Methoxy Benzylidene p-N- 
Butylaniline in 80 to 400 cm exp -1 Range at Tempera- 
tures Between -200 and +70 exp 0 C. 

INP-847 74-17 7C PC$4.25/MF$2.25 


SCITOVSKY, ANNE A. 


Effects of the Introduction of a Coinsurance Provision 
on Physician Utilization 


PB-235 656/6G1 "74-23 6E PC$4.25/MF$2.25 


SCKUBR, P. 


Component Development for Dissolution, Feed Solu- 
tion Adjustment, and Extraction im Jupiter. 
GERHTR-66 74-13 183 PC$3.00/MF$2.25 


Continuous Dissolution ef (Th,U)O sub 2 -Fuel Parti- 
cles. 
JUL-976-CT 74-04 181 PCS$7.00/MFS$2.25 


SCLATER, J. G. 


Reprint: A Detailed Heat Flow, Topographic, and 
Magnetic Survey across the Galapagos Spreading 
Center at 86 deg. W. 

AD-774 621/7GI 7408 8) Reprint 
Reprint: The Evolution of the Indian Ocean. 

AD-774 640/7GI 74-08 8G Reprint 


SCOTT, ALLAN W. 


SCLATER, JOHN G. 


Evolution of the East Central Indian Ocean, with 
Emphasis on the Tectonic Setting of the Ninetyeast 


Ridge. 
AD-781 746/3GI 74-18 8G _ Reprint 


Oceanographic Research at M.L.T. in the Department 
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cident. 

Y-CDC-12 74-06 18K PC$5.45/MF$2.25 
SEALS, EUGENE 

A Computer Centralization Cost Model for Conceptual 


Design, 

AD-776 028/3GI 74-10 9B PC$4.25/MF$2.25 
Computer Performance Analysis: Industry Needs, 
AD-786 658/SGI 74-25 9B PC$3.25/MF$2.25 


Exception Reporting: An Aid to the Computer Per- 


formance Analyst, 
AD-786 859/9GI 74-25 9B PC$3.25/MF$2.25 


SEALS, R. K. 


Applications of Tunable High Energy/Pressure Pulsed 
Lasers to Atmospheric Transmission and Remote 


Sensing. 
N74-32939/2GI 74-26 2E PC$3.25/MF$2.25 


SEALS, WILLIAM O. 


Combustible Water Repellent Coating. 
PATENT-3 748 161 74-22 19A Not available NTIS 


SEAMAN, WILLIAM 


The Role of Mangrove Ecosystems: Biomass Deter- 
minations in Shallow Estuaries - Technique, Evalua- 
tion and Preliminary Data. 

PB-231 748/SGI 74-13 6C PC$3.25/MF$2.25 
The Role of the Mangrove Ecosystems: Quantitative 
Dietary Analyses for Selected Dominant Fishes in the 
Ten Thousand Islands, Florida. 

PB-231 747/7GI 74-13 6C PC$4.25/MF$2.25 


SEAMAN, WILLIAM JR. 


Research and Information Needs of the Florida Spiny 
Lobster Fishery. Proceedings of a Conference Held in 
Miami, Florida on March 12, 1974, 

COM-74-11371/3GI 74-23 6C PC$4.75/MF$2.25 


SEAMON, R. E. 

Coupled Neutron--Gamma Multigroup--Multitable 

Cross Sections for 29 Materials Pertinent to Nuclear 

Weapons Effect Calculations Generated by Lasi/Td 

Division. 

LA-5137 74-16 18C PC$7.60/MF$2.25 

Evxs: A Code to Generate Multigroup Cross Sections 

from the Los Alamos Master Data File. 

LA-4855 74-24 20H PC$S5S.45/MF$2.25 
SEAMONE, WOODROW 

Myoelectrically Controlled Prothesis. 

PATENT-3 735 425 74-26 6L Not available NTIS 
SEAMONS, L. O. 

Davis Gun Penetrator Launch System. 

SAND-74-5048 74-25 19D PC$4.00/MF$2.25 
SEARCH, W. S. JR. 


Purchasing Organization Annual Report, July 1, 1972-- 


June 30, 1973. 
SLA-73-808 74-02 SA PC$4.00/MF$2.25 


SEARCY, J. Q. 


Clustering of Water on Hydrated Protons in a Super- 
sonic Free Jet Expansion. 
AD-785 284/1GI 74-23 7D PC$3.75/MF$2.25 


SEARER, T. E. 
FBM (Fleet Ballistic Missile) Weapon System Provi- 
sioning Study, 
AD-778 061/2GI 74-13 1SE PC$6.25/MF$2.25 


SEARLE, BARBARA W. 


Comparison of Student Performance and Attitude 
under Three Lesson-Selection Strategies in Computer- 
Assisted Instruction. 

AD-773 953/SGI 74-08 SI PC$4.25/MF$2.25 


SEARLE, G. L. 
Kinetics of Lactate Turnover and Oxidation in Man. 
CONF-740708-43 74-23 6P PC$4.00/MFS$2.25 
SEARLE, L. 
Simulation and Evaluation of Macroenergetic Models 
of Eavironment, Power, and Society. Progress Report, 
September 1972--August 1973. 
ORO-4398-1 7404 13B PC$17.00/MP$2.25 


PA-991 


SEARLE, W. F. 


SEARLE, W.F. 


Bulova Wrist Watch, Submersib! 
AD-777 761/8GI 74-12 “3 PC$3.25/MF$2.25 


Special Tools, Tool Kit and Maintenance Procedures 
for U.S. Divers Co. Regulators; Model DA and Model 


Aqua Master. 
AD-780 418/0GI 74-16 6K PC$3.75/MF$2.25 


SEARLE, W.F. JR. 


Buoyancy Control of Open Circuit Scuba. 
AD-781 227/4GI 74-18 6K PC$3.25/MF$2.25 


A Comparative Evaluation of the Standard U.S. Navy 
Shallow Water Diver's Mask and the Commercial P 
and E Manufacturing Company's Mask 

AD-778 854/0GI 74-14 6K PC$3. 25/MF$2.25 


A Comparative Evaluation of the Standard U. 8. Navy 
Shallow Water Divers Mask, and the Scott Aviation 
Corp. ‘Constant Flow Shallow Water Diving Mask’. 

AD-786 168/1GI 74-16 6K PC$3.25/MF$2.25 


Comparative Evaluation of Three Commercially 
Available Swiss-Made Submersible Wrist Watches, 
AD-777 760/0GI 74-12 14B PC$3.75/MF$2.25 


The Design of an Adjustable Breathing Bag Exhaust 
Valve for Closed and Semi-Closed Circuit Scuba. 
AD-780 664/9GI 74-17 6K PC$3.25/MF$2.25 


Development and Evaluation of a Standard U. S. Navy 
Two Cylinder Scuba Harness, 
AD-780 747/2GI 74-17 6K PC$3.25/MF$2.25 


Emerson Mixed-Gas Scuba: Further Preliminary 
Evaluation of the Flow Characteristics of the Proto- 
type Regulator-Orifice Unit; Preliminary Evaluation of 
Mouthpiece, Check Valves, and Hose Assembly. 

AD-781 228/2GI 74-18 6K PC$3 7SIMFS2. 25 


Emerson Mixed-Gas Scuba: Preliminary Evaluation of 
the Flow Characteristics of the Prototype Regulator- 
Orifice Unit. 

AD-782 556/SGI 74-19 6K PC$3.25/MF$2.25 


Evaluation of a Proposed Underwater Swimmer's Life 
Jacket. 


AD-780 417/2GI 74-16 6K PC$3.75/MF$2.25 


An Evaluation of an Exhaust Muffler for Open Circuit 
Scuba Developed by the U.S. Navy Mine Defense 
Laboratory, 

AD-782 $51/6GI 74-19 6K PC$S5.25/MF$2.25 


Evaluation of Circle Clamp Corp. Deep Sea Divers 
Hose Clamps, 
AD-780 164/0GI 74-16 6K PC$3.25/MF$2.25 


Evaluation of Revised Bar-Way Diver's Air Hose 
Coupling. 
AD-780 746/4GI 74-17 6K PC$3.75/MF$2.25 


Evaluation of Second Preproduction Sample of U. S. 
Divers Co. Two Stage Open Circuit ‘Aqua-Master’ 


Scuba Regulator. 
AD-780 162/4GI 74-16 6K PC$3.75/MF$2.25 


Evaluation of the Commercial Model U.S. Divers Co. 
Two Stage Aqua Lung Regulator (Aqua-Master) for 
Use on Surface Supplied Diving (Using Hookah), 

AD-778 859/9GI 74-14 6K PCS3. 25/MF$2.25 


Evaluation of the Flow and Pressure (Depth) Charac- 
teristics of the Old Dominion Constant Mass Flow Ox- 


ygen Regulator, 
AD-778 233/7GI 74-13 6K PC$3.25/MF$2.25 


Evaluation of the Preproduction Sample of U. S. 
Divers Co. Revised Two Stage bray tors. popes 
(‘Aqua-Master’) and Improved Scuba C ylind 

AD-779 182/5GI 74-15 6K PCS4. 25/MFS2. 25 


An Evaluation of the Rand Flow Indicator as a Waro- 
ing Device in the Constant-Mass-Flow Supply Circuit 

of a Semi-Closed Circuit Scuba. 

AD-780 320/8GI 74-16 6K PC$4.75/MF$2.25 


Evaluation of U.S. Diver's Co. ‘Look Out’ Full Face 
Mask for Possible Use in a Scuba Communication 


System, 
AD-778 113/1GI 74-13 6Q PC$3.25/MF$2.25 


Evaluation of U.S. Diver's Corp. - Pressure Indicator 


Stationary Gauge. 
AD-777 694/1GI 74-12 14B PC$3.25/MF$2.25 


Further Evaluation of the Flow Characteristics of the 
Flatus Il Depth Compepsated, Constant Mass Flow 
Regulating Valve for Semi-Close Scuba. 

AD-782 550/8GI 74-19 6K PC$4.25/MF$2.25 


Limited Evaluation of U.S. Divers Co. Revised Single- 
Stage Aqua Lung Regulator (Mistral), 

AD-778 853/2GI 74-14 6K PC$3.25/MF$2.25 
Linde Mixed-Gas Constant Mass Flow Regulator: 


Preliminary Evaluation of the Flow Characteristics of 
the Prototype Regulator. 


AD-780 161/6GI 74-16 6K PC$3.25/MF$2.25 
Miscellaneous Considerations Regarding Closed Circuit 
Oxygen Scuba. 

AD-781 258/9GI 74-18 6K PC$3.75/MF$2.25 
Modified Deep Sea Diving Helmet. 

AD-782 664/7GI 74-20 6K PC$3.25/MF$2.25 


Mouthpiece Mounted Check Valves for Demand Type 
Diving Apparatus. 


PA-992 


AD-780 666/4GI 74-17 6K PC$3.25/MF$2.25 


Quick Release Coupling for Spit-Cock Valve on Stan- 
dard Deep Sea Divers Air Helmet, 
AD-779 857/2GI 74-16 6K PC$3.25/MF$2.25 


bag Release Coupling for Standard Helmet Supply 


ose. 
AD-777 6S1/1G1 74-12 6K PC$3.25/MF$2.25 
U. S. Rubber Company: PLASTISOL Swimmer's 


Gloves. 
AD-777 771/7GI 74-12 6Q PC$3.25/MF$2.25 


Walter Kiddie and Co. ee. Scuba Cylinder 
Assembly with Buoyancy Compensa 
AD-771 023/9GI 74-04 6K “Pcs3. 75/MF$2.25 


SEARLE, W. F. SR. 
Miscellaneous Comments on Several Submersible 


Wrist Watches, 
AD-779 133/8GI 14B  PC$3.25/MF$2.25 
SEARLES, S. 


Modes and Rates of Reaction of Cyclopentene and 
Methylcyclopentene Ions with Their Parent Molecules, 
COM-74-50893/8GI 74-25 7E Not available NTIS 


SEARS, ALAN R. 
Reprint: Elimination of the Diffuse Layer by Specific 
Adsorption of Anions on Mercury from Dilute Aque- 
ous Solutions. 
AD-776 436/8GI 


SEARS, JAMES R. 


The Fate and Behavior of Crude Oil on Marine Life. 
AD-786 584/3GI 74-25 6T PC$4.25/MF$2.25 


SEARS, JOHN T. 


Air Pollution Abatement and Regional Economic 
Development. An Input-Output Analysis, 
COM-74-10560/2GI 74-10 13B PC$7.50/MF$2.25 


SEARS, MICHAEL M. 
Air-To-Air Fire Control Exposition. Phase III (EXPO 


II). 
AD-775 360/1GI 
SEARS, PHILLIP 


Reprint: Holocene Evolution of the Shelf Surface, 
Central and Southern Atlantic Shelf of North America. 
COM-74-10503/2GI 74-09 8] Reprint 


SEARS, R. S. 


Study of the Morrison Formation in the San Juan 
Basin, New Mexico and Colorado. 
GJO-912-20 74-23 8G PC$24.00/MF$2.25 


Study of the Morrison Formation in the San Juan 
Basin, New Mexico and Colorado. 
GJO-912-20(App.Vol.) 74-23 8G PC$21.75/MF$2.25 


SEARS, ROBERT D. 


ICE CAP Analysis: Mechanisms for Energy Deposit in 
the Auroral Ionosphere. 
AD-779 892/9GI 74-16 4A PC$4.25/MF$2.25 


Ionospheric Irregularities: Alaska Photometric Mea- 

surements 

AD-776 241/2G1 
SEARS, WILLIAM R. 

Research on Helicopter Noise. 

AD-773 385/0GI 74-07 
SEASE, J. D. 


Development of a Laboratory Slug Injection Machine 
for Fabrication of Htgr Fuel Rods. 
CONF-731101-1 74-04 183 PC$3.00/MF$2.25 


Fabrication and Characterization of Plutonium Test 
Element Fte-13: An Htgr Test Element Containing 


74-15 


74-11 7D Reprint 


74-09 19E PC$S5.25/MF$2.25 


74-10 4A PC$4.75/MF$2.25 


1A PC$3.25/MF$2.25 


Puo/sub 2-X/, TH/sub 0.75/Pu/sub 0.25/O/sub 2-X/, 
and Tho sub 2. 
ORNL-TM-4207 74-02 18) PC$5.50/MF$2.25 


Production Slug Injection Machine for Fabrication of 
Htgr Fuel Rods. 
CONF-731101-4 


SEASE, JOHN D. 
Manufacture of Bonded-Particle Nuclear Fuel Com- 


posites. 
PATENT-3 763 292 74-14 18) Not available NTIS 


Nuclear Fuel Element with Axially Aligned Fuel Pel- 

lets and Fuel Microspheres Therein. 

PATENT-3 778 348 74-21 183 Not available NTIS 
SEASHOLTZ, &. G. 


Laser Doppler Velocimeter Measurements in a Turbine 
Stator Cascade Facility. 
N74-20024/7GI 74-14 21E PC$3.25/MF$2.25 


Velocity Lag of Solid Particles in Oscillating Gases 
and in Gases Passing Through Normal Shock Waves. 
N74-18918/4GI 74-13 20D PC$3.75/MF$2.25 


SEASHORE, MARJORIE 
Project Newgate and Other Prison College Education 


s. 
PB-231 322/9GI 


74-04 18] PC$3.00/MFS$2.25 


74-12 SI PC$4.25/MF$2.25 


SEATON, CHARLES C. 


Thermal and Acoustic Fatigue of Ceramics and Their 
Evaluation. 


AD-785 $47/1GI 74-23, 11B PC$3.75/MF$2.25 
SEATON, M. J. 

Reprint: Interpretation of the Spectra of Planetary 
Nebulae. 

COM-74-50008/3GI 7405 3B Not available NTIS 
SEAVER, R. 

Toward Effective Citizen Participation in Urban 
Renewal. 

PB-231 910/1GI 74-13 13B PC$5.75/MF$2.25 


SEAVERSON, L. A. 
Mathematical Centering on the Rigid ARM Sweep 
Gage. 
RFP-2074 
SEAY, THOMAS S. 
The Design of Multiple Access Frequency Hopping 


74-12 14B PC$4.00/MF$2.25 


Patterns. 
AD-785 381/SGI 
SEBACHER, D. I. 


Vibrational Relaxation in Expanding N2 and Air. 
N74-31762/9GI 74-25 7D PC$3.25/MF$2.25 


SEBEK, J. 
Investigation of gamma-Rays from the Radiative Cap- 
ture of Polarized Neutrons by Oriented Nuclei exp 59 
co. 
UJF-2922-F 74-02 20H PC$3.25/MF$2.25 
SEBENING, W. 


Cardiac Output and Oxygen Intake at Rest and During 
Submaximal Loads on 8-14 Year Old Boys. 
N74-26591/9GI 74-20 6S PC$3.25/MF$2.25 


SEBODA, BARBARA L. 


A Demographic Methodology to Select omer Sites 
for Conducting Population Subgroup Anal 
AD-784 893/0GI 74-23 5K PCS? IS/MFS2. 25 


Methods for Enhancing the Military Potential of 

Selected Manpower Segments. 

AD-785 413/6GI 74-23, SI PC$7.25/MF$2.25 
SEBRELL, W. A. 


Determination of the Conditions of Spallation in an 
Impulsively Loaded Quartz Phenolic-Beryllium Com- 


74-23 17B PC$3.75/MF$2.25 


posite Ring. 

SLA-74-245 74-22 11D PC$4.00/MF$2.25 
SEBRING, P. B. 

Radar Studies of the Planets. 

N74-32259/SGI 74-25 3A PC$3.25/MF$2.25 


SECCAMP, V. A. 


Universal Stowage Module for Future Space Explora- 
tion. 
N73-33832/9GI 74-02 22A_ PC$3.75/MF$2.25 


SECHLER, ERNEST EDWIN 


Thin-Shell Structures: Theory, Experiment, and 


Design. 
AD-779 088/4GI 
SECKINGER, E. L. 


Study of the Neon--Oxygen Laser under Heavy Parti- 

cle Bombardment. 

COO-2007-45 
SEDAGBAT, B. 


Population of Intra-Alveolar Macrophages in the Lung 

of the Rat: Cytologic and Cytodynamic Study under 

Different Physiologic and Pathological Conditions. 

BNWL-tr-113 74-20 6P PC$7.00/MF$2.25 
SEDANO, A. 

Static Leaching of Uranium Ore Containing Clay. 

JEN-272 74-07 81 PC$3.00/MF$2.25 
SEDDON, W. 

Computer Based Instrumentation of the 

Hydrogen Bubble Chamber. 

RL-73-97 74-06 
SEDELOW, SALLY YEATES 

Automated Language Analysis. 

AD-774 692/8GI 74-08 SG PC$8.75/MF$2.25 
SEDERSTROM, D.C. 

F-14 Optimum Flight Modes. Volume I. 

AD-775 246/2GI 7409 1C PC$S.25/MF$2.25 
SEDGWICK, R. T. 

Research Study and Analysis for Improvement of 

Shaped Charge Code. 

AD-776 388/1GI 
SEDLACEK, R. 


Investigation of Elasticity and Strength of Ceramics 
Subjected to Tensile and Compressive Loads. 
AD-773 862/8GI 7407 #11B PC$3.75/MF$2.25 


Investigation of Elasticity and Strength of Ceramics 
Subjected to Tensile and Compressive Loads. 
AD-773 863/6GI 74-07 11B PC$3.75/MF$2.25 


74-15 20K Not available NTIS 


74-22 20E PC$8.25/MF$2.25 


15 M 
18D PC$4.50/MF$2.25 


74-11 19A PC$S.25/MF$2.25 
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SEDLACEK, W.C. 


Technology Requirements for Communication Satel- 
lites in the 1980'S. 


N74-17567/0GI 74-11 17B PC$9.50/MF$2.25 
Techo Requirements for Post-1985 Communica- 
tions Satellites. 

N74-16888/1GI 74-11 17B PC$3.75/MF$2.25 


SEDLAKOVA, L. N. 

Diffraction of Polarized Neutrons on a exp 186 W Sin- 

gle Crystal Located in a Magnetic Field. 

JINR-P14-7979 74-22 20H PC$4.00/MF$2.25 

Neutron--Electron Interaction Measurement by the 

Method of Slow Neutron Diffraction on Single 

Crystals of Tungsten-186. 

JINR-P3-7745 74-20 20H PC$4.00/MF$2.25 
SEDLET, J. 

Environmental Monitoring at Argonne National 

Laboratory. Annual Report, 1973. 

ANL-8078 74-16 8H PC$5.45/MF$2.25 
SEDNEY, RAYMOND 

Particle Penetration into Pitot Gauges in Supersonic 

Dusty Flows, 

AD-770 428/1GI 74-02 18C PC$3.75/MF$2.25 
SEDOR, P. 

Additive Injection for Sulfur Dioxide Control. A Pilot 

Plant Study 

PB-226 761/SGI 74-06 13B PC$7.00/MF$2.25 
SEDOVA, L. I. 

Mechanics of a Deformed Solid--Translation. 

AD-784 209/9GI 74-22 20K PC$13.25/MF$2.25 
SEDUNOV, YU. S. 

Cloud Physics and Weather Modification (Problemy 

Fiziki Oblakov i Aktivaykh Vozdeistvii), 

TT-73-50031 74-16 4B PC$S.25/MF$2.25 

Condensation Stage of Development of Cloud Spec- 

trum and Semi-Analytical Method of Studying It-- 


Translation. 
AD-782 069/9GI 74-19 4B PC$3.75/MF$2.25 


Kinetic Equation of Cloud Particle Ion Charging-- 
Translation. 
AD-775 132/4GI 74-09 4B PC$3.75/MF$2.25 


Some Problems in the Theory of Aerosol Particle 
Setting from a Flow--Translation. 
AD-781 166/4GI 74-17 20D PC$4.25/MF$2.25 


SEDWELL, C. 
Development of a High Level Fast Limiting Switch, 


AD-782 207/SGI 74-19 9E PC$3.25/MF$2.25 
SEDYKH, V. 8. 

Calculation of the Energy Balance in Explosion Weld- 

ing--Translation. 

AD-771 396/9GI 74-04 13H PC$3.25/MF$2.25 
SEE, R. 


Reprint: Observation on Rattus bartelsii (Rodentia: 

Muridae). 

AD-785 800/4GI 
SEE, R. M. 


The Effect of Ultraviolet Radiation and Di-1-p- 
Menthene on the Phytotoxicity of 2,4-D Applications 
to Black Valentine Bean Plants. 

AD-784 608/2GI 74-22 2D PC$3.25/MF$2.25 


The Influence of Artificial Rainfall and Di-1-p- 
— on Karbutilate Movement in Greenhouse 
AD-784 607/4GI 74-22 2D PC$3.25/MF$2.25 


SEE, RAYMOND M. 
A Comparative Study of Leaf Structure as Modified 
by Three Environments Commonly Used to Grow 
Plants for Experimental Use. 
AD-771 164/1GI 74-04 6C PC$3.25/MF$2.25 
SEEBASS, A. R. 


Improvements to Embedded Shock Wave Calculations 
for Transonic Flow-Applications to Wave Drag and 


Pressure Rise Predictions. 
N74-30629/1GI 74-24 20D PC$3.75/MF$2.25 


Reprint: The Design or Operation of Aircraft to 
Minimize Their Sonic Boom. 
AD-775 SSS5/6GI 74-09 1A Not available NTIS 


Sonic Boom Research. 
N74-29378/8GI 


SEEBASS, R. 
Reprint: Propagation of Spherical and Cylindrical N- 
aves. 
AD-777 104/1GI 74-12 20D Reprint 
SEEBER, KIM E. 


Behavior of Shrinkage-Compensating Concretes Suita- 
ble for use in Bridge Decks. 
PB-228 982/SGI 74-10 13C PC$4.25/MF$2.25 


74-24 6C Reprint 


74-24 20A PC$3.25/MF$2.25 


SEEBOL, R. 


Design, Development, and Laboratory Testing of A 
——— Helicopter-Transported Container Handling 
vice. 


AD-783 394/0GI 74-20 IC PC$S.75/MF$2.25 
SEEBOLT, J. 

Test Plan for the Cone Edges of Europa 

N74-23404/8GI 74-18 22D Poss SIM FS2. 25 


SEED, H. BOLTON 


LUSH: A Computer Program for Complex Response 
Analysis of Soil-Structure Systems, 
PB-236 796/9GI 74-26 13M PC$4.75/MF$2.25 


QUAD-4: A Computer Program for Evaluating the 
Seismic Response of Soil —— by Variable 
Damping Finite Element Procedure: 

PB-229 424/7GI 74-10 M PC$4.75/MF$2.25 


Soil-Structure Interaction Analyses for Evaluating 
Seismic Response, 
PB-236 $19/3GI 74-26 13B PC$4.25/MF$2.25 


SEED, J. BOLTON 
General Review of the Seismic Hazard to Selected 


U.S. Navy Installations. 
AD-778 005/9GI 74-13 8K PC$3.75/MF$2.25 
SEEFELDT, CHAUNCEY D. 


Simulation for the Assessment of Tactical Nuclear 

Weapons (SATAN II). 

AD-774 620/9GI 74-08 1SF PC$11.25/MF$2.25 
SEEGMILLER, DAVID W. 


Densities of —_ Aluminum Chioride-Sodium 
Chloride Mixtures. I. Single Liquid Phase Region, 
AD-787 217/9GI 74-26 7B PC$3.25/MF$2.25 


Reprint: Liquid and Vapor Densities of Aluminum 


Bromide. 
AD-779 115/SGI 74-15 7B Reprint 


Two Compartmented Electrochemical Cell Having Alu- 
minum Anode Bud Powdered Carbon Suspended in the 
Cathode Compartment. 

PATENT-3 770 503. 74-16 10C Not available NTIS 


SEEK, J. B. 


Gsfc Magnetic Field Experiment Explorer 43. 
N74-19089/3GI 74-13 8N PC$4.25/MF$2.25 


SEELER, C.L. 


Evaluation of Expandable Polystyrene for Use in Ship 
Salvage and Salvage Techniques Proposed by Dr. G. J. 


Shugar, 
AD-770 164/2GI 74-02 133 PC$3.25/MF$2.25 


Investigation of Converted MK V to MK VI Semi- 
Closed Mixed Gas Scuba to Determine Compatibility 
and Interchangeability with Standard MK VI Spare 


Parts. 

AD-771 313/4GI 74-04 6K PC$?2.25/MF$2.25 
SEELEY, C. T. 

Quiet Engine Program Flight Engine Design Stud 

N74-33226/3GI 74-26 21E PCS$S. 25/MFS2. 25 
SEELEY, FOREST G. 


Extraction of Lithium from Neutral Brines Using a 

Beta Diketone and Trioctylphosphine Oxide. 

PATENT-3 793 433 74-23 7B Not available NTIS 
SEELEY, ROBERT L. 


Constant Light Intensity Servo Control Unit. 
PATENT-3 558 892 74-06 13A Not available NTIS 


SEELIG, WILLIAM NEWTON 
Investigation of Shoreline Changes at Sargent Beach, 


Texas, 

COM-74-10157/7GI 74-05 8F PC$6.25/MF$2.25 
SEELINGER, J. 8. 

Fuel Transportation, Distribution, and Storage. Sub- 

panel Report III Used im Preparing the AEC Chair- 

man’S Report to the President. 

WASH-1281-3 74-14 10A_ PC$11.25/MF$2.25 
SEELMANN, H. 

Views Regarding the Validity of Results from Simula- 

tion Testing in Comparison with the Results from Ac- 

tual Flight Test. 

N74-10922/4GI 74-05 1B PC$3.25/MF$2.25 
SEEMAN, WILLIAM G. JR. 

Proposed QF-4B Supplement to the F-4B NATOPS 

Flight Manual (NAVAIR 01-245FDB-1). 

AD-780 773/8GI 74-17 1C PC$S.25/MF$2.25 
SEEMULLER, WILLIAM W. 

Further Investigation of an Electronic Angle-Measur- 

ing Device. 

AD-776 948/2GI 74-11 14B  PC$4.25/MF$2.25 
SEERY, DANIEL J. 

Reprint: oats of Pollutant Formation in Flames. 


AD-780 486/7GI 74-16 21B Reprint 
SEEVERS, J. A. 

Study of Dynamics of X-14B VTOL Aircraft. 

N74-21661/SGI 74-17 1B PC$8.50/MF$2.25 
SEEVERS, PAUL M. 

Evaluation of ERTS-1 Imagery in Mapping and Manag- 

ing Soil and Range Resources in the Hills Region 

of Nebraska. 

E74-10245 74-07 8B PC$3.25/MF$2.25 








SEGHERS, RAYMOND C. 


SEFCIK, JOHN D. 


A Highly Responsive, mene cam Sensed Calorime- 

ter for Neutron Energy Depositio 

AD-769 714/7GI 74-01 18D PC$3.75/MF$2.25 
SEFTOR, JEFFREY L. 

eg Holographic Interferometry of Exploding 


ADT? 938/2GI 
SEGAL, DAVID J. 


Mathematical Reconstruction of Accidents-Analytical 
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SELIN, K. I. 
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AD-787 674/1GI 74-26 14B PC$6.25/MF$2.25 


SELINSKY, PAUL W. 


Simulators and Graphics, Computer Aided Design 
Tools. 
AD-773 738/0GI 74-07 9B PC$7.25/MF$2.25 


SELISKAR, C. J. 


Emissive Characteristics of Amidic Molecules. 
ORO-3018-74 74-21 6A PC$5.50/MF$2.25 


SELITSKAYA, S. I. 


Effect of Plastic Deformation and Phase Transforma- 
tions at Negative Temperatures on the Properties of 
Titanium Alloys. 

N74-30987/3GI 74-24 1F PC$3.25/MF$2.25 


SELITSKAYA, V. I. 


Vertical Structure of Summer Fogs in the Dikson 
Island Area--Translation. 
AD-786 843/3GI 74-25 4B PC$3.75/MF$2.25 


SELIVANOV, YU. P. 


Photographic Color Separation and Color Correcting-- 
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AD-782 088/9GI 74-19 14E PC$3.25/MF$2.25 


SELIVERSTOV, V.A 


Pre-Equilibrium Decay of Nuclei in Photonuclear 
Reactions. 
JINR-P4-8001 74-25 20H PC$4.25/MF$2.25 
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ders Selected to Receive Special Sanctions--Alcohol 
Countermeasures Literature Review. 

PB-236 716/7GI 74-26 SK PC$3.75/MF$2.25 
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nication Satellite Control Einsatz von Elektrischen 
Steuertriebwerken in Nachrichtensatelliten. 

N73-33863/4GI 7402 22B PC$3.75/MF$2.25 


SELKER, A. P. 
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PB-226 547/8GI 74-06 13B PC$7.00/MF$2.25 


SELL, K. W. 
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AD-787 100/7GI 74-2 6C Reprint 
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AD-781 050/0GI 74-17 6E Reprint 
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AD-774 542/SGI 7408 6P Reprint 
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AD-787 234/4G1 74-26 6M Reprint 
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PB-231 744/4GI 74-13. 6F PC$4.25/MF$2.25 
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SELLA, C. 

Problems Posed by the Pew of Homogeneous 
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Ov5-6 Satellite. 

AD-784 520/9GI 74-22 3B Reprint 
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River and Harbor Aid to Navigation System 

(RIHANS) Phase 1-C; System Definition. Volume V. 

Reference Papers. 

AD-780 987/4GI 74-17 17G PC$6.25/MF$2.25 
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74-02 7D PC$3.25/MF$2.25 
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Y-1946 74-24 11B PC$4.00/MF$2.25 
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Research on Oxygen Recovery Systems for Use in 
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Cmg-Induced LST Dynamics. 

N74-22110/2GI 74-17 14B  PC$4.75/MF$2.25 
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Concerning Visual Detection of Moving Personnel Tar- 
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Effects of Neutron Irradiation on the Fracture Proper- 
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WAPD-TM-1106 7409 13E PC$4.50/MF$2.25 


Effects of Neutron Radiation on the Fracture Proper- 
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74-17 $3 PC$4.75/MF$2.25 


74-24 20H PC$4.00/MF$2.25 
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SEMASHKO, N.N. 
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Prospects for the Utilization of Wind Energy in 
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SEMENKO, E. I. 
Gas Chromatographic Determination of the Products 
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Sterilization. 
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SEMENKO, S. F. 


Sum Rules in the Random Phase Approximation. 
NP-20030 74-21 20H PC$4.75/MF$2.25 
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Energy Efficiency of Regenerative iz Machines 
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Determination of Nonvolatile Carboxylic Acids in 
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74-26 7D PC$3.25/MF$2.25 
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74-18 7D PC$3.25/MF$2.25 
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SEMENOV, G. F. 
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MATT-Trans-112 


SEMENOV, L. P. 
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New Regulation Concerning Technical Servicing and 
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SEMENOV, S. V. 
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Three Body Problem in Strong Coupling Theory. 
IFVE-STF-72-86 7402 20H PC$3.75/MF$2.25 


SEMENOV, V.G. 
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JINR-P3-7376 74-06 20H PC$3.00/MF$2.25 


SEMENOV, V. M. 
Two-Stage Effects in Deuteron Stripping Reactions on 
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JINR-P4-7263 74-10 20H PC$3.50/MF$2.25 


SEMENOVA, E. D. 
Electrical Resistance of Rubidium and Potassium at 
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AD-773 870/1GI 74-07 20L PC$3.25/MF$2.25 
SEMENOVA, N. M. 
Phase Transformations During Thermal Treatment of 
Alloy VT18. 
N74-30996/4GI 74-24 13H PC$3.25/MF$2.25 
SEMENOVSKIHL, A. V. 
Results of Treatment in Patients with Tropoblastic Dis- 
ease (Based on Materials of the N. N. Petrov Institute 
of J on of the USSR Ministry of Public Health), 
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74-04 6C PC$3.75/MF$2.25 


74-13 201 PC$3.25/MF$2.25 
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SEMIKOZ, V. B. 
Relativistic Kinetic Equation. 
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COO-2368-1 74-21 4B PC$7.00/MF$2.25 


Results from Metromex. 


COO-1199-32 74-21 13B PC$4.00/MF$2.25 
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Progress Report. 
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SEMOVA, A. YU. 
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SEMPLE, CLARENCE A. 
oo for Implementing Training Effectiveness 


AD-T78 "349/11 74-13 SI PC$3.75/MF$2.25 
SEMPLE, CLARENCE A. JR. 


Training Effectiveness Evaluation: Device 1D23, Com- 
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AD-776 619/9GI 74-11 SI PC$S5.25/MF$2.25 


Training Effectiveness Evaluation of a Prototype 
Water-Spray Smoke Abatement System for Fire 


Fighting Training. 

AD-774 920/3GI 74-09 13L PC$4.25/MF$2.25 
SEMPLE, E. C. 

The Magnetic Torquing System Used on the Ariel 4 

Spacecraft. 

AD-776 099/4GI 74-10 22B PC$3.25/MF$2.25 
SEMPLE, E. L. 

Selection of 710 Reference Reactor. 

GEMP-S14 74-12 18N PC$3.00/MF$2.25 
SEMPLE, R. M. 


The Effect of Time-Dependent Properties of Altered 
Rock on Tunnel Support Requirements. 
PB-230 307/1GI 74-11 13B PC$7.50/MF$2.25 


Testing and Evaluating of Prototype Tunnel Support 
Systems. 
PB-231 912/7GI 74-13 13B PC$9.50/MF$2.25 


SEMRAU, KONRAD T. 


A Regional Air Pollution Study (RAPS) Preliminary 
Emission Inventory. 
PB-232 223/8GI 74-14 13B PC$9.50/MF$2.25 


SEMSEL, ANDREW M. 


A Study of Oxalic Ester Chemiluminescent Reactions. 

AD-775 882/4GI 74-10 7C PC$3.75/MF$2.25 
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fractive Dissociation. 
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and of Cuprous Halides: Coherent-Potential Approxi- 
mation. 
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Reprint: Rank Tests for Some Linear Hypotheses in 
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SENA, G. 

Some Neutronic Problems in the Pec Reactor. 

RT/ING-~(73)14 74-12 18E PC$3.50/MF$2.25 
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Prediction of Geologic and Hydrologic Conditions 

Ahead of Rapid Excavation Operations by Inhole 

Geophysical Techniques. 

AD-771 689/7GI 74-05 8G PC$3.75/MF$2.25 
SENATEUR, J. P. 

Magnetic Structure of Ma sub 3 San Above 350 K. 
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Moessbauer Study of the Magnetic Phase Transforma- 
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KFKI-73-42 74-06 20L PC$3.00/MF$2.25 
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of Thin Shells Having Various Meridional Contours, 
AD-776 081/2GI 74-10 20K PC$3.75/MF$2.25 
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SENDER, F. 


Integrated Navigation and Data Acquisition System 
Indas Integriertes Navigations - und Datenerfassungs- 
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Protective Lotions for Military Personnel. 
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SEVART, F. D. 


Analysis and Testing of Aeroelastic Model Stability 
Augmentation Systems. 


N74-11807/6GI 74-06 1A PC$6.25/MF$2.25 
Analysis and Testing of Stability Augmentation 
Systems. 

N74-11809/2GI 74-06 1A PC$S.25/MF$2.25 
Analysis of Aeroelastic Model Stability Augmentation 
Systems. 

N74-11829/0GI 74-06 1B PC$7.25/MF$2.25 
SEVART, M. D. 


Aerial Radiological Measuring Survey of the Area Sur- 
rounding the Dresden Nuclear Power Station, Morris, 


Illinois, September 1968. 
ARMS-68.6.8 74-13 8H PC$S5.45/MF$2.25 


SEVASTYANOV, V. I. 
The Effect of Clouds on the Identification of the 
Earth’S Surface in Visual Observations and Photog- 
raphy from Space. 
N74-25953/2GI 74-19 14E PC$3.25/MF$2.25 
The Initial Phase of a Tropical Cyclone from Soyuz-9 


Spacecraft Pictures. 
N74-29101/4GI 


SEVAT, P. A. A. 


Calculation of the Electromagnetic Pulse Shielding Ef- 
fectiveness of Solid-Shell Enclosures Berekening van 
de Afscherming Tegen EMP van Gesloten Metalen 
Ombulsels. 


74-22 4B PC$3.25/MF$2.25 


N74-25756/9GI 74-19 18C PC$4.25/MP$2.25 
SEVCKK, F. 

Space Object Laser Analysis (SOLA). 

AD-779 854/9GI 74-16 17H PC$3.25/MF$2.25 
SEVEC, J.B. 


Rotatable Extender for Servicing ara Equip- 
ment Employing Nuclear Instrument Module: 

ANL-8048 7406 18D PCS4: O0/MFS2. 25 

SEVELY, Y. 

Automatic Unitary Chemical Operations (Absorption 
Columns, Fluidized Bed Processors, Continuum Fer- 
meatation): Models and Instrumentation Conduite Au- 
tomatique d'Operations Chimiques Unitaires (Colonne 
d'Absorption, Reacteur en Lit Fluidise, Fermentation 
en Continu). Modelisation Instrumentation. Rapport 
Anouel d'Activite. 


N73-33090/4GI 7402 7A PC$3.25/MF$2.25 
SEVER, BRUCE B. 

Marketing in Thailand, 

COM-74-50113-37/GI 

74-22 SC PC-GPO/MF$2.25-NTIS 

SEVER, D. L. 

Development of a Tube Heater System for Low Melt- 

ing Point Metals. 

UCRL-13584 74-06 13A PC$3.00/MFS$2.25 


PA-999 


SEVER, M. J. 


SEVER, M. J. 
Reverse Loading Effects in Bend Tests on Hot Iso- 
statically Pressed (HIP) Beryllium 
AD-781 065/8GI 74-17 LIF PC$3.75/MF$2.25 
SEVERCAN, MATE 


Computer Generation of Coherent Cots oe with 
High Light Efficiency and Large Dynamic 


AD-771 723/4GI 74-05 20F PCS$S a SIMPS2: 25 
SEVERI, M 

Improvement of the Resolving Power of a TV System. 

N74-10457/1GI 74-04 17B PC$3.25/MF$2.25 


Improvement of the Resolving Power of a TV System 
for Pulsed Images. 
N74-17890/6GI 74-12 17B PC$3.25/MF$2.25 


Some Remarks on a Uv Detection System for a H2 

Streamer-Chamber. 

N74-33163/8GI 
SEVERINETS, L. YA. 


Certain Physicochemical Properties of Pentaene An- 

tibiotics--Translation. 

AD-779 658/4G1 
SEVERINOVA, L. D. 


Effect of Some Emulsion Factors on the Relative 
Evaluation of the Photographic Action of Developing 
Solutions--Translation. 

AD-784 167/9GI 74-22 14E PC$3.25/MF$2.25 


SEVERINSKII, A. YA. 
Special Features of the Calculation of the Electromag- 
ra Shielding of Meter-Wave Generators--Transla- 
AD-778 $03/3GI 
SEVERNYY, A. B. 


Observations from Space of Night-Sky Brightness 
from the Kosmos-51 and Kosmos-213 Satellites. 1: 
Method and Calibration of the Measurements. 

N73-33815/4GI 74-02 4A PC$3.75/MF$2.25 


Observations from Space of Night-Sky Brightness 
from the Kosmos-51 and Kosmos-213 Satellites. 2: 


Results and Discussion. 
7402 4A PC$3.75/MF$2.25 


74-26 9E PC$3.25/MF$2.25 


74-15 60 PC$3.25/MF$2.25 


74-14 9A PC$3.25/MF$2.25 


N73-33814/7GI 
SEVERO, JOSEPH P. 
A Damage Assessment Model for Test and Evaluation 


of Local Civil Defense Emergency Operating Systems. 
AD-783 008/6GI 74-20 15SC PC$5S.75/MF$2.25 


SEVEROVA, E. YA. 
Anaphylactic Shock as a Consequence of Sensitization 


to Ascorbic Acid--Translation. 
AD-770 933/0GI 74-03 6E PC$3.25/MF$2.25 


SEVERSON, RAY F. 
Pyrolyzed Rosin Products as Synthetic Rubber 
Tackifiers. 
PAT-APPL-365 899 74-11 113) PC$3.25/MF$2.25 
Pyrolyzed Tall Oil Products as Synthetic Rubber 
Tackifiers. 
PAT-APPL-382 793 
SEVIAN, W. 


Evaluation of the Technical, Economic, and Environ- 
mental Features of a Synthetic Fuels Economy Based 
on Fusion Reactors. 


BNL-18430 74-12 18A_ PC$7.25/MF$2.25 
SEVIAN, W. A. 

Technology and Economics of Hydrogen Production 

from Fusion Reactors. 

BNL-18718 74-16 18A PC$4.00/MF$2.25 
SEVIGNY, L. 


Behavior of Turbulent Scales in Hypersonic Sphere 
Wakes, 

AD-780 339/8GI 74-16 201 PC$4.25/MF$2.25 
Reprint: Electron Density ee near the Axis of a 
Turbulent — Sphere W 

AD-783 370/0GI Ja: 20 201 Reprint 


Reprint: lon Density Measurements in the Wake of a 
Hypersonic Sphere. 
A (sal 74-02 20D Repriat 


74-10 7A PC$3.25/MF$2.25 


770 491 

SEVIK, M. M. 

Determination of Critical Nondimensional Parameters 

in Aircraft Dynamic Response to Random Input. 

N74-16322/1GI 74-10 1A PC$6.25/MF$2.25 
SEVILLA, M. D. 

Mechanisms for Radiation ~~ 4 in DNA. Progress 

Report, June 1, 1973--May 31, 197: 

COO-2364-1 74-15 TE PC$3.75/MF$2.25 
SEVRUK, B. 

Experiences with Elevated and Ground Level Stereo 

and Tilted Storage Gauges in the Basin of Baye de 

Montreux. Effect of Sapo on the Precipitation 

Measurement by Means of Storage Gauges. 

N74-10425/8GI 74-04 4B '$3.25/MF$2.25 
SEVUK, A. SUHA 


Illinois Storm Sewer System Simulation Model: User's 
Manual. 


PA-1000 


PB-227 338/1GI 74-07 13B PC$7.00/MF$2.25 
SEVUK, AHMET SUHA 


Unsteady Flow in Sewer Networks. 
PB-226 630/2GI 74-05 13B PC$6.25/MF$2.25 


SEWALL, J.L 


An Investigation of Hydraulic-Line Resonance and Its 
Attenuation. 
N74-12554/3GI 74-06 13G PC$4.75/MF$2.25 


SEWALL, W.G. 


Low Speed Wind Tunnel Tests of a 1/9-Scale — of 
a Variable-Sweep Advanced Supersonic Transpo 
N74-26457/3GI 74-20 1A PC$4. 75M FS2. 25 


SEWARD, F. 


Comparison of X-Ray Photographs and Calculations of 
Laser Generated Plasmas. 
UCRL-74925 74-10 201 PC$3.00/MF$2.25 


SEWARD, F. D. 


Electrons at Low Altitudes: A Difficult Background 
Problem for Soft X-Ray Astronomy. 
UCRL-S1470 74-14 4A PC$4.00/MF$2.25 


Geographical Distribution of Approx.100-Kev Elec- 
trons Above the Earth’S Atmosphere. 
UCRL-51456 4-06 4A PC$4.00/MF$2.25 


SEWARD, G. J. 


Reprint: A Wide-Band Antenna-Impedance Simulator. 
AD-775 $50/7GI 74-09 9E Reprint 


SEWARD, HENRY H. 


Automated Financial Analysis for Government Pro- 
gram Offices, 
AD-780 520/3GI 


SEWELL, J. 1. 
Utilizing ERTS Imagery to Detect Plant Diseases and 
Nutrient Deficiencies, Soil Types and Soil Moisture 


Levels. 
74-19 2C PC$4.25/MF$2.25 


74-16 SA PC$4.25/MF$2.25 


E74-10585 
SEWELL, JORN I. 


The Effects on Runoff, Groundwater, and Land of Ir- 
rigating with Cattle Manure Slurries. 


PB-226 670/1GI 74-04 13B PC$3.75/MF$2.25 
SEXTON, R. W. 

Selected Reliability Studies for the Nerva Pr 

N74-31949/2GI 74-25 14D PC$4.25, MFS2. 25 
SEXTRO, R. G. 


High-Resolution Studies of beta-Delayed Proton Emis- 
sion in Light Nuclei. 


LBL-2360 74-16 20H PC$11.75/MF$2.25 
SEYFERTH, A 

Amanda: Automized Medical Anamnesis Dialog 
Assistant. 

N74-11892/8GI 74-06 6E PC$8.75/MF$2.25 
SEYFERTH, DIETMAR 


Reprint: Concerning the Reactivity of the Sila- 
cyclopropane Ring: Comparison with Ring-Opening 
Reactions of 1,1-Dimethyl-1-Silacyclobutane. 

AD-772 252/3GI 74-05 7D Reprint 


Repriat: Dihalocarbene Insertion into C-H Bonds of 
Cycloalkanes. 
AD-782 631/6GI 74-19 7C Reprint 


Reprint: ‘gem'-Dichloroallyllithium: A Seemingly Am- 
bident N ile. 
AD-782 932/8GI 74-20 7C Reprint 
Reprint: Halomethyl-Metal Compounds. LXIII. Inser- 
tion of Pheayl(bromodichloromethyl)mercury-Derived 
oe eae into Benzylic Carbon-Hydrogea 
p Seceeeniey and Mechanism. 
AD Tn 34 3/0GI 74-05 7C Reprint 
Reprint: Halomethyl-Metal Compounds. LXIX. 
Preparation of Some Functional Halomethyl-Mercury 
Compounds. 
AD-783 138/1GI 74-20 7C Reprint 


a Halomethy!l-Metal Compounds. LXV. Genera- 
of Fluorocarboalkoxycarbenes via the Organomer- 


ury Route 
‘AD.774 381/8GI 74-08 7C Reprint 


Reprint: Halemethyl Metal Compounds. LXVI. 
Preparation of C-Tetrachloroaziridines by Reaction of 
Carbonimidoy! Dichlorides with Phen- 
ybromodichloromethyl) mercury. Fragmentation of 
Azo- and Azoxyarenes upon Reaction with Phen- 
yKbromodichloromethyl) Mercury. 

AD-781 552/SGI 74-18 7C Reprint 


Repriat: Halomethyl-Metal Compounds. LXVII. The 
Application of PhenyK(Trihalomethyl)Mercury Com- 
pounds in the Syathesis of Highly Halogenated Ox- 


iranes. 

AD-781 084/9GI 74-17 7C Reprint 
Reprint: Stereospecific Routes to the Isomeric 7- 
Bromo-7-lithionorcaranes. 

AD-771 516/2GI 74-04 7C Reprint 
Repriat: Syathesis of Heterocyclic Systems via 1 ,4-Ad- 
dition Reactioas of PhenyKbromodichloromethyl)Merc 
ury Derived Dichlorocarbene. 


AD-776 860/9GI 74-11 7C Reprint 


Repriat: The Mercuration of Phosphonate Esters. 
AD-772 344/8GI 7405 7C Reprint 
SEYLAR, G. R. 


A Low Power RC-Coupled VHF Amplifier Designed 
for Fabrication by Hybrid Microcircuit Techniques. 
AD-776 239/6GI 74-10 9E PC$4.25/MF$2.25 


SEYLER, C. E. JR.. 


Partition Function for a Two Dimensional Plasma in 
the Random Phase Approximation. 
N74-20348/0GI 74-14 201 PC$3.25/MF$2.25 


SEYLER, JOSEPH K. 


Sulfuric Acid and Ferrous Sulfate Recovery from 
Waste Pickle Liquor. 
PB-233 112/2GI_ 74-17 7A PC-GPO/MF$2.25-NTIS 


SEYMOUR, A. H. 


Amchitka Radiobiological Program Progress Report, 
January 1973--December 1973. 
NVO-269-21 74-25 6R PC$8.25/MF$2.25 


Amchitka Radiobiological Program. Progress Report, 
March--December 1972. 
NVO-269-19 


SEYMOUR, B. R. 


Reprint: The Evolution of a Self-Sustained Oscillation 
in a Nonlinear Continuous System. 
AD-775 966/SGI 74-10 20A_ Reprint 


SEYMOUR, BRIAN R. 
Reprint: Nonlinear Resonant Oscillations in Open 


‘ubes. 
AD-776 720/S5GI 74-11 20D Reprint 


Reprint: Resonant Acoustic Oscillations with Damping: 
Small Rate Theory. 
AD-772 403/2GI 74-05 20A_ Reprint 


Reprint: Standing Waves in an Open Pipe: A Nonlinear 
Initial-Boundary Value Problem. 
AD-779 108/0GI 


SEYMOUR, GEORGE E. 


Environmental Assessment: Personal Observations of 
Shipboard Living, 
AD-770 622/9GI 


SEYMOUR, R. H. 


mable Acoustic Signal Processing Devices. 
AD-775 844/4GI 74-10 9A PC$4.25/MF$2.25 


SEYRANYAN, G. B. 


The Role of Surface States in the Formation of a 
Schottky Barrier at a Metal/Gallium Arsenide Contact. 
N74-17469/9GI 74-11 20L PC$3.25/MF$2.25 


Design and Performance Analysis of Solid-Propellant 
Rocket Motors Using a Simplified Computer Program. 
N74-20437/1GI 74-14 21H PC$S5.25/MF$2.25 


Extension of a Simplified Computer Program for Anal- 
ysis of Solid-Propellant Rocket Motors. 
N74-20436/3GI 74-14 21H PC$4.25/MF$2.25 


SGARAMELLA, PETER 


Nonsticky Aluminum-Containing Antiperspirant. 
PATENT-3 287 223 74-16 61 Not available NTIS 


SGARBI, C. 


Tracks Discrimination of Low Energy Nuclei in 
Plastics. 
N74-15110/1GI 74-09 18D PC$3.75/MF$2.25 


Tracks Discrimination of Low Energy Nuclei in 
Plastics. Internal Note 458. 
NP-19847 74-06 18D PC$3.50/MF$2.25 


SGUROS, PETER L. 


Microbial Degradation of Cyclodiene Pesticides. 
AD-778 763/3GI 74-14 6M PC$S5.25/MF$2.25 


SHABANOV, A. I. 


Study of the Operative Rest State in Man. 
N74-21739/9GI 74-17 6S PC$3.25/MF$2.25 


SHABANOV, V.I. 


Rendezvous in Space. 
N74-16531/7GI 


SHABBIR,-M. 
Hydrogen Peroxide Precipitation of Uranium. 


74-02 6R PC$7.00/MF$2.25 


74-15 20D Reprint 


74-03 SI PC$3.75/MF$2.25 


74-10 22A PC$8.50/MF$2.25 


PB-234 691/4GI 74-22 81 PC$3.25/MF$2.25 
SHABEISKI, J. J. 

1971 Arctic Trials of a 10-Ton Surface Effect Vehicle. 

AD-916 942/6GI 74-15 1C PC$S.75/MF$2.25 
SHABER, G. S. 


Ninth Year Progress Report, August !, 1972--July 31, 
1973. 
COO-3269-4 
SHABRATOVA, G. S. 
Inelastic Interactions of 60 Gev/C pi exp - Mesons and 
70 Gev/C Protons with the Nuclei (C,N,O) and 


(Ag, Br). 
JINR-E1-7548 


74-09 6R PC$3.00/MF$2.25 


74-13 20H = PC$3.25/MF$2.25 





NA ROE PO 


ae 


a 


SEARLE RMD 8 TH 


MEPERNE. 





ani ee iat 


AN Rt AES 


coed 


EAL LE CUED 0 5217 MLN 


WRAR AAS. 


Test of the Models of Hadron Collisions in Inelastic 

Interactions of 60 Gev/C pi Mesons and 70 Gev/C 

Protons with the Nuclei (C,N,O) and (Ag,Br). 

JINR-E1-8021 74-22 20H PC$4.00/MF$2.25 
SHACK, R. V. 


The Design, Construction and Testing of the Optics for 
a 147-cm-Aperture Telescope. 
N74-30898/2GI 74-24 3A PC$3.75/MF$2.25 


Study of an Instrument for Sensing Errors in a 


Telescope Wavefront. 
N73-32336/2GI 7402 20F PC$S5.75/MF$2.25 


Study of an Instrument for Sensing Errors in a 
Telescope Wavefront. 
N74-30895/8GI 74-24 14B PC$6.25/MF$2.25 


SHACK, ROLAND V. 


Surface Scatter Study. 
AD-782 489/9GI 


SHACKELFORD, A 


Reprint: Some Observations on Proteinase Inhibitor 
Therapy for Decompression Sickness in the Rat. 
AD-773 760/4GI 4 6S Reprint 


SHACKELFORD, ALBERT D. 


Chicken Coop Unstacking Machine 
PAT-APPL-376 973 74-10 2E PC$3.25/MP$2.25 


SHACKELFORD, ARLIGUES H. 


Reprint: ‘Pseudomonas aeruginosa’ Exotoxin in Mice: 
Localization and Effect on Protein Synthesis. 
AD-782 981/SGI 74-20 6M Reprint 


SHACKELFORD, CHARLES L. 
Repetitive Series Interrupter. 


74-19 20F PC$4.75/MF$2.25 


AD-773 662/2GI 7407 9A PC$3.75/MF$2.25 
Repetitive Series Interrupter. 
AD-780 086/5GI 74-16 9A PC$3.75/MF$2.25 


Repetitive Series Interrupter. 
AD-785 737/8GI 74-24 9A PC$4.75/MF$2.25 


SHACKELTON, NORMAN JOHN JR. 


Minimizing the Cost of Projects in Naval Shipyards. 
AD-769 801/2GI 7401 1SE PC$7.00/MF$2.25 


SHACKLEFORD, W.L. 


H2-Cl2 Chemical Laser Program. Part 1. CHEMLUM 
Code for Spectroscopic Data Analysis. 
AD-780 178/0GI 74-16 4 PC$4.25/MF$2.25 


SHACKLETT, DAVID E. 


Reprint: Orthokeratology: Help or Hindrance. 
AD-782 603/5GI 74-19 6E Reprint 


SHADEL, F. H. 


Rda-DC-6 Test Borings at Coyote Rapids Site. 
HDC-2564 74-10 8G PC$4.25/MF$2.25 


SHADIS, W. 


Feasibility Study of a High Temperature Radiation 
Furnace for Space Applications. 
N73-33905/3GI 74-02 13A PC$4.75/MF$2.25 


SHADLEY, JOHN 


Guidelines for a Training Course in Noise Survey 
Techniques, 
AD-776 631/4GI 74-11 SI PC$3.25/MF$2.25 


SHADRIN, V. P. 


Aerodynamic Characteristics of a Finite-Span Wing 
with a Flap Moving near a Solid Wall, 
IPRS-62357 74-22 20D PC$3.25/MF$2.25 


SHAEFFER, JOSEPH C. 


Reprint: Comparison of Antibacterial Properties of 
Stannous Fluoride and Commercial Mouthwashes. 
AD-779 725/1GI 74-15 6E Reprint 


SHAFER, A. WILLIAM 


Acute Changes in Oxyhemoglobin Affinity Effects on 
Oxygen Transport and Utilization. 
AD-775 891/SGI 74-10 6P PC$3.25/MF$2.25 


SHAFER, HARRY E. JR. 


Fly Ash Based Preformed Support Structure 
PATENT-3 573 940 74-06 13C Not available NTIS 


Production of Flyash-Based Structural Materials. 


PB-235 848/9GI 74-24 13C PC$8.75/MF$2.25 
SHAFER, J. I. 
Preparing Oxidizer Coated Metal Fuel Particles. 
PATENT-3 830673 74-26 211 Not available NTIS 
SHAFER, M. W. 
in Wave Renormalization in Euo 
BNL-18324 74-08 20L PC$3.00/MF$2.25 


SHAFFER, A. G. JR. 


Enzyme Separation by Parametric Pumping. Progress 
Report, June 1, 1971--September 30, 1972 


ORO-3913-4 74.07 6A  PC$S.25/MF$2.25 
SHAFFER, C. J. 

Ecc Performance in the Semiscale Geometry 

ANCR-1161 74-25 181 PCS$7 7 6O/MPS2. 25 


Feasibility Study of Full-Reactor Gas Core Demonstra- 
tion Test. 


ANCR-1120 
SHAFFER, I. S. 


The Effects of Chromate Conversion Coating Alu- 
minum Stress Corrosion Specimens. 


74-06 21F PC$S.45/MF$2.25 


AD-777 031/6GI 74-11 IF PC$3.25/MF$2.25 
SHAFFER, J. 
Impact Test of a Near-Production Air Cushion 
Restraint, 
PB-231 361/7GI 74-12 13F PC$3.25/MF$2.25 


SHAFFER, JAMES H. 


Removal of Fluoride from Chloride or Bromide Melts. 
PATENT-3 806 581 74-26 7B Not available NTIS 


SHAFFER, L. B. 


Optimization of the Kratky be a ea X-Ray Scat- 
tering Collimation System Paramete: 
ORNL-TM-4278 74-02 208 *pcs?: 75/MF$2.25 


SHAFFER, R. E. 


Artificial Water Fog. I. The Retardation of Droplet 
Evaporation by Two-Dimensional Surface Films. 
AD-769 602/4GI 74-01 7D PC$3.75/MF$2.25 


SHAFFER, R. G. 


Study of 1980 Comet Encke-Asteroid Missions Using a 
Spin-Stabilized Spacecraft. Volume 2: Technical Re- 


port. 
N74-12486/8GI 74-06 22A PC$10.00/MF$2.25 
SHAFFER, RUSSELL W. 


Twelve Basin Investigation: Analysis of Potential In- 
creases in Precipitation and Streamflow Resulting from 
Modification of Cold Orographic Clouds in Selected 
River Basins of the Western United States. Volume 2. 

PB-232 132/1GI 74-14 8H PC$7.00/MF$2.25 


Twelve Basin Investigation: Analysis of Potential In- 
creases in Streamflow Resulting from Modification of 
Cold Orographic Clouds in Selected River Basins of 
the Western United States. Volume I. 

PB-232 131/3GI 74-14 8H PC$9.50/MF$2.25 


SHAFFER, STANLEY A. 


35 Day, 60 Foot Air Saturation Dive with Rats: Effects 
on EEG and Visually Evoked Cortical Response. 
AD-775 664/6GI 74-10 6S PC$3.25/MF$2.25 


SHAFFERNOCKER, WAYNE M. 


Engine Failure Prediction (ION) Probe Program. 
AD-786 889/6GI 74-25 21E PC$3.75/MF$2.25 


SHAFIEV, A. I. 


Possibility of Obtaining Enriched nr a 242G by 
the Elution of Recoil Atoms from Zeo 
SRARI-P-195 74-16 18B Poss 00/M F$2.25 


Synthesis of a Zirconium-Phosphate-Based lon 
Exch r in Nitric Acid Solutions. 
SRARI-P-180 74-02 7B PC$3.00/MF$2.25 


SHAFIZADEH, FRED 


Chemical Conversion of Wood and Cellulosic Wastes. 
PB-229 246/4GI 74-10 13B PC$4.25/MF$2.25 


SHAFRANOVSKII, I. I. 


Lectures on Crystal Morphology, 
TT-71-58000 74-16 20B PC$6.25/MF$2.25 


SHAFROTH, S. M. 

Studies of Nuclear Processes. Pro,ress Report, June 1, 

1973--May 31, 1974. 

ORO-2408-73 74-21 20H PC$4.50/MF$2.25 
SHAFTEL, T. L. 

Monomial Programming. 

AD-780 792/8GI 74-17 12B PC$3.25/MF$2.25 
SHAGOV, V. 8. 

The Possibility of Using Ozonolysis to Determine 

jae pe in Low-Molecular Polybutadiene--Transla- 

AD-782 076/4GI 
SHAH, A. N. 


Parallel Web Automata. 
PB-226 150/1GI 7405 12A PC$3.25/MF$2.25 


Study of the Technique of Stellar Occultation. 
N74-13568/2GI 74-07 3B PC$6.25/MF$2.25 


SHAH, ANUPAM 


Modeling of Data Management Systems. 
AD-783 902/0GI 74-21 SB PC$7.00/MF$2.25 


SHAH, ANUPAM N. 


On Traversing Properties of Array Auto: 
AD-772 130/1GI 74-05 9B PCSS. 75/MFS2. 25 


Spot Detection in Noise: Some One-Dimensional Ex- 


74-19 7C PC$3.25/MF$2.25 


periments. 

AD-773 846/1GI 74-07 9B PC$3.75/MF$2.25 
SHAH, G. C. 

Chemistry of Radiation Problems in Reactors. 

BARC-666 74-08 18G PC$6.00/MF$2.25 
SHAH, G. N. 

Skid Test Trailer Calibration. 

PB-229 720/8GI 74-10 13F PC$3.75/MF$2.25 


SHAIKH, S. A. 


SHAH, GOPAL N. 
Rigid Pavement Investigations-Growth Characteristics 


and Blowups. 

PB-235 370/9GI 74-23 13B PC$3.75/MF$2.25 
SHAH, K. K. 

Hydrogen Transport in alpha Titanium. 

N74-31984/9GI 74-25 11F PC$3.25/MF$2.25 


SHAH, MANHAR 
Reprint: Eigenmode Analysis of Wave Propagation in 
Optical Waveguides Deposited on Gyrotropic and 
Anisotropic Substrates. 
AD-769 312/0GI 74-01 20F Reprint 
SHAH, N. H. 
Multinode Analysis of B and W'S 205-Fuel-Assembly 
(Mark-C Design) Nuclear Plants During Loss-of-Coo- 
lant Accident. 
BAW-10065 74-04 181 PC$7.00/MF$2.25 


SHAH, NAVIN J. 
Automatic Classification of Eutrophication of Inland 


Lakes from Spacecraft Data. 
E74-10580 74-19 8H PC$3.25/MF$2.25 


SHAH, NAVINCHANDRA J. 
A Technique for Correcting ERTS Data for Solar and 


Atmospheric Effects. 
E74-10489 


SHAH, R.C. 


Effects of Proof Loads and Combined Mode Loadings 
on Fracture and Flaw Growth Characteristics of 
Aerospace Alloys. 

N74-32354/4GI1 74-25 11F PC$8.75/MF$2.25 
Exploratory Investigation of Rapid Crack Propagation 
and Crack Arrest. 

AD-778 822/7GI 74-14 IF PC$S.25/MF$2.25 


Stress Inteasity Factors for Elliptical Cracks. 
AD-779 469/6GI 74-15 20K PC$3.25/MF$2.25 
SHAH, S. C. 


High Frequency Scattering in the Lower D-Region at 
Ft. Churchill during the November 2, 1969 Polar Cap 
Absorption Event. 


74-14 4A  PC$3.25/MF$2.25 


AD-774 301/6GI 74-08 4A PC$4.75/MF$2.25 
Soil-Cement Study. 
PB-233 534/7GI 74-18 13C PC$4.75/MF$2.25 


SHAH, SHASHIKANT R. 
Studies in the Marginal Ice Zone of the Chukchi Sea: 
Analysis of 1972 Data, 
AD-779 856/4GI 
SHAH, T. P. 


Inclusive Reaction K exp - p Implies Px at 14.3 Gev/C. 
RL-74-17 74-16 20H PC$4.00/MF$2.25 


SHAHABIAN, HAGOP LEON 
Spectral Analysis and Its Sgehatees to Hydrologic 


Time Series of Lower Ohio Tributarie 
PB-230 241/2G1 74-11 8H PCSs. 75/MF$2.25 


SHAHANE, ASHOK N. 


Hydrological Analyses Using Atmospheric Vapor Data. 
PB-236 077/4GI 74-25 8H PC$3.25/MF$2.25 


SHABATA, M. 


Computerized Processing Trend Model for the Stan- 
dardized Simulation, Analysis, and Control of Real 
Systems Trendmcdell Zur Standardisierten Nachbil- 
dung, Analyse und Fuehrung Realer Systeme Unter 
Verwendung von Prozessrechnern. 

N74-29530/4GI 74-24 SA PC$7.2S/MF$2.25 


Reprint: Pulsed Laser Saturation Spectroscopy: Obser- 
vation of Power Broadening by Optical Nutations. 
AD-770 833/2GI 74-03 7D Reprint 


SHAHINIAN, P. 


Reprint: Fatigue Behavior of Irradiated Thin-Section 
Type 348 Stainless Steel at SSOF (288C). 
AD-778 048/9GI 74-13 11F Kepriat 


Reprint: Fatigue Crack Growth Characteristics of 
Several Austenitic Stainless Steels at High Tempera- 
ture 


74-16 83] PC$S5.75/MF$2.25 


AD-773 820/6G1 74-07 #1L1F Reprint 
SHAHINIAN, PAUL 


Fatigue Resistance of Type 348 ea Steel under 
Simulated Water Reactor Condition 
AD-782 516/9GI 74-19 HF ” PC$3.25/MF$2.25 


SHAI, C. M. 


Black Silicate Paints: Formulation and Performance 
Data on OSO-H. 
N74-10545/3GI 74-04 11C PC$3.25/MF$2.25 


Formulation Procedures, Rationale, and Preliminary 
nes Flight Data for Silicone Paints with Improved 
tability. 
N74-15212/SGI 7409 11C PC$3.7S/MF$2.25 
SHAIKH, S. A. 


Reactor Designs for the Chemical Vapor Deposition of 
Epitaxial GAAS/sub 1-X/p/sub X/. 


PA-1001 





SHAIKHINUROVA, L. F. 


LBL-2518 
SHAIKHINUROVA, L. F. 


Afterburning of High-Temperature Products of In- 
complete Combustion in a mg ered + sc upon a 
Secondary Injection of Oxidizer--Tra 

AD-779 623/8GI 74-15 21B "CS 25/MFS2. 2s 


SHAIKHUGDINOV, Z.G. 

Heat and Mass Transfer in Jets--Translatio 

AD-773 $15/2GI 74-07 20D PCS3: 25/MF$2. 25 
SHAIKHUTDINOV, Z. G. 


Afterburning of High-Temperature Products of In- 
complete Combustion in a Supersonic Flow upon a 
Secondary Injection of Oxidizer--Translation. 

AD-779 623/8GI 74-15 21B PC$3.25/MF$2.25 


SHAIN, W. G. 


‘Aplysia’ Acetylcholine Receptors: Blockade by and 
Binding of alpha-Bungarotoxin. 
AD-783 021/9GI 74-20 6A PC$3.75/MF$2.25 


SHAITAN, A. G. 


Effect of Oxides on Certain me ng of Glass 
Ceramic Coatings for Titanium--Transla 
AD-781 660/6GI 74-18 11B PCS3: 25/MF$2. 25 


SHAIUNOV, N 


Improved Radio C ommunication--Translation. 
AD-776 561/3GI 74-11 17B  PC$3.25/MF$2.25 


SHAKAL, A. F. 
Investigation of Explosion-Induced Ground Motion 
and Its Relationship to Natural Seismicity. Annual 


Technical Report. 
74-04 8K PC$7.25/MF$2.25 


74-25 7A PC$4.50/MF$2.25 


COO-2138-11 
SHAKER, S. 
Reprint: Cytochemistry of Polymorphonuclear Neutro- 
phils in Schistosomiasis. 
AD-773 157/3GI 
SHAKESPEARE, PETER G. 
A Study of Factors Affecting the Cultivation of 
Malarial Parasites in Vitro. 
AD-771 122/9GI 74-04 6M PC$3.75/MF$2.25 
SHAKHANIN, K. L. 


Detection of Rickettsial and Sao Antigens in In- 
direct Hem ae a 
AD-777 758/: 74-12 cM " PC$3.25/MF$2.25 


SHAKHANINA, K. L. 
Selective Concentration of Bacteria and Rickettsia 
with the Aid of Polycondensation Immunosorbents-- 


Translation. 
74-12 6M PC$3.25/MF$2.25 


74-06 6E Reprint 


AD-777 759/2GI 
SHAKHBAZYAN, B. A. 


Low Energy lambda p Scattering. 
JINR-E 11-7669 74-16 20H PC$4.00/MF$2.25 


SHAKHOVA, O. V. 


Phytomass and Transpiration of the Grass-Moss Cover 
in the Forest (Fitomassa Travyano-Mokhovogo 
Pokrova v Lesu i Isparenie), 

TT-72-51104 74-26 2F PC$3.25/MF$2.25 


SHAKHOVETS, K.G. 


Longitudinal Thermal Conductivity Influence on the 
Ohmic Plasma Heating in ‘‘Tuman-1"’. 
NP-19928 74-11 201 PC$3.25/MF$2.25 


SHAKIROV, E. F. 
A New Color Film TsQ-22 and Its Processing--Transla- 


tion. 
AD-783 829/SGI 
SHALE, CORRELL C. 


Process for Electrostatic Precipitation. 
PATENT-3 482 374 74-09 13K Not available NTIS 


Pulsating Counter-Flow Feeder. 
PATENT-2 867 478 74-10 131 Not available NTIS 


SHALEV, A. 


Reprint: Buckling Analysis of Hydrostatically Loaded 
Conical Shells by the Collocation Method. 
AD-781 115/1GI 74-17 20K Reprint 


SHALEV, AVISHAI 
Buckling Analysis of Elastically Constrained Conical 
po mee under Hydrostatic Pressure by the Collocation 
AD-771 203/7G1 74-04 20K Not available NTIS 
SHALIMOFF, G. V. 
Four Function Calculator Used to Automatically Com- 


pute Wavelength. 
74-11 20F PC$4.00/MF$2.25 


74-21 14E PC$3.25/MF$2.25 


LBL-2331 


SHALYAPINA, V.G. 


Effects of Increased Partial Pressure of Suen on the 
pay tho-Adrenal and Acetylcholine Syste: 
RS-61376 74-11 6S PCS. SiMPS2. 25 
SHAMA, STEVEN 
Health Hazard Evaluation/Toxicity Determination. 
Empire Detroit Steel Company, New Boston, Ohio. 
PB-229 115/1GI 74-10 63 PC$3.25/MF$2.25 


PA- 1002 


Health Hazard Evaluation/Toxicity Determination. 
Gaylord Finishing, Inc., Rutherford, New Jersey. 
PB-229 154/0GI 74-10 63 PC$3.25/MF$2.25 


SHAMA, STEVEN K. 
Health Hazard Evaluation/Toxicity Determination. 


Aerosol Techniques, Inc., Danville, Illinois. 
PB-229 081/5GI 74-10 63 PC$3.75/MF$2.25 


Health Hazard Evaluation/Toxicity Determination. Bu- 
cyrus Lamp Plant of General Electric, Bucyrus, Ohio. 
PB-229 120/1GI 74-10 63 PC$3.25/MF$2.25 


Health Hazard Evaluation/Toxicity Determination. 
PS a — American Viscose Division, Nitro, 


Wes 
PB- 33 5 716G1 74-16 63 PC$3.75/MF$2.25 


Health Hazard Evaluation/Toxicity Determination. 
General Electric Company, Inc., Madisonville, Ken- 


tucky. 
PB-232 564/SGI 74-16 63 PC$3.25/MF$2.25 


Health Hazard Evaluation/Toxicity Determination. 
King Seeley Thermos Company, Macomb, Illinois. 
PB-232 565/2GI 74-16 63 PC$3.25/MF$2.25 


Health Hazard lEvaluation/Toxicity Determination. 
Modern Metal Products, Loves Park, Illinois 
PB-229 127/6GI 74-10 63 | PC$3.25/MF$2.25 


Health Hazard Evaluation/Toxicity Determination. 
Raybestos-Manhattan, Inc., Crawfordsville, Indiana. 
PB-229 119/3GI 74-10 63 PC$3.25/MF$2.25 


Health Hazard Evaluation/Toxicity Determination Re- 
port 71-10-48, PPG Industries, Inc., Clarksburg, West 


Virginia. : 
PB-229 263/9G1 74-10 63 PC$3.25/MF$2.25 


Health Hazard Evaluation/Toxicity Determination. 
Reynolds Metals Company, Bauxite, Arkansas. 
PB-229 236/SGI 74-11 63 PC$3.25/MF$2.25 


Health Hazard Evaluation/Toxicity Determination. 
Sleepy Hollow Corp., Goshen, New York, and Gurda 
Farms, Goshen, New York. 

PB-229 168/0GI 74-10 63 PC$3.75/MF$2.25 


Health Hazard Evaluation/T: nom oe Sun 
Products Corporation, Barberton, Ohio. 
PB-229 166/4GI 74-10 63 PC$3.25/MF$2.25 


Health Hazard Evaluation/Toxicity ne ar 
Whirlpool Corporation, Fort Smith, Arkan 
PB-232 721/1GI 74-16 6) PCS3.2 25/MFS2. 25 


Health Hazard Evaluation/Toxicity Determination. 

Yoder Locker Plant, Grantsville, Maryland. 

PB-229 077/3GI 74-10 63 PC$3.25/MF$2.25 
SHAMAN, P. 


Reprint: Error Analysis of Velocity and Direction 
Measurements of Plane Waves Using Thick Large- 
ny Arrays. 
775 $62/2G1 
SHAMANOYV, I. V. 
Method for Realizing Functions of a Program-Time 
Device on a High-Speed Computer Used in a System 
for Controlling the Equipment Aboard Space Craft-- 


Translation. 
AD-773 269/6GI 74-07 9B PC$3.25/MF$2.25 
SHAMASH, Y 
Application of Koenig'S Thecrem to Model Reduction. 
N74-21196/2GI 74-15 12A PC$3.25/MF$2.25 
Approximation of Linear Time-Invariant Systems. 
N74-21206/9GI 74-15 12A PC$3.25/MF$2.25 


Construction of the Inverse of Linear Time-Invariant 

Multivariable Systems. 

N74-21211/9GI 74-15 12A  PC$3.25/MF$2.25 

Continued Fraction Methods for the Reduction of 

Linear Time-Invariant Systems. 

N74-21217/6GI 74-15 12A_ PC$3.25/MF$2.25 

Linear System Reduction Using Pade Approximation 

to Allow Retention of Dominant Modes. 

N74-21200/2GI 74-15 12A PCS3. 25/MF$2.25 

Minimal Realization of a Differential System. 

N74-21209/3GI 74-15 12A  PC$3.25/MF$2.25 
SHAMBON, A 

Caso sub 4 :Dy Tid for Low Level Personnel Monitor- 


18D PC$4.00/MF$2.25 


74-09 20A Reprint 


ing. 
HASL-285 
Narrow Energy Band Filters for a 250 Kv Constant 


74-24 


Potential X-Ray Machine. 
HASL-279 74-13 
SHAMBURGER, JOHN 8. 


Application of Remote Sensors to Army Facility 
Management. 
AD-775 407/0GI 


SHAMELASBHVILI, I. M 


Law of Corresponding States with Consideration of 

Multiple Particle Interaction--Translation 

AD-771 732/5GI 74-05 7D PC$3. 25/MF$2.25 
SHAMES, D. 


Kinetics of Lactate Turnover and Oxidation in Man. 
CONF-740708-43 74-23 6P PC$4.00/MF$2.25 


18D PC$4.00/MF$2.25 


74-09 1SE PC$6.25/MF$2.25 


SHAMES, D. M. 


Detection of Renal Artery Stenosis in Hypertensive 
Patients Using the Scintillation Camera and Small 
Computer. 

CONF-740708-44 


SHAMEY, LOUIS J. 


Three-Dimensional Zone Model Log Interpretation. 
PB-232 157/8GI 74-15 8G PC$3.25/MF$2.25 


SHAMININ, I. P. 


Turbo-Cooling Installation--Translation. 

AD-781 238/1GI 74-18 13A PC$3.25/MF$2.25 
SHAMOO, A. E. 

Isolation of a Sodium-Specific lonophore from (Na 

exp + + K exp + )-Atpase Preparations. 

UR-3490-392 74-17 6A PC$4.00/MF$2.25 
SHAMPINE, L. F. 

Comparison of Some Codes for the Initial Value 


Problem for Ordinary Differential Equations. 
SLA-74-5319 74-22 12A PC$4.00/MF$2.25 


Curve Fitting by Polynomials in One Variable. 
SLA-74-270 74-24 12A PC$4.50/MF$2.25 
Global Error Estimation for Ordinary Differential 
Equations. 

SLA-74-198 74-17 12A PC$4.50/MF$2.25 
Local Error Control in Codes for Ordinary Differential 
Equations. 

SAND-74-0057 74-24 12A_ PC$4.75/MF$2.25 
Solving Ordinary Differential Equations with Ode, 
Step, and Intrp. 

SLA-73-1060 74-11 12A PC$3.50/MF$2.25 
Using de/Step, Intrp to Solve Ordinary Differential 
Equations. 
SAND-74-0058 


SHAMROTH, S. J. 


Parametric Study of Relaminarization of Turbulent 
Boundary Layers on Nozzle Walls. 
N74-28758/2GI 74-22 20D PC$4.75/MF$2.25 


A Weak Interaction Study of the Viscous Flow About 

Oscillating Airfoils. 

N74-21929/6GI 
SHANABARGER, M. R. 


Reprint: Absolute Desorption Rate Measurements for 
H2 Chemisorbed on Nickel. 
AD-782 994/8GI 


SHANBHAG, D. N. 


Characterizations for the 
M/G/Infinity. 
N74-18220/SGI 


SHANBHAG, V. V. 


Numerical Studies of Hypersonic delta Wings with 
Detached Shock Waves. 
N74-28487/8GI 


SHAND, J. A. 


Reprint: Canadian Measurements of Project SAN- 
GUINE Test Transmissions. 
AD-786 982/9GI 74-25 


SHANE, RICHARD M. 


Riverine Recreational Development. 
Modeling. 
PB-230 434/3GI 


SHANG, J. S. 


Parametric Study of Hypersonic Turbulent Boundary 
Layers with Heat Transfer. 
AD-778 430/9GI 74-14 20D PC$3.75/MF$2.25 


Reprint: Numerical Analysis of Eddy Viscosity Models 
in Supersonic Turbulent Boundary Layers. 
AD-786 256/8GI 74-24 20D Reprint 


SHANG, YUNG CHENG 


Economic Feasibility of Fresh Water Prawn Farming 
in Hawaii. 
COM-74-11465/3GI 


SHANK, E. B. 


Operational Tests of the Coherent Optical Fingerprint 
Identification System (COFIDS). 
AD-776 377/4GI 74-11 


SHANK, ELLSWORTH B. 


A Comparison of Various Less Lethal Projectiles. 
AD-785 5$09/1GI 74-23 6U PC$4.25/MF$2.25 


SHANK, R.C. 


Analytical Chemistry Branch Annual Report, Fiscal 
Year 1973. 
ICP-1033 


SHANKAR, R. 
Exploitation of the Small Pion Mass in Multi-Regge 


Theory. 
20H PC$8.75/MF$2.25 


74-24 6E PC$4.00/MF$2.25 


74-25 9B PC$5.00/MF$2.25 


74-17 20D PC$6.25/MF$2.25 


74-20 7D Reprint 


Queueing 
PC$3.25/MF$2.25 


System 


74-12 12B 


74-22 1A PC$3.75/MF$2.25 


17B_ Not available NTIS 


Mathematical 


74-11 SK PC$4.75/MF$2.25 


74-22 6C PC$4.25/MF$2.25 


9B PC$3.75/MF$2.25 


74-06 7D PCS$S.45/MF$2.25 


LBL-2640 74-21 


Role of the Pion Mass in Triple-Regge Physics. 
LBL-2670 74-22 20H PC$4.00/MF$2.25 





SHANKLIN, R. 


Design and Test of Selected High-Temperature Elec- 
trode Materials. 
AD-786 677/5GI 


SHANKS, R. E. 
Preliminary Results of Flight Tests of Vortex Attenuat- 


74-25 10B PC$4.75/MF$2.25 


ing Splines 
N14-20637/6G1 
SHANKS, S. P. 


A Study of Numerical Methods of Solution of the 
Equations of Motion of a Controlled — under 
the Influence of Gravity Gradient Torq 

N73-32762/9GI 74-02 22C "ps7 00/MF$2.25 


SHANLEY, M. E. 


An Improved Method for Calculation of Potential-pH 
Diagrams of Metal-lon-Water Systems by Computer, 
AD-786 212/1GI 74-24 7D PC$3.25/MF$2.25 


SHANLEY, ROBERT J. 


A Computer Program for Clustering Data Points on the 
Sphere. 
PB-231 285/8GI 


SHANMUGAM, K. SAM 


A Study of (AFCS) Communications Measurement 
Program. 
AD-775 163/9GI 


SHANNON, D. W. 


Diffusion of Water Vapor Through Npr Core Graphite. 
HW-72546 74-02 18] PC$4.50/MF$2.25 


SHANNON, J. H. 
A Study to Determine the Applicability of Noise 
Abatement Approach Procedures to Mcdonnell 


Douglas Aircraft. 
1C =PC$4.25/MF$2.25 


74-15 1A PC$3.75/MF$2.25 


74-12 12A PC$4.25/MF$2.25 


7409 17B PC$4.75/MF$2.25 


N74-15714/0GI 
SHANNON, JOHN 


Property Tax Reform, 
PB-234 288/9GI 


SHANNON, L. J. 
Feasibility of Emission Standards Based on Particle 


74-10 


74-19 SC PC$8.00/MF$8.00 


Size. 
PB-236 160/8GI 74-25 13B PC$7.50/MF$2.25 
Fine Particulate Emission Inventory and Control Sur- 


vey. 
PB-234 156/8GI 
SHANNON, LARRY J. 


Emissions Control in the Grain x Feed Industry. 
Volume I. Engineering and Cost Stud 
PB-229 996/4GI ns 4-10 13B PCS13. 25/MF$2.25 


SHANNON, R. L. 
Active Cleaning Technique for Removing Contamina- 


tion from Optical Surfaces in Space. 
N74-20067/6GI 74-14 22A PC$4.25/MF$2.25 


Laboratory Demonstration Model: 
Technique Device. 
N74-28631/1GI 
SHANNON, R. R. 
Space Optics. Proceedings of the International Con- 
gress of the International Commission for Optics (9th), 


Held at Santa Monica, California on October 9-13, 
1972 
PB-232 694/0GI 


SHANNON, S. R. 
Measurement of the Polarization Parameter for the 
Reaction pi “a - p Implies pi exp 0 N Between 1.03 
eviC. 


and 1.79 
74-14 20H PC$3.00/MF$2.25 


74-19 13B PC$8.50/MF$2.25 


Active Cleaning 


74-22. 13H = PC$4.25/MF$2.25 


74-17 20F MPF$2.25 


LBL-2114 
Measurement of the Polarization Parameter for the 
Reaction pi exp - p Implies pi exp 0 N Between 1.03 


and 1.79 Gev/C 
LBL-2607 74-22 20H PC$8.00/MF$2.25 
SHANNY, RAMY A. 


Field-Generating Thermal Instability in Laser-Heated 


Plasmas. 
AD-769 459/9GI 201 =PC$3.25/MF$2.25 
SHANSTROM, R. T. 


Neutronic Aspects of the Thermionic Reactor Experi- 


meat. 
GA-6107 74-10 18N PC$7.00/MF$2.25 


Preliminary Study of the Stability Characteristics of a 
Fast-Spectrum Thermionic Reactor 
GA-6504 74-10 18N PC$3.75/MF$2.25 


SHANTE, V. K. S. 


Reprint: Hopping Conductivity in ‘One-Dimensional’ 
Disordered Compounds. 
AD-778 976/1GI 


SHANTY, FRANK 


Deposition of Ultrafine Aerosols in the Respiratory 
Tract of Human Volunteers. 
AD-783 481/SGI 74-21 6L 


74-01 


74-14 20L Reprint 


PC$S5.25/MF$2.25 


SHAPIRA, Y. 


Reprint: Method of Calculating High-Temperature Se- 

ries Expansions Exact in the External Magnetic Field: 

Soomeanee to the Two-Spin Correlation oe and 
Magnetization of the Classical aa Magn 

AD-777 239/SGI 74-12 bo Regeiet 


SHAPIRO, A 


An Overview of the National Space Science Data 
Center Standard Information Retrieval System (Sirs). 
N74-22613/S5GI 74-17 SB PC$3.75/MF$2.25 


Users Guide for Information Retrieval Using APL. 
N74-29538/7GI 74-24 9B PC$3.25/MF$2.25 


SHAPIRO, A. M. 


Progress Report of a Research Program in Experimen- 
tal High Energy Physics. 

COO-3130-TB-182 74-02 20H PC$4.25/MF$2.25 
Research Program in Experimental High Energy 
Physics. Progress Report, September 1, 1973--August 


31, 1974. 
COO-3130-TB-191 74-22, 20H = PC$S5.75/MF$2.25 
SHAPIRO, ALLAN 


Nadir Seeker Orientation of a Space Vehicle in Rela- 
tion to the Planet Being Orbited. 
PATENT-3 774 207 74-26 22A Not available NTIS 


SHAPIRO, BRUCE 


Some aOote of Cluster Detection in Gra 
PB-226 666/6G 7405 12A_ PC$3. TSiMPS2. 25 


SHAPIRO, BRUCE A. 


A Survey of Problem Solving Languages and Systems. 
PB-226 152/7GI 74-05 9B PC$5.75/MF$2.25 


SHAPIRO, D. E 


Thermoelectric Materials at 300k. 
AD-781 545/9GI 74-18 20L PC$7.25/MF$2.25 


SHAPIRO, D. L. 


The Market Structure of the Southern California Water 
Industry. 
PB-234 333/3GI 


SHAPIRO, DAVID 


Biofeedback and Essential Hypertension: 
Findings and Theoretical Concerns. 
AD-771 726/7GI 74-05 S53 PC$3.25/MF$2.25 


Reprint: Biofeedback and Visceral Learning: Clinical 
Applications. 

AD-771 716/8GI 7405 SJ Reprint 
Reprint: Reinforcement of Spontaneous Electrodermal 
Activity: A Cross-Cultural Study in Japan. 

AD-771 579/0GI 74-04 SJ Reprint 


Reprint: Timing Characteristics of Operant Elec- 
trodermal Modification: Fixed-Interval Effects. 
AD-771 856/2GI 7405 SJ Reprint 


SHAPIRO, E. B. 
Design of a Fault Tolerant Airborne Digital Computer. 
Volume 2: Computational Requirements and Technolo- 
sy. 
N74-18842/6GI 74-13 9B PC$6.25/MF$2.25 


A Study of Computer Network Design Paramete 
AD-784 954/0GI 74-23 9B PCS4. 25/MFS2. 25 


SHAPIRO, E. G. 


Dual Energy Analysis Using Phoswich Scintillation De- 
tectors for Low-Level in-Vivo Counting. 
UCRL-74797 74-08 18D PC$3.00/MF$2.25 


SHAPIRO, FRED L. 
Computerized Data Bank to Assess Adequacy of Dial- 


ysis. 

PB-229 949/3GI 74-11 6E PC$4.25/MF$2.25 
SHAPIRO, I. I. 

Radar Studies of the Planets. 

N74-32259/SGI 74-25 3A PC$3.25/MF$2.25 


Wind Speeds in Lower Atmosphere of Venus: Status 
Report on Possible Measurement Via Differential Vibi 
Tracking of Entry Probes. 
N74-22447/8GI 74-17 3B PC$3.75/MF$2.25 


SHAPIRO, IRWIN I. 
Analysis of Laser Data for Geodetic 
AD-775 393/2GI 74-09 8E PCS3.2: 2S/MPS2. 25 


Analysis of Lunar Laser and ALSEP VLBI Data for 


Geodetic Purposes. 
AD-787 779/8GI 74-26 8E PC$3.25/MF$2.25 
SHAPIRO, LINDA 


A Literature Review and Bibliography of Research and 

Practice in Pedestrian Safety, 

PB-231 647/9GI 74-13 13B PC$4.25/MF$2.25 
SHAPIRO, NORMAN Z. 

Implicit Function Theorems oo Optimization Problems 


and for Systems of Inequalitie 
AD-786 851/6GI 74-25 ‘12B  PCS3.75/MF$2.25 


SHAPIRO, PETER D. 


A Review of Edward M. Dickson, in Association with 
Raymond Bowers, The Video Telephone, A New Era 


74-20 13B PC$7.25/MF$2.25 


Current 


SHAPOVALOV, V. V. 


in Telecommunications, a Preliminary Technology As- 
sessment, Ithaca, New York: Program on Science, 
Technology and Society, Cornell University, June 


1973, 241 
PB-235 145/0GI_ 74-25 17B PC$3.25/MF$2.25 
SHAPIRO, R. 


Investigation of the Res; 
tion at 700 Mb to Solar. 
N74-22056/7GI 


SHAPIRO, R. D. 


The Evaluation of Alternative Naval Regional Procure- 
ment Office Configurations. 
AD-786 313/7GI 74-25 


SHAPIRO, RALPH 


A High-Order Interpolation Procedure for Use in Fine- 
Mesh Limited-Area Models. 
AD-772 658/1GI 7406 4B PC$3.25/MF$2.25 


Reprint: Geomagnetic Activity in the Vicinity of Sec- 
tor Boundaries. 
AD-775 207/4GI 


SHAPIRO, S. L. 
Relationship of Self-Focusing to Spatial Instability 


Modes. 
LA-5458-MS 74-09 20E PC$4.00/MF$2.25 


Soft Apertures for Reducing Damage in High-Power 
a Systems. 
LA-5496-M 74-14 2E PC$4.00/MF$2.25 


SHAPIRO, S. vf 


Neutron Scattering Studies of Soft Mode Dynamics. 
BNL-18057 7404 20L PC$3.00/MF$2.25 


Some Further Observations of Soft Phonon Line 
Shapes in Kmof sub 3. 
BNL-18053 


SHAPIRO, SIDNEY 
Amplification by Injection Locking of a Josephson 


Oscillator. 
74-16 20L PC$3.25/MF$2.25 


ses of the General Circula- 
eomagnetic Disturbance. 
74-17 4A PC$3.75/MF$2.25 


1SE PC$4.25/MF$2.25 


74-09 4A_ Reprint 


74-04 20L PC$3.00/MF$2.25 


AD-779 893/7G1 


Frequency Conversion with Josephson Junctions. 
PATENT-3 671 848 74-02 9E Not available NTIS 


SHAPIRO, T. 


Cooling Requirements for the Nuclear Industry. 
Y-EC-267 74-15 181 PC$3.25/MF$2.25 


Environmental Aspects of Cooling Tower Operation: 
Survey of the Emission, Transport, and Deposition of 
Drift from the K-31 and K-33 Cooling Towers at 


Orgdp. 
K-1859 PC$5.45/MF$2.25 
SHAPIRO, VICTOR L. 


Reprint: Algebraic Integers and Distributions on the N- 
Torus. 
AD-773 790/1GI 74-07 12A_ Reprint 


Reprint: Isolated Singularities for Solutions of the 
Nonlinear Stationary Navier-Stokes Equations. 
AD-782 497/2GI 74-19 12A Reprint 


Reprint: One-Sided Conditions for Functions Har- 

monic in the Unit Disc. 

AD-773 791/9GI 
SHAPIRO, W 

Start-Stop Testing of Two —— Air-Lubricated 


Spiral Groove Thrust B oatings. 
N74-31945/0GI 131 PC$4.25/MF$2.25 


SHAPIRO, WILBUR 
Investigation of Sliding-Surface Bearings of Screw 
Pumps Utilized on the Navy Distillate Fuel Oil Con- 
version ng 
AD-771 453/8GI 74-04 131 PC$8.75/MFS$2.25 


Supplemental Data for Investigation of Sliding-Surface 
Bearings of Screw Pumps Utilized on the Navy Distil- 
late Fuel Oil Conversion Program. 
AD-771 378/7GI 74-04 131 PC$8.75/MP$2.25 


SHAPIROVSKAYA, N. Y. 
One Method of Restoration of the Value of a Calibra- 
tion Signal. 
N74-19086/9GI 
SHAPLEY, A. H. 


Absorption Data for the IGY/IGC and IQSY, 
COM-74-50276-34/GI 74-23 4A + MPF$2.25 


SHAPLEY, M. L. 
Mathematical Models for Simulating Physiological 
Responses to Severe Military Stress: Renal Function 
AD-783 611/7GI 74-21 6S PC$4.25/MFS$2.25 
SHAPOSENIKOV, L. K. 
Cn Modifications in Birds’ Sense Organs in Relation to 
the Peculiarities of Their Finding Food (Ob Iz- 
meneniyakh v Organakh Chuvs tv u Ptits v Svyazi s 
Osobennostyami imi Pishchi), 
TT-73-55009 74-12 6C PC$4.25/MF$2.25 
SHAPOVALOV, V. V. 


Dynamic Mass Splitting in Two-Fermion Elec- 
trodynamics with Spontaneously Broken Symmetry. 


74-16 13B 


74-07 12A_ Reprint 


caring C 
74-25 


74-13 9F PC$3.25/MF$2.25 


PA-1003 





SHAPOVALOVA, S. P. 


ITF-74-33P 


SHAPOVALOVA, 8. P. 
The Effect of Antitumor Aatibiotic 1719 of the Diazo 
Compound Group on Host Immunological Reactivity, 
PB-226 720-T/GI 7406 60 PC$3.25/MF$2.25 
SHAPPERT, L. B. 
Combination Neutron and Fire Shield. 


14-24 203 PC$4.50/MF$2.25 


CONF-740901-3 74-24 18F PC$4.00/MF$2.25 
Probability and Consequences of Accidents in the 
Nuclear Fuel Cycle. 

CONF-731105-6 74-06 18] PC$3.00/MF$2.25 


SHARADKIN, A. M. 

Using the Principle of Opto-Electronic Conversion for 

Manufacturing Certain Dynamic Multistable Elements-- 

Translation. 

AD-776 920/1GI 74-11 9A PC$3.25/MF$2.25 
SHARAN, RAMANUS 

Study of Plasma Sheaths. 

AD-786 451/5GI 74-25 10B PC$S.75/MF$2.25 
SHARAPOV, E. I. 

Measuremert of the Slow-Neutron Scattering Am- 

des for Praseodymium Nuclei. 

R-P3-7800 74-21 20H PC$4.00/MF$2.25 
Study of Nuclear Magnetism in van Vieck Paramag- 
nets Using Neutron Scattering. 

BNL-tr-562 74-15 20L PC$3.00/MF$2.25 
SHARAYA, S. N. 


Thermal Conditions for the Heterogenous Combustion 
of Solid Fuel--Translation 


AD-770 458/8GI 74-02 7D PC$3.2S/MF$2.25 
SHARDANAN, 

On the Measurement of Rayleigh Scattering by Gases 

at 6328A. 

N73-32539/1GI 74-02 7D PC$3.25/MF$2.25 
SHARE, STEWART 

Radiation Susceptibility of High Power GaAs Infrared 

Light-Emitting D 

AD-785 661/0GI 74-24 9A PC$3.25/MF$2.25 


Radiation Susceptibility of High Power (>200 mW) 


Spontaneous Infrared Emitters. 
AD-781 306/6GI 74-18 9A PC$3.25/MF$2.25 
SHARECK, M 


Holographic Optical Elements: Fabrication and Test- 


ing. 
N74-30109/4GI 74-24 20F PC$4.75/MF$2.25 


SHARENOW, MOSES 
bain and Evaluation of Natural Rubber Spherical Bal- 
8. 
AD-769 740/2GI 74-01 1C PC$3.25/MF$2.25 


SHARER, JOHN C. 
Regenerative Reactor for NOx Abatement. 


AD-779 455/SGI 74-15 7A PC$7.50/MF$2.25 
SHARI, V. P. 
Transfer of Long Wave Radiation in the Lower At- 
re of Venus. 


N74-14523/6GI 
SHARIFKANOVA, G. N 
yng tens of a Series of Unsaturated Compounds 


the Presence of Complex Catalysts (Gidrirovanie 
Ryada Nepredelnykh Soedinenii v Prisutsvii Komplek- 


saykh Katalizatorov), 
TT-72-51144 74-26 7C PC$3.25/MF$2.25 


SHARINOVA, S. M. 
Studying the Spectral Properties of Prognostic Fields 
for Finite-Difference Atmosphere Models through 
Complete Equations--Transiation. 
AD-781 655/6GI 74-18 4B PC$3.25/MF$2.25 
SHARKEY, JACK J. 
Amateur Radio Service. 
PB-235 955/2GI 
74-25 17B Mag Tape $1228.00;Foreign 
$1389.00 
Aviation (Aircraft) Radio Station License Data Base. 
PB-235 961/0GI 
74-25 17B Mag Tape $1228.00;Foreign 
$1389.00 


74-08 3B PC$3.75/MF$2.25 


Aviation Land Radio Service. 
PB-235 962/8GI 
74-25 17B Mag Tape $305.00;Foreign $348.00 
Broadcast Auxiliary Radio Service. 
PB-235 963/6GI 
74-25 17B Mag Tape $305.00;Foreign $348.00 


74-25 17B Mag Tape $175.00;Foreign $200.00 
Citizees Radio Service. 
PB-235 958/6GI 
74-25 17B Mag Tape $2812. ee “ry 


Citizens Radio Service Transactions. 


PA- 1004 


PB-235 bg 
4-25 17B Mag Tape $97.50;Foreign $122.50 

seas Carrier (Fixed Public) Radio Service, 
PB-235 956/0GI 

74-25 17B Mag Tape $175.00;Foreign $200.00 
Common Carrier (Land Mobile) Radio Service. 
PB-235 965/1GI 

74-25 17B Mag Tape $570.00;Foreign $646.00 
Experimental Radio Service. 
PB-235 967/7GI 

74-25 17B Mag Tape $175.00;Foreign $200.00 
General Radio Service. 
PB-235 976/8GI 

74-25 17B Mag Tape $175.00;Foreign $200.00 


Industrial (Business) Radio Service. 
PB-235 968/SGI 
74-25 17B Mag Tape $1625.00;Foreign 
$1833.00 
Industrial (Other) Radio Service. 
PB-235 970/1GI 
74-25 17B Mag Tape $700.00;Foreign $795.00 
Industrial (Special) Radio Service. 
PB-235 969/3GI 
74-25 17B Mag Tape $570.00;Foreign $646.00 


Land Transportation Radio Service. 
PB-235 971/9GI 
74-25 17B Mag Tape $305.00;Foreign $348.00 
Marine (Alaska) Radio Service. 
PB-235 972/7GI 
74-25 17B Mag Tape $175.00;Foreign $200.00 
Marine (Other) Radio Service. 
PB-235 973/S5GI 
74-25 17B Mag Tape $305.00;Foreign $348.00 
Marine (Telephone) Radio Station License Data Base, 
PB-235 957/8GI 
74-25 1i7B Mag Tape $2021.00;Foreign 
$2973.00 
Public Safety (Other) Radio Service. 
PB-235 975/0GI 
74-25 17B Mag Tape $833.00;Foreign $943.00 
Public Safety (Police) Radio Service. 
PB-235 974/3GI 
74-25 17B Mag Tape $570.00;Foreign $646.00 
SHARKOV, V. F. 


Design of Gas DynaimicCO2 Laser. 1. Amplication 


Factor, 
JPRS-61199 74-09 20E PC$3.25/MF$2.25 


SHARKOVA, E. F. 


Catalytic Activity of a Polymer Complex Formed by a 
Dextran Derivative with Copper lons (Issledovanie 
Kataliticheskoi Aktivnosti Polimernogo Kompleksa 
Obrazovannogo Proisvodnym Dekstrana s lonami 


Medi), 
TT-72-51139 74-26 6A PC$3.25/MF$2.25 
SHARLOVSKAYA, M. S. 


On the Distribution of the Main Constituents of Coal 
Mineral Matter between Slag and Fly-Ash in Modern 
Furnaces (Ob Raspedelnii Osovnykh Komponentov 
Mineralnoi Chasti i Letuchei Zoloi v Sovremennykh 


Topkakh), 
TT-71-53071 74-07 21B PC$3.25/MF$2.25 
SHARMA, B. I. 


Prediction of Momentum, Heat and Mass Transfer in 
Swi , Turbulent Boundary Layers. 
N74-13976/7GI 74-08 20D PC$3.75/MF$2.25 


SHARMA, G. D. 
Sea, Ice and Surface Water Circulation, Alaskan Con- 
tinental Shelf. 


E74-10118 74-05 8C PC$3.25/MF$2.25 
SHARMA, H. D. 

Effect of Acceleration on Material Properties. 

PB-235 $02/2G1 74-23, 13C =PC$5S.75/MF$2.25 


Effect of Acceleration on Material Properties: Execu- 
tive Summary 
PB-235 501/461 74-23 13C ~=PC$3.25/MF$2.25 


SHARMA, JAGADISH 


X-ray Photoclectron Spectroscopy of Explosive Solids, 
AD-785 678/4GI 74-24 7E PC$3.25/MF$2.25 


SHARMA, R. D. 


Reprint: On the Assumptions Underlying the Near- 
Resonant Theory of Energy Transfer. 


AD-772 265/SGI 74-05 7D Reprint 
SHARMA, R. K. 

Control Theory. 

AD-784 935/9GI 74-23 12A_ PC$4.25/MF$2.25 


Moar 4 Frequencies at ee rym for Multi- 
pan BEAMS with Uniformly Spaced Su 
PC$4 00/MFS2.25 


CONF-740330-1 74-18 13K 
SHARMA, S. C. 
1-Hit Detector in the Measurement of Radiation Quali- 
ty. 
COO-1671-52 74-07 18D PC$3.00/MF$2.25 


Radiobiological Modeling for High Let Therapy. 

COO-1671-51 74-06 6R PC$3.25/MF$2.25 

Two-Component Model in the Theory of Rbe. 

COO-1671-50 74-07 6R PC$3.00/MF$2.25 
SHARMAN, L. JAMES 

Reprint: Current Status and National Priorities for 

Flammable Fabric Standards. 

COM-74-50220/4GI 74-10 11E Not available NTIS 
SHARMAN, PETER W. 


The Elasto-Plastic and Large-Displacement Response 
of Plates to Blast Loading. 
AD-784 353/S5GI 74-22 20K PC$7.25/MF$2.25 


SHARON, E. 
Treatment of Systemic Lupus Erythematosus with 
Azathioprine. 
N74-30473/4GI 74-24 60 PC$3.25/MF$2.25 


SHARON, T. M. 


Reprint: Rectangular-Ridge Vibrational Modes. 

AD-785 745/1GI 74-24 9A Reprint 
Reprint: Vibrational Edge Modes for Small-Angle 
Wedges. 

AD-778 152/9GI 74-13 20A_ Reprint 


Reprint: Vibrational Modes on a Rectangular Ridge. 
AD-785 743/6GI 74-24 9A Reprint 


Vibrational Edge Modes for Small Angle Wedges. 

AD-773 474/2GI 74-07 20L PC$3.25/MF$2.25 
SHAROUKHOVA, K. S. 

Excretion of FSH and Steroid Hormones in Breast- 

Cancer Patients under Chemotherapy, 

PB-228 569-T/GI 74-09 6P PC$3.25/MF$2.25 
SHAROV, N. M. 

Analysis of the Nature of Soil, Secured with the Help 

of a Penetrometer during the Testing of Agricultural 

Equipment (Analyz Kharakteristik Pochvy, Poluchae- 

mykh c Pomoshchyu Plotnomera pri Polevykh 

Ispytaniyakh Selskokhozyaistvennykh Agregatov), 

PB-232 145-T/GI 74-15 2C PC$3.25/MF$2.25 
SHARP, D. GORDON 

An Investigation of the Application of Large Volume 

Zonal Centrifugation to Purification, Analysis and 

Testing of Biological Materials. 

PB-225 738/4GI 74-04 6M PC$3.75/MF$2.25 
SHARP, D. H. 


Non-Relativistic Current Algebra in the n/V Limit. 
COO-3071-43 74-14 203 PC$6.00/MF$2.25 


SHARP, D. J. 
Compilation of Specifications Describing Hybrid 
Microcircuit Technology. 
SLA-74-0300 74-24 9E PC$14.00/MF$2.25 
SHARP, F. 


Thermoreguiatory Salivation in the Running Dog in 
Response to Pre-Optic Heating and Cooling, 
AD-781 777/8GI 74-18 6P PC$3.25/MF$2.25 


Thermoregulatory Salivation Proportional to 
Hypothalamic Temperature above Threshold in the 


Dog, 
AD-781 780/2GI 74-18 6P PC$3.25/MF$2.25 
SHARP, F. R. 


The Effects of Chloralose-Urethan Anesthesia on 

Temperature Regulation in Dogs, 

AD-781 778/6GI 74-18 6P PC$3.25/MF$2.25 

The Effects of Fever on the Salivation Response in the 

Resting and Exercising Dog, 

AD-781 774/SGI 74-18 6P PC$3.75/MF$2.25 
SHARP, G. D. 

Mercury in Tunas: A Review, 

COM-73-50437-03-01/GI 

74-04 6C (Order as COM-73-50437-03) 

SHARP, G. R. 


a Mass Matrix for a Multi-Bodied 
Syste: 


WAPD.TM- 1087 74-07 20D PCS$5.25/MF$2.25 
SHARP, J. B. 

Advanced Control Concepts. 

N74-23385/9GI 74-18 22C PC$4.75/MF$2.25 
SHARP, J.C. 


A Policy Driven Scheduler for a Time-Sharing System. 
AD-782 284/4GI 74-19 9B PC$3.25/MF$2.25 


SHARP, JOBN T. 


Epidemiology and Bio-Immunology of HAA (Hepatitis- 
Associated Antigen) Carriers. 
PB-236 393/SGI 74-25 6M PC$3.25/MF$2.25 


SHARP, P. H. 
Test of the delta S = delta Q Rule in K/sub E3/ 
Decay. 
RL-73-85 

SHARP, PATRICK S. 


Background Information and User Guide for MIL-S- 
83691. 


74-06 20H PC$5.25/MF$2.25 








AD-780 $23/7GI 74-16 1SG PC$5.2S/MF$2.25 


SHARP, R. D. 


Analysis of Ats-5 Data. 
N74-23386/7GI 74-18 4A PC$4.25/MPF$2.25 


Fusion Dynamics of Lossy Reactor Systems. 
ORNL-TM-4617 74-22 18A PC$4.75/MP$2.25 


SHARP, W.E. 


Auroral Data from Michigea Airglew Paylead Launch. 
N73-32281/0GI 7402 4A = PCS$3.25/MFS2.25 


SHARP, WARREN 
Hydrologic Engineering Methods for Water Resources 
Development. Volume 4, Hydrography Analysis 
AD-774 261/2GI 74-06 6H PCS$S '25/MPS2. 25 
SHARP, WILLIAM R. 
Design of an Underground Mine Layout. 
PB-231 292/4GI 74-12 @ PC$3.75/MF$2.25 
Mine Systems Analysis - Tertiary Channel Deposits. 
The Badger Hill Pit, San Juan Ridge, Nevida County, 


Calif. 
PB-226 723/SGI 74-06 8 PC$4.75/MF$2.25 


SHARPE, E. L. 
The Control of Carbon Dioxide Cryedeposits. 
N74-10860/6GI 74-04 20M PC$3.75/MF$2.25 


SHARPIN, RONALD E. 


Chemical/Physical and Biological Treatment of Wool 
Processing Wastes. 
PB-233 137/9GI_ 74-17 7A PC-GPO/MF$2.25-NTIS 


SHARPLES, ALLAN 
Method of Manufacturing a Reverse Osmosis Mem- 


brane. 
PATENT-3 542 988 74-66 7A Not available NTIS 


Process for the Preparation of Cellulosic Ester Reverse 
Osmosis Membranes. 
PATENT-3 412 184 74-06 7A Not available NTIS 


SHARPLES, ALLEN 


Method for Preparing Desalination Membranes. 
PATENT-3 439074 74-07 7A Not available NTIS 


SHARPLESS, ROBERT 


Deexcitation of Metastables at Plasma Boundaries. 
AD-776 077/0G1 74-10 7B PC$4.25/MP$2.25 


SHARR, JACOB 


Research on Piezodialysis. 
PB-236 614/4GI 74-26 7A PC$4.75/MF$2.25 


SHARRI, ROSEMARY C. 


Client Careers and Public Welfare Structures. 
PB-236 139/2GI 74-24 SK PC$9.25/MF$2.25 


SHARTIAG, JOSEPH K. 


Demonstration and Evaluation of a Shared Moduler 
Hospital Information System 
PB-236 154/1GI 74-25 SB PCS$3.25/MP$2.25 


SHASBERGER, W.M. 


Data Management System Test Methods for Security 
and Restart/Recovery. 
AD-783 280/1GI 


SHASHA, BARUCH 8. 


Carbohydrate a Fused Cyclic Carbonate Wet-Ead 
Additives for Pape 
PATENT-3 536 $7 379° 74-18 l1L Net available NTIS 


Production of bis(i,2:5,6-O-lsepropylidene-3 - O - 
Thiocarbony! - alpha - D - Glucofuranose) Disulfide 
and Paper Containing Same. 

PATENT-3 528 886 74-18 6A Not available NTIS 


SHASHKIN, V. 


The Thrust of Aircraft Eagines--Treaslation 
AD-771 607/9GI 74-04 UE PC$3. 25/MF$2. 25 


SHASHKOVA, K. P. 


Functions of the Mycological Section of the All-Union 
Botanical Society--Traasiation. 
AD-782 385/9GI 74-19 6M PC$3.25/MP$2.25 


SHATALOV, A. S. 


Aerospace Vehicles as Objects of Control. 
N74-25539/9GI 74-19 1A  PC$7.25/MF$2.25 


SHATALOV, V. V. 


Search for Spontaneously Fissioning Emitters in Ther- 
mal Brines of Chelekea. 
JINR-P13-7363 74-18 18G PC$3.00/MF$2.25 


SHATALOVA, E. M. 
pe the Question of Deformation of the Geoid--Traasla- 


AD. 778 794/8G1 74-14 8E PC$3.25/MF$2.25 


Shifting of the Level Serface (The Geoid) as a Result 

of Topographic Reductioa--Traasiatioa. 

AD-778 246/9GI 74-13 8E PCS$3.25/MFS$2.25 
SHATAS, R. A. 


Neutron and Gamma-Ray Flunes fer Pumping Lasers. 
AD-781 475/9GI 74-18 206 PC$3.25/MFS$2.25 


74-20 9B PCS$S5.25/MF$2.25 


SMATIL, A. A. 


Mass Transfer in a Limited Space--Translation. 
AD-782 536/7GI 74-19 20D PC$3.25/MF$2.25 


SHATOKHIN, B. V. 
Influence of Statically Uneven Underlying Surface 
Upon Radiation Characteristics of Phased Antenna 
Array. 
N74-21796/9GI 
SHATSUKEVICH, A. F. 


Study of an Explosion in Bulk Soil When the Charge 
Is Surrounded by an Air-Filled Cavity--Translation. 
AD-778 792/2GI 74-14 19D PC$3.25/MF$2.25 


SHATTLES, DONALD E. 


A Hydrologic Reconnaissance of the Pascagoula River 
Estuary, Mississippi 
PB-226 570/0GI 


SHATZ, ROBERT H. 
Energy and Security: Implications for American Pol- 


wy. 
AD-785 084/SGI 74-23, 1SC_ PC$5.75/MF$2.25 
SHAUB, JEFFREY S. 


Determination of Seismic Source Parameters from 

Frequency Dependent Rayleigh and Love Wave Radia- 

tion Patterns. 

AD-778 996/9GI 74-15 173 PC$7.00/MF$2.25 
SHAUB, WALTER 

Chemical Excitation via Laser Radiation: Vibration- 

Vibration Energy Transfer Processes. 

AD-773 $85/SGI 74-07 7D PC$S5.75/MF$2.25 
SHAUB, JOMN A. 


Adaptive Systems and Their Application to Strategic 


74-17 9E PC$3.25/MF$2.25 


74-05 8H PC$3.75/MF$2.25 


Planning, 
AD-785 179/3GI 74-23, 1SC PC$3.25/MF$2.25 
SHAUGHNESSY, J. 


Groundwater and Project Wagon Wheel. 
PNE-WW-37 74-23 8H PC$4.25/MF$2.25 


SHAUGHNESSY, J. D. 

A System for Spacecraft Attitude Control and Energy 

Storage. 
N74-30304/1GI 74-24 17G PC$4.75/MF$2.25 
SHAUGHNESSY, JOHN E. 

Reprint: Picture of the Month. Frontal Rope in the 

North Pacific. 

COM-73-50496-10-07/GI 

74-10 4B (Order as COM-73-50496-10) 

SHAUGHNESSY, JOHN J. 

Recall of Massed and Distributed i ae a Function 


of the Number of Different Learning C 
AD-770 588/2GI 7482 SJ PCS3. 75/MF$2.25 


Reprint: Further Evidence on the MP-DP Effect in 
Free-Recall Learning. 
AD-773 645/7GI 


SHAUGHNESSY, PETER D. 

Reprint: Adoption of a Strange Pup by the Ice Inhabit- 

ing Harbor Seal, Phoca vitulina largha. 

AD-785 750/1GI 74-24 6C Reprint 
SHAUM, R. L. 

Ticon: The Tonopah Test Range Timing and Control 

St-DR-720718 74-02 14B PC$3.00/MF$2.25 
SHAUT, A. L. 

Analog Computer Simulation of an Optical Tracking 


Mount. 
SLA-73-802 74-04 17H = PC$3.25/MF$2.25 


Study of Mechanical Resonance in the Tme-16 
Tracking Telescope by Examination of the Control 
Feedback Loop. 

SLA-73-874 74-07 17H PC$4.00/MF$2.25 


SHAVOCHINA, N. S. 

Electrodynamics Equation in Spherical World 

JINR-P2-7829 74-21 20) poses 25/MF$2.25 
SHAVROV, V. B. 

History of Airplane Designs in the USSR up to 1938-- 

Translation. 

AD-786 845/8GI 74-25 1C PC$4.75/MF$2.25 
SHAW, ALAN W. 

Infrared Radiance Model for the Aurorally Disturbed 


Atmosphere 
AD-780 659/9GI 


SHAW, C.H. 


Coextrusion Process for a-Fuel Components and 
Evaluation of Product Properties Versus Input Materi- 
als and Process Variables. 

HW-70852 74-10 18] PC$4.50/MF$2.25 


SHAW, C.S. 


Aa Experimental Investigation of a Highly Unde- 
rexpanded Sonic Jet Ejecting from a Flat Plate into a 
Subsonic Crossflow. 
N74-11816/7GI 


74-07 53° Reprint 
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SHAW, DOUGLAS W. 

The Relationship of Land Use to Domestic Surface 

Water Supply in Georgia. 

PB-236 429/7GI 74-26 13B PC$4.25/MF$2.25 
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Redundant Spares Allocation to Reduce Reliability 

Costs-Il, 

AD-780 908/0G1 74-17 14D PC$3.25/MF$2.25 
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SHAY, H. D. 
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SHAY, W. M. 
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FEI-409 74-23 18D PC$4.00/MF$2.25 
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Method of Dispersion Relations. 
IFVE-STF-73-61 74-16 20H PC$4.00/MF$2.25 
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Discharge between Coaxial Copper Electrodes in a 
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SHCHERBAKOV, L. A. 
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SHEFFIELD, C. 
Algebraically Special Space-Time in Relativity, Black 


Holes, and Pulsar Models 
N73-32742/1GI 74-02 3B PC$S.25/MF$2.25 
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SHLAER, W. J. 


AD-785 485/4GI 
SHIVERS, J. P. 
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Fluorine Plus Cis-1,2, Trans-1,2-and_ 1,1- 
Bilshipncthgtene. 


AD-781 394/2GI 74-18 7C Reprint 
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Reprint: Reactions of Fluorine Atoms and Aromatic 
and Heterocyclic Molecules: Energy Distribution in the 
Reaction Complex. 

AD-770 692/2GI 74-03 7D Reprint 
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Prediction of Delinquency among Army Enlisted Men: 

A Multivariate Analysis. 

AD-778 787/2GI 74-14 SI PC$3.75/MF$2.25 
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SHOKOD’KO, A. G. 


Analysis of Integral Impulse Methods for Measuring 
Reactivity. 
FEI-384 


13B PC$S.75/MF$2.25 


74-22 7D Not available NTIS 


74-20 14D PC$4.75/MF$2.25 


tic Field. 
74-13 201 Not available NTIS 


74-23: 18K PC$4.75/MF$2.25 





SHOKOL, V. A. 


Biological Activity of N-Monalkylamides of Alkyl 
Methylphosphonates--Translation. 
AD-784 165/3GI 74-22 6A PC$3.25/MF$2.25 
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Aralkil-i Diarilatsetalei), 
TT-72-51130 74-08 
SHOSTECK, HERSCHEL 


The Need for Information on Adverse Drug Reactions 
Including the Reactions of Present and Potential 
Readers to Clinical Experience Abstracts. 

PB-234 724/3GI 74-20 SB PC$7.00/MF$2.25 


An Overview of Potential Markets for Municipal Com- 

post: A Preliminary Study. 

PB-229 568/1GI 74-10 13B PC$S.75/MF$2.25 
SHOTLAND, EDWIN 


An Analysis of Two Problems | oe to Over-the- 
Horizon Detection in the HF Band 
AD-786 977/9GI 74-25 171 PC$3.25/MF$2.25 


SHOTTER, H. A. 


Design of Stainless Steel Blanket Cells for a Fusion 
Reactor. 
CLM-R-127 


SHOTTS, W. J. 


Far Iofrared Properties of Polyamino Acids. Report 
No. 2146. 
COO-3151-34 


74-19 


74-24 I1F PC$3.25/MF$2.25 


11F PC$3.25/MF$2.25 


74-19 8G Reprint 


Outlook for the 
74-06 8G PC$S5.25/MF$2.25 


“74-21 9B PC$5.25/MF$2.25 


7C_ PC$3.25/MF$2.25 


74-15 18A PC$4.50/MF$2.25 


74-21. 7C PC$6.25/MF$2.25 


SHPILEV, K. M. 


Far Infrared Spectra Between 4 and 200 cm exp -! of 


Poly-L-Alanine 
COO-3151-24 74-02 7D PC$3.00/MF$2.25 


Temperature and Hydrostatic Pressure Dependence of 
the U-Center and the Far Infrared Properties of 


Polyamino Acids. 
COO-3151-27 74-06 20L PC$12.75/MF$2.25 
SHOTWELL, ODETTE L. 


Almarcetin and Its Production by Streptomyces Albus. 
PATENT-3 332 847. 74-17 60 Not available NTIS 


SHOUCRI, M 


Numerical Integration of the Vlasov Equation. 
COO-2059-25 74-02 201 PC$3.25/MF$2.25 


SHOUMAN, A. R. 


Analysis of Incompressible Flow in Porous Media. 
SLA-73-5891 74-20 20D PC$4.00/MF$2.25 


Exact Solution to the One- ye Stationary 
Energy Equation for a = -Heating Sia! 
20M ress. 75/M F$2.25 


SLA-74-219 74-21 
SHOUN, C. W. 


Individual Motor Report. MSSAl Minuteman Opera- 
tional Quality Assurance Rocket Motor QA-1304, 


0013944, 
AD-779 700/4GI 74-15 21H PC$S.25/MF$2.25 
SHOUP, C. S. 


Bibliography of the Zoology of Tennessee and the 
Tennessee Valley Region. 
NP-19905 74-12 6C PC$7.60/MF$2.25 


SHOUP, TERRY E. 


The Analysis and 
Mechanisms. 
PB-232 295/6GI 


SHOUPP, WILLIAM E. 


Massachusetts Institute of Technology Annual Sea 
Grant Lecture and Symposium (2nd): World Energy 
and the Oceans; Key Issues in = Oil, and In- 
novations in Heat Disposal in the Ocean 
COM-74-10197/3GI 7405 10B 


SHOUSHA, S 
Reprint: Cytochemistry of Polymorphonuclear Neutro- 
phils in Schistosomiasis. 
AD-773 157/3GI 
SHOUSHA, SAMI 


Reprint: Nitro Blue Tetrazolium Test in Children with 
Kwashiorkor with a Comment on the Use of Latex 
Particles in the Test. 
AD-771 834/9GI 


SHOWEN, CHARLES R. 


Index to U.S. Geological Survey Computer Filed Con- 
taining Daily Values for need Parameters to Sep- 
tember 30, 1971. Western Regi 

PB-232 793/0GI 74- ie. aH PC$10.25/MF$2.25 


Index to U.S. Geological Survey Computer Files Con- 
taining Daily Values for Water Parameters to Sep- 
tember 30, 1971. Central Region. 

PB-232 790/6GI 74-16 8H PC$11.25/MF$2.25 


Index to U.S. Geological Survey Computer Files Con- 
taining Daily Values for Water Parameters to Sep- 
tember 30, 1971. Southeastern Region. 

PB-232 791/4GI 74-16 8H PC$7.25/MF$2.25 


Index to Water-Quality Data Available from the U.S. 
Geological Survey in Machine-Readable Form to 
December 31, 1972. Central Region 

PB-232 922/S5GI 74-16 “cH. PC$21.25/MF$2.25 


Index to Water-Quality Data Available from the US. 

Geological Survey in Machine-Readable Form to 

December 31, 1972. Southeastern Region. 

PB-232 792/2GI 74-16 8H PC$17.25/MF$2.25 

Index to Water-Quality Data Available from the U.S. 

Geological Survey in Machine-Readable Form to 

December 31, 1972. Western Region. 

PB-232 794/8GI 74-16 8H PC$12.25/MF$2.25 
SHOWERS, JERRY L. 

Dynamic Analysis of MNOS Memory Devices. 

AD-785 126/4GI 74-23 9B PC$4.75/MF$2.25 
SHOWS, LOUIS J. 


Van Buren Reach, Arkansas River Navigation Project: 


Hydraulic Model Investigation 
AD-784 091/1GI 74-22 13B PCS4.75/MF$2.25 


SHPEKTOROV, I. N. 
ETR-253 Rotor-Type Trenching Excavator--Transla- 
tion. 
AD-776 554/8GI 
SHPENKOV, G. P. 
Properties of the Boundary Layer in Selective Trans- 


port--Translation. 
AD-784 148/9GI 74-22 11H) = PC$3.25/MFS$2.25 
SHPILEV, K. M. 


The Aircraft and Natural Climate Conditions. 
N74-30434/6GI 74-24 1C PCS$6.25/MF$2.25 


Synthesis of Polycentric 


74-16 131 PC$7.25/MF$2.25 


PC$3. 75(MF$2.25 


74-06 6E Reprint 


7405 6E Reprint 


74-11 13C =PC$3.25/MF$2.25 


PA-1015 





SHPIRING, K. 


SHPIRING, K. 
Cross Sections of Channels and Resonances in Six- 
Prong pi p Interactions at 5 Gev/C. 
JINR-P1-7027 74-06 20H PC$3.00/MF$2.25 
SHPOLSKI, M. R. 
Study of the Photographic Characteristics of the 


— Film Used in the ‘Orion’ Apparatus--Transla- 
‘AD-769 325/2GI 7401 14E PC$3.25/MF$2.25 
SHPORER, MORDECHAI 


Reprint: Water Binding and Irreversible Dehydration 
Processes in Cellulose Acetate Membranes. 
COM-74-50204/8GI 74-10 7D Not available NTIS 


SHRADER, JAMES T. 
Truck Noise IV-C: The Reduction of Cooling System 
Noise on Heavy Duty Diesel Trucks. 
PB-234 501/5GI 74-24 13F PC$6.25/MF$2.25 
SHRADER, ROSE E. 


Erosive Effects of Combustion Gases on Metallic 
Combustion Chambers. 
AD-774 326/3GI 


SHRADER, STEPHEN D. 
Methods of Flood Flow Determination in Sparse Data 
Regions, 
PB-235 261/SGI 
SHRAGER, JACK J. 


Advanced Flight Control and Electronic Display 
Systems for All-Weather Flight Operations: A Litera- 


ture Review and Bibliography. 
AD-783 987/1GI 74-22 1C  PC$S5.75/MF$2.25 


74-08 21B PC$4.25/MF$2.25 


74-24 8H PC$3.75/MF$2.25 


A Summary of Helicopter Vorticity and Wake _ 
lence Publications with an Annotated Bibliograph 
1c PCS$6. 35/MFS2. 25 


AD-780 053/SGI 74-16 
SHREEVE, KENNETH H. 


Design and Operation of a Digital Video Integrator 


Processor (DVIP). 
COM-74-11430/7GI 74-23 4B PC$7.00/MF$2.25 


Remote Monitoring of Visibility in Mountain Passes. 

AD-781 796/8GI 74-18 4B PC$4.25/MF$2.25 
SHREEVE, RAYMOND P. 

Report on the Testing of a Hybrid (Radial-to-Axial) 


Compressor. 
AD-777 027/4GI 74-11 13G PC$7.50/MF$2.25 
SHRESTA, B. L. 


Soviet Material on Internal Wave Effects, No. 2, Oc- 

tober 1974. 

AD-787 005/8GI 
SHREVE, EDWARD L. 

A Center for the Description of Environmental Condi- 

tions. Weather Phenomena. 

AD-773 046/8GI 74-06 4A PC$11.25/MF$2.25 
SHREVE, WILLIAM B. JR. 

Reprint: Illness in Patients Following Exposure to 

Dental Aerosols. 

AD-769 819/4GI 
SHRIDER, K. R. 

Analysis of Predicted Aircraft Wake Vortex Transport 

and Comparison with Experiment. Volume I. Wake 

Vortex Predictive System Study. 

AD-783 649/7GI 74-21 1A PC$7.50/MF$2.25 

Analysis of Predicted Aircraft Wake Vortex Transport 

and Comparison with Experiment. Volume II. Appen- 


dixes. 

AD-783 665/3GI 74-21 1A PC$7.50/MF$2.25 
SHRINE, BERT JR. 

Officers’ Clubs at the Crossroads. 

AD-773 537/6GI1 74-07 1SE PC$4.75/MF$2.25 
SHRIVER, C. L. 


Multichannel Logarithmic RF Level Detector. 

PAT-APPL-453 115 74-14 17B PC$3.25/MF$2.25 
SHRIVER, E. L. 

Two Stage Light Gas Plasma Projectile Accelerator. 

PAT-APPL-438 147 74-13 14B  PC$3.25/MF$2.25 
SHRODE, T. E. 


Electromagnetic Diffractton Efficiencies for Plane 
Reflection Diffraction Gratings. 
N74-10505/7GI 74-04 20F PC$3.75/MF$2.25 


SHTATLAND, E. S. 
The Limiting Behavior of a Multiserver Queueing 
System and the Problem of Controlling the System in a 
Stationary Mode--Translation 
AD-770 716/9GI 74-03 12B PC$3.25/MF$2.25 
SHTEIN, V. S. 


Optimization of the Graphic Data Input-Output 
Subsystem in an Automated erence Retrieval 
System for Chemistry--Translatio 

AD-784 329/SGI 74-22 ‘B PC$3.75/MF$2.25 


SHTEINBERG, A. S. 


The Effect of Dispersion in the Processes of Linear 
Pyrolysis and Combustion of Polymers--Translation. 


74-25 8C PC$S5.75/MF$2.25 


74-02 6E Reprint 


PA-1016 


AD-770 457/0GI 
SHTEINBERG, G. B. 
4! -<uaam of Determining Tetracycline in Air--Transla- 


AD.772 089/9GI 
SHTEINBERG, G. V. 


Air-Filled Water-Proof Electrode Theory--Translation. 
AD-773 874/3GI 74-07 7D PC$3.25/MF$2.25 


SHTERN, M. I. 


Space Research Conducted in the USSR in 1973, 
COSPAR Report, 17th Plenary Session, 
IPRS-62861 74-25 22A_ PC$5.25/MF$2.25 


SHTESSEL, E. A. 


The Influence of Natural Convection on the Ignition of 


Liquid Systems--Translation 
AD-769 571/1GI 74-01 20M PC$3.25/MF$2.25 


SHTIRMER, R. I. 
Preoperative Chemotherapy in Patients with Malignant 


Ovarian Tumors 
74-17 6E PC$3.25/MF$2.25 


74-02 7D PC$3.25/MF$2.25 


74-05 7C PC$3.25/MF$2.25 


PB-232 855-T/GI 
SHTRIKMAN, SHMUEL 

Physical Properties of Liquid Crystals. 

AD-772 760/5SGI 74-06 7D PC$3.25/MF$2.25 
SHU, HO-TIEN 

Dynamic Modeling and Analysis of Liquid-Metal Mag- 

netohydrodynamic Power Systems. 

AD-778 757/SGI 74-14 10B PC$S5.75/MF$2.25 
SHUB, L. 


System Access Control Study. 
AD-782 256/2GI 74-19 


SHUBERT, B. O. 
Equilibrium Equations and a Computation Method for 
Matrix Differential Games (MDG). 
AD-783 676/0GI 74-21 12B  PC$3.75/MF$2.25 
SHUBERT, BRUNO O. 


Evaluation of Certain Probabilities Associated with a 
Class of Markov Chains. 
AD-775 279/3G1 74-09 12B PC$3.75/MF$2.25 


The Omega-Value of a Two-by-Two Matrix-Dif- 


ferential Game. 
AD-773 070/8GI 74-06 12B PC$3.75/MF$2.25 


On the Omega-Value of a Matrix. 

AD-782 138/2GI 74-19 12B PC$3.75/MF$2.25 
SHUBERT, R. 

Integrated Optical 

Wavelengths. 

AD-778 370/7GI 
SHUBIK, M. 


Reprint: Fiat Money in an Economy with One Noa- 
durable Good aad No Credit. 
AD-774 950/0GI 

SHUBIK, MARTIN 


The General Equilibrium Model is the Wrong Model 
and a Noncooperative Strategic Process Model is a 
Satisfactory Model for the Reconciliation of Micro and 


Macroeconomic Theory, 
AD-774 094/7GI 74-08 SC PC$3.75/MF$2.25 


On the Role of Numbers and Information in Competi- 


17G_ = PC$9.25/MF$2.25 


Modulators for 10 Micron 


74-14 20F PC$4.25/MF$2.25 


74-09 SC Reprint 


tion, 
AD-775 786/7GI 74-10 SC PC$3.75/MF$2.25 


Repriat: Commodity Money, Oligopoly, Credit and 
Bankruptcy in a General Equilibrium Model. 
AD-775 186/0GI 74-09 SC Reprint 


Reprint: Information, Duopoly and Competitive Mar- 
kets: A Sensitivity Analysis. 
AD-774 785/0GI 74-09 SC Reprint 


A Theory of Money and Financial Institutions. Part 
XI: Trade with Fiat Money But no Individual Trust. A 
Preliminary Stage Towards Banking 

AD-774 091/3GI 74-08 rol PC$3.75/MF$2.25 


A Theory of Money and Financial Institutions. Part 
XII. A Dynamic Economy with Fiat Money Without 
Banking and With and Without Production Goods, 

AD-774 092/1GI 74-08 SC PC$3.23/MF$2.25 


A Theory of Money and Financial Institutions. Part 
XIII: Trade with Spot Markets, Fiat Money and Inter- 


nal Banking, 
AD-774 093/9GI 74-08 SC PC$3.75/MF$2.25 


A Theory of Money and Financial Institutions. Part 
XV. A_ Trading Model to Avoid Tatonnement 
Metaphysics, 

AD-774 928/6GI 74-09 SC PC$3.25/MF$2.25 


A Theory of Morey and Financial Institutions. Part 
XVII. On the Eight Basic Units of a Dynamic Econo- 
my with Spot and Futures Markets, 
AD-774 498/0GI 74-08 SC PC$3.75/MF$2.25 


A Theory of Money and Financial Institutions. Part 
XVIII. A Noncooperative Model of a Closed Trading 
Economy with Many Traders and Two Bankers, 

AD-776 710/6GI 74-11 SC PC$3.25/MF$2.25 


SHUBIN, A.N. 


Analysis and Investigation of Fluid Elements Reliabili- 
ty--Translation 
AD-784 331/1GI 


SHUBIN, A. P. 


Near-Electrode Processes in Plane Hall Flows of Good 
Conducting Plasma--Transiation 
AD-781 659/8GI 74-18 


SHUBINSKI, R. P. 
Management of Urban Storm Runoff. 
PB-234 316/8GI 74-20 13B PC$4.75/MF$2.25 


A Medel for rari Runoff-Quality in 
tan Master 


Metropolitan 
PB-234 312/7GI 74-20 138 PC$4.75/MF$2.25 
SRUBROOKS, SAMUEL J. IR. 


Physiologic Responses to High Sustained +Gz Ac- 

celeratioa. 

AD-777 604/0GI 
SHUCKROW, ALAN J. 


Treatment of Mazardous Material Spills with Floating 
Mass Transfer Media, 
PB-226 O50/1IGI 74-49 138 PC-GPO/MF$2.25-NTIS 


SMUFFLEBOTHAM, W. T. 


Lightweight Tire Concept for Space Shuttle. 
N74-12501/4G1 74-06 22B PC$3.75/MF$2.25 


Quantifying Uncertainty Into Numerical Probabilities 
for the Reporting of Intelligence, 
AD-777 063/9GI 74-12 12B 


SHUFORD, JO®N H. 
Stopping Rules for War Games or Combat Simulations 
with Exponential Life-Times. 
AD-7@ 707/1GI 74-01 
SHUFORD, S.C. 


Status of Coatrol Drive Development in Support of 
Pwar-20. 
TIM -868 


SHUGAR, T. A. 


A Structural Evaluation of Rapid Methods of 
Backfilling for Bomb Damage R: 
AD-780 164/6GI 74-16 


SHUGART, H. KH. 


Environmental Impacts Associated with Electric 
Transmission Lines. 
ORNL-TM-4498 


SHUG ART, L. 


Extent of Methylation and the Biological Activity of 

Phenylalanine Trna. 

CONF-740525-1 
SHUGUROVA, N. A. 


The Composition aad Pressures of — in Occlusions 
of Certain Tektites and Silica Glass: 
N74-20154/2GI 74-14 2D. *Pcss. 25/MF$2.25 


SMUKER, FRED 5S. 


Sulfur-Based Lithium-Orgaaic Electrolyte Secondary 
Batteries. 
AD-782 241/4GI 


SHUKER, W. A. 


Thermal Analysis ef Zircaley-Clad Fuel Rod End Cap 
Weidments (Lwbr Development Program). 
WAPD-TM-1126 74-10 18E PC$3.00/MF$2.25 


SHUKURYAN, K.6. 


The Conservative Treatment of Chronic Tonsillitis-- 
Translation. 
AD-782 074/9GI 


SHUL’SHTEIN, S. SH. 


Isotope Ordering ia Coed sub 2 H. 
TAE-2309 74-25 7D PC$4.00/MF$2.25 


SHUL’TS, G. 


Analysis of the Cross Sections of the Reaction ( Exp 3 
He,p) on exp 12 C by the Resonance Theory. 
JINR-P15-7650 74-14 20H PC$3.25/MF$2.25 


Off-Shell T and K-Matrices for a--N Potentials Taking 
into Accoent Skhert-Raage Forces by Boundary-C ondi- 
toa Model. 

JINR-P4-7722 74-20 20H PC$4.25/MF$2.25 


Possibitities in Calculations of Stripping Form Factors. 
JINR -P4-7425 74-06 2H PC$3.75/MF$2.25 


Real Weinberg Function at Positive Energy. 
JINR -P4-7386 74-06 20H PC$3.25/MF$2.25 


Spia--Orbvital Interactions in Deformed Nuclei. 

JINR -P4-7750 74-21 20H = PC$4.25/MF$2.25 
SHULEMOVICH, V. M. 

Experimental Investigation ef a Turbulent Boundary 

Layer on a Greatly Elongated Body of Revolution in a 


Supersonic Flow--Traasiation 
74-16 19G PCS3. 25/MF$2.25 


74-22, 13G_ = PC$3.25/MF$2.25 


‘201 PC$3.25/MF$2.25 


74-12 6S PC$4.25/MF$2.25 


PC$4.25/MF$2.25 
1SG PC$3.25/MF$2.25 
74-08 181 PC$3.00/MF$2.25 
te PC$4.75/MF$2.25 
74-16 13B PC$7.50/MF$2.25 
74-20 6A PC$4.25/MF$2.25 


74-19 16C =PC$3.75/MF$2.25 


74-19 6E PC$3.25/MF$2.25 


AD-780 337/2GI 





SHULEPIN, V. 8. 
Two-Dimensional Calculation of the Criticality of a 


Reactor. y 
FEI-354 18K PC$3.00/MF$2.25 


SHULER, PATRICK J. 
Environmental Surveys 


74-08 


of Aluminum Reduction 


Plants. 
PB-232 776/SGI 74-16 63 PC$4.25/MF$2.25 
SHULGINA, Y. M. 
Determination of Certain Characteristics of Soil Ac- 
cording to Microwave Radiation Data. 
N74-19968/8GI 74-14 8M PC$3.25/MF$2.25 
SHULL, F. B. 


Summary Report on Cyclotron Utilization, Operational 
Achievements and Improvements During Twelve 
Months Ending May 31, 1973. Technical Progress Re- 


port. 
COO-1760-6 74-02 20G PC$5.00/MF$2.25 


SHULMAN, MARK D. 


Investigation of the Effects of Urbanization on 
Precipitation Type, Frequency, Areal and Temporal 


Distribution. Phase II. 
PB-227 232/6GI 74-06 4B PC$4.75/MF$2.25 


SHULMAN, V. A. 
Leveling of Elevations in Blocks Compiled from 
Flight-Line Nets in Phototriangulation--Translation. 
AD-783 830/3GI 74-21 8B PC$3.25/MF$2.25 
SHULMAN, Z. P. 
Derivation of Equations for the Sonedeey Sane of a 


Nonlinear Visco-Plastic Medium--Transla 
AD-781 246/4GI 74-18 20D PCS: 25/MFS2. 25 


SHULTS, G. 


Certain Problems in the Forecasting of Training for 
Scientific Personnel--Translation. 
AD-787 416/7GI 74-26 SI PC$3.25/MF$2.25 


Real Weinberg Function at Positive Energy 

N74-19222/0GI 74-13 20H PCS. 25/MF$2. 25 
SHULTS, G. L. 

Mission Analysis Program for Solar Electric Propul- 

sion (Mapsep). Volume |: Analytical Manual. 

N74-33222/2GI1 74-26 21C PC$5.75/MF$2.25 

Mission Analysis Program for Solar Electric Propul- 


sion (Mapsep). Volume 2: User’S Manual. 
N74-33223/0GI 74-26 21C PC$7,.00/MF$2.25 


Mission Analysis Program for Solar Electric Propul- 

sion (Mapsep). Volume 3: Program Manual. 

N74-33224/8GI 74-26 21C PC$13.00/MF$2.25 
SHULTS, G. W. 

Effects of Condensed Phosphates on the pH, Water- 

Holding Capacity and Meat Swelling Properties of 

Pork Muscle. 

AD-776 336/0GI 74-11 6H PC$3.25/MF$2.25 

Preservation of Enzyme Inactivated Lamb Slices - Ef- 

fects of Freeze Desiccation and Low Dose Irradiation, 

AD-777 550/5GI 74-12 6H PC$3.25/MF$2.25 
SHULTS, GARY W. 

Changes in Non-Protein Nitrogen Content and the Sen- 

sory Characteristics of Beef Steaks as Affected by thE 

Heat Treatment. 

AD-787 279/9GI 74-26 6H PC$3.75/MF$2.25 


Development of Irradiated Beef. I. — of Beef 
Loin Irradiated at Cryogenic Temperature 
AD-786 540/SGI 74-25 6H PCS. 25/MF$2.25 


Development of Irradiated Beef. Il. Effects of Irradia- 

tion Temperature and Dose on the Quality of Roast 

Beef. 

AD-786 539/7GI 74-25 6H PC$3.75/MF$2.25 
SHULTS, S. S. 

Certain Aspects of Planetary Jointing and Related 


Phenomena. 
N74-23367/7GI 8G PC$3.25/MF$2.25 
SHULTS, W. D. 


Ecology and Analysis of Trace Contaminants. Progress 
Report, January 1973--September 1973. 
ORNL-NSF-EATC-46 74-16 6F PC$24.00/MF$2.25 


Proceedings of the First Annual NSF Trace Contami- 
nants Conference, Oak Ridge National Laboratory, 
8 


13B PC$13.60/MF$2.25 


74-18 


74-24 

SHULTS, WILBUR D. I. 

Loading Disk for Photometric Analyzer of Rotary Cu- 

vette Type. 

PATENT-3 744 974 74-06 
SHULTZ, FORREST G. 

Removal of Hydrogen Sulfide from Gaseous Mixtures. 

PATENT-3 579 293 74-06 7A Not available NTIS 
SHULTZ, JAMES I. 

Analytical Coordination Chemistry Section: Summary 

of Activities July 1970 to June 1971. 

COM-74-11483/6GI 74-25 7D PC$7.00/MF$2.25 


14B Not available NTIS 


SHULTZ, WILLIAM S. 


Underwater Rock Core Sampling Device and Method 
of Use Thereof. 
PATENT-3 664 438 


SHULYAK, F. 8. 


Foot and Mouth Disease: 
Aspects of the Problem, 
JPRS-62379 


SHUMAKER, EVELYN 
Sand Transport Studies in Monterey Bay, California. 
COM-74-11267/3GI 74-18 8G PC$4.75/MF$2.25 
SHUMAKER, J. B. 


High Temperature Plasma Radiation: A Study of the 
Recombination Continuum of Argon in the Ultraviolet 
and of the Conditions for Equilibrium in Nitrogen 


ARCS. 
AD-787 783/0GI 74-26 201 PC$3.75/MF$2.25 


Reprint: A Spectroscopic Study of Equilibrium in 

Nitrogen Arcs. 

COM-74-50319/4GI 
SHUMAKER, M. B. 


Evaluation of Stress Corrosion Cracking Susceptibility 

Using Fracture Mechanics Techniques, Part 1. 

N74-10835/8GI 74-04 11F PC$9.25/MF$2.25 
SHUMAKER, M. BYRON 


Test and Exploratory Development —< 7 Optimum 

Aluminum Alloy Stystem for Ship Struc 

AD-787 568/SGI 74-26 11F PCSé 75/MFS2. 25 
SHUMAKER, M. J. 


Evaluation of Wet Tantalum Capacitors after Exposure 

to Extended Periods of Ripple Current, Volume 1. 

N74-17948/2GI 74-12 9A PC$3.75/MF$2.25 
SHUMAKER, P. B 

High-Temperature Irradiation of Uranium Carbide. 

BMI-1622 74-25 183 PC$6.00/MF$2.25 
SHUMAN, H. 

Reprint: Electron Diffraction from a Statistically 

Rough Surface. 

AD-773 342/1GI 
SHUMAN, PAUL DENNIS 

1973 Variations of Hurricane Heat Potential in the 

Philippine Sea and the Gulf of Mexico. 

AD-777 971/3GI 74-13 4B PC$5.25/MF$2.25 
SHUMAR, J. W. 


Six-Man, Self-Contained Carbon Dioxide Concentrator 
gmat for Space Station Prototype (Ssp) Applica- 


N74: 30498/1GI 74-24 6K PC$4.75/MF$2.25 


Six-Man, Self-Contained Carbon Dioxide Concentrator 

System. 

N74. 32550/7GI 
SHUMATE, K. C. 


Reprint: A Proportional Defense Model. 
AD-777 358/3GI 74-12 


SHUMATE, K. S. 
Factors Controlling Sludge Density During Acid Mine 
Drainage Neutralization. 
PB-226 615/3GI 74-05 
SHUMEIKO, N. M. 
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Space Research in the Ukraine. No. 4: Space Biology 

and Medicine. 

N74-32537/4GI 
SIROTYUK, L. V. 

Separation of Highly-Active Allergen from the Gaiskii 

Tularemia Strain No. 15--Translation. 

AD-778 519/9GI 74-14 6M PC$3.25/MF$2.25 
SIRUGUE, M. 


Translation Invariant States in Quantum Mechanics. 
CNRS-CPT-73-P-547 74-08 203 PC$4.25/MF$2.25 


74-26 6S PC$S.75/MF$2.25 


SIRY, J. W. 
Crustal Motion Measurement by Means of Satellite 
Techniques. 
N74-22965/9GI 74-18 8G PC$3.75/MF$2.25 
A Geopause Satellite System Concept 
N74-15544/1GI 74-09 22B PC$4. 25/MF$2.25 


Gravimetric Geodesy and Sea Surface Topography 
Studies by Means of Satellite-to-Satellite Tracking and 
Satellite Altimetry 

N74-26918/4GI 74-20 8E PC$5.75/MF$2.25 


The Gravimetric Geodesy Investigation. 
N74-28889/SGI 74-22 8E PC$S.25/MF$2.25 


Gravity Model Improvement Investigation. 
N74-15063/2GI 74-09 8E PC$3.25/MF$2.25 


Ocean Tides and Quasi-Stationary Departures from the 
Marine Geoid Investigation. 
N74-31849/4GI 74-25 8C PC$3.25/MF$2.25 


A Systems Plan for an Earth and Ocean Dynamics 
Satellite Applications Program. 
N74-15543/3GI1 74-09 22B PC$3.75/MF$2.25 


SISCOE, INES 
Emergency Allocations for Power Failures: A Selected 
Bibliography, 
AD-786 860/7GI 74-25 10A PC$3.75/MF$2.25 
SISEMORE, C. 


Project Rio Blanco Spall Measurements Data Report. 
UCRL-S51484 74-13 18C PC$4.00/MF$2.25 


Rio Blanco Experiment: Subsurface and Surface Ef- 
fects and Measurements. 


UCRL-S51504 74-14 18C PC$4.00/MF$2.25 
Spall Measurements Program for Rio Blanc 
UCID-16078 74-21 18C PC$4. S5/MPS2. 25 


SISEMORE, C. J. 
Analyzing of Surface-Motion Data from Old Reliable 


Mine Blast. 

UCID-16314 74-04 19D PC$3.25/MF$2.25 

Nuclear Solution Mining: Breaking and Leaching Con- 

siderations. 

UCRL-75080 74-18 18C PC$4.00/MF$2.25 
SISIN, A. A. 


Scientific Meeting on All-Union Radio Day, Annota- 

tions and Topics of Reports, 

JPRS-62616 74-23 9C PC$5.25/MF$2.25 
SISKIND, DAVID E. 

Blast Noise Standards and Instrumentation 

PB-233 425/8GI 74-19 81 PC$3.25/MF$2.25 

Blast-Produced Fractures in Lithonia Granite. 

PB-234 071/9GI 74-19 81 PC$3.75/MF$2.25 


SITES, JAMES R. 


Mine Roof Vibrations from Underground Blasts, Pilot 


Knob, Mo. 

PB-228 623/SGI 74-11 81 PC$3.75/MF$2.25 

Vibrations from Underground Blasting. 

PB-236 985/8GI 74-26 81 PC$3.75/MF$2.25 
SISLER, J. A. 


Probability and Consequences of Accidents in the 

Nuclear Fuel Cycle. 

CONF-731105-46 
SISSAKIAN, A. N. 


Correlations of Neutral and Charged Particles in pi exp 
- a-Collisions at p = 40 Gev/C. 
JINR-P2-7752 74-21 20H PC$4.00/MF$2.25 


Twisted Eikonal Graphs and Quasipotential Structure. 
JINR-E2-7720 74-15 203 PC$4.00/MF$2.25 


SISSENWINE, MICHAEL P. 
Reprint: Ocean Pout Parasites. 
COM-74-50189-05-05/GI 

74-19 6C 

SISSENWINE, NORMAN 


Extreme Wind Speeds, Gustiness, and Variations with 
Height for MIL-STD-210B. 
AD-774 044/2GI 74-08 4B PC$4.25/MF$2.25 


Extremes of Surface Weather in Contiguous United 


74-06 183 PC$3.00/MF$2.25 


(Order as COM-74-50189-05) 


States. 
AD-774 170/S5GI 74-08 4B PC$3.25/MF$2.25 


Synopsis of Background Material for MIL-STD-210B, 
Climatic Extremes for Military Equipment. 
AD-780 508/8GI 74-16 SE PC$8.75/MF$2.25 


SISSINGH, G. J. 


Experimental Hingeless Rotor Characteristics at Low 
Advance Ratio with Thrust. 
N74-16721/4GI 74-11 


SISSION, A. E. 


Passenger Vehicle and Light-Truck or Systems 
Inspection Equipment. Phase 1. Volum 
PB-225 347/4GI 74-02 13F PCS. 75/MF$2.25 


SISSON, A. E. 


Passenger Vehicle and Light-Truck see Systems 
Inspection Equipment. Phase |. Volum 
PB-225 348/2GI 74-02 13F rcs. 75/MF$2.25 


SISSON, C. E. 
Experimental Investigation of Captive Flight Loads on 
a Bomb During External Carriage on the F-111 Air- 


craft. 
19B PC$4.25/MF$2.25 


1C =PC$7.25/MF$2.25 


SLA-73-5390 74-02 
User’S Guide for Program Isopit to Plot Isotherms. 


SLA-74-242 74-22 9B PC$6.00/MF$2.25 
SISSON, D. H. 

Rare Earths and Ion Exchange. 

UCRL-75567 74-24 7D PC$4.00/MF$2.25 


Research on the Fluorescence of Rare Earth beta - 
Diketones. 


UCRL-75582 74-25 7D PC$4.00/MF$2.25 
Use of Front-Surface Techniques in Luminescent 
Spectroscopy. 

UCRL-74851 74-14 7D PC$3.00/MF$2.25 


SISSON, RENEE 


The Economic Benefits of Abating Water Pollution in 

the Steel, Textile, and Paper Industries in Alabama, 

PB-227 334/0GI 7407 13B PC$S.75/MF$2.25 
SISSONS, N. V. 


Results of Rocket Sonde Measurements of Ozone from 

Woomera (31 Deg S) and the Estimation of Strato- 

spheric Nitrogen Dioxide Concentrations. 

N74-25893/0GI 74-19 4B PC$4.25/MF$2.25 
SISTO, FERNANDO 


Research on the Flutter of Axial-Turbomachine Blad- 


ing. 
AD-780 467/7GI 
SITALOV, A. E. 
Scientific Research and Experimental Design Planning 
and Coordination for 1973--Translation. 
AD-785 998/6GI 74-24 8E PC$3.25/MF$2.25 
SITENKO, A. G. 
Deuteron Diffraction Breakup on Nuclei with Diffuse 
Boundaries. 
ITF-73-161-P 74-16 20H PC$4.00/MF$2.25 
High-Energy Deuteron Dissociation on Nuclei and the 
Consideration of Coulomb Interaction. 
ITF-73-148-P 74-13 20H PC$3.50/MF$2.25 
SITES, JAMES R. 


Electronics of Compound Semiconductor Interfaces: 
Summary of Workshop Conference Held at Fort Col- 
lins, Colo., on February 5-6, 1974. 

AD-776 262/8GI 74-10 20L PC$4.75/MF$2.25 


Quantum Size Effects in Semimetals and Semiconduc- 


74-16 21E PC$3.75/MF$2.25 


tors. 
AD-774 914/6GI 7409 2L PC$3.25/MF$2.25 


PA-1027 





SITES, RICHARD L. 


SITES, RICHARD L. 


Proving that Computer Programs Terminate Cleanly, 
PB-233 045/4GI 74-21 9B PC$S.75/MF$2.25 


Some Thoughts on Proving Clean Termination of Pro- 


s, 
Pe.238 102/2GI 74-22 9B PC$4.25/MF$2.25 
SITGREAVES, ROSEDITH 


An Optimal Inventory Model for the Intermediate 
Echelon when Resupply is Possible but Uncertain. 
AD-781 799/2GI 74-18 1SE PC$3.25/MF$2.25 


SITNIKOVA, A. YA. 


Effect of Oxides on Certain Properties of Glass 
Ceramic Coatings for Titanium--Translation. 
AD-781 660/6GI 74-18 11B  PC$3.25/MF$2.25 


Multiplicity Distribution of Shower —— Un- 
derground and the on Ray Primary 
LNF-73-37 74-08 20H a acy? “00/MFS2. 25 


SITTERLE, G. J. 


Hfl-10 Lifting Body Flight ae System Charac- 
teristics and Operational Experie 
Nie 14753/9GI 74-09 2A PC$3.75/MF$2.25 


SITTERLEY, T. E. 
Degradation of Learned Skills. Static Practice Effec- 
tiveness for Visual Approach and Landing Skill Reten- 
tion. 
N74-32560/6G1 74-26 SI PC$3.75/MF$2.25 
SITZMANN, MICHAEL E. 
Solubilities of High Explosives: Removal of High Ex- 
— Fillers from Munitions by Chemical Dissolu- 
AD-773 078/1GI 19A  PC$3.25/MF$2.25 
SIU, M.C. 1. 


Reprint: Equations for Thermal Transpiration. 
COM-73-50889/7GI_ 74-01 7D Not available NTIS 


Reprint: Equations for Thermal Transpiration. 
COM-74-50904/3GI_ 74-25 7D Not available NTIS 


SIUDEK, R. S. 


Determination of Radial and Axial Power Distributions 
in the Winfrith Sghwr. 


74-06 


AEEW-R-692 74-04 181 PC$3.25/MF$2.25 
SIUTA, R. A. 
Reprint: Comprehensive Land Use Planning - Its 


Development and Potential Impact on Coastal Zone 
Management. 
COM-74-10584-02/GI 
74-11 
SIVARAMAN, M. RB 


Enhancement of the Equatorial Anomaly in the Top- 
side Ionosphere During Magnetic Storms. 
N74-16059/9GI 74-10 4A PC$3.25/MF$2.25 


SIVAZLIAN, BOGHOS D. 
Optimal Site Deployment Pattern for Tracking Targets 


with Minimal Error. 
AD-781 943/6GI 171 PC$4.75/MF$2.25 
SIVERS, A. P. 


Radio-Electronics and Space--Translation. 

AD-783 968/1GI 74-22 22A_ PC$4.25/MF$2.25 
SIVERTSEN, B. 

Area Effects on Population Distribution for Relative 

Concentrations > 10 exp -5 S.M exp -3 with Expecta- 


tion 1, 5, and 
18E PC$3.00/MF$2.25 


13B (Order as COM-74-10584) 


74-19 


10. 
NILU-TN-23/72(Add.) 74-04 


Evaluation of Local Effects of Various Possible 
Nuclear Power Plant Sites. Meteorology and Disper- 
sion of Gaseous E ffluents. 

NILU-TN-21/72 74-04 18E PC$3.00/MF$2.25 


Preliminary Evaluation of Meteorology and Dispersion 
Conditions at Brenntangen on the Oslofjord. 
NILU-TN-16/71 74-04 18E PC$3.50/MF$2.25 


Preliminary Evaluation of Meteorology and Dispersion 
Conditions at Possible Nuclear Power Plant Sites. 
NILU-TN-14/71 74-04 18E PC$3.00/MF$2.25 


Quaiitative Evaluation of Affected Areas for Various 

Possible Nuclear Power Plant Sites. Affected 

A tion Di tion. 

NILU-TN-23/72 74-04 18E PC$4.75/MF$2.25 
SIVIER, KENNETH R. 

Control Authority with a Flight Performance Con- 

troller 


AD-784 889/8GI 74-23. 1C_ =PC$3.25/MF$2.25 
SIVJEE, G. G. 

Measurements of Optical and Midday Auroras. 

N74-22036/9GI 74-17 4A  PC$3.75/MF$2.25 
SIVO, L. L. 

A Study of Electronics Radiation Hardness Assurance 

Techniques. Volume II, Part 1. Electrical Screening for 


AD-777 185/0GI 74-12 9C PC$6.25/MF$2.25 


A Study of Electronics Radiation Hardness Assurance 
Techniques. Volume II, Part 2. Electrical Screening for 
Ionizing Radiation Rate and Total Dose Effects. 

AD-777 186/8GI 74-12 9C PC$S.75/MF$2.25 


A Study of Electronics Radiation Hardness Assurance 
Techniques. Volume II, Part 3. Electrical Screening for 


Second Breakdown. 
AD-777 187/6GI 74-12 9C PC$S.75/MF$2.25 
SIWEK, ERWIN G. 


Disposable Anode Package. 
PATENT-3 645 794 74-03 


SIX, GEORGE D. 
Least-Squares Fitting of Polynomial Equations. The 
POLYFIT. 


Interactive m 
AD-776 391/SG 74-11 12A  PC$3.25/MF$2.25 


Root Determination of Polynomial Equations with Real 
Coefficients. 
AD-776 392/3GI 


SIZOV, I. V. 


Determination of the Spin and Parity of the Level of 
the exp 12 C Nucleus (19.39 Mev) from the Analysis of 
the exp 11 B(P,3 alpha ) Reaction. 

JINR-P15-7705 74-15 20H PC$4.00/MF$2.25 


—_ of the Reaction exp 10 B( Exp 3 He,p) exp 12 


TINR-P15-8026 74-25 20H PC$4.25/MF$2.25 


Study of the Reaction exp 11 B( Exp 3 He,p sub 0 ) 
exp 13 C. 
JINR-P15-8025 74-25 20H PC$4.25/MF$2.25 


Study of the Reaction exp 19 F( Exp 3 He,p) exp 21 
Ne. 


JINR-P15-7971 
SJO, JOHN B. 
City and County Public-Service Expenditures, Kansas 
970. 


1960-1 
PB-231 547/1GI 
SJOBERG, J. J. 


Extraction of Silver from Refractory Ores. 
PB-227 190/6GI 74-07 11F PC$3.25/MF$2.25 


SJOEGREN, A 
Projectile Penetration: An Orientated Metallographic 
Investigation Projektilintraengning. En Orienterande 
Metallografisk Undersoekning. 
N74-13249/9GI 74-07 19D PC$3.75/MF$2.25 
SJOEGREN, S. 


Draft of a Syntax for a Computer Analysis of Swedish 
Utkast Till en Syntax Foer Datamaskinell Analys AV 
Svenska. 

N74-12893/SGI 


SJOESTRAND, F. S. 
An Analysis of the Circuitry of the Visual Pathway of 
the Lateral Eye of Limullus. 
N74-19729/4GI 14-14 6B PC$3.25/MF$2.25 
SJOLANDER, G. W. 


Specific Heat Measurements at the Spin-Reorientation 

Transition in Ybfeo sub 3 . 

COO-1569-113 74-14 20L PC$4.00/MF$2.25 
SKAAR, ROBERT J. 

Analysis of the Thermal Response of a Hydro-Carbon 

Fuel when Subjected to a High Intensity Laser. 

AD-780 633/4GI 74-17 21B PC$4.75/MF$2.25 
SKACH, LEONARD J. 

S-Band Radiosonde Transmitters, 

AD-776 062/2GI 74-10 4A PC$3.25/MF$2.25 
SKACHKOV, N. B. 

New Invariant Description of the Nucleon Mean- 

Square Radius. 

JINR-E2-7890 74-21 20H PC$4.00/MF$2.25 


Spin Structure of Electromagnetic Interaction of Two 
Relativistic Particles. 


10C_ Not available NTIS 


74-11 12A PC$3.25/MF$2.25 


74-25 20H PC$4.25/MF$2.25 


74-13 SA PC$10.00/MF$2.25 


74-07 9B PC$3.75/MF$2.25 


JINR-E2-7333 74-08 20H PC$3.50/MF$2.25 
= HERMAN C. 
jirectory of Parks - Albany, Georgia. 
PB 26 SI7/1GI 74.05 13B =©PC$S5.25/MF$2.25 


— and Open Space Plan, Albany, Georgia. 


74-05 13B PC$7.00/MF$2.25 
SKAKUN, N. A. 


Technology of Preparation and Characteristics of Sil- 


icon--Lithium — Surface-Barrier Detectors of 
Nuclear Emissio 
KHFTI-72-15 74-06 18D PC$3.50/MF$2.25 
SKALA, 8. J. 
Automated Determination of Iron in Biological Materi- 
als, 
AD-771 936/2GI 74-05 7D PC$3.25/MF$2.25 
SKALA, J. B. 


A Semiautomated Techni 
Vitamin C (Ascorbic Ac 


ples, 
AD-771 924/8GI 


we for the Determination of 
) in Serum or Plasma Sam- 


74-05 6A PC$3.25/MF$2.25 





SKANBORG, P. Z. 


Operator’S Diagnosis Task under Abnormal Operating 

Conditions in Industrial Process Plant. 

RISO-M-1729 74-25 SE PC$4.00/MF$2.25 
SKARSGARD, H. M. 


Linear RF Turbulent Heating Experiment. 
LRP-64-73 74-06 201 PC$3.00/MF$2.25 


A Linear RF Turbulent Heating Experiment. 

N73-33702/4GI 74-02 201 PC$3.25/MF$2.25 

Linear RF Turbulent Heating Experiment. 

N74-19350/9GI 74-13 201 PC$3.25/MF$2.25 
SKARUPA, THOMAS E. 


Construction Activity Authorized by Building Permits, 
Annua! Summary-1972, 
PB-233 869/7GI 


SKATSKH, V. 1. 
Modification of Convective Clouds by Jets--Transla- 


tion. 

AD-776 730/4GI 
SKAU, EVAID L. 

N-Cyclohexyl-N -(2-Cyanoethyl) 

Plasticizer. 

PATENT-3 704 257 


SKAU, EVALD L. 


Centrifugal Filtration Tube for Removal of the Mother 
Liquor from the Crystals in the Purification of a 
Chemical Compound by Recrystallization. 

PAT-APPL-445 742 74-18 14B PC$3.25/MF$2.25 


Hexachlorocyclopentadiene Adducts of Unsaturated 
Amides. 
PATENT-3 694 397 74-10 111 Not available NTIS 


Seseseeeerenstepeutntions Adducts of Unsaturated 


Am 
PATENT- 3794640 74-18 7C Not available NTIS 


Hexachlorocyclopentadiene Adducts of Unsaturated 
Amides of Azabicyclononane. 
PATENT-3 691 158 74-11 7C Not available NTIS 


Hexachlorocylcopentadiene Adducts of Unsaturated 
Amides. 
PATENT-3 746 722° 


y= gaa commana 


PATENT- 3 769 289 


Hexachloropentadiene 
Piperazine Amides. 
PATENT-3 716 540 74-09 7C Not available NTIS 
N-Benzyl-N-2-Acetoxyethyl-Oleamide. 

PAT-APPL-288 840 74-10 7C PC$3.75/MF$2.25 


N-Cyclohexyl-N -2-Acetoxyethyl-Oleamide. 
PAT-APPL-288 812 74-11 7C PC$3.75/MF$2.25 


N-Ethyl-N-3-Ethoxypropyl-Oleamides. 
PAT-APPL-288 802 74-11 7C PC$3.75/MF$2.25 


N,N-BIS(2-(3-Carboalkox ypropionyloxy)Ethyl)-Olea- 
mides. 

PAT-APPL-288 813 74-10 7C PC$3.75/MF$2.25 
N, N-Di-n-Butyl-2-(Oleoyloxy) Propionamide. 
PAT-APPL-288 814 74-11 111 PC$3.75/MF$2.25 


Vinyl! Chloride Plastic Compositions and Certain 
Plasticizers Therefor. 
PATENT-3 787 455 


SKELL, P. S. 


Reprint: Alpha-Mercuricarbenes. Synthesis of Alpha- 
Mercuricyclopropanes. Elimination of Wolff Rear- 
rangement in Acylcarbenes. 

AD-771 496/7GI 74-04 7E Reprint 


Reprint: Anchimeric Assistance in Photobromination 
of Alkyl Halides. 
AD-774 413/9GI 74-08 7E Reprint 


Reprint: Bridged Bromine and Chlorine Free-Radical 


74-18 13M PC$3.25/MF$2.25 


74-11 4B PC$3.75/MF$2.25 


Oleamide as a 
74-09 7C Not available NTIS 


74-10 7C Not available NTIS 
Adducts of Unsaturated 


74-19 7C Not available NTIS 
Adducts of Unsaturated 


74-18 111 Not available NTIS 


Intermediates. Free-Radical Halogenations of 2- 
Halobutanes. 

AD-772 248/1GI 74-05 7E Reprint 
Reprint: Carbon Scrambling in Cycloheptatrienc, 


Cyclopentadiene, and Norbornadiene 
Produced by Electron Impact. 
AD-772 341/4GI 7405 7C Reprint 


Reprint: Photobromination of Alkylcyclopropanes. 
Stereochemistry of Homolytic Substitution at a Satu- 
rated Carbon Atom. 

AD-772 241/6GI 7405 7E Reprint 


Reprint: Reactions of Molybdenum and Tungsten 
Atoms. Syntheses of Bisarene Sandwich Compounds. 
AD-781 096/3GI 74-17 7C Repriat 


Reprint: Reactions of Tungsten and Molybdenum 
Atoms with 1,3-Butadiene. Tris(Butadiene)Tungsten 
and -Molybdeaum. 

AD-781 097/1GI 74-17 7C Reprint 


Reprint: Relaxation of Excited State Carbene to 
Ground State. An Internal Heavy Atom Effect. 
AD-771 495/9GI 74-04 7D Reprint 
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SKELL, PHILIP S. 
Reprint: 1,4-,1,5-, and 1,6-Dibromoalkanes from Ionic 
Reaction of Bromine with n-Butylcyclopropane. 
AD-771 489/2GI 74-04 7C Reprint 
SKELLY, J. 


Study of K exp + D Interactions in the Region of 600 
to 1000 Mev/C. 
BNL-19029 


SKELTON, JOHN 
Development of Stretch Fabric for Parachute Cano- 


74-25 20H PC$4.00/MF$2.25 


ies. 
AD.785 195/9GI 74-23 1C PC$4.25/MF$2.25 


Estimating Low-Flow Frequency for Perennial Missou- 
ri Ozarks Streams. 
PB-229 617/6GI 74-10 8H PC$3.25/MF$2.25 


Thermal Stabilization of Polyamide Fibers. 
PAT-APPL-336 583 74-15 11E PC$3.25/MF$2.25 


Thermal Stabilization of Polybenzimidazole Fiber 
Fabrics. 
PAT-APPL-336 584 74-14 11E PC$3.25/MF$2.25 


SKENDEROFF, C 


Study of an Aecrosat System: Example of Division of 
Labor Etude d'UN Systeme Aerosat: Exemple de Re- 
partition du Travail. 

N74-17681/9GI 74-11 1C PC$3.25/MF$2.25 


SKEPYAN, N. A. 


Chronic Bronchitis Caused by Flax Dust--Translation. 
AD-784 237/0GI 74-22 63 PC$3.25/MF$2.25 


SKERJANEC, R. E. 


Evaluation of Techniques for Improving the Per- 
formance of Radar Microwave Link Systems. 
AD-778 146/1GI 74-13 17B PC$4.75/MF$2.25 


Test Instrumentation for a 15 GHz Digital Radio Link. 
AD-782 966/6GI 74-20 17B PC$3.75/MF$2.25 


SKIDMORE, ALEXANDRA 


Reprint: On the Differential Equation (y double prime) 
+ p(x)y = f(x). 
AD-776 726/2GI 74-11 12A_ Reprint 


SKIDMORE, W. D. 


Continuous Exposure of Rodents to 10 to the 8th 
power Pulses of Electromagnetic Radiation. 
AD-775 217/3GI 74-09 6R PC$3.25/MF$2.25 


SKIFSTAD, J. G. 


Analytical and Experimental Research on HF Chemi- 
cal Lasers. 
AD-784 590/2GI 74-22 20E PC$3.25/MF$2.25 


Analytical Investigation of the Effects of Rotational 
Relaxation in a C.W., HF Chemical Laser. 
AD-784 589/4GI 74-22 7D PC$3.75/MF$2.25 


Gasdynamic and Kinetic Phenomena in Chemical 


Lasers. 
AD-773 719/0GI 74-07 20E PC$3.25/MF$2.25 


Reprint: Gas-Dynamic Phenomena in Chemical Lasers. 
AD-786 077/8GI 74-24 20E Reprint 


SKILLMAN, T. L. 


Average Daily Variations in the Magnetic Field as Ob- 
served by Ats-S. 


N74-17120/8GI 74-11 4A  PC$3.75/MF$2.25 


Magnetospheric Electric Field Measurements During 
Sudden Commencements. 
N74-15064/0GI 7409 4A PC$3.75/MF$2.25 


SKILLMAN, W. A. 


Electronic Antenna Tuning Technique. 
PAT-APPL-404 061 74-12 9E PC$3.25/MF$2.25 


SKINNER, BRUCE C. 


Investigation of Ice Island Scouring on the Northern 
Continental Shelf of Alaska. 
AD-786 127/1GI 74-24 8L PC$3.75/MF$2.25 


SKINNER, D. 


Technique of Obtaining Gas Samples from Uan- 
derground Nuclear Detonations. 
UCID-15999 74-21 81 PC$4.00/MF$2.25 


Reprint: Stress-Wave Distribution in a Semi-Infinite 
Body Due to an Arbitrary Heat Flux at the Surface. 
AD-784 487/1GI 74-22 20L Not available NTIS 


SKINNER, F. L. 
Testing the Applicability of Existing Telecommunica- 
tion Technology in the Administration and Delivery of 


Social Services. 
PB-235 665/7GI 74-22 SK PC$7.25/MF$2.25 
SKINNER, FRANK W. JR. 


— of the Environment During Demolition Ac- 


AD-? 72 920/SGI 7406 13B PC$4.25/MF$2.25 
SKINNER, GARY L. 


Attack Helicopter Evaluation, Model 309 KingCobra 
Helicopter. 


AD-771 151/8GI 74-04 1C PC$6.25/MF$2.25 


Engineering Flight Test - AH-1G Helicopter with 
Model 212 Tail Rotor. Part I. Load Survey. 
AD-776 359/2GI 74-11 = 1C PC$S. 75/MF$2.25 


Engineering Flight Test - AH-IG Helicopter with 

Model 212 Tail Rotor. Part Il. Performance and Han- 

dling Qualities. 

AD-776 360/0GI 74-11 IC PC$S.25/MF$2.25 
SKINNER, GEORGE T. 


Infrared Radiation from H20, CO2 or NH3 Colli- 
sionally Excited by N2, O or Ar. 
AD-785 412/8GI 74-23 7D PC$4.75/MF$2.25 


SKINNER, GORDON B. 


Reprint: High Temperature Decomposition of Ethane. 
AD-770 793/8GI 74-03 7D Reprint 


SKINNER, H. A. 


Reprint: Microcalorimetric Studies. Thermal Decom- 
position and lIodination of Bis(benzene)chromium, 
Bis(benzene)chromium lodide, and Some 
(Arene)chromium Tricarbonyls. 
AD-774 428/7GI 


SKINNER, NEVILLE J. 
Equatorial lonospheric Research Using Satellites and 
Ground-Based Radar Methods. 
AD-774 599/5SGI 74-08 4A PC$3.75/MF$2.25 
SKINNER, W. A. 
Development of Mosquito Repellents Having Increased 
Protection Time in Man. 
AD-780 117/8GI 74-16 6F PC$4.25/MF$2.25 
Development of Mosquito Repellents Having Increased 


Protection Time in Man 
AD-910 519/8GI 


SKIRGIELLO, ALINA 


Fungi. Polyperaceae II (Pileatae), Mucronoporaceae II 

(Pileatae), Ganodermataceae, Bondarzewiaceae, 

Boletopsidaceae, Fistulinaceae, 

TT-70-55022 74-06 6C PC$10.25/MF$2.25 
SKJEI, R. E. 

Structural Effects Prediction Guidelines for Plowshare 

Projects. 

JAB-99-112 74-23 18C =PC$7.60/MF$2.25 
SKJEI, ROGER E. 

Engineering and Ecological Evaluation of Artificial- 

Island Design, P.incon Island, Punta Gorda, California. 

AD-778 740/1GI 74-14 13B ?C$4.75/MF$2.25 
SKJELTORP, A. T. 

Underground Ammunition Storage: Model Test to In- 

vestigate the Strength and Effectiveness of a Selfclos- 

ing Concrete Block. Test V, 

AD-785 185/0GI 74-23 19A_ PC$S5.75 
SKLAD, P. S. 

Experiments in High Voltage Electron Microscopy. 

Progress Report. 

COO-2119-5 74-02 2L PC$3.25/MF$2.25 

Experiments in High Voltage Electron Microscopy. 

Progress Report, October 31, 1973--31 July 1974. 

COO-2119-12 74-25 7D PC$4.00/MF$2.25 
SKLADEL, GEORGE WAYNE 


The Coastal Boundaries of Naval Petroleum Reserve 
No. 4 


COM-74- 11341/6GI 74-21 21D PC$3.25/MF$2.25 
SKLANSKY, J. 

Research Toward the Development of Adaptive Pat- 

tern Recognition Devices. 

AD-772 757/1GI 74-06 6D PC$3.25/MF$2.25 
SKLAVENITIS, L. 

Ionometric Determination of a Standard Absorbed 

Dose in Air Using a Cavity Chamber. 

CEA-R-4434 74-02 6R PC$4.00/MF$2.25 
SKLIZKOV, G. V. 

Beam Heating in ‘Plasma Focus'--Translation. 

AD-773 876/8GI 74-07 201 PC$3.25/MF$2.25 


Research on the Parameters and Dynamics of Laser 
Plasma. 


74-08 7C Reprint 


"74-12 6F PC$3.7S/MF$2.25 


SLA-73-6003 74-08 201 PC$6.75/MF$2.25 
SKLIZOV, G. V. 

Study of the Parameters and Dynamics of a Laser 

Plasma, 

IPRS-61638 74-12 201 PC$4.25/MF$2.25 


SKLOVER, GILBERT N. 
Corrosion Behavior of Depleted Uranium- Titanium’ and 
Uranium-Molybdenum Alloys. 
AD-772 958/SGI 74-06 11F PC$3.75/MF$2.25 
SKLYAR, V. T. 
The Study of Electric-Spark Tillage of Soil 


(Issledovanie Elektroiskrovoi Obrabotki Pochvy), 
PB-225 199-T/GI 74-01 2C PC$3.25/MF$2.25 


Working Tools for the Electric Spark Loosening of 
Soil (Rabochii Organ diya Elektroiskrovogo Rykhlen- 
aya Pochvy), 

PB-225 200-T/GI 74-01 2C PC$3.25/MF$2.25 


SKOBELEV, N. K. 
Experiments on Search for Spontaneously + ee 


Nucleides of Superheavy Elements in Nature. 
JINR -P6-7588 74-14 20H PC$3. TMF S2. 25 


Experiments on Search in Nature for Spontaneously 
Fissioning Nuclides of Superheavy Elements. Iii. 
Search for Superheavy Elements in Iron--Manganese 
Nodules. 

JINR-P6-7856 74-21 20H PC$4.00/MF$2.25 


SKOBELEVA, T. P. 
A Unified System of Selenodetic Coordinates from 
Nine Catalogues on the Visible Hemisphere of the 
Moon. 
N74-19484/6GI 74-13 3B PC$7.25/MF$2.25 
SKOBERNE, F. 


Quarterly Progress Report of Lasl Rover Program for 

the Period Ending August 31, 1972. 

LA-5054 74-02 21F PC$4.75/MF$2.25 

Quarterly Status Report of Las! Rover Program for 

Period Ending August 31, 1969. 

LA-4270 74-02 21F PC$5.50/MF$2.25 
SKOCPOL, WILLIAM J. 


Electrical Behavior of Superconducting Microbridges. 

AD-782 394/1GI 74-19 9A PC$7.00/MF$2.25 
SKOFRONICK, J. G. 

Reprint: Measurement of Absolute Total Scattering 

Cross Sections for Neon, Argon, and Oxygen. 

AD-771 507/1GI 74-04 7D Reprint 


SKOGERBOE, GAYLORD V. 


Consolidation of Irrigation Systems: Engineering, 
Legal, and Sociological Constraints and/or facilitators. 


Phase I. 

PB-225 289/8GI 74-02 2C PC$I1.25/MF$2.25 
Evaluation of Irrigation Scheduling for Salinity Control 
in Grand Valley. 

PB-235 633/5GI 74-23. 2C =PC-GPO/MF$2.25-NTIS 


Selected Irrigation Return Flow Quality Abstracts 
1972-1973, Third Annual Issue. 
PB-235 385/2GI 74-23 2C PC$10.50/MF$2.25 


SKOLDINOV, A. P. 


Curare-Like Activity of Mono-Quaternary Salts Con- 
taining Adamanty!l Residue at the nitrogen Atom-- 
Translation. 

AD-784 169/SGI 


SKOLMEN, ROGER G. 


Lumber Potential of 12-Year-Old Saligna Eucalyptus 
Trees in Hawaii. 
PB-231 082/9GI 74-12 2F PC$3.25/MF$2.25 


Natural Durability of Some Woods Used in 
Hawaii...Results of 9 1/2 Years’ Exposure. 
PB-235 797/8G: 74-23 IIL = PC$3.25/MF$2.25 


Some Woods of Hawaii...Properties and Uses of 16 
Commercial Species. 
PB-235 801/8GI 74-23 IIL) = PC$3.75/MF$2.25 


SKOLNICK, MICHAEL L. 


High Power CO2 Laser Devices. 
AD-771 995/8GI 74-05 2E PC$4.75/MF$2.25 


SKOLNIK, L. H. 


Reprint: Laser Doppler Interferometry for Measuring 
Small Absorption Coefficients. 
AD-772 312/SGI 74-05 7D Reprint 


Reprint: Small Absorption Coefficient Measurement by 
Calorimetric and Spectral Emittance Techniques. 
AD-787 243/5SGI 74-26 20E Reprint 


SKOLNIK, LYN H. 
A Doppler Shift Interferometric Technique for Mea- 
suring Small Absorption Coefficients. 
AD-778 077/8GI 74-13 20F PC$3.75/MF$2.25 


Reprint: Infrared Vidicon Technique for Measuring 
Thermal Lensing from Laser Windows. 
AD-780 889/2GI 74-17 20E Reprint 


Reprint: Investigations of Laser-Induced Thermal 
Lensing and Interference from Infrared Transmitting 
Materials. 

AD-780 888/4GI 


SKOLNIK, MERRILL I. 


The Frequency Dependence of Tropospheric Scatter 
Propagation and its Relation to Stratified Turbulence. 
AD-787 622/0GI 74-26 20N PC$3.75/MF$2.25 


Review of Current Radar Interests and Extending the 
pete Spectrum to the HF and the Millimeter Wave 
ands. 
AD-785 007/6GI 74-23, 171 ~=PC$3.25/MF$2.25 
SKOOG, C.D. 


Effects of Radiation on the Absorption and Lu- 

minescence of Fiber Optic Waveguides and Materials 

SAND-74-8622 74-25 20F PC$7.00/MF$2.25 
SKOPINTSEV, B. I. 


Determining Internal Sresses and Moments in Plates 
and Shells during the Processing of Experimental 
Results--Transiations. 


74-22. 60 + PC$3.25/MF$2.25 


74-17 20E Reprint 


PA-1029 





SKORIK, A. I. 


AD-770 899/3GI 
SKORIK, A. I. 


Effect of Organic Semiconductor Additives on the 
Thermal Decomposition of Barium Azide--Translation. 
AD-786 798/9GI 74-25 7B PC$3.25/MF$2.25 


SKORKIN, I. YA. 
Handbook for the Aviation Rear Specialist--Transla- 


tion. 
AD-779 172/6GI 74-15 1C PC$12.50/MF$2.25 
SKOROKHODKO, E. F. 


Analysis of Tendencies and Forecast of Scientific- 
Technical Progress, 
JPRS-60402 74-02 SA PC$10.00/MF$2.25 


SKORYNIN, YU. V. 


The Accelerated Tests of Machine Parts and Equip- 
ment for Wear Resistance (with the ~erersmied of 
Radioactive Indicators Wear)--Translatio 

AD-777 173/6GI 74-12 131 PCS. 25/MF$2.25 


SKOTRIKOV, V. A. 


A Plan for the Operation of Ditchdiggers--Translation. 
AD-771 168/2GI 74-04 13C PC$3.25/MF$2.25 


SKOURAS, L. D. 


Even Parity Spectrum of exp 44 C 
DEMO-73/5 74-04 20H PC$5.50/MF$2.25 


SKOVHOLT, R. L. 


Integrated Engine Instrument System. 
AD-783 683/6GI 74-21 1C PC$7.50/MF$2.25 


Integrated Engine Instrument System. 
AD-783 684/4GI 74-21 1C PC$7.50/MF$2.25 


SKOVLI, GUNNAR 


Observations and Studies of Auroral Ionization 
Processes. 
AD-786 491/1GI 


SKOWRONSKI, V. D. 


Effect of Modified Seat Angle on Air to Air Weapon 
System Performance Under High Acceleration. 
AD-770 271/5GI 74-02 1C PC$3.25/MF$2.25 


SKOWRONSKI, VANCE D. 


Reprint: G Suit Filling Pressures Determined by Seat 
Back Angle. 
AD-783 595/2GI 74-21 6K Reprint 


SKRABEK, E. A. 


Heat Pipe Design Handbook, Part 1. 
N74-22569/9GI 74-17 13A PC$9.50/MF$2.25 


SKRABUT, EUGENE M. 


Reprint: Immunocompetent Lymphocytes in Previ- 
ously Frozen Washed Red Cells. 
AD-786 262/6GI 74-24 6E Reprint 


SKREEN, ROBERT W. 
Metabolic Rate, Ambient Temperature and 
Catecholamines: Interrelationships Following Thermal 
Injury, 
AD-785 699/0GI 
SKRIBA, M. C. 


Evaluation and Demonstration of the Capillary Suction 
Sludge Dewatering Device. 
PB-232 358/2GI 74-15 13B PC$4.75/MP$2.25 


SKRIPACH, B. K. 


A Device for Determining Nonstationary Aerodynamic 
Loads Acting on a Model Airborne Vehicle, 
AD-769 332/8GI 74-01 1C PC$3.25/MF$2.25 


SKRIPKA, A. I. 
Determination of the Boundary Conditions at the Sur- 
face of Bodies Subjected to Alternating Thermal Ef- 


fects. 
74-19 21E PC$3.25/MF$2.25 


74-03 20K PC$3.25/MF$2.25 


74-25 4A PC$3.75/MF$2.25 


74-24 6S PC$3.25/MF$2.25 


N74-26392/2GI 
SKRIPNICHENKO, S. 

Climbing Performance--Translatio 

AD-772 052/7GI 74-05 1B PC$3.25/MF$2.25 
SKRJABIN, K. I. 


Essentials of Nematodology. Volume X. Oxyurata of 
Animals and Man. Part Two, 
TT-74-50015 74-14 6C PC$11.50/MF$2.25 


SKRYABIN, G. K. 


General Meeting of USSR Academy of Science 
IPRS-62172 74-17 SB PC$3 "25/MFS2. 25 


SKRYABIN, K. I. 
Essentials of Nematodology. Volume VIII. Oxyurata 
of Animals and Man. (Oksyuraty Zhivotnykh i 
Cheloveka). Part One. Oxyuroidea, 
TT-74-50005 74-11 6C PC$12.50/MF$2.25 


SKRYPNIK, W. I. 


On the Field Formulation of Equilibrium Classical 

Statistical Mechanics. I. One-Dimensional Gas. The 

Simplest Pair Potential. 

ITF-73-63-E 74-04 7D PC$3.00/MF$2.25 
SKUBNIK, M 


Cake Filtration of Slurries. Fundamental Aspects of 
Particle Dispersions, Porous Media and Filter Cakes, 


PA- 1030 


PB-226 647/6G1 74-06 7A PC$4.25/MF$2.25 
SKUDERNA, JOHN E. 


Electrostatic Induction Power Supply. 
PATENT-3 259 762 74-11 10B Not available NTIS 


SKUDRA, A. M. 
— and Static Fatigue of Reinforced Plastics--Trans- 


latio 
AD-783 742/0GI 74-21 11D PC$8.50/MF$2.25 


Structural Strength and Deformation of Glass-Rein- 
forced Laminates--Translation. 
AD-783 454/2GI 74-20 111 PC$9.25/MF$2.25 


SKUGAREYV, V. D. 
Critical Path Planning in the Navy 


JPRS-61732 74-12 15E  PC$4.75/MF$2.25 
SKURDIN, A. A. 

Cavitation Damage in Diesel Engines--Translation. 

AD-783 747/9GI 74-21 21G MF$2.25 
SKURIN, L. I. 


Asymptotics of a Reacting Distant Wake--Translation. 
AD-773 275/3G1 74-07 20D PC$3.25/MF$2.25 


Evaluation of the Root-Mean-Square Value for the 
Pulsations of a Concentration of a Nonconservative 
Impurity in the Wake behind a Body--Translation. 
AD-773 273/8GI 74-07 16B PC$3.25/MF$2.25 
SKURLATOV, E. D. 
Behavior of Cylindrical Panels and Shells under the 
Effect of an Incident Compression Wave--Translation. 
AD-781 617/6GI 74-18 20K PC$3.25/MF$2.25 
SKVIR, D. J. 


Interaction of Colloidal Particles with Surfaces of 

Biological Significance. 

COO-3029-8 
SKVORTSOV, V. F. 

Problems of Constructing Control Devices with SMST- 

2 Modules--Translation. 

AD-785 949/9GI 74-24 13G PC$3.25/MF$2.25 
SLABACK, L. A. JR. 

Reduction of 41Ar Environmental Releases at 

Research Reactors. 

AD-770 115/4GI 74-02 18H PC$3.25/MF$2.25 


SLABY, J.G. 


Examination of T-111 Clad Uranium Nitride Fuel Pins 

Irradiated Up to 13,000 Hours at a Clad Temperature 

of 990 C. 

N74-14364/SGI 74-08 18] PC$3.75/MF$2.25 
SLACK, CHARLES M. 


Phase I Nonlinear Sonar Testbed. 


74-02 7D PC$3.00/MF$2.25 


AD-787 046/2G1 74-26 17A PC$4.25/MF$2.25 
SLACK, J. R. 

Just a Moment. Article and Appendix of Graphs. 

PB-231 816/0GI 74-14 12A  PC$7.00/MF$2.25 


SLACK, LYLE H. 


Noncrystalline Semiconductors: Electrical and Thermal 
Processes, 
AD-780 706/8GI 


SLACK, M. W. 


Detonation Tube Conditions for Simulating: RP-1/LOX 
and Various Amine/N204 Rocket Engine Plumes. 
AD-771 067/6GI 74-04 21H PC$3.75/MF$2.25 


SLACK, PAUL D. 
National Security Issues in the Mid-Range Period, 


1976-85. 
AD-785 494/6GI 74-23. 1SC PC$7.00/MF$2.25 
SLADKOVIC, RUDOLF 


Atmospheric Acrosols between 700 and 3000 m above 

Sea Level. Part VII. New Facilities. 

AD-778 208/9GI 74-13 4A PC$S.25/MF$2.25 
SLADKY, R. E. 


Measurement of Surface Figure and Surface Finish at 

the Y-12 Plant. 

Y-DA-5792 74-21 13H PC$4.00/MF$2.25 
SLAGER, J. J. 

Bollard Thrust Predictions, Based - oo Tests, for 

the 300 Ton Cargo Transporter Barg 

AD-785 181/9GI 74-23 i * cee $4.25/MFS2. 25 
SLAGG, NORMAN 


Experimental and Theoretical Modeling Ro Fuel-air 
Detonations: The Distributed Blast Concep 


74-17 20L =PC$3.25/MF$2.25 


AD-785 681/8GI 74-24 19D PCS. 25/MF$2.25 
SLAGLE, FRANKLIN D. 

Radial Flow Cell. 

PATENT-3 636 751 74-07 14B Not available NTIS 
SLAGLE, J.B 


Game Trees, M and N Minimaxing, and the M and N 
alpha beta Procedure. Artificial Intelligence Group Re- 
port No. 3. 

UCID-4671 74-21 12B PC$S.50/MF$2.25 


SLAGLE, O. D. 


Experimental Methods for Observing the Melting 
Behavior of Irradiated Fuels. 
HEDL-SA-S10 74-08 18] PC$3.00/MF$2.25 


Laboratory Studies on Melting and Gas Release 
Behavior of Irradiated Fuel. 
HEDL-SA-699 74-17 18E PC$4.25/MF$2.25 


SLAGTER, W 


Fast Reactor Programme. Finite Element Temperature 
Analysis in Fuel Pins. 
EURFNR-1158 74-20 18E PC$4.50/MF$2.25 


Fast Reactor Programme. Finite Element Temperature 

Analysis in Fuel Pins. 

RCN-188 74-13 18E PC$3.50/MF$2.25 
SLANE, J. A. 


Dislocation-Solute Atom Interactions in Alloys. 


Technical Progress Report, February 1, 1973--January 

31, 1974. 

COO-1676-31 74-09 11F PC$3.75/MF$2.25 
SLANGER, T. G. 

CO2 Photodissociation and Vibrational Excitation in 

the Planetary Atmospheres. 

N74-32252/0GI 74-25 3B PC$4.25/MF$2.25 

Reprint: O(Singlet S) Quenching Profile between 75 

and 115 km. 

AD-776 685/0GI 74-11 4A Reprint 

Reprint: Temperature-Dependent N2(A(Triplet 

Sigma)+u) Quenching Rate Coefficients. 

AD-772 161/6GI 74-05 7D Reprint 
SLANGER, TOM G. 


Reprint: Investigation of the Rate Coefficient for 
O(triplet P) + NO2 to O02 + NO. 
AD-770 827/4GI 

SLANSKY, C. M. 


High-Level Radioactive Waste Management Program 

at the National Reactor Testing Station. 

CONF-740315-2 74-25 18G PC$4.75/MF$2.25 
SLAPE, R. J. 


Alternate Explosive Train Systems for Driver Subas- 
sembly. Final Report. 


74-03 7D Reprint 


MHSMP-73-14 74-04 19A PC$3.00/MF$2.25 
Paste Processing. 

MHSMP-74-5-G 74-17 19A PC$4.00/MF$2.25 
Rdx/Syigard. 

MHSMP-74-5-F 74-17 19A PC$4.00/MF$2.25 


SLAPPEY, G. A. 


Marketing H2SO4 from SO2 Abatement Sources. The 

TVA Hypothesis. 

PB-231 671/9GI 74-14 13B PC$S5.25/MF$2.25 
SLASHCHEV, V.N. 

Scientific Meeting on All-Union Radio Day, Abstracts 

of Reports, 

IPRS-62704 74-24 17B PC$4.75/MF$2.25 
SLATER, ALLAN 


A Multichannel Underwater Telemetry System. 
AD-785 477/1GI 74-23, OF PC$3.75/MF$2.25 


SLATER, D. N. 


Study of an Instrument for Sensing Errors in a 
Telescope Wavefront. 
N73-32336/2GI 


SLATER, DANIEL E. 


Qualitative Analysis =e Housing Conditions, 1973, City 
of Gainesville 
PB-225 394/6GI "74.02 13B PC$S.25/MF$2.25 


SLATER, J. 


Plasma Spectroscopy of Negative lons for Applica- 
tions to Ionospheric Research. 
AD-776 002/8GI 74-10 7D PC$3.75/MF$2.25 


SLATER, J. M. 


Reprint: Electron Energy Dependence of the Kinetic 
Energy and Angular Distributions of O(+) from Dis- 
sociative Ionization of 02. 

AD-786 932/4GI 74-25 7D Reprint 


Reprint: Electron Energy Dependence of the Kinetic 

Energy and Angular Distributions of O(+) from Dis- 

sociative Ionization of O02. 

COM-74-51008/2GI 74-26 7D Not available NTIS 
SLATER, JAMES A. 


Fire Incidents Involving Sleepwear Worn by Children 
Ages 6-12. 
COM-73-50987/9GI 


74-04 13L PC-GPO/MF$2.25-NTIS 


74-02 20F PCS$S.75/MF$2.25 


SLATER, K 
Reprint: A Rapid Method for Studying Acoustic 
Behaviour. 
AD-783 347/8GI 74-20 20A Not available NTIS 


Reprint: The Effect of Fabric Parameters on Sound- 
Transmission Los.. 
AD-782 347/9GI 74-19 11E Not available NTIS 




















SLATER, P.N. 
The Design, Construction and Testing of the Optics for 


a 147-cm-Aperture Telescope 
N74-30898/2GI 7424 3A PC$3.75/MF$2.25 


Study of an Instrument for Sensing Errors in a 
Telescope Wavefront. 
N74-30895/8GI 74-24 14B PC$6.25/MF$2.25 
SLATER, WILLIAM JR. 
Multicommodity Network Plotting via Program 
NETPLT. 
AD-783 954/1GI 

74-21 17B PC-GPO/MF$2.25-NTIS 
Multicommodity Network Plotting via Program 
NETPLT. 
COM-74-50634/6GI 

74-21 17B PC-GPO/MF$2.25-NTIS 


SLATES, ELMER F. 


Belt-Driven Pi-Pitch Cycloidal Propeller. 
PATENT-3 639 077 74-03 133 Not available NTIS 


SLATKIN, M. 


Study of Mathematical Models of Mutation and Selec- 
tion in Multi-Locus Systems. Annual Progress Report, 
December |, 1972--November 30, 1973. 

COO-1437-10 74-18 6C PC$4.00/MF$2.25 


Study of Mathematical Models of Mutation and Selec- 
tion in Multi-Locus Systems. Three Year Progress Re- 
port, December 1, 1970--November 30, 1973. 

COO-1437-12 74-18 6C PC$4.00/MF$2.25 


SLATMAN, J. R. 

Spool for Wire Deployment. 

PAT-APPL-486 804 74-24 19G PC$3.25/MF$2.25 
SLATTERY, P. 

Cross Sections and Charged Particle Multiplicities at 

102 and 405 Gev. 

COO-3065-58 74-09 20H PC$3.00/MF$2.25 
SLAUGHTER, CHARLES W. 


Arctic and Subarctic Environmental Analyses Utilizing 
ERTS-1 Imagery. 
E74-10017 


SLAUGHTER, G. G. 
Gamma-Ray Production Due to Neutron Interactions 


with Zinc. Tabulated Differential Cross Sections for 31 


gamma Rays for Incident Neutron Energies Between 
0.9 and 6 Mev. 
ORNL-TM-4523 74-15 20H PC$4.75/MF$2.25 


SLAUGHTERBECK, D.C. 


Flow Film Boiling Heat Transfer Correlations: A 
Parametric Study with Data Comparisons. 
CONF-730803-5 74-02 20M PC$3.25/MF$2.25 


Statistical Regression Analysis of Experimental Data 
for Flow Film Boiling Heat Transfer. 


74-03 8F PC$4.25/MF$2.25 


CONF-730803-4 74-02 20M PC$3.00/MF$2.25 
SLAVIK, C. J. 

Fast Neutron Flux Measurement. 

KAPL-P-4005 74-02 20H PC$3.00/MF$2.25 
SLAVIN, G. A. 


Certain Features of the Crystallization of the Liquid 
Molten Pool during Pulsed Electron-Beam Welding-- 
Translation. 

AD-770 930/6GI 74-03 13H PC$3.25/MF$2.25 


SLAVIN, RICHARD 


State Transportation Issues of the Seventies. Con- 

ference Summary Held at Baltimore, Maryland, on 

September 28-29, 1972, 

PB-226 319/2GI 74-05 13B PC$4.25/MF$2.25 
SLAVINA, L. B. 


Effect of Underground Explosions and Changes in 
Properties of a Medium in a Seismically Active Re- 
gion, 
IPRS-62595 
SLAVNIN, G. P. 


Study of Flotation and Flotogravitation (Sink and Float 
Method) of Large Mineral Pieces by High-Speed Mo- 
tion Picture Camera, 

TT-72-53010 74-04 11F PC$3.25/MF$2.25 


SLAVNOV, A. A. 


Ultraviolet Asymptotics in the Presence of Nonabelian 
Gauge Fields. 
JINR-E2-7562 74-09 203 PC$3.50/MF$2.25 


Ultraviolet Behavior of Spontaneously Broken Gauge 


74-22 8K PC$3.25/MF$2.25 


Theories. 

JINR-E2-7320 
SLEATER, GERALD A. 

A Review of Natural Stone Preservation. 

COM-74-10548/7GI 74-11 13C =PC$3.75/MF$2.25 
SLEATER, SUSAN M. 


Rehabilitation Research Kaleidoscope, 
PB-236 604/SGI 74-25 SK PC$4.25/MF$2.25 


74-02 203 PC$3.00/MF$2.25 


SLEDZINSKA, I. 


Analysis of the exp 9 Be(D, alpha sub 0 ) exp 7 Li and 
exp 9 Be(D, alpha sub 1 ) exp 7 Li*(470 Kev) Reac- 
tions in Terms of the Two-Nucleon Distorted Wave 


Born sapeiaae 
INR-14 74-15 20H PC$4.75/MF$2.25 


Optical Model and Hauser--Feshbach Analysis of exp 
9 Be + D and exp 10 B + p Interactions at Low Ener- 


gies. 

INR-1461 74-06 20H PC$3.75/MF$2.25 
SLEEMAN, B. D. 
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AD-776 540/7GL 74-11 11F PC$3.25/MF$2.25 


Auger Electron Spectroscopy Analysis of the Fracture 
Surfaces of Irradiated Pressure-Vessel Steels. 
NRL-7660 74-16 11F PC$4.00/MF$2.25 


Reprint: Comments on the Suppression of Void 
Nucleation by Oversize Solute Atoms. 

AD-776 523/3GI 74-11 20L Reprint 
Reprint: Property Changes Resulting from Impurity- 
_ Interactions in Iron and Pressure Vessel Steel 
A cy 


AD778 046/3GI 74-13 11F Reprint 
SMIGIELSKI, P. 


Deformation Analysis of a Material under Projectile 
Impact Analyse des Deformations d'UN Materiau 
Sous I'Impact d'UN Projectile. 

N74-33363/4GI 74-26 19D PC$3.75/MF$2.25 
Investigation of Hypersonic Flight Projectiles and 
Wakes Using Holographic Methods Etude des Projec- 
tiles en Vol oe et de Leurs Sillages Par des 
Methodes Holographique 

N74-21096/4GI 74- 15 14B PC$8.50/MP$2.25 


SMILES, K. A. 


Effect of Modified Seat Angle on Air to Air Weapon 
System Performance Under High Acceleration. 
AD-770 271/SGI 74-02 1C PC$3.25/MF$2.25 


SMILES, KENNETH A. 


Physiological Effects of Wearing the Fire Proximity 
Suit on Crash Truck Alert Status to Hot-Dry and Hot- 
Humid Environments. 

AD-773 828/9GI 74-07 6Q PC$3.25/MF$2.25 


SMILEY, KARL L. 


Process for Obtaining Amyloglucosidase. 
PATENT-3 301 768 74-17 6A Not available NTIS 


= Fermentation Process for Obtaining D-Man- 


PATENT- 3427224 74-18 6A Not available NTIS 
SMILEY, MILLIE JO 


Production of Mannans by Fermentation. 
PATENT-3 713 979 74-11 7C Not available NTIS 


SMILEY, P.C. 


Tory II-C Data Book. 
UCRL-7315 74-12 18N PC$20.00/MF$2.25 


SMILEY, PARKER 


Development of an Implantable Piezoelectric Driving 
System for a Circulatory Assist Device. 
-236 446/1GI 74-26 6B PC$4.75/MF$2.25 
SMILEY, VERN N. 


Wide Range Continuously Tunable Thin Film Laser. 
PATENT-3 747 021 74-26 20E Not available NTIS 


SMIRNOV, A. A 


Problem of Magnetic Field Forcing in the Two-Stage 
Regime of Nucleus Acceleration with the Jinr 
Syachrophasotron. 

JINR-P9-7631 74-21 20G PC$4.00/MF$2.25 


SMIRNOV, A. D. 


Determination of the Relative Positions of Noacombin- 
ing Electronic States of Diatomic Molecules. The 
Ground Electronic State of ZrO--Transiation. 

AD-787 748/3GI 74-26 7D PC$3.25/MF$2.25 


SMIRNOV, A. G. 
On Determination of the Region of Surface Elastic 
Wave Formation--Translation. 
AD-776 915/1GI 74-11 19D PC$3.25/MF$2.25 
Some Properties of the Propagation of Cylindrical Ex- 
plosion Waves Underground--Traasiation 
AD-780 825/6GI 74-17 19D PC$3.25/MF$2.25 
SMIRNOV, A. M. 
Peculiarities in the Formation of Austenite during the 


Quick Heating of Cold-Worked Steel KVH-42 
(42Kh2NGSM)--Translation. 
AD-773 881/8GI 74-07 11F PC$3.25/MF$2.25 


SMIRNOV, B. N. 
A Study of the Structure of Carbon Fibers Using the 


Scanning icroscope. 

N74-27044/8GI 74-20 11E PC$3.25/MF$2.25 
A Study of the Structure of Carbon Fibres Using the 
Scanning Electron Microscope--Translation. 

AD-781 111/0GI 74-17 IE PC$3.25/MF$2.25 


SMIRNOVA, A. D. 


SMIRNOV, G. I. 
Cyclotron Meson Beam Contamination. 
JINR-P13-7512 74-09 20G PC$3.00/MF$2.25 


SMIRNOV, G. S. 
eo Radiometer for Geological Mapping--Transla- 


AD: 776 888/0GI 74-11 8G PC$3.25/MF$2.25 
SMIRNOV, I. A 

Thermoelectric Semiconductor Materials Based on 

Bi2Te3--Translation. 

AD-783 734/7GI 74-21 20L PC$9.50/MF$2.25 


SMIRNOV, L. 


Experience in the Use of Collective Expert Evaluation 
S the Prospects for Technical Branch Development-- 


ransiation 
AD. 786 006/7G1 74-24 112A PC$3.25/MF$2.25 
SMIRNOV, L. P. 
Analysis of Tendencies and Forecast of Scientific- 


Technical Progress, 
IPRS-60402 74-02 SA PC$10.00/MF$2.25 


The Design of Organizational Structures in Control-- 

Translation. 

AD-771 658/2GI 74-05 12A PCS$3.25/MF$2.25 
SMIRNOV, L. S. 

Magnetovibrational Scattering of Slow Neutrons by 


Itinerant Ferromagnet. 
JINR-P4-7371 74-08 20L PC$3.00/MF$2.25 


SMIRNOV, M. A. 


Study of the Stress in the Soil under the Powered and 
Non-Powered Traction Devices of Agricultural Trac- 
tors (Issledovania Napryazhenii v Pochve Vedushchimi 
Organami Selskokhozyaistvennykh Traktorov), 

PB-232 384-T/GI 74-15 2C PC$3.25/MF$2.25 


SMIRNOV, M. G. 
Analysis of the Effectiveness of Electrostatic Shielding 


in an Absolute Gravimeter--Translation 
AD-773 497/3G1 74.07 8E PC$3.25/MF$2.25 


Problems of Processing Results of — Measure- 

ments of Gravity Acceleration--Translatio 

AD-777 659/4GI 74-12 20K PCS3. 25/MF$2.25 
SMIRNOV, M. V. 

Anodic Polarization of Nickel in Alkali Metal Car- 

bonates--Translation. 

AD-784 159/6GI 74-22 7D PC$3.25/MF$2.25 

Density and Molar Volume of Melts in the System 

LiCl-NaCl, NaCI-RbCI and NaCI-CsCl--Translation. 

AD-784 168/7GI 74-22 7B PC$3.25/MF$2.25 


Indices of Refraction of Molten Fluorides of Lithium, 
Sodium, and Potassium--Translation. 


AD-781 736/4GI 74-18 7D PC$3.25/MF$2.25 
Ionic Activity in Molten Salts--Translation. 
AD-784 171/1GI 714-22 7D PCS3. 25/MF$2.25 


Stationary Potentials and Anodic Polarization of 
Platinum and Palladium in a Molten ee Mixture 
of Alkali Metal Carbonates--Translatio 

AD-785 933/3GI 74-24 7D PCS3. 25/MF$2.25 
——- Decomposition of Molten Lithium Carbonate- 
AD-781 765/3GI 74-18 7D PC$3.25/MF$2.25 


SMIRNOV, N. N. 


Fauna of the U.S.S.R. Crustacea. Volume |. Number 
2. Chydoridae (Fauna SSSR. Rakoobrazae. Volume |. 
Number 2. Chydoridae Fauny Mira), 

TT-74-50007 74-11 6C PC$I15.25/MF$2.25 

SMIRNOV, V. K. 

Recoding Information from Automated Stereocompara- 
tors into Computer Code--Translation. 

AD-783 745/3GI 74-21 8B PC$3.25/MF$2.25 


SMIRNOV, V. M. 
On the Selection of Similarity Criteria for a Stream of 


Plasma Flying into a Magnetic Dipole. 
N73-33670/3G1 7402 4A PC$3.25/MF$2.25 
SMIRNOV, V. 8. 


Problems in the Design of High Dams (Voprosy Proek- 
tirovaniya Vysokhikh Plotin), 
TT-72-58003 74-18 13M PC$7.50/MF$2.25 


SMIRNOV, V. V. 


Results from Research on Processes of Cloud Forma- 

tion in Chambers--Transiation. 

AD-776 747/8GI 74-11 4B PC$3.25/MFS2.25 
SMIRNOV, V. YU. 

Search for Spontaneously Fissioning Emitters in Ther- 

mal Brines of Cheleken. 

JINR-P13-7363 74-10 18G PC$3.00/MP$2.25 


SMIRNOV, YU. D. 
Quality of Killed Stee! Ingots--Traasla 


AD-785 890/SGI 74-24 11F PCs. 75M F$2.25 
SMIRNOVA, A. D. 

Superhigh Frequency Method for Heating Electrons in 

the Tor-1 Stellerator. 


PA-1033 





SMIRNOVA, K. D. 


P-20007 74-21 201 + PC$4.00/MF$2.25 


SMIRNOVA, K. D. 


Excretion of FSH and Steroid Hormones in Breast- 
Cancer Patients under Chemotherapy 
PB-228 569-T/GI 74-09 6P PC$3.25/MF$2.25 


SMIRNOVA, L. A. 


Characteristics of a New Group of Enteropathogenic 
E. coli Producing Enterotoxin--Translation. 
ADS $45/SGI 74-23 6M PC$3.25/MF$2.25 


SMIRNOVA, L. B. 
A Study of New Vaccine Strains of Influenza Virus-- 


Translation. 
AD-787 397/9GI 74-26 6M PC$3.25/MF$2.25 


SMIRNOVA, M. N. 


A Study of Antibodies and Delayed-Type Skin Reac- 
tions to Certain Antigens of Group A Streptococcus in 
Experimestal Animals--Translation. 

AD-773 516/0GI 74-07 6M PC$3.25/MF$2.25 


SMIRNOVA, N. V. 


Curare-Like Activity of Mono-Quaternary Salts Con- 
taining Adamanty! Residue at the nitrogen Atom-- 


Translation. 

AD-784 169/SGI 74-22 60 PC$3.25/MF$2.25 
SMIT, J. 

Coupled Fast-Thermal Critical Facility Stek. 

RCN-209 74-21 18E PC$S5.75/MF$2.25 


Reprint: Magnetostriction of Si-Doped YIG at Low 

Temperatures. 

AD-776 838/SGI 74-11 20L Reprint 
SMIT, JAN 


Reprint: Side-Jump and Side-Slide Mechanisms for 
Ferromagnetic Hall Effect. 
AD-775 194/4GI 

SMITH, A E 
Evaluated Neutronic Cross Section File for Niobium. 
ANL/NDM-6 74-24 20H PC$6.25/MF$2.25 


Measured and Evaluated Fast Neutron Cross Sections 
of Nickel and Cobalt. 


74-09 20L Reprint 


CONF-740402-25 74-20 20H PC$4.00/MF$2.25 
Models, Measurements and Evaluation. 
CONF-740320-1 74-18 20H PC$5.00/MF$2.25 


Neutron Scattering from Titanium: Compound and 
Direct Effects. 


ANL/NDM-3 74-11 20H PC$4,00/MF$2.25 
SMITH, A. B. 

Cobalt Fast Neutron Cross Sections: Measurement and 

Evaluation. 

ANL/NDM-! 74-06 20H PC$7.50/MF$2.25 


Fast Neutron Processes in Niobium: Measurements 
and Evaluation. 
ANL-AP/CTR/TM-4 74-06 20H PC$5.75/MF$2.25 


SMITH, A. E. 
Chemical Behavior and Ground Movement. 
ARH-SA-192 74-25 18G PC$4.00/MF$2.25 


Nuclear Reactivity Evaluations of 216-Z-9 Enclosed 
Treach 


ARH-2915 74-12 18G PC$15.00/MF$2.25 
SMITH, A. F. 

Diffusion of Chromium in Type 316 Stainless Steel. 

RD/B/N-2625 74-07 11F PC$3.00/MF$2.25 


Diffusion of Manganese in Type 316 Austenitic Stain- 


less Steel. 
RD/B/N-2756 74-16 20L PC$4.00/MF$2.25 


Low Temperature Diffusion of Chromium in Fine 

Grained 20/25/NB Steel with Varying Dislocation Den- 

sities. 

RD/B/N-2560 74-09 11F PC$3.00/MF$2.25 
SMITH, A. G. 


Engineering Studies Related to the Skylab Program. 
Task H: Microwave/Optical/Infrared Image Processing 
for Ocean Current Recognition. 

N74-32789/1GI 74-26 8C PC$3.75/MF$2.25 

SMITH, A. J. 

The ete of Light Output from Runway Cen- 
ADTs 757/8G1 74-10 1E PC$3.25/MF$2.25 


Ibm 360/Fr-80 Online Computer Output Microfilm 


System. 

ANCR-1119 74-08 9B PC$5.45/MF$2.25 
SMITH, A. L. 

Computer Acquired Performance Data from a Chemi- 

- Vapor-Deposited-Rhenium, Niobium Planar 

N74-10628/7G1 74-04 10B PC$3.25/MFS$2.25 


Thermionic Performance of a Cesium Diminiode with 
Relatively Impure 110-Tungsten Electrodes. 
N74-27176/8GI 74-20 9A PC$3.25/MF$2.25 


Thermionic Performance of a Variable-GAP Cesium 
Diminiode with a 110-Single-Crystal-Tungsten Emitter 
and a Polycrystalline-Niobium Collector. 


N74-19287/3GI 
SMITH, A. M. 
Comparison of Three Techniques for Solving the 


Radiative Transport Equation. 
AD-774 023/6GI 74-08 20M PC$3.75/MF$2.25 


An Investigation of Infrared Diffuser Surfaces. 
AD-779 771/SGI 74-15 20F PC$3.75/MF$2.25 


Regular Normal Transmittance of Roughened Dielec- 
tric Interfaces: Comparison of Theory and Data. 
AD-784 751/0GI 74-23 20F PC$3.75/MF$2.25 


Tests of the Stability of Dowtherm a at 600 exp 0 F 
with Radiation Doses Up to 10 exp 6 Rad. 
ORNL-TM-4403 74-09 7 PC$5.25/MF$2.25 


SMITH, A. M. O. 


Charts and Formulas for Estimating Velocity Fields in 
Incompressible Flow, 
AD-772 233/3GI 74-05 20D on 25/MF$2.25 


The Power Profile - A New Type of A 
AD-773 655/6GI 74-07 1C PCse. 7SIMFS$2. 25 


Velocity Distributions and Shapes for Free Streamline 
Bodies Having Wedge-Shaped Noses, 


74-13 9A PC$3.25/MF$2.25 


AD-769 209/8GI 74-01 20D PC$4.25/MF$2.25 
SMITH, A. T. 

Miss Distance Measurement Using One Camera. 

AD-777 526/SGI 74-12 19D PC$3.75/MF$2.25 

Miss Distance Measurement Using One Camera. 

N74-32276/9GI 74-25 16B PC$3.75/MF$2.25 
SMITH, A. W. 


Advanced Techniques for Determining Long Term 
Compatibility of Materials with Propellants. 
N74-30233/2GI 74-24 211 PC$7.25/MF$2.25 


SMITH, AARON 


Diagnosis, Intelligence and Rehabilitation of Chronic 
Aphasics, 
PB-235 515/4GI 


SMITH, ALAN JAY 
Interference in Multiprocessor Computer Systems with 


Interleaved Memory . 
AD-787 008/2GI 74-25 9B PC$3.75/MF$2.25 


A Modified Working Set Paging Algorithm. 
AD-786 999/3GI 74-25 9B PC$3.75/MF$2.25 


Performance Analysis of Computer System Com- 


74-22 6E PC$7.00/MF$2.25 


ponents. 

AD-785 027/4GI 
SMITH, ALLAN F. 

Toxic Products from Burning of Fire-Resistant Materi- 


74-23 9B PC$9.25/MF$2.25 


als. 

PB-226 726/8GI 74-07 111 PC$3.25/MF$2.25 
SMITH, ALVIN 

Foam over Air Inflatable Structure Feasibility Study. 


AD-780 518/7GI 74-16 SE PC$4.25/MF$2.25 
SMITH, ALVIN W. 
Reprint: A Preliminary Report on Potentially 
Pathogenic Microbiological Agents Recently Isolated 
from Pinnipeds. 
AD-777 396/3GI 74-12 6M_ Reprint 


Selected Topics in Labor.tory Animal Medicine. 

Volume XIX. The Mouse. 

AD-774 101/0GI 74-08 2E PC$S5.75/MF$2.25 
SMITH, ANTHONY M. 

On the Correlation of Two Human Tracking Error Per- 

formance Metrics. 

AD-773 821/4GI 
SMITH, ARTHUE J. 

Vandalism and Passenger Security. A Study of Crime 

and Vandalism on Urban Mass Transit Systems in the 

United States and Canada. 

PB-226 854/8GI 74-06 SK PC$11.25/MF$2.25 
SMITH, ARTHUR H. 


Application of Meteorological Satellite Data in Analy- 


sis and Forecasting. 
AD-786 137/0GI 74-24 4B PC$9.50/MF$2.25 


SMITH, ARTHUR H. JR. 


What Are You Looking At When You Say This Area 
is A Suspect Area for Severe Weather. 
COM-74-11333/3GI 74-21 4B PC$3.25/MF$2.25 


74-07 $3 PC$3.25/MF$2.25 


SMITH, B. H. 
Design Study of a Neutral Injection System for the 
Fusion Engi Research Facility 


ngineering (Ferf). 
UCRL-75547 74-16 18A PC$4.25/MF$2.25 
Flat-Topping Power Supply for the 2XIIB Containment 


Magnet. 
UCRL-75146 74-08 18A PC$3.00/MF$2.25 


Techniques to Achieve Semiconductor Reliability in 


Unique Power Equipment. 
UCRL-75737 74-25 10B PC$4.00/MF$2.25 


SMITH, B. L. 


A Microwave Transparent Method of Cooling 
Microwave Components, with Practical Results, 


AD-785 682/6GI 
SMITH, B. T. 


Secondary High Pressure Standard for the Far-Infrared 
Spectral Region. Report No. 2170. 
COO-3151-37 74-17 20L PC$4.00/MF$2.25 


SMITH, BARTON 


Fiscal Externalities and Unemployment in a Spatial 
System. 
COM-74-10109/8GI 74-05 13B PC$3.75/MF$2.25 


SMITH, BARTON A. 


Some Basic Principles of Optimality and City Size. 
COM-74-10858/0GI 74-12, SC PC$3.75/MF$2.25 


The Supply of Urban Housing. 
COM-74-10391/2GI 74-07 13B PC$3.75/MF$2.25 


The Supply of Urban Housing: Some Empirical 


74-24 9A PC$3.25/MF$2.25 


Results. 
COM-74-10237/7GI 74-06 13B PC$3.25/MF$2.25 
SMITH, BERNARD 


Reprint: Laser Brewster Window Sealing Techniques. 
AD-775 524/2GI 74-09 20E Reprint 


SMITH, BOYD 
Methods and Parameters for the Use of Emulsified 
Asphalts for Prime Coats and Binders for Open 


Graded Asphaltic Concrete Finishing Courses. 
PB-233 941/4GI 74-19 13C PC$4.25/MF$2.25 


SMITH, BRADFORD M. 


Computer Software for Numerically Controlled Manu- 
facturing. 
AD-786 731/0GI 74-25 13H PC$3.75/MF$2.25 


SMITH, C 


An Evaluation of the Effects of Bed Rest, Sleep 
Deprivation and Discontinuance of Training on the 
Physical Fitness of Highly Trained Young Men. 

N73-32008/7GI 74-02 6S PC$3.75/MF$2.25 


SMITH, C.A 


Studies on Materials in the Vicinity of Sodium--Water 
Reactions. Part 3. The Influence of Sodium--Water 
Flames on the Fatigue Endurance of AISI 316 Stain- 
less Steel. 

RD/B/M-2730 74-09 11F PC$3.00/MF$2.25 


SMITH, C. B. 


Earthquake Effects at Nuclear Reactor Facilities: San 
Fernando Earthquake of February 9TH, 1971. 
UCLA-ENG-7215 74-13 181 PC$4.25/MF$2.25 


SMITH, C. C. JR.. 


Preliminary Static Tests of a Simulated Upper-Surface 
Blown Jet-Flap Configuration Utilizing a Full-Size Tur- 
bofan Engine. 

N74-20638/4GI 74-15 1A PC$3.75/MF$2.25 


Pressure Distribution of a Twin-Engine Upper-Surface 
Blown Jet-Flap Model. 
N74-20655/8GI 74-15 1A  PC$3.75/MF$2.25 


Wind Tunnel Investigation of a Large-Scale Semispan 
Model with an Unswept Wing and an Upper-Surface 
Blown Jet Fiat. 

N74-19663/S5GI 74-14 1A  PC$S.75/MF$2.25 


Wind Tunnel Investigation of an Upper Surface Blown 

Jet-Flap Powered-Lift Configuration. 

N74-11832/4GI 74-06 1A PC$4.25/MF$2.25 
SMITH, C. F. 

Rio Blanco Gas Composition Lil Data Summary 

Calibration and Production Testing of Rbe-01. 

UCID-16579 74-25 18C PC$S5.75/MF$2.25 

Kio Blanco Gas Quality Analysis and Evaluation Pro- 

gram Status Report. 

UCRL-74868 74-08 18C PC$3.00/MF$2.25 


Utilization of the Noble Gases in Studies of Un- 
derground Nuclear Detonations. 
UCRL-74710 74-06 18C PC$3.00/MF$2.25 


SMITH, C. K. 


Test and Evaluation of an 80,000 GPD Reverse Osmo- 
sis Seawater Desalination Plant Mounted on an Ammi 
Pontoon. 

AD-774 473/3GI 74-08 7A PC$3.75S/MF$2.25 


SMITH, C. L. 


Distribution of Some Chemical Elements Between Dis- 
solved and Particulate Phases in the Ocean. Period 
Covered: August 1972--April 1973. 

COO-3566-4 7402 83 PC$8.00/MF$2.25 
Grain Boundary Segregation of Impurities in Metals 
and Intergranular Brittle Fracture 

AD-781 301/7GI 74-18 11F PC$3. 75/MF$2.25 


Mechanical Design of Triso-Coated Particle Fuels for 


the Large Higr. 
GULF-GA-A-12051 74-06 18] PC$3.25/MF$2.25 
SMITH, C. N. 


Herbicide Runoff from Four Coastal Plain Soil Types. 
PB-235 S71/7GI 74-24 13B PC-GPO/MF$2.25-NTIS 

















































































SMITH, C. 8. 
Buckling and Vibration of a Ship's Vee-Bottom Struc- 
ture, 
AD-781 519/4GI 74-18 133 PC$4.25/MF$2.25 


Buckling Experiments on Small-Scale Plastic Models 
of the GRP Minehunter Bottom Structure, 
AD-784 127/3GI 74-22, 133 ~PC$3.75/MF$2.25 


SMITH, C. W. 
Geeeeteretes Refueling Machine at Fort St. 


GULF- EL-A-12426 74-16 18E PC$3.00/MF$2.25 


Evaluation of over-All Heat Transfer Coefficients 
Purex E-F6 and E-H4 Concentrators. Preliminary Re- 


rt. 
RL-SEP-49 74-14 7A PC$3.00/MF$2.25 


Experimental Determination of Side Boundary Effects 
on Stress Intensity Factors in Surface Flaws. 
AD-776 977/1GI 74-11 20L PC$3.75/MF$2.25 


An Experimental Investigation of Leading-Edge Vor- 
tex Augmentation by Blowing. 
N74-19643/7GI 74-14 1A PC$4.75/MF$2.25 


A Finite Deformation Analysis of the a Field Sur- 
rounding the Tip of Crack-Like Ellipse 
PB-234 016/4GI 74-21 13M PCSé. 75/MF$2.25 


Stress Intensity Factors for Deep Cracks Emanating 
from the Corner Formed by a Hole Intersecting a Plate 
Surface. 

N74-17614/0GI 74-11 20K PC$3.75/MF$2.25 


Stress Intensity Factors for Deepcracks Emanating 
from the Corner Formed by a Hole Intersecting a Plate 
Surface. 

N74-30337/1GI 74-24 20K PC$3.75/MF$2.25 


A Study of Linear Very Near and Far Field Effects in 
Photoelastic Stress Intensity Determination, 
AD-781 543/4GI 74-18 20L PC$3.75/MF$2.25 


Use of a Taylor Series Correction Method in 
Photoelastic Stress Intensity Determination, 
AD-773 039/3GI 74-06 20K PC$3.75/MF$2.25 


SMITH, CAROL L. 


High-Level Language Translation in Symbol 2R, 
PB-228 117/8GI 74-08 9B PC$3.25/MF$2.25 


SMITH, CECIL L. 
Reprint: Digital Control Algorithms. Part II. Kalman 
Algorithm. 
AD-782 161/4GI 74-19 12A Reprint 


Reprint: Digital Control Algorithms. Part III. Tuning PI 
and PID Controllers. 


AD-782 162/2GI 74-19 12A Reprint 
Reprint: Digital Control Algorithms. Part 1. Dahlin Al- 
gorithm. 

AD-782 160/6GI 74-19 12A_ Reprint 


SMITH, CHARLES B. 
Study of Interferon and Interferon Inducers in the 
Prevention of Rabies in Animals. 
PB-233 652/7GI 74-19 6M PC$3.75/MF$2.25 
SMITH, CHARLES H. Ill. 


Proceedings of the Symposium on Interactive Com- 

puter Graphics for Project Managers (ist) at Fort 

Belvoir, Va. 10-11 October 1973, 

AD-780 810/8GI 74-17 9B PC$7.00/MF$2.25 
SMITH, CHARLES L. 


Trip Ends Generation Research Counts. 
PB-227 134/4GI 74-07 13F PC$7.50/MF$2.25 


SMITH, CHARLES R. 
| Impact of a Proposed Rese:voir on Local Land 
Values. 
PB-224 982/9GI 74-01 13B PC$S5.25/MF$2.25 
SMITH, CHARLES W. 
A Drag Model for Cavitating Axisymmetric Bodies. 
AD-769 273/4GI 7401 20D PC$4.25/MF$2.25 
SMITH, CHUCK 
Index of Frequently Used Funding Sources for Local 
Officials. 
PB-234 048/7GI 74-21. 13B =PC$3.25/MF$2.25 
Index of Training Programs and ee Offered to 
Local Units of Government in Oklahom 
PB-233 962/0GI 74-18 SI PCS3. 75/MF$2.25 
SMITH, CLIFFORD E. 


Investigation of Centrifugal Force at Reynolds 
Number Effects on Combustion Proces: 
AD-787 865/5GI 74-26 21B PCs .25/MF$2.25 


SMITH, CRAIG L. 


Investigation of Surface Films - Chesapeake Bay En- 

trance. 

PB-232 968/8GI 74-17 13B PC-GPO-MF$2.25-NTIS 
i SMITH, D. 

Control of Contaminants on Sensors. Report 1: Inter- 

directorate Working Group on Earth Observation Sen- 


sors. 
N73-33367/6G1 74-02 22B PC$3.25/MF$2.25 


Evaluation of Techniques for ro en | the Per- 
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SMITH, D. B. 
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LA-5317 74-20 183 PC$4.00/MF$2.25 
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SMITH, D. D. 
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AD-777 118/1GI 74-12 20F PC$3.75/MF$2.25 
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SMITH, D. H. 
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SMITH, D. L. 
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Prompt Air-Scattering Corrections for a Fast-Neutron 
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ANL/NDM-2 74-08 18D PC$6.25/MF$2.25 
SMITH, D. M. 
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AD-779 666/7GI 74-18 9E PC$4.75/MF$2.25 
SMITH, D. W. 
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Subjected to Bending. 
AD-778 735/1GI 74-14 20L PC$4.75/MF$2.25 
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AD-769 672/7GI 7401 8F PC$4.25/MF$2.25 
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PB-236 998/1GI 74-26 13B PC$S5.25/MF$2.25 
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AD-780 942/9GI 74-17 133 PC$S.25/MF$2.25 
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AD-775 221/SGI 74-09 20F PC$4.25/MF$2.25 
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AD-775 222/3GI 74-09 20F PC$3.75/MF$2.25 
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Waveguides. 

AD-778 354/1GI 74-13 20B PC$4.25/MF$2.25 
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Waveguides. 

AD-784 650/4G1 74-22 20B PC$3.25/MF$2.25 
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SMITH, DORIS 
Analysis of Nonionic Detergents in Raw Surface 
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PA-1035 


SMITH, DUANE H. 
The Unified Command Structure and the Fitzhugh 


Proposals. 
AD-773 5$32/7GI 74.07 1SC PC$3.25/MF$2.25 
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SMITH, FREDERICK J. 
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COM-74-11245/9GI 74-18 13B PC$3.25/MF$2.25 
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AD-915 421/2GI 74-15 1SC PC$5.25/MF$2.25 


SMITH, GARY A. 
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AD-771 151/8GI 74-04 1C PC$6.25/MF$2.25 
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AD-782 855/1GI 74-20 13G PC$3.25/MFS$2.25 
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SMITH, H. E. 

Digital Computing Cardiotachometer. 

PATENT-3 773 038 74-07 6B Not available NTIS 
SMITH, H. F. 
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AD-781 648/1GI 74-18 9B PC$S5.25/MF$2.25 
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SMITH, H. L. 
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SMITH, H. R. 
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AD-770 991/7GI 74-02 17F PC$3.75/MF$2.25 
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AD-772 211/9GI 74-05 9E Reprint 


SMITH, HERBERT E. 


Wet Strength Paper Comprising Starch Carbamoylethyl 
Ethers. 
PATENT-3 542 644 74-17 11L Not available NTIS 


SMITH, HUBERT G. 


Like-A-Fishhook Village and Fort Berthold Garrison 
Reservoir North Dakota. 
PB-234 538/7GI 74-21 SF PC$7.25/MF$2.25 


SMITH, HUGH H. 


Fatigue Resistance of Type 348 Stainless Steel under 
Simulated Water Reactor Conditions. 
AD-782 516/9GI 74-19 11F PC$3.25/MF$2.25 


SMITH, IAN C. P. 


Reprint: High Resolution Deuterium Magnetic 
Resonance - An Approach to the Study of Molecular 
Organization in Biological Membranes and Model 
Systems. 

AD-769 151/2GI 74-01 6A Not available NTIS 


Reprint: Intramolecular Motion in Peptides Determined 

by 13C NMR: A Spin-Lattice Relaxation Time-Study 

on MSH-Release-Inhibiting Factor. 

AD-774 664/7GI 74-08 6A Not available NTIS 
SMITH, IVAN C. 


The Disposal of Cattle Feedlot Wastes by Pyrolysis, 


PB-227 475/1GI 74-07 13B MF$2.25-NTIS 
SMITH, J. 

AGIPA for Fleet Satellite Communication. 

AD-787 432/4GI 74-26 17B PC$12.00/MF$2.25 


Atmospheric Water Resources Research. Volume V, 
Sundry Analyses and Evaluations. 
PB-225 851/SGI 74-04 4B PC$5S.75/MF$2.25 


Reprint: Concentrations of Ampicillin and 

Chloramphenicol in the Serum of Patients with Acute 

‘Salmonella’ Enteric Fever. 

AD-774 363/6GI 74-08 60 Reprint 
SMITH, J. A. 


Reprint: Effects of Changing Canopy Directional 
Reflectance on Feature Selection. 


AD-786 178/4GI 74-24 2F Reprint 
SMITH, J.B. 

Aerodynamic Analysis of a Profile Fighter Tow Tar- 

get, 

AD-787 639/4GI 74-26 1C PC$3.25/MF$2.25 
SMITH, J. D. 


Columbia River Effects in the Northeast Pacific: 
Physical Oceanography. Report of Progress, Sep- 
tember 1971--January 1974. 

RLO-2225-T-25-12 74-24 83 PC$23.00/MF$2.25 


Experimental Study of Axial and Crossflow Velocity 
in a 7-Pin Wire Wrapped Bundle. 
BNWL-1804 74-16 18E PC$S.45/MF$2.25 


SMITH, J. DOUGLAS 


Selective Nutrient Removal from Secondary Effluent, 
PB-228 108/7GI 74-08 13B PC-GPO/MF$2.25-NTIS 


SMITH, J. E. 


Destructive Testing of Flawed 6-in.-Thick Pressure 
Vessels. 
CONF-740606-12 74-18 181 PC$4.25/MF$2.25 


SMITH, J. H. 


Application of Eddy Currents to Detect Corrosion in 
Copper and Stainless Steel Tubing. 
K-1860 74-22 11F PC$S5.45/MF$2.25 


Atmospheric Photochemical Smog Measurements Over 
San Francisco Bay. 
PB-236 765/4GI 74-26 4A PC$S5.25/MF$2.25 


Design, Fabrication, and Flight Test of the Active Arm 
External Load Stabilization System for Cargo Han- 
dling Helicopters. 

AD-773 025/2GI 74-06 1C PC$6.25/MF$2.25 


Evaluation of the Use of Eddy Currents to Measure 
the Thickness of Nickel Plating on Carbon Steel. 


K-1845 74-06 11C PC$4.00/MF$2.25 
Improved Thermal Designs for a Cylindrical Electrical 
Igniter. 

SC-DC-721816 74-26 19A PC$4.25/MF$2.25 


Optimization of Eddy-Current Measurements of Coil- 
to-Conductor Spacing. 
CONF-731014-1 74-06 20C PC$3.00/MF$2.25 


Prediction of Explosive Yield and Other Charac- 
teristics of Liquid Rocket Propellant Explosions 
N74-20589/9GI 74-14 211 PC$10.50/MF$2.25 


Thermal Analysis for Insertion of Antenna Window in 
the Nosetip of an Air-to-Ground Missile. 
SLA-73-1021 74-10 9E PC$3.00/MF$2.25 


SMITH, J. J.B 


Reprint: Feeding Stimuli and Techniques for Studying 
the Feeding of Haematophagous Arthropods under Ar- 
tificial Conditions, with Special Reference to 
‘Rhodaius prolixus’. 

AD-772 581/SGI 74-06 6C Not available NTIS 


SMITH, JAMES G. 


SMITH, J. K. 


Membrane and Materials Evaluation: Permeabilities, 
Physical and Mechanical Properties of Hemadialysis 
Membranes. 


PB-231 656/0GI 74-13 6L + PC$3.75/MF$2.25 
SMITH, J. M. 

Adaptive Ground Implemented Phased Array. 

N74-10145/2GI 74-04 9E PC$S.25/MF$2.25 


Coulee Dam Disaster Effects on Hanford Works: 
Radiological Sciences Department Viewpoint. 
HW-25575 74-14 8H PCs3, 00/M F$2.25 


H2-02 Combustion Powered Steam-Mhd Central 
Power Systems. 
N74-16800/6GI 74-11 10B PC$3.25/MF$2.25 


Light Bulb Heat Exchanger for Magnetohydrodynamic 

Generator Applications - Preliminary Evaluation. 

N74-18557/0GI 74-12. 10B PC$3.75/MF$2.25 
SMITH, J. P. 


Biological Assessment of Diesel Spill in the Vicinity of 

Anacortes, Washington, May 1971 

PB-228 118/6GI 74-09 3B PC$7.25/MF$2.25 
SMITH, J. R. 


Flow Field Temperature Distribution Determination 
Using Rotational Raman Spectroscopy. 


SLL-73-5294 74-26 20D PCS4. 00/M F$2.25 
Work of the Rutherford Laboratory in 1972. 
RHEL/R-270 74-02 20H PC$12.75/MF$2.25 
Work of the Rutherford Laboratory in 1973. 

RL-74-41 74-24 20H PC$13.25/MF$2.25 

SMITH, J. V. 

Reprint: EMF Investigation of Ga-Ga203 Equilibrium. 
AD-769 809/SGI 74-01 7D Reprint 


SMITH, JACK 


Handbook of Job Proficiency Criteria: A GLAC 
Research Report. 
PB-233 056/1GI 74-18 SI PC$4.75/MF$2.25 


Optical Techniques for the Measurement of Cross- 
winds, 
AD-785 664/4GI 74-24 4B PC$3.25/MF$2.25 


SMITH, JACK R. 


Quantitative Analysis of the Physiological Condition 
and Level of Alertness of Man in an Isolated Environ- 
meat. 

AD-780 660/7GI 74-17 6B PC$4.25/MF$2.25 


Reprint: Automatic Analysis and Detection of EEG 

Spikes. 

AD- 783 134/0GI 74-20 6E Reprint 
SMITH, JACK W. 


The measurement and Coding of the Military Essen- 
tiality of Navy Parts, Components, and Equipments, 


AD-772 519/SGI 74-06 ISE PC$4.25/MF$2.25 
A Model to Allocate Repair Dollars and Facilities Op- 
timally, 

AD-787 469/6GI 74-26 1SE PC$4.75/MF$2.25 


Test of a System Which Considers the Priority Alloca- 
tion of Spare Recoverable Components, 
AD-787 468/8GI 74-26 1SE PC$5.75/MF$2.25 


SMITH, JAMES 


Advanced Concepts and Techniques in the Study of 
Snow and Ice Resources, 
AD-787 130/4GI 74-26 8L MF$2.25 


SMITH, JAMES B. 


Cotton Dust Controls in Yarn Manufacturing. 
PB-232 276/6GI 74-15 1E PC$7: SO/MFS2. 25 


SMITH, JAMES D. 

Housing Expenditures, 1970, 

PB-230 058/0GI 74-11 SK PC$S.75/MF$2.25 
SMITH, JAMES E. 


Estimated Costs and Returns for Gulf of Mexico 
Shrimp Vessels: 1971. 
COM-74-10730/1GI 74-11 SC PC$3.75/MF$2.25 


SMITH, JAMES EDWARD 
A Basic Design of a Microprogrammed Function 


Evaluator, 
AD-787 492/8G1 74-26 9B PC$S5.25/MF$2.25 


SMITH, JAMES F. 
Advanced Simulation in Undergraduate Pilot Training 


(ASUPT) Facility Utilization Plan. 
AD-786 411/9GI 74-25 SI PC$3.75/MF$2.25 


Syllabus and Syllabus Development Techniques Used 

in Evaluating the A/F37A/T-4G Flight Simulator. 

AD-786 412/7GI 74-25 SI PC$3.75/MF$2.25 

Use of the T-4G Simulator in USAF Undergraduate 

Pilot Training (UPT), Phase I. 

AD-786 413/5GI 74-25 14B PC$3.75/MF$2.25 
SMITH, JAMES G. 


Spectrographic and Chemical Analyses of Rock and 
Stream Sediment Samples from the Granite Fiords 
Wilderness Study Area, Alaska. 

PB-232 049/7GI 


PA-1037 





SMITH, JAMES H. 


74-14 8D Mag Tape $97.50;Foreign $122.50 
SMITH, JAMES Hi. 
Design and Optimization Study of the Active Arm Ex- 


ternal Load Stabilization System (AAELSS) for 
Helicopters. 
AD-787 325/0GI 74-26 1C PC$5.75/MF$2.25 


SMITH, JAMES HART 
Condensation Nuclei and Aerosol Populations Related 


to Fog Formation. 
AD-776 404/6GI 4B PC$7.25/MF$2.25 


SMITH, JAMES K. 


Membraine and Materials Evaluation; Appendix. Ex- 
rimental Procedures for Testing sheet Membranes. 
PB. 225 067/8GI 74-02 6L PC$3.75/MF$2.25 


Membrane and Materials Evaluation: Cuprophan 150- 
PM Artificial Kidney Reference Membrane Evaluation 
and Experimental Procedures. 

PB-235 790/3GI 74-24 6L PC$3.75/MF$2.25 


Membrane and Materials Evaluation; Permeabilities, 
Physical and Mechanical Properties of Hemodialysis 
Membranes - Bemberg Cuprophan PT-150 Membrane 


(4). 
PB-225 070/2GI 74-02 61 PC$3.75/MF$2.25 


Membrane and Materials Evaluation; Permeabilities, 
Physical and Mechanical Properties of Hemodialysis 
Membranes - Cellulose Research Corporation - Cellu- 
lose Acetate Membrane (3). 

PB-225 069/4GI 74-02 6L PC$3.75/MF$2.25 


Membrane and Materials Evaluation; Permeabilities, 
Physical and Mechanical Properties of Hemodialysis 
Membranes - Envirogenics Corporation Cellulose 


Acetate Membrane (5). 
PB-225 071/0GI 74-02 6L PC$3.25/MF$2.25 


Membrane and Materials Evaluation; Permeabilities, 
Physical and: Mechanical Properties of Hemodialysis 


74-11 


Membranes - National Institute of Scientific 
ResearchMembrane (2). 
PB-225 068/6GI 74-02 6L PC$3.25/MF$2.25 


Membrane and Materials Evaluation: Rhone Poulenc 
Polyacrylonitrile Membrane - er saan yf ——— of 
Permeability, Physical and Mechanical Pro 

PB-235 791/1GI 14-24 6L PCS3.2 o5/MES2. 25 


A Study of Synthetic Polyeptides for Hemodialysis 
Membranes. 


PB-224 841/7GI 74-01 6L PC$S.25/MF$2.25 
SMITH, JAMES M. 
Reprint: Accumulation-Layer Surface-Wave Con- 


volver. 

AD-772 115/2GI 
SMITH, JAMES W. 

Passive Portal Detector. 


74-05 9A Reprint 


AD-770 $37/9GI 74-02 17F PC$4.25/MF$2.25 
SMITH, JAMISON P. 
Rational Institutional Arrangements for Water 


Resources Management. 
PB-234 627/8GI 


SMITH, JANA C. 
Reprint: Thermochromism and Electrical Conductivity 
in Doped SrTiO3. 
AD-773 343/9GI 
SMITH, JASPER E. 
Embedment Anchor. 
PATENT-3 621 805 74-03 
SMITH, JAY A. JR. 
Improved Transportation Planning Through Education, 
Application, and Coordination. 
13B PC$4.25/MF$2.25 


74-21 13B PC$6.25/MF$2.25 


74-07 20L Reprint 


13J| Not available NTIS 


PB-231 262/7GI 74-13 
SMITH, JEAN G. 

Preparation of Sols by Hydrogen Reduction of Nitrate 

Solutions. 

PATENT-3 748 273 
SMITH, JEAN S. 

Assessment of Economic Impact of Air Pollutants on 

Vegetation in the United States: 1969 and 1971. 

PB-224 818/SGI 7401 13B PC$S5.25/MF$2.25 
SMITH, JERRY J. 


Reprint: Matrix-Isolation Study of the Vacuum-Ul- 
traviolet Photolysis of NF3. The Electronic Spectrum 
of the NF2 Free Radical. 
COM-74-50852/4GI_ 74-24 7E Not available NTIS 


SMITH, JIM R. 


Reprint: Aircraft-Refueling Trailer Modified to Haul 
Salmon and Trout. 
COM-73-50645-08-07/GI 

74-01 6C (Order as COM-73-50645-08) 


SMITH, JIMMY H. 


Structural Repair of Bomb Damage to Airfield Run- 
ways. 
AD-776 074/7GI 


74-06 7A Not available NTIS 


74-10 1E PC$7.25/MF$2.25 


PA-1038 


SMITH, JOE N. JR. 
Collisions between Gas Atoms and Surfaces as Related 
to High-Altitude Aerodynamics. 
AD-777 221/3GI 74-12 7D PC$4.75/MF$2.25 


Molecular Beam Study of CO Oxidation on a (111) 


Platinum Surface. 
AD-770 032/1GI 74-02 7D PC$3.75/MF$2.25 


SMITH, JOHN E. JR. 
Inelastic Light Scattering Studies of the Optical Pro- 
perties of Solids. 
AD-779 038/9GI 74-15 20L PC$3.25/MF$2.25 
Reprint: Raman Spectra of Glassy Carbon. 
AD-782 751/2GI 74-20 7D Reprint 
SMITH, JOHN R. 
Flight Evaluation - Pacer Systems, Inc. LORAS II Air- 
speed System. 
AD-780 018/8GI 
SMITH, JOHN WARD 


Aragonite and the Genesis of Carbonates in Mahogany 
Zone Oil Shales of Colorado's Green River Formation. 
PB-227 187/2GI 74-07 8G PC$3.25/MF$2.25 


Geology of Eocene Rocks and Oil Yields of Green 
River Oil = on Part of Kinney Rim, Washakie 
Basin, Wyoming. 


74-16 1D PC$4.25/MF$2.25 


PB-228 150/9GI 74-08 81 PC-GPO/MF$2.25-NTIS 
Thermal Characteristics of Shortite. 
PB-231 108/2GI 74-12 8G PC$3.25/MF$2.25 


SMITH, JOSE C. 


Background Gas Effects on Infra-Red Analysis of Car- 

bon Dioxide. 

AD-782 765/2GI1 
SMITH, JOSEPH J. 

Application of ADP to Military Health Records. 

AD-773 526/9GI 74-07 6E PC$3.75/MF$2.25 
SMITH JR, CECIL R. 


Harringtonine and Isopharringtonine for Treating 
L1210 of P388 Leukemic Tumors in Mice. 
PATENT-3 793 454 74-17 60 Not available NTIS 


SMITH, JUSTIN R. 


Brine Disposal Treatment Practices Relating to the Oil 
Production Industry 
PB-235 886/9GI 74-25 


74-20 7D PC$3.25/MF$2.25 


13B PC-GPO/MF$2.25-NTIS 


SMITH, K. 
The Performance and Economics of a Series Hybrid 
Cooling Tower, : 
PB-227 813/3GI 74-10 13A PC$4.75/MF$2.25 
SMITH, K. A. 


Turbulent Drag Reduction by Polyacrylic A 


AD-778 040/6GI 74-13 20D PC$3. SS/MPS2. 25 
SMITH, K. L. JR. 
Reprint: Energy Transformations by the Sargassum 


Fish, Histrio histrio (L). 
AD-774 973/2G1 74-09 6F Reprint 


Reprint: Temperature and Pressure Effects on Respira- 
tion of Thecosomatous Pteropods. 
AD-771 582/4GI 


SMITH, K. R. JR. 


Small V/STOL Aircraft Analysis, Volume |. 
N74-28504/0GI 74-22 1C PC$4.75/MF$2.25 


Small V/STOL Aircraft Analysis. Volume 2: Appen- 
dices. 
N74-10045/4GI 
SMITH, KENNETH 
Theoretical Foundation for a General Quantal Molecu- 
lar Reaction Rate Code. Volume II. Outline of Close 
Come Formalism In The Separated Atom Approxi- 
AD-776 055/6GI 
SMITH, KENNETH D. 


Particulate Emissions from Alfalfa Dehydrating Plants. 
Control Costs and Effectiveness. 
PB-227 448/8GI 74-08 13B 


SMITH, KENNETH R. 


Reprint: The Relationship of Circulating Endogenous 
Endotoxin to Hemorrhagic Shock in the Baboon. 
AD-783 167/0GI 74-20 6E Reprint 


SMITH, L. 


Proton--Electron--Positron Project: Pep. 
LBL-3032 74-24 20G PC$4.00/MF$2.25 


SMITH, L. E. 


Interaction of Plasma Proteins with Surfaces. 
PB-232 629/6GI 74-16 6A PC$4.75/MF$2.25 


SMITH, L. G 
Energetic Electrons in the Midlatitude Nighttime E Re- 


gion. 
N74-19026/5SGI 74-13 4A  PC$3.25/MF$2.25 


A Study on the Effects of Additional Endogenous 
Heat Relating to the Artificial Heart. 
PB-224 973/8GI 74-01 6L PC$7.25/MF$2.25 


74-04 8A _ Reprint 


74-04 1C PC$4.75/MF$2.25 


74-10 7D PC$4.25/MF$2.25 


PC$S5.25/MF$2.25 





SMITH, L. L. 


Atlas of Zenith Airglow Plots Obtained at prin. 
Hawaii. Volume 1: July 1961 to December 1 
N74-29716/9GI 74-24 4A PC$7. OOMFS2. 25 


Atlas of Zenith Airglow Plots Obtained at Haleakala, 
Hawaii. Volume 2: January 1965 to January 1969. 
N74-29717/7GI 74-24 4A PC$7.00/MF$2.25 


Catalog of Data Summary of Airglow Observations 
Obtained at Haleakala, Hawaii. 
N74-29715/1GI 74-24 4A PC$6.25/MF$2.25 


SMITH, L. M. 
Biomedical Engineering Support. First Quarterly Re- 


port for 1973--1974. 
COO-2155-10 74-21 6B PC$4.50/MF$2.25 


Biomedical Engineering Support. Second Quarterly Re- 
port, November 16, 1973--February 15, 1974. 
COO-2155-11 74-21 6B PC$S.00/MF$2.25 


Biomedical Engineering Support. Third Quarterly Re- 
port, February 16--May 15, 1974. 
COO-2155-12 74-25 18N PC$7.50/MF$2.25 


SMITH, L. W. 


Automatic Testing and Handling of Beam Lead 
Transistors and Diodes. Technological Spinoff Report. 
BDX-613-1081 74-16 9A PC$4.00/MF$2.25 


SMITH, LARRY T. 


Thoroughfares Plan for the Jackson Metropolitan Area. 
PB-225 835/8GI 74-03 13B PC$4.75/MF$2.25 


SMITH, LAWRENCE JEROME 


Stress Concentration Factors for Circular Notches. 
AD-783 784/2GI 74-21 20K PC$6.25/MF$2.25 


SMITH, LAWRENCE L. 
Recovery of Zinc and Nickel from Waste Phosphate 


Liquor. 
PATENT-3 649 220 74-04 


SMITH, LAWRENCE W. JR. 


Effect on Insect Survival, Rheological Characteristics, 
and Baking Properties of Flour Canned in Air or in 
Nitrogen Atmospheres. 

AD-778 222/0GI 74-13 6H PC$3.25/MF$2.25 


SMITH, LESKER DIANNE 


Sociocultural Impact of Reservoirs on Local Govern- 
ment Institutions. Anthropological Analysis of Social 
and Cultural Benefits and Costs from Stream Control 
Measures--Phase 4. 
PB-227 968/5GI 


SMITH, LLOYD L. 


Air Static Pressure and Temperature Measuring Device 
for Remote Locations in Stored Porous Material. 
PATENT-3 745 835 74-10 14B Not available NTIS 


SMITH, LLOYD L. JR. 


Fishery Resources of Lake for the Woods, Minnesota, 
COM-74-11564/3GI 74-24 6C PC$5.75/MF$2.25 


Reprint: The Life History and Trophic Relationship of 
the Ninespine Stickleback, ‘Pungitius pungitius’, in the 
Apostle Islands Area of Lake Superior. 
COM-73-50437-04-10/GI 
74-08 6C 


11F Not available NTIS 


74-08 13B PC$S5.25/MF$2.25 


(Order as COM-73-50437-04) 
SMITH, M. 

Nasa Lewis H2-02 Mhd Program. 

N74-19697/3GI 74-14 10B PC$3.25/MF$2.25 


Silica Reusable Surface Insulation. 
PAT-APPL-427775 74-08 11D PC$3.25/MF$2.25 
SMITH, M. C. 


Bone Mineral Measurement from APOLLO Experi- 
ment M-078. 
N74-17847/6GI 


Geothermal Energy. 
LA-UR-73-1316 74-08 10A PC$3.00/MF$2.25 


Potential for the Production of Power from Geother- 

mal Resources. 

LA-UR-73-926 
SMITH, M. C. JR. 

Apollo Experience Report: Food Systems. 

N74-28349/0GI 74-20 22A = PC$4.75/MF$2.25 
SMITH, M. E. 


Mass Spectrometric Determination of exp 18 O/ exp 16 
O Ratios to Locate the Source of Oxygen in Snap Fuel 
Capsule Components. 


74-12 6S PC$3.75/MF$2.25 


74-08 10A PC$3.00/MF$2.25 


LA-5489 74-15 10B PC$4.00/MF$2.25 
Record Linkage of Hospital Admission-Separation 
Records. 

AECL-4507 74-12 6E PC$S5.00/MF$2.25 


SMITH, M. GREGORY 


Models of Short-Term Memory: A Critical Review. 
AD-784 831/0GI 74-23 $3 PC$4.75/MF$2.25 


Report of Ecological Research at Savannah River 
Ecology Laboratory. Annual Report, August 1971-- 
May 1, 1974. 


SRO-819-1 74-24 6F PC$8.00/MF$2.25 





The Role of Electrical Forces in the Development and 

Dissipation of Clouds and Fogs. 

AD-777 010/0GI 74-11 
SMITH, M. H. A. 

PERT: An ALGOL 60 Computer Program. 

AD-770 505/6GI 74-02 9B css. 25/MF$2.25 
SMITH, M. M. 

Reprint: Stability in Couette Flow of a Viscoelastic 

Fluid. Part Il. 

AD-772 192/1GI 
SMITH, M. N. 

Practical Application and Effectiveness of Commer- 

cially Available Pulse Voltage Transient Suppressors. 

AD-773 074/0GI 74-06 9A PC$4.25/MF$2.25 


SMITH, M. W. 


Reprint: Atomic Transition Probabilities for Forbidden 
Lines of the Iron Group Elements (A Critical Data 
Compilation for Selected Lines). 

COM-74-50102/4GI 74-08 7D Not available NTIS 


SMITH, MABEL L. 


Cereal-Containing Varieties of Tempeh and Process 

therefor. 

PATENT-3 243 301 
SMITH, MALCOLM J. 


Development of Fibers Containing a Reaction Product 
of Chloromethy lated Styrene Polymer and 
Diethylenetriamine. 
AD-782 767/8GI 
SMITH, MARTIN A. 


Field Test of an Environmental Impact Assessment 
Methodology, 
PB-236 045/1GI 


SMITH, MICHAEL 


Experimental Study of Man/Machine Interaction in 
Adaptive Computer Aided Control. 
AD-775 879/0GI 74-10 SE PC$4.25/MF$2.25 


SMITH, MICHAEL J. 
An Analytical Method for Total Heavy Metal Com- 
plexing Agents in Water and Its Application to Water 


Quality Studies. 
7405 7D PC$3.25/MF$2.25 


4B PC$3.75/MF$2.25 


74-05 20D Reprint 


74-16 6H Not available NTIS 


74-20 7C PC$3.25/MF$2.25 


74-25 13B PC$7.25/MF$2.25 


PB-226 322/6GI 
SMITH, MICHAEL S. 


Visible and Near Infrared Absorption Coefficients of 
Kaolinite and Related Clays. 
AD-770 920/7G1 7403 8G PC$3.25/MF$2.25 


Visible and Near-Infrared Absorption Coefficients of 
Montmorillonite and Related Clays. 
AD-780 083/2GI 74-16 8G PC$3.25/MF$2.25 


SMITH, MICHAEL W. 
Economic Analysis of the Intracity Dispersion of 


Criminal Activity, 
AD-780 538/S5GI 74-17 SK PC$3.75/MF$2.25 
SMITH, MILTON 


Impact of Forest Management Practices on the 


Aquatic Environment. 
PB-236 040/2GI 13B = PC$3.25/MF$2.25 
SMITH, MONA 


Material Shortages: A Bibliography with Abstracts. 
NTIS/PS-74/085 74-26 SC PC$20.00/MF$20.00 


Metal Waste Reclamation. A Bibliography with Ab- 


stracts. 
COM-74-11140/2GI 74-16 13B PC$20.00/MF$20.00 


Oil Spill Removal. A Bibli phy with Abstracts. 
COM-74-10951/3GI 74-13 13B PC$20.00/MF$20.00 
SMITH, MONCRIEFF 8. 
Reprint: Statistical Bias in Comparisons of Monaural 
and Binaural Thresholds: Binaural Summation or 
Binaural Supplementation. 
AD-774 775/1GI 
SMITH, MORTON C. 


Method of Extracting Heat from Dry Geothermal 

Reservoirs 

PATENT.3 786 858 74-25 
SMITH, N. EUGENE 


Effect of Substituting Hydrogen for Helium on Human 

Thermal Exchange in Hyperbaric Environments. 

AD-774 682/9GI 74-08 6S PC$3.75/MF$2.25 
SMITH, N.L. 

Determination of Trace Uranium in Silver. 

UCID-15407 74-25 7D PC$4.00/MF$2.25 
SMITH, N.S. 

Amchitka Bioenvironmental Program. Research on the 

Sea Otter, Amchitka Island, Alaska. Final Report, | 

October 1970--31 December 1972. 

NVO-520-1 74-02 6F PCS$S.45/MF$2.25 
SMITH, N.S. JR. 

Multiple-Orifice Feeder for Fine Particles. 

PB-234 697/1GI 74-23 14B PC$3.25/MF$2.25 


74-26 


7409 6P Reprint 


13A Not available NTIS 


SMITH, N. TY 
ar © gata as a Technique for Comparative 


hysiology, 
COM 74156189-04-02/G1 
74-16 8A (Order as COM-74-50189-04) 
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Ice and Thermal Regime of the Reservoir in the First 
Operating Years of the Krasnoyarsk Ges, 
JPRS-60869 74-06 8L PC$3.25/MF$2.25 
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SOKOLOV, A. A. 


Design Principles and Possible Application of Ac- 
celerators with a Superstrong Magnetic Field Produced 
by a Detonation--Translation. 

AD-784 333/7GI 74-22 20G PC$3.25/MF$2.25 


SOKOLOV, A. V. 


ae of the Soils of the USSR. Central 
ria, 
TT-74-50012 74-12 2A PC$8.75/MF$2.25 


Agrochemistry of the Soils of the USSR: Far East, 
TT-74-50016 74-16 2A PC$10.00/MF$2.25 


SOKOLOV, B. A. 


Geological Structure and Oil and Gas in the Arctic, 
JPRS-62095 74-17 8G PC$3.75/MF$2.25 


SOKOLOV, E.N. 


Some Neurodynamic Mechanisms of Memory, 
PB-232 854-T/GI 74-17 SJ}. PC$3.25/MF$2.25 


SOKOLOV, G. L. 
ETR-253 Rotor-Type Trenching Excavator--Transia- 


tion. 
AD-776 554/8GI 13C =PC$3.25/MF$2.25 
SOKOLOV, G. P. 


Passage and Absorption of Braking Radiation with 5- 
1000 MeV Maximum Energy in Alkali-Halide Crystals- 
-Translation. 
AD-771 884/4GI 
SOKOLOV, L. A. 


Ignition of Magnesium Particles in Various Media-- 
Translation. 
AD-783 563/0GI 


SOKOLOV, L. B. 
The Mechanism of the Action of Salts during the 
Synthesis of Aromatic Polyamides in Amide Salt 


Systems--Translation. 
74-01 7C PC$3.25/MF$2.25 


74-11 


74-05 20H PC$3.25/MF$2.25 


74-21 21B PC$3.25/MF$2.25 


AD-769 328/6GI 

Synthesis of Hard-Chain Aromatic Polyamides in the 

Dimethyl Acetamide-Lithium Chloride System--Trans- 

lation. 

AD-769 570/3GI 
SOKOLOV, M. 


On Transition in a Pipe. Part II. The Equilibrium Puff. 
AD-780 107/9GI 74-16 20D PC$4.25/MF$2.25 


SOKOLOV, N. Y. 


The Effect of Hypodymania and Hypokinesis on the 
Arterial Tree of the Pelvic Muscles of the Rabbit'S 
Extremities. 

N74-20721/8GI 


SOKOLOV, S. I. 


Railroad Passenger Car Body--Translation. 
AD-778 504/1GI 74-14 13F PC$3.25/MF$2.25 


SOKOLOV, V. A. 


Thermodynamic Characteristics of the Lower At- 
mosphere of Venus According to the Results of Ex- 
periments by the Descent Modules Ams of Venera-4. 

N74-20498/3GI 74-14 3B PC$3.25/MF$2.25 


SOKOLOV, V. S. 


Method of Estimating the Correlation Functions of an 
Inhomogenous Random Field of Optical Densities-- 
Translation. 

AD-784 740/3GI 


SOKOLOV, YU.N. 
Investigation of Parameters of Underground Electric 


Antennas--Translation. 
AD-776 108/3GI 74-10 9E PC$3.25/MF$2.25 
SOKOLOVA, A. Y. 
Structural Transformations in Two-Phase Titanium Al- 
loys. 
N74-30997/2GI 
SOKOLOVA, I. A. 
Transport Coefficients of Air at Temperatures of from 
3,000 to 25,000 K and at Pressures of 0.1, 1, 10, and 


100 atm--Translation. 
AD-779 809/3GI 74-16 7D PC$3.25/MF$2.25 
SOKOLOVA, V.D. 


Excretion of FSH and Steroid Hormones in Breast- 
Cancer Patients under Chemotherapy, 
PB-228 569-T/GI 74-09 6P PC$3.25/MF$2.25 


SOKOLOVA, Y. I. 
Role of Fulvic Acids During the Weathering of Silicate 


Minerals. 
N73-32034/3GI 74-02 7D PC$3.25/MF$2.25 
SOKOLOW, JACK 


Development and Standardization, Validation, and 
Field Trial of a Method of Classifying the Physical, 
Emotional, Social, and Vocational Capacities of the 
Disabled Individual Functionally. 

PB-235 627/7GI 74-22 6E PC$S5.75/MPF$2.25 


SOKOLOWSKI, D. E. 
Some Aspects of Flox-Methane Rocket Engine Throt- 
tling. 


74-01 7C PC$3.25/MF$2.25 


74-15 6S PC$3.25/MF$2.25 


74-23, 14E PC$3.25/MF$2.25 


74-24 11F PC$3.25/MF$2.25 


SOLDAT, J. K. 


N74-32224/9GI 
SOKOLOWSKI, E. 


Neutron Radiography at the Studsvik R2-0 Reactor. 
AE-484 74-16 18E PC$S5.50/MF$2.25 


SOKOLOWSKI, J. 
Automatic Unit for Kd Sog-1 Neutron Spectrometer 


Control. 
74-04 18D PCS$4.75/MF$2.25 


74-25 21H PC$3.75/MF$2.25 


INP-836 
Automatic Unit for Kd Sog-1 Neutron Spectrometer 


Control. 
INP-836 18D PC$4.75/MF$2.25 


SOKOLSKY, S. 


An Economic Assessment of STOL Aircraft Potential 
Including Terminal Area Environmental Considera- 


tions, Volume |. 
N74-27497/8GI 74-20 1C PC$S5.75/MF$2.25 


An Economic Assessment of STOL Aircraft Potential 

Including Terminal Area Environmental Considera- 

tions. Volume 2: Appendices. 

N74-10044/7GI 7404 1C PCS$7.S0/MF$2.25 
SOL, N. 


General Study of Liquid Phase Epitaxy of Group III-V 
and IV-VI Binary and Ternary Compounds Etude 
Generale Del'Epitaxie en Phase Liquide de Composes 
Binaires et Ternaires Groupes III-V et IV-VI Rapport 
Final. 

N74-17472/3GI 74-11 20B PC$4.25/MF$2.25 


Preparation and Study of Rare Earth Doped Gallium 
Phosphides Preparation et Etude du Phosphure de Gal- 
lium Dope aux Terres Rares. Rapport Final. 

N73-33729/7GI 7402 20L PC$3.75/MF$2.25 


SOLA, A. 


Isotex: Computer Code for Calculation of Isotopes 
Concentrations and Ratios of Concentrations. 
EUR-5048 74-14 18K PC$7.75/MF$2.25 


Isotex-1: A Code for the Evaluation of Isotopic Con- 
centrations and of Ratios of Concentrations. 
EUR-SI11 74-21 18K PC$8.00/MF$2.25 


SOLAK, J. 


Rotor Blade Treatments to Minimize Electrostatically 
Generated Noise on the HLH Helicopter, 
AD-780 720/9GI 74-17 1C PC$4.25/MF$2.25 


SOLAK, JOHN B. 


Technology Development Report: Results of Static 
Electricity Discharge System Tests (Active and Pas- 


sive)-Heavy Lift Helicopter. 
AD-784 130/7GI 74-22 1C PC$7.50/MF$2.25 


SOLAND, DUANE E. 


Excavation Seismology. 
AD-782 264/6GI 


SOLAND, RICHARD M. 


A Branch and Bound Algorithm for the Generalized 
Assignment Problem. 
AD-774 033/5GI 


SOLAR, JAMES M. 


1,3-Diacyl Derivatives of Imidazolidine and Hex- 
————.. 
PAT-APPL-448 425 74-19 7C PC$3.25/MF$2.25 


1-3-Diacyl Derivatives of Imidazolidine and Hex- 


ahydropyrimidine. 
PAT-APPL-448 426 74-18 7C PC$3.25/MF$2.25 


1-3-Diacyl Derivatives of Imidazolidine and Hex- 
ahydropyrimidine. 
PAT-APPL-448 428 


SOLBECK, S. V. 


Ltss: Livermore Time-Sharing System. Part III. 
Problem Program Production. Chapter 207. Lritran 
Language Used with the Chat and Star Compilers. 

TID-26533 74-15 9B PC$12.25/MF$2.25 


SOLDANO, B. A. 
Basic Properties of Ice as Related to the Performance 


of Ice Condensers. 
WASH-1232 PC$4.00/MF$2.25 
SOLDAT, J. K. 
Compilation of Basic Data Relating to the Columbia 
River. Section 8. Dispersion of Reactor Effluent in the 


Columbia River. 
HW -69369 74-09 8H PC$14.25/MF$2.25 


Environmental Behavior and Radiation Doses from 
lodine-129. 
74-24 6R PC$4.00/MFS$2.25 


74-09 


74-19 13B PC$4.25/MF$2.25 


74-08 12B PC$3.25/MF$2.25 


74-18 7C PC$3.25/MF$2.25 


74-18 181 


BNWL-SA-4879 
Models and Computer Codes for Evaluating Environ- 


mental Radiation Doses. 
BNWL-1754 74-16 8H PC$7.60/MFS$2.25 


Natural Iodine and lodine-129 in Mammalian Thyroids 
and Eavironmental Samples Taken from Locations in 


the United States. 
BNWL-SA-4694 74-07 6R PC$3.50/MF$2.25 


Radioecology of lodine-129: Aa Interim Report. 
BNWL-1783 74-09 8H PCS$S.45/MFS$2.25 
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SOLDAT, J. K. 


Radiological Evaluations for Advanced Waste Manage- 


meat Studies. 
BNWL-1764 74-09 6R PC$5.45/MF$2.25 


Radiological Impact of a Nuclear Center on the En- 


vironment. 
BNWL-B-333 74-26 8H PC$4.00/MF$2.25 


SOLDATOV, A. B. 


After Effects of Herbicides--Transiation. 
AD-776 566/2G1 74-11 2D PC$3.25/MF$2.25 


SOLDATOV, A. N. 
Manifestation of the Structure in Electron Energy Dis- 
tribution Functions and U It to Determine the Ef- 
— Cross Sections of stic Processes--Transla- 
a. 
AD-771 659/0GI 7405 7D PC$3.25/MF$2.25 


SOLDATOV, V. E. 


Use of Technical-Economic Methods in Ship Design, 
JPRS-60532 4-04 133 PC$3.75/MF$2.25 


SOLECKI, RALPH S. 


Reprint: Archaeological Reconnaissances North of the 
Brooks R: in Northeastern Alaska. 
AD-772 2G1 74-06 SF Not available NTIS 


SOLER, A. 
Image Storage Tube. Components Assessment. F- 
Center Colored Alkali Halide Films as Potential Image 
Storage Targets. 
N74-32907/9GI 74-26 9A PC$4.25/MF$2.25 
SOLER, T. 


Free Geometric Adjustment of the Secor Equatorial 
Network (Solution Secor-27). 
N74-26771/7GI 74-20 22C PC$3.75/MF$2.25 


Global Satellite Triangulation and Trilateration for the 
National Geodetic Satellite Program (Solutions Wa 12, 


14 and 16). 
N74-22363/4GI 74-18 8E PC$8.50/MF$2.25 
SsOLI, G. 


Reprint: Marine Hydrocarbonoclastic Bacteria: Types 
and Range of Oil Degradation. 
COM-74-11013-14/GI 
74-16 13B 
SOLI, GIORGIO 


Bacterial Lamp. 
PATENT-3 674648 74-02 6M Not available NTIS 


Chemiluminescent System for Detecting Living 


M s. 
PATENT-3 564 588 74-05 6M Not available NTIS 
SOLIDAY, S. M. 


Reprint: Use of a Response Surface to Optimize 
Digital Telecommunication Systems. 
AD-777 367/4GI 74-12 


SOLIDAY, STANLEY M. 


A Relationship between Visual Legibility Thresholds 
and Stimulus Information, 
AD-778 549/6GI 74-14 $3 PC$3.25/MF$2.25 


SOLINSKY, J.C. 


Critical Phenomena in Superconductors. 
COO-1569-104 74-06 20L PC$13.00/MF$2.25 


SOLINSKY, KENNETH SHELDON 


A Linear Induction Motor Conveyer. 
AD-784 043/2GI 74-22 131 PC$S.75/MF$2.25 


SOLIS, R. THOMAS 
Reprint: Pulmonary Gas Exchange Following Hemorr- 
hagic Shock and Massive Blood Transfusion in the 
Baboon. 
AD-781 390/0GI 
SOLLITT, C. K. 


Effects of Hopper Dredging and In Channel Spoiling 
(October 4, 1972) in Coos Bay, Oregon. 
PB-231 550/SGI 74-13 13B ) =PC$S5.75/MF$2.25 


SOLLY, B 
Moessbauer Study of Some Alloy Systems of Metallur- 


Interest. 
IPR-97 74-18 20L PC$7.00/MF$2.25 
SOLNTSEYV, S. 8S. » 


Coatings for Protecting Metals under High-Tempera- 
ture H and Deformation--Translation. 
AD-783 3GI 74-21. 11C ~=PC$3.25/MF$2.25 
SOLODOVNIK, F. A. 
Tolerance to Rotation with Continuous and Intermit- 


tent Head Movements. 
N74-27549/6GI 74-20 6S PC$3.25/MF$2.25 


SOLODOVNIKOVA, E. P. 


Two-Body Problem in Adiabatic and Strong Coupling. 
JINR-P2-7659 74-16 20H PC$4.75/MF$2.25 


Determination of the Coefficient of Resistance to 
par | of Rigid — with Lugs during Movement 
‘om pacted (Opredelenie Koffitsienta 
Soprotivieniya Rate Zhestogo Koleca c Grunto- 
Zatsepami pri Dvizhenii po Sminaemomy Gruatu), 


(Order as COM-74-11013) 


17B_ Reprint 


74-18 6E Reprint 


PB-229 767-T/GI 
SOLOMATINA, L. I. 

On Air Pollution Forecasting. History of the At- 

mosphere and the Dynamics of Its Gaseous Con- 


stituents--Translation. 
74-02 13B Not available NTIS 


74-11 2C PC$3.25/MF$2.25 


AD-769 820/2GI 
SOLOMIN, A. N 


Two-Particle Correlations in 40 Gev pi exp - p Inclu- 
sive Reactions and Particle Production Mechanisms. 
JINR-P1-7854 74-21 20H PC$4.25/MF$2.25 


SOLOMON, A. A. 


Relation Between Radiation-Induced and Thermal Pri- 
mary Creep to Steady State Creep in Uo sub 2 . 
CONF-740724-2 74-25 183 PC$4.25/MF$2.25 


SOLOMON, A. K. 
Characterization of Biological Membranes by Physical 
Chemical Methods. Progress Report, June 1, 1973-- 


May 31, 1974. 
COO-3010-14 74-22 6C PC$4.00/MF$2.25 


Micropuncture Investigation of the Whole-Tissue 
Mechanism of Electrolyte Secretion by the in Vitro 


Rabbit Pancreas. 
COO-3010-8 74-02 6P PC$4.50/MF$2.25 
SOLOMON, ARTHUR P. 


Housing Allowances and National Objectives. 
PB-233 603/0GI 74-18 SK PC$3.75/MF$2.25 


SOLOMON, DAVID 
Summary and Assessment of Sizes and Weights Re- 


port. 
PB-228 517/9GI 13B PC$4.25/MF$2.25 
SOLOMON, G. 


Error Correcting Codes for the English Alphabet and 
Generalizations, 
AD-774 850/2GI 


SOLOMON, GERALD 


Instrumentation Considerations for the Extraction of 
Aerodynamic Coefficients from Free Flight Data. 
AD-776 820/3GI 74-11 20D PC$4.75/MF$2.25 


SOLOMON, H. L. 
An Economic Assessment of STOL Aircraft Potential 
Area Environmental Considera- 
N74-27497/8GI 74-20 1C PC$S.75/MF$2.25 


An Economic Assessment of STOL Aircraft Potential 
Including Terminal Area Environmental Considera- 


tions. Volume 2: Appendices. 
N74-10044/7GI 74-04 1C PC$7.50/MF$2.25 


SOLOMON, HERBERT 


Manpower Policy and the Reenlistment Rate. 
AD-786 777/3GI 74-25 SI PC$4.25/MF$2.25 


Some Results 1 Secondary Processes Generated by a 


Poisson 
AD-770 132961 12A  PC$3.25/MF$2.25 
SOLOMON, I. J. 


Synthesis of Halogen Compounds in High Valence 


States. 
AD-774 110/1GI 74-08 7C PC$3.25/MF$2.25 
SOLOMON, IRVINE J. 


Syntheses of Halogen Compounds in High Valence 

States. 

AD-775 942/6GI 
SOLOMON, L. S. 


The Failure of Buffered ee to In- 
crease Brain Capillary Permeabili' 


ity to Album 
AD-783 022/7GI 74-20 6A _ PC$3. 25/MFS2. 25 
SOLOMON, R. L. 


Adsorption of Odorous Pollutants by Active Man- 
ganese Dioxide. 
PB-234 458/8GI 


SOLOMON, SEAN C. 


Reprint: Seismic-Wave Attenuation and Partial Melting 
in the Upper Mantle of North America. 
AD-787 /0GI 74-26 8K Reprint 


Research in Seismology. 
AD-783 329/6GI 


SOLORZANO, AURELIO 
Reprint: The Mexican _— Sport Fisheries. 


COM-74-50189-02-04/G 
(Order as COM-74-50189-02) 


74-08 


74-09 9D PC$3.25/MF$2.25 


74-02 


74-10 7B PC$4.75/MF$2.25 


74-22 7A PC$3.75/MF$2.25 


74-20 8K PC$7.00/MF$2.25 


74-11 6C 


SOLOUKHIN, R. E. 
Infrared. Diagnostics and  Laser-Interferometric 
Methods in the Gas Dynamics of High Temperatures-- 


74-16 201 PC$3.25/MF$2.25 


SOLOV’EV, L. D. 


Analysis of o-Scattering and High Energy by the 
Method of Dispersion Relations. 
IFVE-STF-73-61 74-16 20H PC$4.00/MF$2.25 


Growth of Total Cross Sections and the Slope of the 
Diffraction Cone. 


IFVE-STF-73-59 74-17 20H PC$4.00/MF$2.25 
Single-Particle Singularities in Quantum Electrodynam- 


ics. 
IFVE-STF-72-27 
SOLOV’EV, V.G. 


Level Density for Doubly Odd Deformed Nuclei. 
JINR-P4-8102 74-25 20H PC$4.00/MF$2.25 


Model for the Description of the Structure of Highly 
Excited States in Deformed Nuclei. li. Exclusion of 
Superfluous Solutions. 

JINR-P4-7639 74-14 20H PC$3.50/MF$2.25 


Semimicroscopic Description of Density of Excited 
States of Deformed Nuclei. 
JINR-P4-7421 74-08 20H PC$3.25/MF$2.25 


Simple Configurations in the Capture State one the 
General Picture of Nuclear State Complication 
JINR-E4-8116 74-26 20H PCS$4. 25/MFS2. 25 


Study of the Initial Fragmentation Stage in Spherical 
Nuclei. 
JINR-P4-7814 


SOLOVEYV, A. S. 


Resistance of Cotton Fabrics Treated with Organosil- 
icon Compounds to the Action of Cuprammonium Re- 
agent (Ustoichivostk Deistviya Mednoammyachnogo 
Reaktiva Khlopchatobumazhaykh Tkanei, - oneal 
nykh Kremniyorganicheskimi Soe dineniyam 

TT-72-51099 74-16 WE PCS3. DS/MPS2: 25 


SOLOVEVA, G. R. 
Apparatus for 
*Polyus-1', 
IPRS-62800 

SOLOVIEV, V. G. 


Approximate Solution of the Equations of the Model 
for the Description of Highly Excited States of Doubly 
Even Deformed Nuclei. 

JINR-E4-7764 74-21 20H PC$4.25/MF$2.25 


Dependence of the 1/2 exp + State Density Near the 
Neutron Binding Energy on the Mass Number. 
JINR-E4-7294 74-07 20H PC$3.00/MF$2.25 


Rotation Effect on the Level Density of Deformed 
Nuclei. 
JINR-E4-7818 


SOLOVYANYUK, V. V. 
The Influence of the Age of Concrete on the Deforma- 
tion of Construction under a Fluctuating Load--Trans- 
lation. 
AD-784 248/7GI 
SOLOVYEV, T. V. 


Interplanetary Flight Prediction. 
N74-28312/8GI 74-20 22A PC$12.00/MF$2.25 


SOLOW, SAMUEL 


A Charged-Particle Scintillation Spectrometer with 
Large Geometric Factor, 
AD-770 988/4GI 74-03 


SOLTAN, A 


Investigation of Radiative Proton Capture on exp 110 
Cd in the Energy Range of 2 to 4.5 Mev 
JINR-P15-7383 74-08 20H PC$3.00/MF$2.25 


SOLTESZ, U. 
Experimental Study of Shock Induced Wave Propaga- 


tion in Finite Plates Experimentelle Untersuchungen 
Zur Stossangeregten Wellenausbreitung in Streifenfoer- 


migen Platten. 
N74-21559/1GI 74-15 20K PC$4.75/MF$2.25 


SOLTYS, J. 


Effect of Heat Treatment on the Structure of the 
Heusler Alloy Ni sub 2 Main. 
INP-831 74-06 20L PC$3.75/MF$2.25 


System of the Automatic Temperature Control for a 
Small Resistance Furnace. 
INP-830 74-06 13A PC$3.00/MF$2.25 


System of the Automatic Temperature Control for a 

Small Resistance Furnace. 

INP-830 74-10 
SOLYANEK, E. G. 


Experiments on the Treatment of Evaporation Fog 
with Aqueous Suspensions of Higher Fatty Alcohols-- 


Translation. 
AD-783 446/8GI 74-20 4B PC$3.25/MF$2.25 


SOLYOM, J. 


Renormalization and Scaling in the X-Ray Absorption 
and Kondo Problems. 
KFKI-73-64 


SOLZBACHER, F. 
Communication Systems of Ground Stations for a 
Television Broadcasting Satellite Nachrichten- 
technische Bodensysteme fuer Einen Fernsehrund- 


funksatellites. 
N73-33114/2GI PC$3.25/MF$2.25 


74-02 20H PC$3.00/MF$2.25 


74-21 20H PC$4.00/MF$2.25 


Low-Frequency Magnetotherapy 


74-23 6L PC$3.25/MF$2.25 


74-20 20H PC$4.00/MF$2.25 


74-22, 13C ~=PC$3.25/MF$2.25 


18D = PC$3.75/MF$2.25 


13A PC$3.00/MF$2.25 


74-12 20H PC$3.50/MF$2.25 
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SOMASUNDARAM, RAMASUBRAMANIAN 


Superconducting Properties of Bulk and Thin Film Als 
Compounds, 
AD-785 014/2GI 74-23 20L =PC$S5.25/MF$2.25 


SOMASUNDARAN, PONISSERIL 


Electrochemical Study of Semisoluble Minerals. 
PB-236 673/0GI 74-26 81 PC$3.75/MF$2.25 


Electrochemical Study of Semisoluble Minerals 
PB-236 674/8GI 74-26 81 PC$3. 25/MFS$2. 25 


SOMAYAJULU, B. L. K. 


Dating of Manganese Nodules Using Beryllium-10, 
PB-225 996/8GI 74-05 8] (Order as PB-225 983) 


SOMAYAJULU, R. 


Research in Seismology 
AD-784 958/1GI 


SOMEKH, S. 


Reprint: Channel Optical Waveguides and Directional 
Couplers in GaAs-Imbedded and Ridged. 
AD-784 542/3GI 74-22 20F Reprint 


SOMEKH, SASSON 


Components for Integrated Optics. 
AD-771 152/6GI 74-04 20F PC$6.25/MF$2.25 


SOMENKOV, V. A. 


Isotope Ordering in Ced sub 2 H. 
IAE-2309 74-25 7D PC$4.00/MF$2.25 


SOMER, EMANUEL P. 
Survey of Junior Officer Retention: Ill. Why Some 
USNR Officers Request Voluntary Recall to Active 
Duty, 
AD-774 946/8GI 
SOMER, G. L. 
Elimination of 500 Mhz Feed-Through. 
UCID-15464 74-26 18C PC$4.00/MF$2.25 
SOMER, J.C. 


Investigation of the Properties of Piezoelectric Trans- 

ducers Used in Ultrasonic Visualization Systems. 

N74-23059/0GI 74-18 14B PC$S.25/MF$2.25 
SOMERS, BRENT 


A Study of the Effectiveness of Water Resources 

Planning Groups. 

PB-236 630/06 
SOMERS, E. V. 

Feasibility Study of Coal Burning MHD Generation. 

Volume I. 

PB-235 460/3GI 74-23 10B PC$4.25/MF$2.25 

Feasibility Study of Coal Burning MHD Generation. 

Volume II. 

PB-235 461/1GI 74-23 10B PC$10.00/MF$2.25 

Feasibility Study of Coal Burning MHD Generation. 

Volume III. 

PB-235 462/9GI 74-23 
SOMERS, JAMES WILFORD 

Real Time Holographic Interferometry. 

AD-784 215/6GI 74-22. 20F PC$3.75/MF$2.25 
SOMERS, L. 

Evaluation Test of a Small Harbor Oil Spill Retrieval 

Systems. 

AD-782 567/2GI 
SOMERS, LEA M. 


Choline: High Affinity Transport into Synaptosomes of 

Rat Brain. 

AD-774 813/0GI 
SOMERS, RICHARD E. 

Plume Infrared Radiation Characteristics. 

AD-776 407/9GI 74-11 7D PC$4.25/MF$2.25 
SOMERS, ROBERT A. 

Investigation of the Nature Field 

Phenomena in the Ionosphere. 

AD-775 985/5SGI 74-10 4A PC$3.25/MF$2.25 
SOMERTON, W.H. 

Effect of Stress on Permeability of Coal. 

PB-235 854/7GI 74-24 81 PC$4.25/MF$2.25 
SOMERTON, WILBUR H. 


Deformation Moduli of Water-Bearing Formations at 
Elevated Temperatures. 
PB-232 152/9GI 


SOMERVELL, W.L. JR. 


Cross-Section Analysis. Introduction and 
Background. 


AD-778 301/2GI 74-13 4B PC$4.25/MF$2.25 


The Impact of Environment upon Naval Operations. 
AD-778 303/8GI 74-13 18SG PC$3.25/MF$2.25 


A Preliminary Survey of SEASIA (Southeast Asia) 
Fall Transformation Season Weather. 
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AD-771 142/7GI 74-04 1SE PC$7.50/MFS$2.25 
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AD-786 380/6GI 74-25 20D PC$3.75/MF$2.25 


SOUFFLOT, A. 
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N74-22170/6GI 74-17 20F PC$3.25/MF$2.25 
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Reprint: Adaptation to Hypobarism and the Resistance 

of Rat Myocardium to Respiratory Acidosis. 

AD-778 578/SGI 74-14 6S Reprint 
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less Steels. 

BNWL-tr-89 74-06 L1F PC$4.50/MF$2.25 


SOULBY, G. 
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of the New Injector for Nimrod. 
RL-74-48 74-21 20G = PC$4.25/MF$2.25 
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Thermal Tolerance and Sediment Toxicity Studies, 
COM-74-11120/4GI 74-16 8A PC$S.25/MF$2.25 


Marine Studies of San Pedro Bay, California. Part IV. 
Environmental Field Investigations, 
COM-74-11121/2GI 74-16 8A PC$5.25/MF$2.25 
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1973, 
COM-74-11122/0GI 74-16 83 PC$4.75/MF$2.25 
SOULE, FLOYD M. 
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the North Atlantic Ocean (Season of 1953). 
AD-780 850/4GI 74-17 83 PC$6.25/MF$2.25 


International Ice Observation and Ice Patrol Service in 
the North Atlantic Ocean (Season of 1954). 
AD-780 851/2GI 74-17 83 PC$7.25/MF$2.25 


International Ice Observation and Ice Patrol Service in 
the North Atlantic Ocean (Season of 1955). 
AD-780 852/0GI 74-17 83 PC$S.75/MF$2.25 


International Ice Observation and Ice Patrol Service in 
the North Atlantic Ocean (Season of 1956). 
AD-780 853/8GI 74-17 83 PC$S5.75/MF$2.25 


International Ice Observation and Ice Patrol Service in 
the North Atlantic Ocean (Season of 1959). 
AD-780 855/3GI 74-17 83 PC$7.00/MF$2.25 


International Ice Observations and Ice Patrol Service 
in the North Atlantic Ocean (Season of 1958). 
AD-780 854/6GI 74-17 83 = PC$S.25/MF$2.25 


Report of the International Ice Patrol Service in the 
North Atlantic Ocean (Season of 1960), 
AD-777 945/7GI 74-13 83 + PC$S.75/MF$2.25 
Report of the International Ice Patrol Service in the 
North Atlantic Ocean (Season of 1961), 
AD-777 950/7GI 74-13: 83 PC$S.25/MF$2.25 


SOULE, J. L. 
Problems and Numerical Methods ia Vary High Tem- 
perature Plasma Physics. 
EUR-CEA-FC-708 74-14 201 PC$4.25/MF$2.25 
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Reprint: Effect of p,p'-DDT on Developmental Stabili- 
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74-08 6C (Order as COM-73-50437-04) 


SOULEN, R. J. 


Reprint: A Microwave Resistive SQUID for Noise 
Thermometry. 
COM-74-50428/3GI 74-13 14B Not available NTIS. 


SOULEN, R. J. JR. 
Cryogenic Physics Section, Summary of Activities - 
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COM-74-50306/1GI 
74-11 20L PC-GPO/MF$2.25-NTIS 


Repriat: Calibration of Paramagnetic Thermometers 
Using Superconductive Fixed Points. 
COM-74-50527/2GI_ 74-16 14B Not available NTIS 
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COM-74-50029/9GI 74-05 14B Not available NTIS 
Reprint: Thermodynamic Properties of Superconduct- 
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COM-74-50078/6GI 74-07 20L Not available NTIS 
SOULET, M. 
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N74-22388/4GI 74-17 20L 4 PC$3.75/MF$2.25 


SOULEE, J.C. 


Measurement of the Volume Elastic Effect in Copper 
and Nickel; Study of the Interaction Between Point 
Defects, Bloch Walls, and Dislocations in Nickel. 

FRNC-TH-387 7402 20L PC$9.50/MFS$2.25 


SOULIER, C. 
The S-4 Modane oy Wind-Tunnel: Its Use for 
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N73-3215 I 74-02 21E PC$3.25/MF$2.25 
SOULLARD, J. 
Study of the Effect of Irradiations on Amorphous Zir- 


conia. 
CEA-N-1637 74-15 20L PC$4.75/MF$2.25 
SOUNY, M. 


Research and Development of a Multiplication-Divi- 

sion Operator for the Asmodee Miniprocessor Concep- 

tion et Realisation d'UN Operateur Multiplication-Divi- 

sion gous le Miniprocesseur a.S.M.O.D.E.E.. 

N73-32094/7GI 7402 9B PC$4.75/MF$2.25 
SOUPLY, K. R. 

Chemical Milling of Beryllium for Machining Damage 

Removal. 

RFP-2174 74-23 13H PC$4.00/MF$2.25 
SOURIAU, J. M. 

Model for Spin Particles in the Electromagnetic and 

Gravitational Field. 

CNRS-CPT-73-P-546 74-11 20H PC$6.50/MF$2.25 
SOURLAS, N. 


Asymptotic Behaviour from the Exact Callan-Syman- 
zik Equations. 
N74-30117/7GI 74-24 203 PC$3.75/MF$2.25 


SOUSSELIER, Y. 


Radioactive Effluents and by-Products Resulting from 
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CEA-CONF-2462 74-13 18G PC$3.2S/MF$2.25 
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Reprint: Abundance of Pelagic Fish During the 19th 
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Off the Californias. 
COM-74-50282-02-02/GI 

74-18 6C (Order as COM-74-50282-02) 


SOUTAR, G. 
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PB-228 257/2GI 74-09 SC PC$3.25/MF$2.25 
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AD-775 412/0GI 7409 WE PC$4.75/MF$2.25 
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ing Re-Entry Vehicles. 
AD-774 444/4GI 7408 22C PC$7.25/MF$2.25 
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AD-771 820/8GI 74-05 8) Reprint 


SOUTHALL, J. W. 
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N74-28514/9G1 74-22 22B 4 =PC$4.25/MF$2.25 
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N74-28515/6GI 74-22 22B 4 PC$7.25/MF$2.25 


Feasibility Study of an Integrated Program for 
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N74-28516/4GI 74-22 22B PC$8.75/MF$2.25 


Feasibility Study of an Integrated Program for 
Aerospace Vehicle Design (Ipad). Volume 3: Support 
of the Design Process. 

N74-28517/2GI 74-22 22B PC$S.75/MF$2.25 


Feasibility Study of an Integrated Program for 
Aerospace Vehicle Design (Ipad). Volume 5: Catalog 
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N74-28519/8GI 74-22 22B PC$10.25/MF$2.25 


Feasibility Study of an Integrated Program for 

Aerospace Vehicle Design (Ipad). Volume 7: Ipad 

Benefits and Impact. 

N74-28521/4GI 74-22 22B PC$S.25/MF$2.25 
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Reprint: Experiments on Bottom Sediment Movement 

by Breaking Internal Waves (4). 
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Reprint: Relationships between Physical, Mechasical 
and Geologic Properties. Erodibility of Fine Abyssal 


iment. 
AD-782 867/6G1 74-20 83 Reprint 
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A Radiation Effects Research Program. 
AD-774 159/8GI 74-08 20L PC$4.75/MF$2.25 
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AD-777 719/6G1 74-12 11F PC$3.25/MF$2.25 
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7401 13B PC$6.25/MF$2.25 


IEA-290 74-12 6R PC$4.00/MF$2.25 
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SOWELL, ROBERT S. 

Agricultural Water Demand in North Carolina. Phases 
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PC$3.25/MF$2.25 
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7401 2C PC$6.25/MF$2.25 


74-26 20E PC$3.75/MF$2.25 


IPNO-PhN-73-09 74-25 20H PC$4.75/MF$2.25 
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Effect of Stress on Permeability of Coal. 

PB-235 854/7GI 74-24 81 PC$4.25/MF$2.25 
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SOZONOVA, V.N. 


Assessment of the Toxicity of Some Copper, Zinc, and 
Boron Based Wood Preservatives to the Cellar Fungus 
Coniophora Cerebella Schroet (Otsenka Toksichnosti 
Nekotorykh Antiseptikov na Osnove Medi, Tsinka i 
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Cerebella Schroet), 
PB-232 377-T/GI 74-16 11L PC$3.25/MF$2.25 
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and Hydrodynamic Measurement Techniques under 
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GEAP-20512 74-26 181 PC$7.60/MF$2.25 
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Mean Liquid-Phase Velocities in Air--Water, Two- 
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AERE-R-6753 
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Dry-Structured Foams from Animal Hide Glues. 
PAT-APPL-311 611 74-10 11G PC$3.25/MF$2.25 
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PAT-APPL-410 052 74-18 11G PC$3.25/MF$2.25 


Method for Improving the Shelf Life of Roasted Pe- 
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PAT-APPL-348 840 74-11 6H PC$3.25/MF$2.25 
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PAT-APPL-374 731 74-11 11C PC$3.25/MF$2.25 


SPADONI, M. 
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LNF-73-66 74-20 20C PC$4.50/MF$2.25 
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PATENT-3 737 250 74-26 21E Not available NTIS 


SPAETH, M. E. 
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183 PC$3.00/MF$2.25 


74-02 20D PC$3.75/MF$2.25 
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SPAETH, M. L. 
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Labor Effort Disincentives of Negative lacome Taxa- 
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SPAHN, M. 
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74-25 SI PC$6.25/MF$2.25 
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Theoretical Store Separation Analyses. 
SLA-73-5309 74-02 9E PC$3.50/MF$2.25 
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AD-775 209/0GI 74-09 1A PC$4.25/MF$2.25 
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SPALDING, D. B. 
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Equilibrium: A Guide to the Charnal Computer Pro- 


gram. 
N74-29638/SGI 74-24 21B PC$4.75/MF$2.25 


An Experimental and Theoretical Study of the Turbu- 
lent Mixing in a Cylindrical, Gas-Fired Furnace. 
N74-12077/SGI 74-06 20M PC$3.25/MF$2.25 
A General Computer Program for Two-Dimensional 
Boundary-Layer Problems. 
N74-12079/1GI 74-06 


17H = =PC$4.75/MF$2.25 


20D PCS6.25/MF$2.25 
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N74-21591/4GI 74-15 21E PC$3.75/MF$2.25 
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N74-32787/5GI 74-26 8H PC$3.75/MF$2.25 


New Ways of Predicting Heat-Transfer Performance. 
N74-14649/9GI 74-08 20M PC$3.75/MF$2.25 
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Chamber Flows. 
N74-27752/6GI 74-20 21B PC$3.75/MF$2.25 


The Numerica! Computations of Turoulent Flows. 
N74-12066/8GI 74-06 20D PC$4.25/MF$2.25 
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N74-13975/9GI 74-08 20D PC$3.75/MF$2.25 
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N74-12070/0GI 74-06 20D PC$3.75/MF$2.25 
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N74-12071/8GI 74-06 21B PC$3.25/MF$2.25 
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N74-32745/3GI 74-26 20D PC$3.75/MF$2.25 
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N74-12076/7GI 74-06 21B PC$3.25/MF$2.25 
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AEEW-R-905 74-21 181 PC$4.00/MF$2.25 
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tion for Three-Dimensional Flames. 
N74-12055/1GI 74-06 21E PC$3.75/MF$2.25 
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Layer Program of Walls Which Do Not Pass Through 


Grid Nodes. 
N74-12047/8GI 74-06 20D PC$3.25/MF$2.25 
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N74-12072/6GI 74-06 20D PC$3.25/MF$2.25 


Turbulence Models and Their Experimental Verifica- 
tion. 3: Numerical Solution of the Differential Equa- 
tions. 

N74-12069/2GI 74-06 20D PC$3.75/MF$2.25 
Turbulence Models and Their Experimental Verifica- 
tion. 4: Two-Equation Turbulence Models 2. 
N74-12058/SGI 74-06 20D PC$3.75/MF$2.25 


Turbulence Models and Their Experimental Verifica- 
tion. 12: Turbulence Effects on Combustion. 
N74-12064/3GI 74-06 21B PC$3.75/MF$2.25 
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Surface Treatments by Laser. 

CLM-L-24 74-24 13H PC$4.00/MF$2.25 
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fice/Shield Plates. 
HEDL-SA-613 


SPALVINS, T. 


Deposition of Alloy Films. ' 
PATENT-3 772 174 74-07 11F Not available NTIS 


Effect of Surface Topography on Structural Growth of 
Thick Sputtered Films. 
N74-16149/8GI 74-10 11C PC$3.25/MF$2.25 
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Growth of Thick Sputtered Metal and Alloy Coatings. 
N74-23107/7GI 74-18 11C PC$3.75/MF$2.25 
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SPANGLER, D. 
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AD-777 519/0GI 74-12 7D PC$3.75/MF$2.25 


SPANGLER, GRANT E. 


Program to Improve the Fracture Toughness and 
Fatigue Resistance of Aluminum Sheet and Plate for 
Aircraft Applications. 
AD-770 350/7GI 


SPANGLER, RB. H. 


Results of Tests OA12 and IA9 in the Ames Research 
Center Unitary Plan Wind Tunnels of a 0.030-Scale 
Model of the Space Shuttle Vehicle 2A to Determine 
Aerodynamic Loads, Volume 15. 

N74-20530/3GI 74-14 22B PC$21.25 


Results of Tests OA12 and IA9 in the Ames Research 
Center Unitary Plan Wind Tunnels of an 0.030 Scale 
Model of the Space Shuttle Vehicle 2A to Determine 
Aerodynamic Loads, Volume 8. 


74-08 18F PC$3.00/MF$2.25 


74-22 SA PC$4.75/MF$2.25 


17G_ PC$6.25/MF$2.25 


74-02 11F PC$S5.25/MF$2.25 





N74-15542/SGI 74-09 22B PC$25.25/MF$2.25 


Results of Tests OA12 and IA9 in the Ames Research 
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Aerodynamic Loads, Volume 3. 

N74-12496/7GI 74-06 22B PC$17.25/MF$2.25 


Results of Tests OA12 and IA9 in the Ames Research 
Center Unitary Plan Wind Tunnels on an 0.030-Scale 
Model of the Space Shuttle Vehicle 2A to Determine 
Aerodynamic Loads, Volume 1. 

N74-12509/7GI 74-06 22B PC$21.25/MF$2.25 


Results of Tests OA12 and IA9 in the Ames Research 
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Model of the Space Shuttle Vehicle 2A to Determine 
Aerodynamic Loads, Volume 2 

N74-12519/6GI 74.06 22B PC$25.25/MF$2.25 


Results of Tests OA12 and IA9 in the Ames Research 
Center Unitary Plan Wind Tunnels on an 0.030-Scale 
Model of the Space Shuttie Vehicle 2A to Determine 
Aerodynamic Loads, Volume 4. 

N74-15538/3GI 74-09 22B PC$21.25/MF$2.25 


Results of Tests OA12 and IA9 in the Ames Research 
Center Unitary Plan Wind Tunnels on an 0.030-Scale 
Model of the Space Shuttle Vehicle 2A to Determine 
Aerodynamic Loads, Volume 5. 

N74-15539/1GI 74-09 22B PC$21.25/MF$2.25 


Results of Tests OA12 and IA9 in the Ames Research 
Center Unitary Plan Wind Tunnels on an 0.030-Scale 
Model of the Space Shuttle Vehicle 2A to Determine 
Aerodynamic Loads, Volume 6. 

N74-15540/9GI 74-09 22B PC$19.25/MF$2.25 


Results of Tests OA12 and IA9 in the Ames Research 
Center Unitary Plan Wind Tunnels on an 0.030 Scale 
Model of the Space Shuttle Vehicle 2A to Determine 
Aerodynamic Loads, Volume 7. 

N74-15541/7GI 74-09 22B PC$21.25/MF$2.25 


Results of Tests OA12 and IA9 in the Ames Research 
Center Unitary Plan Wind Tunnels on an 0.030-Scale 
Model of the Space Shuttle Vehicle 2A to Determine 
Aerodynamic Loads, Volume 9. 

N74-16555/6GI 74-10 22A PC$33.25/MF$2.25 


Results of Tests OA12 and IA9 in the Ames Research 
Center Unitary Plan Wind Tunnels on an 0.030-Scale 
Model of the Space Shuttle Vehicle 2A to Determine 
Aerodynamic Loads, Volume 10. 

N74-16556/4GI 74-10 22A PC$29.25/MF$2.25 


Results of Tests OA12 and IA9 in the Ames Research 
Center Unitary Plan Wind Tunnels on an 0.030-Scale 
Model of the Space Shuttle Vehicle 2A to Determine 
Aerodynamic Loads, Volume 11. 

N74-17569/6GI 74-11 22B PC$19.25/MF$2.25 


Results of Tests OA12 and IA9 in the Ames Research 
Ceater Unitary Plan Wind Tunnels on an 0.030-Scale 
Model of the Space Shuttle Vehicle 2A to Determine 
Aerodynamic Loads, Volume 12. 

N74-17570/4G1 74-11 22B PC$29.25/MF$2.25 


Results of Tests OA12 and IA9 in the Ames Research 
Center Unitary Plan Wind Tunnels on an 0.030-Scale 
Model of the Space Shuttle Vehicle 2A to Determine 
Aerodynamic Loads, Volume 13. 

N74-19514/0GI 74-13 22B PC$19.25/MF$2.25 


Results of Tests OAI2 and IA9 in the Ames Research 
Center Unitary Plan Wind Tunnels on an 0.030-Scale 
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STIMLER, MORTON 

Low Light Level Laser Imaging System. 

PATENT-3 735 140 74-26 9E Not available NTIS 
STIMMELMAYR, R. 

Evaluation of Literature Concerning Diagnosis of 

Computer Systems. 

KFK-PDV-2 74-08 9B PC$3.25/MF$2.25 
STINCHCOMB, W. W. 


Influence of Cycle Frequency on Composite Fatigue 
Reliability, 


AD-783 228/0GI 74-20 11D PC$3.75/MF$2.25 


Time and Temperature Dependence of Boron Epoxy 
and Graphite-Epoxy Laminates. 
AD-774 028/S5GI 7408 11D PC$4.75/MF$2.25 


STINCHCOMB, WAYNE W. 


Fatigue Crack Initiation in a Boron Epoxy Plate with a 
Circular Hole. 


AD-780 106/1GI 74-16 11D PC$4.25/MF$2.25 

Heat Generation in Composite Materials During 

Fatigue Loading 

AD-769 31/8G1 7401 11D PC$3.75/MF$2.25 
STINE, G. J. 


Ultraviolet-Inactivation of Conidia from Heteroka- 
ryons of Neurospora Crassa Containing Uv-Sensitive 


Mutations. 
CON F-740303-1 74-16 6R PC$3.75/MF$2.25 


STINE, L. L 


Integrated pean Sentne Systems and 
Facilities for Army Garrison 
AD-912 018/9GI 74-18. 17B PC$7.00/MF$2.25 


STINE, OSCAR C. 


Comprehensive Health Testing of School Children by a 
Health Maintenance Organization. 
PB-226 847/2GI 74-06 6E PC$S5.25/MF$2.25 


STINEHOUR, JUDITH A. 


Use of Tow Sequencing Procedures to Increase the 

Capacity of Existing Lock Facilities. 

AD-781 482/5GI 74-18 13B PC$5.25/MF$2.25 
STINNETT, G. W. JR.. 

Landing Approach Evaluation of an Integrated CRT 

Display for General Aviation Aircraft. 

N74-30096/3GI 74-24 17G PC$3.25/MF$2.25 
STINNETT, L. 

Manual for Use, Inspection, and Maintenance of 

Hoisting Equipment. 

SLA-74-0206 74-24 131 PC$4.75/MF$2.25 

Rigging Equipment Manual: Design, Fabrication, In- 

spection, Use, and Testing. 

SLA-73-564 74-09 13C PC$4.25/MF$2.25 
STINSON, H. P. JR.. 

Test Results from a Breadboard Cryogenic Propellant 

Condition Assembly. 

N74-23333/9GI 
STINSON, J. ROBERT 

Navy Plans for Weather Modification Research and 


74-18 211 PC$3.75/MF$2.25 


Operations. 
AD-779 284/9GI 74-15 4B PC$3.25/MF$2.25 
Navy Plans for Weather Modification Research and 
Operations. 
AD-779 285/6GI 74-15 4B PC$3.25/MF$2.25 


Use of Isogon: Isovel Charts and the Da -Deviation 
Field in Forecasting Atmospheric Turbu 
AD-780 208/5GI 74-16 4A PC$3. O33 S/MPS2. 25 


STINSON, WILLIAM J. 
Consolidated Bibliography Navy Personnel and Train- 
ing Research. Volume I. Unclassified Reports, FY 
1949-FY 1963. 
AD-780 206/9GI 74-16 SI PC$8.50/MF$2.25 


Consclidated Bibliography: Navy Personnel and Train- 
ing Research. Volume III. Unclassified Reports, FY 


1964-FY 1973. 

AD-780 207/7GI 74-16 SI PC$11.50/MF$2.25 
STIPANUK, G. S. 

Algorithms for Generating a Skew-T, log p Diagram 

and Computing Selected Meteorological Quantities, 

AD-769 739/4GI 74-01 4B PC$3.75/MF$2.25 
STIREWALT, G. L. 

Aerial Photographic Study of oa S Erosion and 

Deposition, Pamlico Sound, North C: 

COM-74-11553/6GI1 74-25 8F “7cse 25/MFS$2. 25 

STIREWALT, M. A. 


Reprint: ‘Schistosoma mansoni’: Cercarial Penetration 
of Host Epidermis at the Ultrastructural Level. 
AD-782 982/3GI 74-20 6M Reprint 


Reprint: ‘Schistosoma mansoni’: Stimulatory Effect of 
Rat Skin Lipid Fractions on Cercarial Penetration 
Behavior. 
AD-787 248/4GI 
STIRLING, W. L. 


Engineering Considerations of the Duopigatron Ion 


74-26 6E Reprint 


Source. 

CONF-731114-16 74-08 18A PC$3.00/MF$2.25 

Tokamak Neutral Beam Heating Technology. 

CONF-740402-10 74-18 18A PC$4.00/MF$2.25 
STIRN, R. J. 


High Voltage, High Current Schottky Barrier Solar 
ell 


Cell. 
PAT-APPL-495 021 74-24 10B PC$3.25/MF$2.25 


Schottky Barrier Laser Energy Converter. 
PAT-APPL-501 013 74-26 2E PC$3.25/MF$2.25 


STIRTON, ALEXANDER J. 


Process for the tion of Surfactants. 
PATENT-3 745 181 74-13 7C Not available NTIS 


STISKIN, HAROLD 


Synthesis of Transparent Rubber-Modified Polym: 
AD-777 508/3GI 74-12 WIL = PC$4. 25/MFS2. 25 


STITT, D. H. 


Quality Assurance in the “‘Paducah Tiger’ Procure- 
meat. 
KY-G-262 74-24 18F PC$4.00/MF$2.25 


STITT, JO ANN 


Application of ERTS-1 Data to the Protection and 
Management of New Jersey's Coastal Environment. 
E74-10247 74-08 8C PC$4.25/MF$2.25 


STITT, L. E. 
Reduction of Jt8d Powered Aircraft Noise by Engine 


Refanning. 
N74-23342/0GI 74-18 21E PC$3.75/MPF$2.25 
STITTSWORTH, D. E. 


Ultrasonic Welding of Electrical Terminations. 
BDX-613-1016 74-17 13H PC$4.50/MF$2.25 


STOBER, WILLIAM J. 
Taxes, Subsidies and Locational Choice, 


COM-74-10686/5GI 74-11 SC PC$4.25/MF$2.25 
STOCH, H. 


Preparation and Analysis of Minerals for Use as 

Reference Material. Progress Report No. 2. 

NIM-1552 74-04 7D PC$3.25/MF$2.25 
STOCHL, RB. J. 

Analytic and Experimental Evaluation of Shadow 

Shields and Their Support Members for Thermal Con- 


trol of Space Vehicles. 
N74-29325/9GI 74-22 20M PC$5.75/MF$2.25 


Basic Performance of a Multilayer Insulation System 
Prey Red to 160 Layers. 
N74- I 74-17 11G PC$3.75/MF$2.25 


STOCK, A. DEAN 
Cytological Characterization of Subhuman Primate Cell 


Cultures, Phase Il. 
PB-225 614/7GI 74-02 6C PC$3.75/MF$2.25 
STOCK, JOHN A. 


Pressure Control Mechanism. 
PATENT-3 108 716 74-09 131 Not available NTIS 


STOCK, WILLIAM A. 


The FREQ3 Freeway Model. Freeway Operations 
Study. Phase III. 
PB-228 421/4GI 7408 13B PC$8.50/MF$2.25 


STOCKDALE, JANE A. 
Counseling in Probation and Parole: A Research Re- 


port. 
PB-234 858/9GI 74-21 SI PC$6.25/MF$2.25 
STOCKDALE, JOHN A. D. 


Leak Detector. 
PATENT-3 803 481 74-26 14B Not available NTIS 


STOCKDALE, RICHARD 


Development of a pe geo * Allocate Liquid 
Fossil Fuel Consumption by Coun 
PB-232 209/7G1 74-15 GB. PCS$S.75/MF$2.25 


STOCKER, H. J. 


Preparation of DC Electroluminescent ZaS Phosphors. 
AD-781 194/6GI 74-18 20F PC$3.25/MF$2.25 


STOCKER, H. L. 


Exploratory Investigation for Reducing Labyrinth Seal 
Leakage in High Pressure Ratio Gas Turbines. 
AD-781 005/4GI 74-17 1A PCS$S.75/MF$2.25 


STOCKFISCH, J. A. 


Public Sector Economics and Politic 
AD-786 857/3GI 74-25 ‘D> "PC$3.25/MF$2.25 


STOCKHAM, THOMAS JR. 


Man-Machine Communications. 
AD-782 444/4GI 74-19 9B PC$S.25/MF$2.25 


STOCKHAUSEN, CYRIL J. 
Carbon Dioxide Sorbent for Confined Breathing At- 


mospheres. 

PATENT-3 729 902 74-26 6K Not available NTIS 

Method Nag Removing Carbon Dioxide from Gaseous 

Mixture: 

PATENT: 3619130 74-04 7A Not available NTIS 
STOCKHOFF, E. H. 

Electromagnetic Containerless Processing Require- 

ments and Recommended Facility Concept and Capa- 

bilities for Space Lab. 


N74-31942/7GI 74-25 14B PC$6.25/MF$2.25 
STOCKING, G. 

Design Study for a Magnetically Supported Reaction 

Wheel. 

N74-29774/8GI 74-24 131 =PC$4.75/MF$2.25 
STOCKLIN, F. 


Relative Sideband Amplitudes Versus Modulation 
Index for Common Functions Using Frequency and 
Phase Modulation 


N74-11008/IGI -«- 74-05 17B_ PC$3.75/MP$2.25 
STOCKMAN, DAVIS 

ADSI 8960Gr ” aS SE PCS4.75/MPFS2.25 
STOCKMAN, GEORGE C. 

Design of a Waveform System. 

AD-778 412/7GI 74-14 9B PC$3.2S/MF$2.25 


STOCKMAN, 8. S. JR. 


MAGPIE: A User's Manual. 
AD-781 044/3GI 74-17 201 PC$4.25/MF$2.25 


STOCKMAN, N. O. 


Calculation Procedures for Potential and Viscous Flow 
Solutions for Engine Inlets. 
N73-33184/SGI 7402 1A PC$3.75/MF$2.25 


STOCKMAN, PETER H. 


On-Line High Resolution Electromagne > 
AD-786 033/1GI 74-4 «171 TCs. 25/MF$2.25 


STOCKMAN, ROBERT H. 


Washington Harbors and Regional Facilities, 
COM-74-11025/SGI 74-18 SC Reprint 


PA-1071 





STOCKMEYER, LARRY J. 


STOCKMEYER, LARRY J. 
The Complexity of Decision Problems in Automata 


Theory and aa 

PB-235 283/9G 74-24 9B PC$7.25/MF$2.25 
Fast On-Line Integer Multiplicatio 

AD-779 889/SGI 74-16 12a, PC$3.25/MF$2.25 


STOCKMEYER, PAUL K. 


An Algorithm for Reducing the Bandwidth and Profile 
of a Sparse Matrix. 
AD-783 695/0GI 74-21 112A PC$3.75/MF$2.25 


STOCKSLAGER, WILLIAM EBY 


Computer Modeling of the Electroencephalogram. 
AD 784 765/0GI 74-23 6B PC$4.75/MF$2.25 


STOCKSTAD, RODNEY W. 
Pavement Surface Hardening Agent Feasibility Study. 


Phase I. 
PB-236 492/SGI 74-26 13B PC$S.25/MF$2.25 
STOCKTON, C. W. 


Reconstruction of Past Climatic Variabili 
AD-775 999/6GI 74-10 4B PCS. .25/MF$2.25 


STOCKTON, ROBERT L. 


Recruitment and Retention of pena Officers for 
Army National Guard and Reserve Force 
AD-779 580/0GI 74-15 15C PCS3 .25/MF$2.25 


STOCKWELL, RUSSELL D. 
Research Techniques for Assessment of Lubricant 
— Lubricant Dewetting, and Slip-Ring 
AD-777 S71/1GI 74-12 131 PC$4.25/MF$2.25 
STODDARD, ANDREW 
— Quality Model of the Lower Fox River, Wiscon- 


PB.230 269/3GI 74-12 13B  PC$4.25/MF$2.25 
STODDARD, C. K. 


Abatement of hw Drainage Pollution by Un- 

derground Precipit: 

PB-229 407/2GI 7410" 13B PC-GPO/MF$2.25-NTIS 
STODDARD, D. H. 

Exp 252 CF Shielding with Water-Extended Polyester. 

DP-1339 74-14 18F PC$4.00/MF$2.25 
STODDARD, SPOTSWOOD D. 

Reprint: Numerical Experiments on the Stochastic 


Behavior of a Lennard-Jones Gas System. 
AD-774 422/0GI 74-08 7D Reprint 


Reprint: On the Integrability of the Toda Lattice. 

AD-777 326/0GI 74-12 203 Reprint 
STODDARD, THEODORE L. 

Area Handbook for Finland, 

AD-781 523/6GI_ 74-18 SC PC-GPO/MF$2.25-NTIS 
STODDART, L. C. 


Population Dynamics, Movement, and Home Range of 
Black-Tailed Jackrabbits (Lepus Californicus) in Cur- 
lew Valley, Northern Utah. Progress Report, July |, 
1973--June 30, 1974. 


COO-1329-25 74-25 6F PC$4.50/MF$2.25 
STODOLA, E. K. 

Line Intrusion Detector. 

AD-780 719/1GI 74-17 171 PC$4.25/MF$2.25 
STOEBER, W. 


Determination of Aerosol Mass Distribution in an 
Aerosol Centrifuge by Means of Quartz Oscillators. 
UR-3490-478 74-24 14B PC$4.00/MF$2.25 


STOECKEL, D 


The Internal Oxidation of Silver Alloys at High Pres- 
sures and in Atomic Oxygen. 
N74-10529/7GI 74-04 11F PC$3.75/MF$2.25 


STOECKELER, ERNEST G. 

} stinwey a Land Use-Peak Runoff Classification 
stem for Highwa Sagivasting ing Purposes. 

E74-10663 oon 4-21 13B PC$4.25/MF$2.25 

STOECKERT, H 

Decontamination of Different Aecrosol-Contaminated 


Surfaces. 
BMFT-FBK-73-15 7402 7D PC$4.00/MF$2.25 
Investigations Concerning the Purification of Spent 
-_ Pit a During Refuelling at the Nuclear Power 
it L 
BMFT-FBK-73-10 74-02 181 PC$3.S0/MF$2.25 
STOECKLIN, G. 
Stereochemistry of the Decay-Induced Halogen 
> in Diastereomeric Alkyl Halides in the Gas 
se. 
CONF-730961-1 74-07 TE PC$3.50/MF$2.25 
STOEFFLER, D. 
Petrologic Investigations in the Ries: Variegated 
Breccia. 
N74-22975/8GI 74-18 8G PC$3.25/MF$2.25 


PA-1072 


STOEGREN, A. 


Recording the Penetration of a Projectile into Alumini- 
um by Flash X-Rays Roentgenblixtregistrering AV Pro- 
jektilers Intraengning I Aluminum. 

N74-13158/2GI 74-07 19D PC$3.75/MF$2.25 

STOENNER, R. W 

Radioactive Rare Gases and Tritium in the Sample 
Return Container, and the exp 37 AR and hea 39 AR 
Depth Profile in the APOLLO 16 Drill Ste 

BNL-18580 74-14 3B PCS3 75/MF$2.25 


Radioactive Rare Gases and Tritium in the Sample 
Return —. and the exp 37 AR, exp 39 AR, 


Tritium, Hydrogea, and Helium Depth Profiles in the 
APOLLO 16 9 7 Drill Stems. 
BNL-18808 74-20 3B PC$S.00/MF$2.25 


STOEPPLER, M. 


Spreading of Harmful Materials in the Atmosphere and 
Environmental Impact. Part 2. Investigations on the 
Deposition of Elemental and Organic-Bound Iodine on 
Grass. Progress Report, July 1971--December 1972 in 
the Framework of the Contract No. Sc 24-003-Pstd 
Research Project Supported by the Euratom--Cea As- 
sociation. 

JUL-999-ST 74-20 8H PC$7.25/MF$2.25 

STOEWE, H. 


Microscopic Theory of the gamma Break-Up of Nuclei 
Applied to the exp 4 He Nucleus. 
BMFT-FBK-73-26 74-06 20H PC$6.00/MF$2.25 


STOFFA, PAUL L. 


Reprint: Cepstrum Aliasing and the Calculation of the 
Hilbert Transform. 

AD-787 331/8GI 74-26 12A Reprint 
Reprint: The Application of Homomorphic Deconvolu- 
tion to Shallow-Water Marine Seismology. Part I: 


Models. 

AD-787 330/0GI 74-26 8K Reprint 

Reprint: The Application of Homomorphic Deconvolu- 

tion to Shaliow-Water Marine Seismology. Part II. Real 

Data. 

AD-787 332/6GI 
STOFFREGEN, W 


A Study of the Influence of the Ionosphere on 
Direction-Finding in the Short-Wave Band Under- 
soekning AV Jonosfaerens Inverkan PA Pejling Inom 
Kv-Bandet. 


74-26 8K Reprint 


N74-12858/8GI 74-07 17C PC$3.75/MF$2.25 
STOGOFF, STEPHEN 

Reprint: Ketamine-Induced Stress Ulcers in the Rat. 

AD-781 681/2GI 74-18 60 Reprint 
STOGRYN, A 


A oe of the Microwave Emission Characteristics of 


COM.74-10277/3G1 
STOGRYN, EUGENE L. 


Method for the Preparation of 2,3-Dimethy! Aziridine. 
PATENT-3 717 628 74-08 7C Not available NTIS 


STOGSDILL, RUSSELL L. 
Port and Harbor Development System. Phase 2 - 


Planning Summary, 

COM-74-10467/0GI 74-09 13M PC$3.75/MF$2.25 
STOHLER, ROBERT L. 

A Review of Ground Target Masking Effects. 

AD-787 632/9GI 74-26 17H PC$S.25/MF$2.25 
STOHR, P. 


Technology of Acrogenic Immunization against Swine 
— under Conditions of Actual Practice--Trans- 


ADT 660/8GI 74-05 2E PC$3.25/MF$2.25 
STOIBER, RICHARD E. 
Ground Survey of Active Central American Volcanoes 


in November - December 1973 
E74-10343 74-10 8F PC$3.25/MF$2.25 


Skylab Imagery of Central American Volcanoes. 
E74-10755 74-24 8F PC$3.25/MF$2.25 


Volcanic Activity and Satellite- ee Thermal 
Anomalies at Central American Volcanoe: 
E74-10068 74-02 8F PCS3. 25/MF$2.25 


STOICHEV, R. 


Effect of a Pulsed Electric Field on the Formation of a 
Latent Image in Lead lodide and Silver Oxalate-- 
Translation. 

AD-784 357/6GI 74-22 14E PC$3.25/MF$2.25 


STOJATOWSKA, W 
Some Problems in the Biology of ‘Strongyloides ster- 
coralis’ Stiles et Hassal, and in the Epidemiology of 


Strongyloidosis (Niektore Zagadnienia z Biologii Stron- 
— stercoralis Stiles et Hassal i Epidemiologii 


egorzycy), 
TT-73-$4056 74-25 6C PC$3.25 
STOKELY, E. M. 
Regional Myocardial Perfusion Studies: A Critique of 
Data Collection and Processing Techniques. 


74-06 8] PC$3.75/MF$2.25 


CONF-740708-45 
STOKELY, R. J. 


Analysis of the Effects of Fort St. Vrain Plant Protec- 

tive Control and Instrumentation on Plant Availability. 

GULF-GA-A-10812 74-12 181 PC$9.50/MF$2.25 
STOKER, JAY 


Disposal of Heated Water Through Ground Water 
Systems. Volume I, Technical and Economic Feasibili- 


74-24 6E PC$4.00/MF$2.25 


ty. 
PB-236 302/6GI 74-26 13B PC$5.75/MF$2.25 
STOKES, C. S. 


Rocket Having Barium Release System to Create Ion 
Clouds in the Upper Atmosphere. 
PATENT-3 813 875 74-20 4A _ Not available NTIS 


STOKES, M. A. 


Reconstruction of Past Climatic Variability. 
AD-775 999/6GI 74-10 4B PC$3.25/MF$2.25 


STOKES, MARY B. 


Attack I: Attack Pattern Generator: The Weapon As- 
signment System. 
AD-772 140/0GI 74-05 1SF PC$3.75/MF$2.25 


STOKES, R. A 


The Effect of Tropical Conditions on Optical Glasses 
and Cements. 
N74-28034/8GI1 


STOKES, R. H 


Fission and Complete Fusion Measurements in exp 40 
AR Bombardments of exp 58 Ni and exp 109 Ag. 
CONF-730823-11 74-02 20H PC$3.00/MF$2.25 


Fission and Complete Fusion Measurements in exp 40 
AR Bombardments of exp 58 Ni and exp 109 Ag. 
LA-UR-73-1180 74-02 20H PC$3.00/MF$2.25 


STOKES, R. W. 


An Evaluation of Selected Angular Momentum, Vortex 
Shedding and Orifice Cryogenic Flowmeters. 
COM-74-50430/9GI 

74-15 14B PC-GPO/MF$2.25-NTIS 


STOKES, WILLIAM M. 


A National Military Strategy for 1990-1995: The 
Problems of Power Projection. 
AD-785 489/6GI 74-23 SD PC$4.75/MF$2.25 


STOLAROVA, E. L. 


Spectrometric Characteristics of Germanium Detectors 
with Radiation Defects. 
LIB/Trans-348 74-04 18D PC$3.00/MF$2.25 


STOLARSKI, R. S. 


Reprint: Thermalization and Transport of Photoelec- 

trons: A Comparison of Theoretical Approaches. 

AD-773 556/6GI 74-07 4A Reprint 
STOLBA, G. 

Chemical and Electrochemical Methods for Decon- 

solidation of Graphitic Reactor Fuel Bodies. 

SGAE-2143 74-04 183 PC$3.25/MF$2.25 
STOLDT, N. W. 


Compendium of Meteorological Satellites and Instru- 
mentation. 


74-20 20F PC$3.25/MF$2.25 


N74-20540/2GI 74-14 4B PC$12.00/MF$2.25 
STOLER, P. 

Total Cross Section of Neutrons on Deuterium in the 

Kev Region. 

COO-3058-42 74-07 20H PC$3.00/MF$2.25 


STOLIAR, ARTHUR P. 

Fiber Coupled Laser Illuminator. 

AD-785 146/2GI 74-23 20E PC$3.75/MF$2.25 
STOLK, H. A. 


Glossary of Documentation Terms. Part I. General 

Terms, 

AD-784 946/6GI 
STOLL, GEORGE 

Reprint: Rainbow Scattering from a Strongly Periodic 

Metal Surface. 

AD-782 960/9GI 
STOLL, JACK K. 


A User-Accessed Computer Information pcs for 
Eavironmentally Sensitive Wildlife. Volume 
AD-787 258/3GI 74-26 6F PCSS. 151M F$2.25 


A User-Accessed Computer Information System for 
Environmentally Sensitive Wildlife. Volume II. 
AD-787 259/1GI 74-26 6F PC$10.00/MF$2.25 


A User-Accessed Computer Information System for 
Environmentally Sensitive Wildlife. Volume III. 


74-23, SB PC$3.75/MF$2.25 


74-20 7D Reprint 


AD-787 260/9GI 74-26 6F PC$4.25/MF$2.25 
STOLOFF, N. S. 

Deformation and Fracture of Hydrided Hafnium. 

COO-3459-4 74-15 11F PC$3.00/MF$2.25 


Fatigue Behavior of an Ag3Mg-AgMg Eutectic Com- 
AD-778 356/6GI 74-13 IF PCS3.25/MF$2.25 
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Precipitation and Dispersion Hardening in Magnesium- 

Base Alloys. Annual Report. 

COO-3459-5 74-15 11F PC$3.25/MF$2.25 
STOLOFF, PETER H. 


An Analysis of First-Term Reenlistment Intentions, 
74-23 $3} PC$4.75/MF$2.25 


AD-784 971/4GI 

Evaluation of Naval Officer Performan 

AD-784 012/7G1 74-22 SI PCS3 .25/MF$2.25 

Reprint: Development of the Navy Human Relations 

Questionnaire. 

AD-779 240/1GI 74-15 53 Reprint 

User's Guide for Generalized Factor Analysis Program 

(FACTAN), 

AD-786 311/1GI 74-25 12A_ PC$3.25/MF$2.25 
STOLOV, H.L. 


Investigation of the Responses of the General Circula- 
tion at 700 Mb to Solar-Geomagnetic Disturbance. 


N74-22056/7GI1 74-17 4A PC$3.75/MF$2.25 
STOLT, K. G. 

Computer Simulation of Frank Loop Contrast in Field 

Ton Images. 

LBL-2200 74-07 20B PC$9.50/MF$2.25 


STOLT, ROBERT DEAN 
Wide Band Analog Signa! Propagation in a Fiber Optic 


System. 

AD-775 017/7GI 74-09 20F PC$3.75/MF$2.25 
STOLTENBERG, ROBERT E. 

Detection of Human Intruders by Low Frequency 

Sonic Interferometric Techniques. 

COM-74-11208/7GI 74-18 117A PC$4.75/MF$2.25 
STOLTERFOHT, N. 

Projectile Charge-State Dependence of Ne K-Shell 

Tonization and Fluorescence Yield in 50-Mev Cl/Sup n/ 


exp + + Ne Collisions. 
RLO-1388-244 74-22 7D PC$4.00/MF$2.25 


STOLTON, R. E. 


Carbon Fibre Reinforced Epoxide Resins. 
AD-771 857/0GI 7405 11D PC$S5.75/MF$2.25 


STOLTZ, J. H. 


Coke Charging Pollution Control Demonstration. 
PB-234 355/6GI 74-23 13B PC$9.50/MF$2.25 


STOLTZ, P. G. 


Development of a Long-Range Concept for Per- 
formance Assurance of Air Traffic Control and 
Navigation Facilities. Volume I. Final Report, 

AD-770 340/8GI 7402 17G PCs? 25/MFS2. 25 


Development of a Long-Range Concept for Per- 
formance Assurance of Air Traffic Control and 
Fe tion Facilities. Volume I. Technical and Opera- 


Analyses. 
AD-770 338/261 7402 17G PC$4.75/MF$2.25 


Development of a Long-Range Concept for Per- 
formance Assurance of Air Traffic Control and 
Navigation Facilities. Volume II. Final Report, 

17G PC$8.75/MF$2.25 


AD-770 341/6GI 74-02 
STOLTZE, L 
Impact Resistance of Spar-Shell Composite Fan 


Blades. 
N74-16586/1GI 
STOLTZE, LEON 
Wiper for Machined Surfaces. 
PATENT-3 659 306 74-03 
STOLYAROV, N. N. 


Large Bends in Plates Rectangular in Plan-View and in 
Shallow Shells Made of Nonlinearly Elastic Material-- 
Translation. 

AD-776 754/4GI 74-11 20K PC$3.25/MP$2.25 
Numerical Execution of the Bubnov-Galerkin Method 
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STRELTSOV, V.N. 
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Dorman Computer Program (Study 2.5). Volume 3: 
Original Data Bank Listing. 
N74-19829/2GI 74-14 9B PC$4.75/MF$2.25 
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PATENT-3 738 775 74-26 13D Not available NTIS 
Diver Operated Hand Control System for an Un- 
derwater Vehicle. 
PATENT-3 742 885 74-26 133 Not available NTIS 
STRICKLAND, D. J. 


Preliminary Report on the Transport and Production of 
Energetic Electrons in Auroras. 
AD-779 262/SGI 74-15 4A PC$3.25/MF$2.25 
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Reprint: aeenatoseten in Mice Infected with 
‘Toxoplasma 
AD-772 369/. 7405 6E Reprint 
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STRINGER, WILLIAM J. 


Noctilucent Cloud Observations Coordinated with 
Rocket Temperature Soundings in Central Alaska. 
AD-780 936/1GI 74-17 4A PC$4.25/MF$2.25 
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STRITZKER, B. 


Superconductivity of Palladium and Pd--Ag ea 
after Ion Implantation of Hydrogen and Deuteriu: 
JUL-987-FF 74-21 20L PCS6.00/MPS2. 25 
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AD-785 841/8GI 74-24 4A PC$4.75/MF$2.25 
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STRONG, D. M. 
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Reprint: In vitro Stimulation of Murine Spleen Cells 
using a Microculture System and a Multiple Automated 
Sample Harvester. 

AD-773 109/4GI 74-06 6E Reprint 
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AD-783 705/7GI 74-21 20B PC$3.75/MF$2.25 


STROUSE, CHARLES E. 


Structures of Metallocarboranes. I. Crystal and 
Molecular Structure of 2,6-Di-n-cyclopentadienyloc- 
tahydro-1,10-dicarba-2,6-dicobalta-closo-decaborane at 
-150 deg. a Bimetallocarborane with a Metal-Metal 


Bond. 
AD-777 675/0GI 74-12. 7B + PC$3.75/MF$2.25 


Structures of Metallocarboranes. II. Crystal and 
Molecular Structure of the Metallocarborane Complex 
Cesium 3-n-C yclopentadienyloctahydro-4-carba-3- 
cobalta-closo-nonaborate (1), Cs(+CSHS5) 


Co(CB7H8). 
AD-777 475/SGI 74-12 7B PC$3.75/MF$2.25 
Ill. Crystal and 


Structures of Metallocarboranes. 
Molecular Structure of the Bimetallocarborane Com- 
plex 2,3-Bis(n-Cyclopentadieny!)-1 ,7-dicarba-2,3- 
dicobaltadodecaborane(10), (n~-C5H5)2C 02C2B8H 10. 

AD-777 712/1GI 74-12 7B PC$3.75/MF$2.25 


Structures of Metallocarboranes. IV. Crystal and 
Molecular Structure of the ‘Nido’ Metallocarborane 
Complex 8-eta-Cyclopentadienyl-6,7-dicarba-8-cobalta- 
‘nido’-nonaborane (11), 8-eta~-CSH5-8-Co-6, 7-C2B7H11 
at -160C. 

AD-786 741/9GI 


STROYNOWSKI, R 


Characteristics of K exp 0 S Production in K exp + p 
Interactions at 8.2 Gev/C and K exp - p Interactions at 
10.1 Gev/C. 
NP-19792 


STRUBLE, RAIMOND A. 


Reprint: Neocontinuous Mikusinski Operators. 
AD-779 095/9GI 74-15 12A_ Reprint 


74-10 7D Not available NTIS 


74-25. 7C PC$3.75/MF$2.25 


74-07 20H PC$6.50/MF$2.25 


STRUCK, H. 


Two-Dimensional Thin-Layer 
Separation of Steroids. 
N74-27589/2GI 


Chromatographic 
74-20 7C PC$3.25/MF$2.25 


STRUCK, ROBERT T. 


Hydrocracking of Polynuclear Hydrocarbons. 
PATENT-3 355 376 74-08 7A Not available NTIS 


Regeneration of Spent Zinc Halide Catalyst Using 
Preliminary High Pressure Hydrogen Solvent Extrac- 


tion. 
PATENT-3 629 159 74-08 7A Not available NTIS 


Regeneration of. Zinc Chloride Catalyst. 
PATENT-3 594 329 74-06 7A Not available NTIS 


Regeneration of Zinc Halide Catalyst Used 
Hydrocracking of Polynuclear Hydrocarbons. 
PATENT-3 371 049 74-08 7A Not available NTIS 


Regeneration of Zinc Halide Catalyst Used in the 

Hydrocracking of Polynuclear Hydrocarbons. 

PATENT-3 625 861 74-07 7A _ Not available NTIS 
STRUCKLAND, WILLIAM R. 

Method of Precipitating Americium Oxide from a Mix- 

ture of Americium and Plutonium Metals in a Fused 

Salt Bath Containing PuO2. 

PATENT-3 804 939 74-26 7B Not available NTIS 


STRUCKMAN, D. L. 


Alcohol, Marijuana and Risk Taking 
PB-228 450/3GI 74-08 3. PC$4.75/MF$2.25 


STRUEBING, V. 0. 


Metastable FCC Solid Solutions in Ce--Pu Alloys 
Quenched Rapidly from the Melt. 
LA-UR-74-973 74-25 11F PC$4.00/MF$2.25 


STRUFERT, SUSAN C. 


Adding a Forced Choice Scale Research Methodology: 
The Effect of Cucing on Attributions of Responsibility 
and Causality. 

AD-779 071/0GI 


STRUGAL’SKH, Z. 


Range-Energy Relation for Electrons in Electron-- 
Photon Showers Induced by 20 to 150 Mev gamma - 
Quanta in Liquid Xenon. 

JINR-P1-7500 74-13 20H PC$3.00/MF$2.25 

STRUGAL’SKH, Z. 8. 

Characteristics of Emission of pi exp 0 -, pi exp + - 
Mesons and Protons in High-Energy pi -Meson In- 
teractions with Xe Nuclei. 

JINR-P1-7439 74-09 20H PC$3.50/MF$2.25 


Characteristics of Protons Emitted in pi exp - -Xe In- 
teractions at 3.5 Gev/C. 
JINR-P1-7399 74-08 20H PC$3.00/MF$2.25 


Energy and Angular Spectra of Protons Emitted in pi 
exp - + Xe Interactions at 3.5 Gev/C. 
JINR-P1-7730 74-18 20H PC$4.00/MF$2.25 
Multiparticle Emission in pi exp - -Xe Interactions at 
3.5 Gev/C. 
JINR-P1-7577 74-13 20H PC$3.00/MF$2.25 
Pi exp 0 -Meson Production in pi exp - --Xe Interac- 
tions at 3.5 Gev/C. 
JINR-P1-7398 
STRUGALSKI, Z. 
Investigation of the Interaction of pi -Mesons with 
Xenon Nuclei at 2.34, 3.5, 5, and 9 Gev/C. 
JINR-E1-8046 74-24 20H PC$4.00/MF$2.25 
STRUHSAKER, PAUL 


Reprint: ‘Argyripnus brocki’ a New Species of Stomia- 

toid Fish from Hawaii, with Observations on A. Ephip- 

piatus, and A. Iridescens. 
COM-73-50437-03-15/GI 
74-04 6C 

STRUMINSK!, CHRISTINE 


Longevity, Low Earners, and Social Security Inequi- 
ties: Proposals for Reform, 
PB-225 152/8GI 74-01 


STRUMPF, HAL J. 
eg Viscosity of Xenon and Ethane in the Critical 


AD-782 789/2GI 


74-15 $3 PC$3.25/MF$2.25 


74-07 20H PC$3.00/MF$2.25 


(Order as COM-73-50437-03) 


SC PC$3.25/MF$2.25 


74-20 7D Reprint 


STRUMWASSER, F 
Physiology of Aplysia Californica. 
N74-21710/0GI 74-17 6C PC$3.25/MF$2.25 


STRUNIN, V. A. 


Combustion Mechanism of Ammonium and Hydrazone 

Salts--Translation. 

AD-769 981/2GI 74-02 7D PC$3.25/MF$2.25 

Mechanism of the Combustion of Ammonium and 

Hydrazmium Salts--Translation. 

AD-785 191/8GI 74-23 21B 
STRUNKIN, V. A. 

Design and Strength Calculation of Components in 

Steam and Gas Turbines--Translation. 

AD-777 378/1GI 74-12 21E PC$3.75/MF$2.25 


PC$3.25/MF$2.25 


STUBBINS, W. F. 


STRUTHERS, JOHN O. 


Fixture for Tensile and Stress Rupture Testing of Tur- 
bine Blades. 
PATENT-3 802 255 74-17 


STRUYK, RAYMOND J. 


Income and Urban Home Ownership, 
PB-234 359/8GI 74-19 SK PC$S5.00/MF$S5.00 


STRZALKOWSKI, A 


Microscopic Model of the Elastic Scattering of Medi- 
um fone alpha Particles. 
INP-82. 74-06 20H PC$3.75/MF$2.25 


Microscopic Model of the Elastic Scattering of Medi- 
um Energy alpha Particles. 
INP-823 74-09 20H PC$3.75/MF$2.25 


14B_ Not available NTIS 


STTOLER, HAROLD H. 


System Employing Coal as Fuel in a Steam Reformer. 
PATENT-3 551 123 74-07 7A _ Not available NTIS 


STUART, B. O. 


Biological Effects of Daily Inhalation of Radon and Its 
Short-Lived Daughters in Experimental Animals 


BNWL-SA-4789 74-16 6R PCS$3.50/MF$2.25 
Effects of Inhaled Uranium Mine Air Contaminants in 
Beagle Dogs. 

BNWL-SA-5042 74-24 6R PC$4.25/MF$2.25 


STUART, HARVEY H. 


Reprint: The Bay Scallop Makes Its Bed of Seagrass. 
COM-74-50189-07-07/GI 
74-23 6C 


STUART, J.T. 
Reprint: Development and Effects of Super-Critical 
Taylor-Vortex Flow in a Lightly Loaded Journal Bear- 
ing. 
AD-778 495/2GI 
STUART, JOHN L. 
An Experimentally Based Prediction of the Static Per- 
formance in the Vertical Direction of an Air Cushion 
Landing System. 
AD-774 387/SGI 
STUART, L. RB. 
Safe Construction inside Your Plant. 
CONF-740311-5 74-24 13L PC$4.00/MF$2.25 
STUART, P. M. 
Elastic-Plastic Behavior of a Longitudinal Semi-Elliptic 
Crack in a Thick Pressure Vessel. 
HSSTP-TR-28 74-12 181 
STUART, R. L. 


Fission Product Behavior within Two W--Uo sub 2 
Cermet Fuel Elements Irradiated in a Temperature 
Gradient. 
GEMP-635 
STUART, RICHARD B. 


ate Patient Medical Records System Pilot Pro- 


(Order as COM-74-50189-07) 


74-14 131 Reprint 


74-08 1C PC$4.25/MF$2.25 


PC$4.00/MF$2.25 


74-16 18G PC$4.00/MF$2.25 


AD: 780 035/2G1 74-16 6E PC$4.75/MF$2.25 
A Comparative Study of Patient Scheduling Systems 


for Army Sick Call 
AD-780 036/0GI 74-16 6E PC$6.25/MF$2.25 


Evaluation of Expanded Role of the Physical Therapist 
in Screening Musculoskeletal Disorders. 
AD-784 639/7GI 74-22 6E PC$4.75/MF$2.25 


Survey of Mobile Health Units. 
AD-783 498/9GI 74-21 


STUART, T. P. 


Arms: Sensitivity for Isotope Location and Identifica- 
tion. Technical Memo No. L-242. 
EGG-1183-1497 74-18 18D PC$4.25/MF$2.25 


STUART, W. 1. 


Thermal Decomposition of Ammonium Uranates. 
AAEC/E-276 74-04 7B PC$3.50/MF$2.25 


STUBBE, PETER 


The Thermosphere and the F-Region - A Reconcilia- 
tion of Theory with Observations. 


6L  PC$4.25/MF$2.25 


AD-774 149/9GI 74-08 4A PC$6.25/MFS$2.25 
STUBBERUD, A. R. 
Reprint: Polynomial Estimators for Systems with 


Polynomial Noalinearities. 
AD-777 327/8G1 74-12 12A Reprint 
Reprint: The Associated Maximization Problem for 


Separable Games. 
AD-779 230/2GI 


STUBBERUD, ALLEN R. 


Proceedings of the Symposium on Nonlinear Estima- 
tion Theory and Its Applications (4th) Held at San 
Diego, Calif., September 10-12, 1973. 

AD-779 174/2G1 74-15 12A Not available NTIS 


STUBBINS, W. F. 


Bifold Nuclear Power Source. 
MLM-1982 74-02 


74-15 12B Reprint 


18N PC$7.60/MF$2.25 


PA-1079 





STUBBLEFIELD, F. E. 


STUBBLEFIELD, F. E. 
Improved Control of Radioactive Waste at Hanford. 
WASH-1315 74-21 18G PC$4.50/MF$2.25 
STUBBS, R. 


High-Accuracy Measurements of the Centre of Gravity 
of Avalanches in Proportional Chambers. 
CERN-73-11 74-04 18D PC$3.00/MF$2.25 


STUBBS, S. M. 


Experimental Investigation of the Landing Dynamics 
of Three-Legged Spacecraft Models. 
N74-32427/8GI 74-26 1B PC$4.75/MF$2.25 


Experimental Validation of a Landing-Dynamics Com- 
puter Program for Legged Spacecraft Landers. 
N74-12535/2G1 74-06 22B PC$4.25/MF.2.25 


STUBBS, T. J. 


Studies of D-Region Drifts During the Winters of 1970 
to 1972. 
ADP-115 


STUBENRAUCH, K. R. 


Impact Resistance of Composite Fan Blades. 
N74-12285/4G1 74-06 21E PC$4.75/MF$2.25 


STUBER, C. E. 


Transplutonium Elements. A Bibliography. 
TID-3317-S4 74-11 20H PC$7.60/MF$2.25 


STUBICAN, V.S. 


Diffusion Studies in Nonmetallic System. Part I. 
AD-784 437/6G1 74-22 20L = PC$4.25/MF$2.25 


Interdiffusion and Association Phenomena in the 
System, NiO-A1203. 
AD-774 732/2GI 74-08 7D PC$3.75/MF$2.25 


Reprint: Eutectic Solidification of MgO-MgAI204. 

AD-786 097/6GI 74-24 1B Reprint 
STUBSTAD, J. 

Experimental Study of Several Ice Heat Sink Con- 


cepts. 

AD-782 942/7GI 
STUCK, BRUCE E. 
Ocular and Skin Hazards from CO2 Laser Radiation, 

AD-785 609/9GI 74-24 6R PC$3.25/MF$2.25 
STUCKE, U. 
Theoretical Studies of the Transport of Solar Radiation 
in a Realistic Model of the Ocean-Atmosphere System 
Theoretische Studien des Transportes Solarer 
Strahlung in Einem Realistischen Modell des Systems 
Ozean - Atmosphaere. 
N74-12178/1GI 
STUCKENBERG, F. H. 


Methods of Assessing Structural Integrity for Space 

Shuttle Vehicles. 

N74-16548/1GI 
STUCKENBERG, H. J. 


Dido: A Most Versatile Pattern-Unit with Fast Dis- 
criminator-Inputs and Camac-/Perseus-Output Facili- 
ties. 

DESY-73-45 74-11 18D PC$3.75/MF$2.25 
Medea, a Special Computer for Handling and For- 
matting Data from Proportional Chambers. 
DESY-73-54 74-15 18D PC$3.00/MF$2.25 

STUCKENBRUCK, LINN C. 


Risk Analysis in Hazardous Materials Transportation. 
Volume I. 
PB-230 810/4GI 


STUCKER, J. P. 


Transport Improvement, Commuting Costs, and Re- 
sidential Location. 
N74-15669/6GI 


STUCKERT, ROBERT P. 


Metropolitan Milwaukee Fact Book: 1970. 
PB-234 703/7GI 74-22 13B PC$13.00/MF$2.25 


STUCKEY, R. N. 
Full-Scale Aircraft Cabin Flammability Tests of Im- 
proved Fire-Resistant Materjals. 
N74-28423/3GI 74- 13L = PC$4.25/MF$2.25 
STUCKEY, W. J. 


The Study of Anemia in Patients with Renal Disease. 
PB-226 834/0GI 74-06 6E PC$4.25/MF$2.25 


STUCKI, FRANK F. 

Magnetic and Pressure Transducer. 

PATENT-3 712 142 74-08 14B Not available NTIS 
STUCKI, LEON G. 

Software Automated Verification System Study. 

AD-784 086/1GI 74-22 9B PC$5.25/MF$2.25 
STUCKI, MISHELL J. 


Macromodular Computer Design. Part 2. Manufactur- 
ing Description. Volume II. Electronics Package As- 
sembly. 

AD-783 877/4GI 


74-04 4A PC$3.75/MF$2.25 


74-20 16A PC$3.75/MF$2.25 


74-06 4A PC$4.75/MF$2.25 


74-10 22B PC$7.25/MF$2.25 


74-11 13B PC$8.75/MF$2.25 


74-09 13B PC$3.75/MF$2.25 


74-21. 9B PC$5.25/MF$2.25 


PA- 1080 


Macromodular Computer Design. Part 2. Manufactur- 
ing Description. Volume III. Electronic Package As- 
sembly. 

AD-783 878/2GI 74-21 9B PC$4.75/MF$2.25 


Macromodular Computer Design. Part 2. Manufactur- 
ing Description. Volume V. Logic Drawings. 
AD-783 880/8GI 74-21 9B PC$4.25/MF$2.25 


STUCKY, DONALD J. 


Combined Sewer Overflow Treatment by the Rotating 
Biological Contactor Process, 
PB-231 892/1GI 74-14 


STUDIER, F. W. 


T7 Gene Function Required for Shut-off of Host and 
Early T7 Transcription. 
BNL-18885 


STUDNEV, YU. N. 


Method of Obtaining Difluroaminoacetic Acid Esters-- 
Translation. 
AD-776 930/0GI 74-11 7C PC$3.25/MF$2.25 


Method of Obtaining Fluoroimino Derivatives of Or- 
ganic Compounds--Translation. 
AD-776 931/8GI 74-11 


STUEBER, A. M. 


Strontium, Calcium and the Istopic Composition of 
Strontium in Underground Waters from the Scioto 
River Basin, Ohio. 
PB-226 104/8GI 


STUEDEMANN, W. 


Direct Particle Measurements in the Morning Sector of 
the Polar Auroral Zonedirekte Teilchenmessungen im 
Morgensektor der Polarlichtzone. 

N74-18051/4GI 74-12 4A PC$4.25/MF$2.25 


STUHLINGER, E. 


Skylab: A Guidebook. 
N73-33803/0GI 


STUIBER, D. A. 


Getting the Most from Your Great Lakes Salmon. 
COM-74-11409/1GI 74-22 6H PC$3.75/MF$2.25 


STUIBER, DAVID A. 


Wastewater Treatment in Fish Processing, 
COM-74-11300/2GI 74-20 13B Reprint 


STUKHART, GEORGE JR. 


The Persian Gulf: What is at Stake. 
AD-775 S11/9GI 74-09 SD PC$3.75/MF$2.25 


STUKOV, A. N. 


Experimental Study of the Combined Action of Bru- 
neomycin and Vinblastine, 
PB-225 506-T/GI 74-04 60 PC$3.25/MF$2.25 


STULBERG, M. P. 


Extent of Methylation and the Biological Activity of 
Phenylalanine Trna. 
CONF-740525-1 


STULL, FRANK D. 


Flow Regimes in Two-Dimensional Ribbed Diffusers. 
AD-786 887/0GI 74-25 20D PC$3.75/MF$2.25 


Investigation of Two-Dimensional Cavity Diffusers, 
AD-770 571/8GI 74-02 20D PC$3.25/MF$2.25 


STUMBUR, E. A. 


Analysis of Integral Impulse Methods for Measuring 

Reactivity. 

FEI-384 
STUMP, B. L. 


Isomer Effects on Polyimide Properties. 
N74-20790/3GI 74-15 7C PC$3.25/MF$2.25 


STUMP, CRAIG L. 


Dispenser Cargo Section. 
PATENT-3 752 078 74-26 13D Not available NTIS 


STUMP, E. C. 


Highly Fluorinated Polyurethanes. 
PATENT-3 755 265 74-02 7C Not available NTIS 


STUMP, R. K. 
Determination of Trace Noble Gases in Air and Natu- 
ral Gas. 
UCRL-74695 
STUMPF, HARRY G. 


Reprint: Large Cyclonic Eddies of the Sargasso Sea. 
COM-73-90027-04-02/GI 
74-25 8C (Order as COM-73-90027-04) 


A Satellite-Derived Experimental Gulf Stream Analy- 
sis, 

COM-74-9001 8-03-02/GI 

74-21 8C 

STUMPFEL, CHARLES R. 


Initiation and Propagation of Laser Supported Com- 

bustion Waves, 

AD-785 602/4G1 
STUPIAN, GARY W. 


Auger Spectroscopy of Silicones. 
AD-784 829/4GI 74-23 7D PC$3.75/MF$2.25 


13B PC$6.25/MF$2.25 


74-21 6M PC$4.25/MF$2.25 


7C PC$3.25/MF$2.25 


74-05 8H PC$3.75/MF$2.25 


74-02 22A PC$8.50/MF$2.25 


74-20 6A PC$4.25/MF$2.25 


74-23, 18K PC$4.75/MF$2.25 


74-06 7D PC$3.25/MF$2.25 


(Order as COM-74-90018-03) 


74-24 2E PC$3.25/MF$2.25 


STUPIN, D. YU. 
Study of the Formation Mechanism of Radical 10 by 
the Impulse Photolysis Method--Translation. 
PC$3.25/MF$2.25 


AD-776 741/1GI 
STUPIN, O. K. 


Economic Substantiation in the Design of Seagoing 
Cargo Vessels, 
JPRS-63050 


STUPP, H. J. 
Atomic Spectral Analysis with Laser Excitation and Its 
Application on the Fuel Cycle of the Pebble-Bed Reac- 
tor. 
JUL-933-RG 
STURCKEN, E. F. 


Development of High Performance Uranium Metal 
Fuels for Savannah River Reactors. 
DP-MS-72-74 74-14 183 | PC$3.75/MF$2.25 


STURDEVANT, NORMAN J. 


An Introduction to RADC/DICEF's C8500 Computer 

System, 

AD-787 861/4GI 

STURDIVAN, LARRY M. 
A Mathematical Model for Assessing Weapons Effects 


from Gelatin Penetration by Spheres. 
AD-770 352/3GI 74-02 6U PC$3.25/MF$2.25 


STUREK, WALTER B. 


Boundary-Layer Studies 
Revolution, 
AD-785 688/3G1 74-24 19A PC$3.25/MF$2.25 


Wall Heat Transfer Effects on Supersonic Nozzle Wall 

Boundary-Layer Temperature Profiles. 

AD-770 375/4GI 74-02 20D PC$3.25/MF$2.25 
STURGES, A.C. 

Multiparameter Vision Tester. 

PAT-APPL-395 495 74-26 6L PC$4.25/MF$2.25 
STURGES, WILTON 

Reprint: Sea Level Slope along Continental Bounda- 


ries. 
AD-775 564/8GI 74-09 8C Reprint 


Wind-Induced Currents and Sea Surface Slopes in the 
Eastern Gulf of Mexico. 
AD-782 650/6GI 


STURGIS, DAVID H. 


Thermal Insulation. 
PATENT-3 793 204 74-24 


STURIM, CONSTANCE R. 


Aeromedical Radiofrequency 
Medicall. 
AD-783 773/5GI 74-21 6L PC$3.25/MF$2.25 


A Centerline Divider Curtain for Use in Aeromedical 

Airlift. 

AD-781 988/1GI 74-19 6L PC$3.25/MF$2.25 

Development of the USAF School of Aerospace 

Medicine (USAFSAM) Portable Therapeutic Liquid 

Oxygen (LOX) Breathing System. 

AD-772 697/9GI 74-06 6K PC$3.25/MF352.25 

A Disposable Modesty Curtain for Use in Aeromedical 

Airlift. 

AD-781 994/9GI 
STURM, G. P. JR. 


Smog Chamber Reactivities 

Leaded and Lead-Free Fuels. 

PB-225 288/0GI 74-02 7D PC$3.25/MF$2.25 
STUROS, JOHN A. 


Theoretical Methods for Estimating Moments of Iner- 

tia of Trees and Boles. 

PB-234 675/7GI 
STURROCK, P. A. 

Optical Radiation from the Crab Pulsar. 

N74-28307/8GI 74-20 3A PC$3.75/MF$2.25 


Two-Fluid Model of the Solar Corona. 
N74-27307/9GI 74-20 3B PC$3.25/MF$2.25 


STURROCK, PETER E. 


The Trace Analysis of Water for Selected Metallic Ele- 
ments Employing Square-Wave Polarography. 
PB-235 406/6GI 74-24 7B PC$S5.75/MF$2.25 


STURROCK, R. F. 


Reprint: Canadian Measurements of Project SAN- 
GUINE Test Transmissions. 
AD-786 982/9GI 74-25 


STURTZ, J.P. 


Penning Gage Test to Measure Internal Pressure in a 
Neutron Tube. 
GEPP-124 


STUS, YU. F. 


An Analysis of Errors Made by an Electronic Calculat- 
ing Unit--Translation. 
AD-779 122/1GI 


74-11 7E 


74-26 13) PC$9.50/MF$2.25 


74-02 18K PC$11.00/MF$2.25 


74-26 9B PC$S5.25/MF$2.25 


on Spinning Bodies of 


74-19 8C PC$5.25/MF$2.25 


11G Not available NTIS 


Nurse-Call System: 


74-19 6L PC$3.25/MF$2.25 


of Emissions From 


74-21 2F PC$3.25/MF$2.25 


17B_ Not available NTIS 


74-14 20G PC$3.00/MF$2.25 


74-15 20K PC$3.25/MF$2.25 





Mechanical and Electronic Systems of a Gravimeter-- 


Translation. 
AD-774 384/2GI 74-08 8E PC$3.25/MF$2.25 
STUS, YU. P. 
Study of Systematic Errors in Measuring Acceleration 
Due to Force of Gravity Using the Free-Fall Method-- 


Translation. 
AD-775 137/3G1 74-09 20K PC$3.25/MF$2.25 
STUSRUD, R. W. 


Beryllium Reinforced Titanium os Composite 
Blade for Turbine Fans and Compre 
AD-777 098/5GI 74-12 ND “Css -7S/MF$2.25 


STUTEVILLE, D. W. 


Revision of High Temperature and Critical Properties 
of Cesium. 
COO-3027-9 


STUTHMANN, NEIL G. 


Index to U.S. Geological Survey Computer Filed Con- 
taining Daily Values for Water Parameters to Sep- 
tember 30, 1971. Western Region. 

PB-232 793/0GI 74-16 8H PC$10.25/MF$2.25 


Index to U.S. Geological Survey Computer Files Con- 
taining Daily Values for Water Parameters to Sep- 
tember 30, 1971. Central Region. 

PB-232 790/6GI 74-16 8H PC$11.25/MF$2.25 


Index to U.S. Geological Survey Computer Files Con- 
taining Daily Values for Water  mpuaoaaare to Sep- 
tember 30, 1971. Southeastern Regio: 

PB-232 791/4GI 74-16 H "Pcs?: 25/MF$2.25 


STUTZ, J. 


ae Threaded Index Method for Network Op- 
timiza 
AD-774 4 035/061 


STUTZ, JOEL 


Past, Present and Future of Development, Computa- 
tional Efficiency, and Practical Use of Large Scale 
Transportation and Transhipmeat Computer Codes. 

AD-769 624/8GI 7401 12B PC$3.25/MF$2.25 


STUTZ, R.A. 


Overview of a Comprehensive Computerized Project 
Cost and Schedule Evaluation System. 
LA-UR-74-761 74-26 9B PC$4.00/MF$2.25 


STUTZMAN, DANNIE 


Microflora of Prepared Salads and Specialty Items 
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AD-771 835/6GI 74-05 6C Reprint 


TATE, A. L. 
Local Environmental Effects of a Natural Draft Cool- 


Tower Plume. 
ORO-2412-47 74-02 13B PC$7.50/MF$2.25 
TATE, CHARLES 


Cable Television in the Cities: Community Control, 
Public Access, and Minority Ownership, 
PB-233 392/0GI 74-18 17B PC$7.00/MF$7.00 


TATE, D. C. 
Color Removal from Kraft Mill Effluents by Ultrafil- 


tration, 

PB-231 257/7GI_ 74-12 7A PC-GPO/MF$2.25-NTIS 
TATE, E. 

CO2 MHD Laser: Analysis, Design and Shock Tunnel 


Experiments. 
AD-782 226/SGI 74-19 20E PC$3.25/MPF$2.25 


Large Enthalpy Extraction Experiments in a Non- 

—— Magneto-Hydrodynamic Generator, 

AD-784 288/3GI 74-22 10B PC$3.25/MF$2.25 
TATE, ERIC 


Electrode Studies and Recent Results of Nonequilibri- 
um MHD Generator Experiments. 
AD-781 744/8GI 74-18 10B PC$3.25/MF$2.25 


Investigation of High Power MHD Gas Lasers. 


AD-773 975/8GI 74-08 20E ia 75/MF$2.25 

Investigation of High Power MHD Gas 

AD-785 911/9GI 74-24 20E PCs? 7S/MFS2. 25 
TATE, K. W 


Development of a Hydrazine SS System 
for the Large Object Salvage System (LOSS). 
AD-774 467/5GI 74-08 133 PC$4.25/MF$2.25 


Thermal Conductivity Measurements of Cryogenic In- 


sulations at High Pressures. 
AD-774 470/9G 74-08 133 PC$4.25/MF$2.25 


TATHAM, ROBERT BH. 


Reprint: Faulting Mechanisms for Two Oceanic 
uake Swarms. 
AD-784 684/3GI 74-22 8K Reprint 


TATISHVILI, T. 1. 
Polymer Concrete Creep in Air and Aqueous Eaviron- 


meat--Transiation. 
AD-786 821/9GI 13C =PC$3.25/MF$2.25 


TATMAN, J.B. 
Geochemical Variation of Columbia River Basalts 
Beneath the Hanford Reservation, Washington. 
ARH-2610 7409 8G PC$5.50/MF$2.25 
TATOMIER, L. G. 


Separation of Dialyzable Peptide Allergens from Tu- 
berculous and Tularemia Bacteria--Translation. 
AD-773 901/4GI 74-07 6M PC$3.25/MF$2.25 


TATRO, C. A. 


Nondestructive Evaluation Concepts Applied to Indus- 
trial Use of Acoustic Emission. 
RFP-2060 74-16 14B PC$6.00/MF$2.25 


74-25 


TATTELMAN, PAUL 
Estimated Glaze Ice and Wind Loads at the Earth's 
Surface for the Contiguous United States. 

AD-775 068/0GI 


74-09 4B PC$3.75/MF$2.25 


Extreme Wind Speeds, Gustiness, and Variations with 
Height for MIL-STD-210B. 


AD-774 044/2GI 


TATTELMAN, PAUL I. 
Extremes of Surface Weather in Contiguous United 


States. 
AD-774 170/SGI 74-08 4B PC$3.25/MF$2.25 
TATTRIE, N. 8. 


Reprint: Protein Content of Various Processed Edible 


Oils. 
AD-774 $33/4GI 74-08 6H Not available NTIS 


TATUM, F. A. 


PROBE I: A Différential Equation Model for Compar- 
Escort and Airbase Attack Systems ia a 


AD-786 023/2G1 ” 14-24 15G PC8S.25/MFS2.25 
TATUM, JAMES H. 


Improved Method of Purifying Concentrated Color Ex- 
tracts from Citrus Peels. 
PAT-APPL-275 012 7C PC$3.25/MF$2.25 


TATUM, R. E. 


Deep-Bed Sand Filter at Savannah River Laboratory. 
DP-MS-74-15 74-25 13K PC$4.00/MF$2.25 


TATUM, WALTER M. 
Reprint: Brackish Water Cage Culture of Rainbow 
Trout (Salmo gairdneri), in South Alabama. 
COM-74-10498/SGI 74-09 6C Reprint 
TATUOKA, 8. 
Phase Grating Type Light Modulator and Deflector. 
N74-10642/8GI 74-04 20F PC$3.25/MF$2.25 
TATZIN, DONALD L. 
The Disparities in Growth Between the California- 
Oregon-Washington Region and the Rest of the United 


States. 
PB-236 625/0GI 74-26 SC PC$4.25/MF$2.25 


TAUB, FRIEDA B. 

Biological Models of Freshwater Communities. 

PB-225 029/8GI_ 74-01 6F PC-GPO/MF$2.25-NTIS 
TAUB, H. 


Comment on ‘Model for the Analysis of the Magne- 
toresistance in Potassium’ and ‘'High- and Low-Field 
Limits for the Hall Coefficient of Potassium"’. 

COO-3150-17 74-07 20L PC$3.00/MF$2.25 


TAUB, J.M 


Development of Carbide--Carbon Composite Fuel Ele- 
meats for Rover Reactors. 


74-08 4B PC$4.25/MF$2.25 


74-11 


LA-5005 74-02 21F PC$3.25/MF$2.25 
Strengthening of Liquid Sintered Tungsten Alloys. 
LA-UR-73-919 74-02 11F PCS3.25/MP$2.25 


TAUB, JAMES M. 
Method of Making a Carbide-Graphite Composite 


Nuclear Fuel. 
PATENT-3 810 962 74-26 18] Not available NTIS 


Tantalum Carbide-Tantalum Fiber Composite Material. 

PATENT-3 779 716 74-20 11D Not available NTIS 
TAUB, W.M. 

Space Vehicle System. 

PAT-APPL-448 323 
TAUBE, M. 


High Temperature Reaction of Uranium Carbides and 
Transient Metal Chlorides in Molten Chloride Media. 


74-26 21H PC$3.25/MF$2.25 


EIR-238 74-02 7B PC$4.50/MF$2.25 

os Salt Fast Thermal Reactor System with No 
aste. 

EIR-249 74-13 18E PC$6.00/MF$2.25 


Possibility of Continuous in-Core Gaseous Extraction 
of Volatile Fission Products in a Molten Fuel Reactor. 
EIR-257 74-21 18E PC$4.75/MF$2.25 


Thorium--Uranium Fast/Thermal Breeding System with 


74-16 18E PC$3.00/MF$2.25 
Thorium, Uranium, Other Metals, and Materials from 


Earth’S Crust Rocks. 
EIR-252 8G PC$4.75/MF$2.25 


TAUBENSEE, ROBERT E. 


Reprint: Weather and Circulation of June 1973: Warm 
in the North, Cool in the South. 
COM-73-50496-09-06/G1 

74-06 4B (Order as COM-73-50496-09) 


Reprint: Weather and Circulation of March 1973. 
Record Heavy Precipitation over the Central and 
Southera Great Plains. 
COM-73-50496-06-11/GI 

7401 4B (Order as COM-73-50496-06) 


Reprint: Weather and Circulation of September 1973. 
Record September Precipitation in the Great Plains and 
Rocky Mountains. 
COM_73-$0496-12-09/G1 

74-11 4B (Order as COM-73-50496-12) 


74-21 





TAVIP, J. E. 


TAUBER, A. 


Reprint: Low Temperature Magnetic Properties in 
BaFe(12-x-y-2)Z0(a)TKy)Mn(2)0(19). 
AD-775 610/9GI 74-10 20L Reprint 


Reprint: Magnetic Ordering in Li(2x)Cr(2x)Ni(2-4x)02. 


AD-775 611/7GI 74-10 20L Reprint 
TAUBER, ARTHUR 

Low Temperature Magnetic Properties in BaFe(12-x-y- 

2) Za(x)Tily)Ma(z)019. 

AD-770 361/4GI 7402 2L PC$3.25/MF$2.25 

Magnetic Ordering in Li(2x)Cr(2x)Ni(2-4x)02. 

AD-770 362/2GI 74-02 20L PC$3.25/MF$2.25 
TAUBER, JON F. 

Maa's Performance Degradation during Simulated 

Small Boat Slammiag 

AD-775 626/SGI 74-10 $3 PC$4.25/MF$2.25 


TAUBMAN, PAUL 
Consequences of Changing the Tax Deductibility of 
Taxes and Mortgage Interest on Owner Occu- 
bie Houses. 
-232 919/1GI 74-16 SC PC$3.75/MF$2.25 
Housing and Income Tax Subsidies, 
PB-229 114/4GI 74-10 SK PC$4.75/MF$2.25 
TAUER, KENNETH . 


High Damping Materials, Fundamental Aspects, 


AD-785 695/8GI 74-24 EF PC$3.25/MFS2. 25 
TAULEMESSE, C. 

Refractometry with Solid Substances Having Low 

Refractive Indices. 

CEA-N-1671 74-14 18D PC$3.00/MF$2.25 


TAUNTON, O. D. 


Reprint: The Rapid Changes of Hepatic Glycolytic En- 

zymes and Fructose-!,6-Diphosphatase Activities after 

Intravenous Glucagon in Humans. 

AD-776 846/8GI 74-11 
TAUNTON-RIGBY, ALISON 


Production of N5-Methyltetrahydrohomofolic Acid and 
Related Reduced Derivatives of Homofolic Acid. 
PAT-APPL-498 187 74-25 7C PC$3.25/MF$2.25 


TAUR, Y. 


Conversion Gain in a Josephson Effect Mixer. 
AD-769 890/SGI 7402 9E PC$3.25/MF$2.25 


—— Junctions as Microwave Heterodyne Detec- 
74-24 20C PC$9.75/MF$2.25 


6A Reprint 


LBL-2597 
TAUR, YUAN 


Conversion Gain and Noise in a Josephson Mixer. 
AD-769 222/1GI 7401 9E PC$3.75/MF$2.25 


Josephson Junctions as Microwave Heterodyne Detec- 
tors. 
AD-777 663/6GI 


74-12 17E PC$5.75/MF$2.25 
TAUSCH, G. 
In Vivo DNA Repair Studies in the Course of Therapy 
with Antirheumatics. 
SGAE-2255 74-22 6R PC$4.00/MF$2.25 
TAUTE, W. J. 


Distribution of Activity in the Batch Milling of Gold 
Ore Activated in a Nuclear Reactor. 
PEL-228 74-10 18H PC$3.00/MF$2.25 


TAUXE, W.N. 
Dynamic Renal Studies in the Early Post-Transplaat 


Period. 
CONF-740708-12 74-24 6E PC$4.00/MF$2.25 


Estimation of Effective Renal Plasma Flow in Children 
by Means of a Single Injection Single Sample 


Technique. 

CONF-740708-30 74-24 6E PC$4.00/MP$2.25 
TAVADZE, F. N. 

The Possibility of Using Titanium Alloys in Equipping 

a Chemical Combine--Transiation. 

AD-769 564/6GI 74-01 IF PC$3.75/MFS$2.25 


TAVEGGIA, THOMAS C. 


Don't Shake the Chauffeur's Hand: Toward Reliable 
Know about Industrial Life. 
AD-777 1GI 74-13 53) PC$3.25/MF$2.25 


Work Discretion and Work Satisfaction: A Study of 


British F Workers. 
AD-777 I 74-13 SI PC$3.25/MF$2.25 


TAVENDALE, A. J. 
Behaviour of ~~ oy Semiconductor Surface-Bar- 


pat Nuclear Radiation Detectors at Low Tempera- 
AAECIE-260 7404 18D PC$3.00/MPF$2.25 
TAVIP, J.B. 


Process for the Simultaneous Utilization of Geother- 


mic and Hydrodynamic Energy. 
AEC-tr-7475 7406 10B PC$3.00/MF$2.25 






PA-1099 


TAVIS, M. T. 


TAVIS, M. T. 
The Fresnel Diffraction Pattern of a Circular Aperture 


at Distances 

AD-781 129/2GI 74-17 20F PC$4.25/MPF$2.25 
TAVKHELIDZE, A. N. 

Automodel Solutions for Matrix Elements of Currents 


in Conformal Invariant Theories. 

JINR-E2-7726 74-15 20H PC$S.00/MF$2.25 
Large-Angle Scattering and the Quark Structure of 
Hadrons. 

JINR-E2-8048 74-22 20H Sanereennt? 
Selection Rules for Dual Resonance S' 

JINR-E2-7851 74-21 20H PC$4 SO/MPS2.25 


Twisted Eikonal Graphs and Quasipoteatial Structure. 
JINR-E2-7720 74-15 20] PC$4.00/MF$2.25 


Two-Body Problem in Adiabatic and Strong Coupling. 
JINR-P2-7659 74-16 20H PC$4.75/MF$2.25 


TAVONI, R. 


Some Neutronic Problems in the Pec Reactor. 
RT/ING-(73)14 74-12 18E PC$3.50/MF$2.25 


TAWIL, R.A 


Reprint: Charge and Spin Contact Density in Fer- 
tic Iron and Nickel. 
74-12 20L Reprint 


AD-777 114/0GI 

Reprint: Momentum Distribution of Electrons in 

Chromium, Iron, and Nickel. 

AD-775 181/1GI 74-09 20L Reprint 
TAYELOR, F. ALAN 

Architectural Opportunities Se 

PB-232 173/S5GI 74-14 
TAYFUN, MEHMET A. 

Estimation of Stationary and Non-Stationary Ocean 


Wave S; 
74-05 8C PC$3.75/MP$2.25 


minar, 
11L =PC$3.75/MF$2.25 


pectra. 
AD-772 105/3GI 

TAYLOR, A. 
Void Swelling of Niobium and Niobium + 1 W/O Zir- 


conium Alloy. 

CONF-731114-19 74-08 11F PC$3.00/MF$2.25 
TAYLOR, A. HOYT 

ban See: A Half Century. Introduction: 


The Vocabulary of 
AD-775 930/1GI me 9C PC$8.50/MFS$2.25 
TAYLOR, A. N. 


Mechanism of Calcium Absorption and Transport: The 
Involvement of the Vitamin D-Induced Calcium-Bind- 


000-3167. 
3167-95 74-21 6P PC$4.00/MF$2.25 
TAYLOR, B. 
Bibliography of Theoretical Population Genetics. 
RLO-2225-5-18 74-11 6C PC$10.60/MF$2.25 
TAYLOR, C. 


Finite Element Methods in Flow Problems. 


AD-787 665/9GI 74-2%6 20D Not available NTIS 
TAYLOR, C. E. 

Cryogenic Engineering and Fusion Power. 

UCRL-74935 74-02 18A PC$3.00/MF$2.25 


Summary of a Conceptual Design of a Mirror Reactor 
for a Fusion E Research Facility (Ferf). 
UCRL-75293 74-21 18A PC$4.00/MF$2.25 


TAYLOR, CALVIN W. 
Meausremeat and Predictors of Physician Per- 
formance: Two Decades of Intermittently Sustained 
Research. 
PB-224 543/9GI 74-01 SI PC$6.25/MFS$2.25 
TAYLOR, CHARLES E. 


Multielemeat Analysis of ae Samples by 
Source Mass Spectrom 
-234 456/2G1 74-20 7D *PC-GPO/MF$2.25-NTIS 


TAYLOR, CURTIS L. 
Use of Inferred Objectives with Non-Objectives Based 


74-02 SI PC$3.25/MF$2.25 
TAYLOR, D. 8. 


User’s Guide for a Monte 
minal Homing Simulation 


- Carlo Point Target Ter- 


AD-781 1 74-19 16B PC$9.25/MF$2.25 
TAYLOR, DAVID 

Penetration of Cadmium into Nylon Separators of Ni- 

Cd Batteries, 

AD-774 $62/3G1 74-08 10C PC$3.25/MF$2.25 
TAYLOR, DEAN LEE 

Quadratic s, 

AD-787 037/1GI 74-26 12A PC$3.7S/MF$2.25 
TAYLOR, DELBERT 

Diffuser Studies. 

AD-774 019/4GI 74-08 21E PC$3.75/MF$2.25 


PA-1100 


TAYLOR, DONALD M. 


Reprint: Teachers’ Views of Immersion-Type Bilingual 
Programs: A bec Example. 
AD-782 34: 74-19 SI Not available NTIS 


TAYLOR, EDWARD B. 
The Strategic Importance of the Polar Regions to the 


United States. 

AD-779 993/SGI 74-16 1SG PC$3.75/MF$2.25 
TAYLOR, EDWARD G. 

Estimations of the Effect of Design Changes on the 

Modes and Frequencies of Vibrating Structural Ele- 

meats. 

AD-780 499/0GI 74-16 20K PC$4.75/MF$2.25 
TAYLOR, EUGENE A. 

Border Conflict as a Factor in Sino-Soviet Rivalry. 

AD-779 994/3GI 74-16 SD PC$4.25/MF$2.25 
TAYLOR, EUGENE J. 


Development and Standardization, Validation, and 
Field Trial of a Method of Classifying the Physical, 
Emotional, Social, and Vocational Capacities of the 


Individual Functionally. 
PB-235 627/7GI 74-22 6E PC$5.75/MF$2.25 
TAYLOR, F. 


Reprint: Mercury in North Atlantic Plankton. 
PB-231 217/1GI 74-12 13B Not available NTIS 


TAYLOR, F. W 


A Model of the Physical Properties of Comet Encke. 
N73-32737/1GI 74-02 3B PC$3.75/MF$2.25 


TAYLOR, FRANCIS R. 


Development of a Safer Intermediate and First Fire 
Formulation for the M49A1 Surface, Trip Flare. 
AD-784 066/3GI 74-22, 19A PC$3.75/MF$2.25 


TAYLOR, G. D. 
Lower Estimates for the Error of Best Uniform Ap- 


proximation. 

SU-326-P-30-28 74-04 12A PC$3.00/MF$2.25 
TAYLOR, G. M. 

Analysis of Pulsed Eddy Current Testing. 

UCID-16324 74-04 14B PC$3.00/MF$2.25 


TAYLOR, GARY G. 


Adult Probationer Needs Survey - An Analysis of the 
Needs and Characteristics of Men and Women on 
Aduk Probatioa in Santa Clara County, California, 

74-04 SK PC$4.7S/MFS$2.25 


TAYLOR, GARY L. 


Repriat: Food Habits of Georgia Estuarine Fishes. I. 
Four of Flounders § (Pleuronectiformes: 
Bothidae). 
COM-74-50282-02-14/GI 

74-18 6C (Order as COM-74-50282-02) 


TAYLOR, GEORGE W. 
Repriat: Performance of Electron Beam-Semiconduc- 
tor Amplifiers. 
AD-775 $29/1GI 74-09 9E Reprint 
TAYLOR, GERALD D. 


Repriat: Uniform Approximation with Side Conditions. 
AD-782 388/3GI 74-19 12A_ Reprint 


TAYLOR, H. A. JR.. 
Dynamics of Midlatitude Light Ion Trough and 
Plasmatails. 


N74-10366/4GI 74-04 4A PC$3.75/MF$2.25 


High Latitude Minor lon Enhancements: A Clue for 
Studies of Magnetosphere-Atmosphere Coupling. 
N74-16064/9GI 74-10 4A PC$3.25/MF$2.25 


Postirradiation Examination of Higher-Worth Control 
Rods L-4008S and L-4009S. 


ANL/EBR-70 74-02 181 PC$6.50/MF$2.25 
TAYLOR, 8. F. 

Design of Optical Circuits. 

AD-779 847/3G1 74-16 20F PC$4.25/MF$2.25 


Power Requirements for Magneto-optic Modulation 


Devices, A Study. 
AD-784 977/1GI 74-23 20F PC$3.75/MF$2.25 
TAYLOR, HASSELTINE BYRD 


Public Guardians and Welfare Services in California. 
PB-236 021/2GI 74-23 SK PC$17.25/MF$2.25 


TAYLOR, HERBERT L. 
Platinum Type Electrode for a Solid Electrolyte Fuel 


Cell. 
PATENT-3 433 680 74-07 
TAYLOR, I. RB. 

Repriat: Photoionization of the 1’S State of Helium. 
AD-770 357/2G1 74-02 7D Reprint 
Reprint: Photoionization of the 2 singlet S and 2 triplet 
S States of Helium. 
AD-776 462/4G1 


10B Not available NTIS 


74-11 7D Reprint 





TAYLOR, J. 
Relative Frequency of Occurrence of Different Normal 
Accelerations at the Centre of Gravity of Aircraft in 
Turbulence. 
N73-32929/4GI 74-02 1B PC$4.25/MF$2.25 
TAYLOR, J.C. 


Release of Fission Products from Zircaloy-Clad Uo 
sub 2 Fuel at around 1000 exp 0 C. 
TRG-Report-2433 74-08 18G PC$3.00/MF$2.25 


TAYLOR, J. F. 
Pool Boiling Heat Transfer to Liquid Helium and 
Liquid Nitrogen in a Nearly Zero Gravity Environ- 


meat. 
LA-UR-74-680 


74-18 20M PC$4.00/MF$2.25 

Rocket-Borne, Low Gravity Cryogenic Heat Transfer 
Experiment. 

LA- PUR 73-1067 74-06 20M PC$3.00/MF$2.25 
TAYLOR, J. 1. 


Major Interchange Design, Som. and Traffic 
Control. Volume I. Text of Repo: 

PB-232 135/4GI 74-15 mB PC$5.75/MF$2.25 
Major Interchange Design, Operation, and Traffic 
Control. Volume II. Appendixes A-G. 

PB-232 137/0GI 74-15 13B PC$8.50/MF$2.25 


Major Interchange Design, Operation, and Traffic 
Control. Volume III. Appendixes H-M. 
PB-232 136/2GI 74-15 13B PC$8.50/MF$2.25 


TAYLOR, J. K. 


A Mercury Vapor Generation and Dilution Sys 
COM-74-10987/7GI 74-14 7D PC$3. 2SMFS2: 25 


TAYLOR, J. M. 


Impact Analysis of Metal Cans Damaged During a 
Radioactive Materials Shipment 


BNWL-SA-5026 74-24 18F PC$4.00/MF$2.25 
Nutation Control During Precession of a Spin-Stabil- 
ized Spacecraft. 

N74-21517/9GI 74-15 22C PC$4.25/MF$2.25 


Partially Connected Multiprocessor Systems: The Ring 
Configuration, 

AD-769 245/2GI 74-01 9B PC$3.25/MF$2.25 
Software Requirements for Dedicated High Integrity 


Systems, 
AD-783 653/9GI 9B PC$3.75/MF$2.25 


TAYLOR, J. R. 
Formalisation of Failure Mode Analysis of Control 


Systems. 
14D PC$5.50/MF$2.25 


74-21 


RISO-M-1654 
TAYLOR, J. W. 


Development of Carbide--Carbon Composite Fuel Ele- 
ments for Rover Reactors. 


74-12 


LA-5005 74-02 21F PC$3.25/MF$2.25 
TAYLOR, JAMES C. 

ee sae ee 

ing Life. 

PB-229 904/8GI 74-10 $3 PC$4.25/MF$2.25 
TAYLOR, JAMES F. 


Reprint: A Surveillance for Japanese Encephalitis (JE) 
in Pigs in Southern Taiwan. 
AD-782 292/7GI 


TAYLOR, JAMES G. 


Application of Differential Games to Problems of Mili- 
Conflict: Tactical Allocation Problems - Part III. 
AD-782 304/0GI 74-19 15G PC$6.25/MF$2.25 


Reprint: Lanchester-Type Models of Warfare and Op- 
timal Control. 
AD-777 617/2GI 74-12 


74-19 6M Reprint 


18SG_ Reprint 


Reprint: Target Selection in Lanchester Combat: 
Linear Law Attrition Process. 

AD-777 618/0GI 74-12 15SG Reprint 
Survey on the Optimal Control of Lanchester-Type At- 
trition Processes. 

AD-778 630/4GI 74-14 15G PC$4.75/MF$2.25 


TAYLOR, JAMES 8. 
Direct Statistical Analysis of Missile Guidance 
Systems via CADET (Covariance Analysis Describing 


Fuactioa Tec 
AD-783 098/7GI 74-20 17G PC$7.00/MF$2.25 


Evaluation of Irrigation Scheduling for Salinity Control 


in Grand Valley. 
PB-235 633/SGI_ 74-23 2C PC-GPO/MF$2.25-NTIS 
TAYLOR, JAMES I. 


Improving Traffic Operations and Safety at Exit Gore 
Areas. 
PB-232 074/SGI 


TAYLOR, JAMES S. 
Health Hazard Evaluation/Toxicity Determination. 


74-15 13B PC$S.75/MF$2.25 


Uniroyal ted, Mishawaka, 
PB-230 193/SGI 74-11 63 PC$3.25/MFS2.25 
TAYLOR, JAMES W. 


Pressure-Balanced Electrical Assembly. 











PATENT-3 633 155 74-04 9A Not available NTIS 


TAYLOR, JEANNETTE 
Platinum Type Electrode for a Solid Electrolyte Fuel 
Cell 


PATENT-3 433 680 74-07 10B Not available NTIS 
TAYLOR, JOHN C. 


Gully Bank Erosion: Mechanics and Simulation by 
Digital Computer. 
PB-227 017/1GI 
TAYLOR, JOHN K. 
Interaction of Nitrilotriacetic Acid with Suspended and 


Bottom Material, 
PB-225 023/1GI 7401 7D PC-GPO/MF$2.25 


Reference Materials for Collaborative Tests of Air 
Quality Methods. 
COM-74-50769/0GI 

74-22 14B PC-GPO/MF$2.25-NTIS 


Survey of Various Approaches to the Chemical Analy- 
sis of Environmentally Important Materials. 
COM-74-10469/6GI 74.09 7D PC$7.50/MF$2.25 


TAYLOR, JOHN N. 
Nonprior Service College Graduate Airmen Responses 
to Selected Questions from the March 1971 Airman 


Sample Survey, 
AD-771 678/0GI PC$3.75/MF$2.25 
TAYLOR, JOHN W. JR. 


Digital Motion Compensation System for Radar Plat- 
forms. 
PATENT-3 706 989 


TAYLOR, JUDY 


A Fortran Program for Grade Crossing Collisions Stu- 
dies Using Computer Graphics. 
PB-232 368/1GI 74-15 


TAYLOR, K. 
Role of R and D in Cost/Benefit Optimization Situa- 


74-20 SA PC$4.00/MF$2.25 


74-07 8M PC$7.00/MF$2.25 


74-05 SI 


74-07 171 Not available NTIS 


13L PC$S5.75/MF$2.25 


tions. 

P.A.U. M-23 
TAYLOR, L. S. 

Origin and Significance of Radiation Dose Limits for 


the Population. 
WASH-1336 74-26 6R PC$4.00/MF$2.25 
TAYLOR, L. W. JR. 


A Modified Newton-Raphson Analysis of Flight Mea- 
om of the Trailing Vortices of a Heavy Jet 


Transpo 
N74- 30623/4GI 1A PC$4.25/MF$2.25 
TAYLOR, LINNARD 
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AD-786 669/2GI 74-25 11F PC$4.25/MF$2.25 


THEYER, F. 


Reprint: Paleomagnetic Evidence of Northward Move- 
ment of the Pacific Plate in Deep-Sea Cores from the 
Central Pacific Basin. 

AD-783 158/9GI 74-20 8G _ Reprint 
Reprint: Paleomagnetic Polarity Sequence and 
Radiolarian Zones, Brunhes to Polarity Epoch 20. 
AD-785 322/9GI 74-23 8G Reprint 


THEYS, P 


Mechanics of Composite Explosive Materials. 
CEA-R-4423 74-02 19A PC$5.50/MF$2.25 


THIAGARAJAN, T. R. 
More on Failure-Rate Prediction and Wearout Detec- 


tion, 

AD-781 327/2GI 74-18 1SE MF$2.25 
THIBAULT, D. H. 

Ecology of the Field Irradiator-gamma Area. Iii. Revi- 

sions to Botanical Methods and Vegetation Sampling 

Procedures (Aecl--4135). 

AECL-4668 74-21 6R PC$S5.50/MF$2.25 


Pre-Irradiation Study of Tree Size, Age, and Growth in 
the Field Irradiator-gamma Area. 
AECL-4758 74-24 6F PCS$S.75/MF$2.25 


THIBODEAUX, DEVRON P. 
Imparting Magnetic Properties to Textile Fibers. 
PAT-APPL-446 441 74-18 11E PC$3.25/MF$2.25 
Imparting Magnetic Properties to Textile Fibers. 
PAT-APPL-448 422 74-18 ILE PC$3.25/MF$2.25 
THIBODEAUX, J. J. 
Flight Investigation of Manual and Automatic VTOL 
Decelerating Instrument Approaches and Landings. 
N74-28102/3GI 74-20 17G PC$3.75/MF$2.25 
THIBODEAUX, LOUIS J. 


A Test Method for Volatile Component Stripping of 
Waste Water. 
PB-235 567/SGI 74-24 13B PC-GPO/MF$2.25-NTIS 


THIEL, D. 


Reprint: Critical Exponents of a Three-Component 
Ethanol-Water-Chloroform Mixture. 
AD-786 945/6GI 74-25 7D Reprint 


THIELE, D. 


Investigations on the Use of Extruders in the Glazing 
of Highly Radioactive Fission Products. 
JUL-1026-CT 74-20 18G PC$4.00/MF$2.25 


THIELE, G. 


Antennas with Solid State Circuitry. 
AD-893 437/4GI 74-13 9E PC$S.75/MF$2.25 


THIELE, G. A. 


v. cthod the Met Mo- 
ments with the Geometrica. . ncory of Diffractuon. 
AD-780 055/0GI 74-16 20N PC$4.25/MF$2.25 


THIERFELDER, CHARLES M. 


Polyurethane Foams Using Esterified Dimer Acids. 
PATENT-3 173 887 74-18 11L Not available NTIS 


THIERRY, P. 


Contribution of the Theory of Control Systems Con- 
taining Rectifying Thyristors Contribution a la Theorie 
des Systemes de Commande Comprenant UN Redres- 
seur a Thyristors. 


N74-29601/3GI 74-24 9E PC$6.25/MF$2.25 
THIERY, G. 


Appendix Vascularization in the Rabbit. A Microscopi- 
cal and Infrastructural Study. 
CEA-CONF-2592 74-18 6P PC$4.00/MF$2.25 


Study of the Ultrastructure of the Rat Diaphragm Fol- 

lowing Whole-Body gamma -Ray Exposure of 12,000 

Rads. 

CEA-N-1630 74-04 6R PC$3.00/MF$2.25 
THIES, C. 


Materials Development and Testing. 
PB-230 309/7GI 74-11 6L PC$3.75/MF$2.25 


THIESSEN, A. 
Super-High Density Approach to Laser-Fusion Ctr. 
UCRL-75087 74-26 18A PC$4.75/MF$2.25 
Super-High Density Laser Fusion Ctr. 
UCRL-74802(Rev.1) 74-07 18A PC$3.75/MF$2.25 
THIESSEN, A. R 


Calculations of a Spherical Shell of DT Irradiated by 
10.6 mu Laser Light. 
UCRL-74903 74-04 201 PC$3.00/MF$2.25 


Electron Transport into a Two-Layered Slab. 
UCRL-74902 74-04 201 PC$3.00/MF$2.25 


Thermonuclear Propagation and Electron Degeneracy 
in Laser Implosion Ctr. 
UCRL-74901 74-04 18A PC$3.00/MF$2.25 


Two-Dimensional Calculations of High Density Laser 
Induced Fusion: Study of Symmetry and Taylor Insta- 


bility 
UCRL- 74926 74-22 201 PC$4.00/MF$2.25 
THIESSEN, H. A. 


Delay Line Readout of Anode Planes in Proportional 
Chambers. 
LA-5S617-MS 74-23. 18D PC$4.00/MF$2.25 


Slit Scattering in the Epics Beam Line. 

LA-5618-MS 74-22 20G = PC$4.00/MF$2.25 
THIESSEN, HENRY A. 

Bifilar Helical Multiwire Proportional Chamber. 

PATENT-3 743 840 74-06 18D Not available NTIS 
THILL, RICHARD E. 


Statistical Comparison of the Pulse and Resonance 
Methods for Determining Elastic Moduli. 
PB-231 106/6GI 74-12 8G eens 75/MF$2.25 


Ultrasonic Piezoelectric Transducer C 
PATENT-3 553 501 74-09 14B Not available NTIS 


THIMONS, E. D. 
Tracer Gas as an Aid in Mine Ventilation Analysis. 
PB-234 051/1GI 74-19 81 PC$3.25/MF$2.25 


Using Sulfur Hexafluoride as a bine nse Tracer to 
Study Ventilation Systems in Mine 
PB-234 052/9GI 74-19 t PC$3.75/MF$2.25 


THIRIET, L. 
New Method for Quantifying the Value of Innovations. 
CEA-R-4438(E) 74-15 SA PC$4.00/MF$2.25 
THIRION, J. 


Elastic and Inelastic Scattering of 1 Gev Protons. 

CEA-CONF-2454 74-14 20H PC$3.S0/MF$2.25 
THIRLAWAY, 8.1. S. 

Peaceful Uses of Nuclear Explosives. Review Paper 

No. 4. Monitoring Yields of Underground (Pne) Explo- 

sions from Normalized Amplitudes of Seismic Signals. 

AWRE-O-17/74 74-25 18C PC$4.25/MF$2.25 
THIRUVENGADAM, A 

Handbook of Cavitation Erosion. 

AD-787 073/6GI 74-26 133 PCS$9.2S5/MF$2.25 

Parameters Governing the Erosion Resistance of Coat- 

ing Substrate Systems. 

AD-784 496/2GI 74-22 11C PC$4.25/MF$2.25 


THOMAS, CHARLES R. 


THIVOLET, J. 
Immunofluorescence in the Field of Lupus Erythe- 


matosus. 

N74-31558/1GI 74-25 6E PC$3.25/MF$2.25 
THODE, EDWARD F. 

Analysis of Water Characteristics of Manufacturing In- 

dustries and Their Adaptability to Semi-Arid Regions. 

PB-236 280/4GI 74-25 13B PC$6.25/MF$2.25 
THOENE. ®\LPH 


Quasi-Polyominoes. 

AD-771 586/SGI 74-04 13A PC$7.00/MF$2.25 
THOENES, JUERGEN 

Analysis of Chemical Lasers. Volume 1. Laser and 


Mixing Program (LAMP) Theory and User's Guide. 
AD- 784 S31/6GI 74-22 20E PC$6.25/MF$2.25 


Analysis of Chemical Lasers. Volume 4. Method of 
Characteristics Laser and Mixing Program (MOC- 
LAMP) Theory and User's Guide. 

AD-784 534/0GI 74-22 20E PC$4.75/MF$2.25 
Analysis of Chemical Lasers. Volume 5. Rotational 
Relaxation Effects. 

AD-784 548/0GI 74-22. 2E PC$3.75/MF$2.25 


Chemical Laser Analysis Development. Volume I. 
Laser and Mixing Program Theory and User's Guide. 
AD-775 411/2G1 74-09 2E PC$S5.75/MF$2.25 


Chemical Laser Analysis Development. Volume II. 
Two-Dimensional Fresnel Integral Laser and Mixing 
Pro; User's Guide. 

AD-775 412/0GI 74-09 2E PC$4.75/MF$2.25 


Chemical Laser Analysis Development. Volume IV. 

Method of Characteristics Laser and Mixing Program 

Theory and User's Guide. 

AD-775 414/6GI 7409 2E PC$4.75/MF$2.25 
THOM, A. F. 

Radioisotope Profile Scanning Techniques for Diagno- 

sis of Diseases of the Vertebral Canal, Spinal Cord, 

and Its Membranes. Part I. Description, Charac- 

teristics, and Performance of the Detection and 

Scanning System. 

t{EA-280 74-16 6E PC$4.25/MF$2.25 

Radioisotope Profile Scanning Techniques for Diagno- 

sis of Diseases of the Vertebral Canal, Spinal Cord, 

and Its Membranes. Part II. Application to Clinical In- 

vestigations and Basic Research. 

{EA-281 74-16 6E PC$S5.00/MF$2.25 


THOMANN, G. C. 


Remote Measurement of Salinity: Repeated Measure- 
ments over a Single Flight Line Near the Mississippi 
Sound. 


N74-16066/4GI 74-10 83 PC$3.25/MF$2.25 
THOMANN, ROBERT V. 


Dynamic Water Quality Forecasting and Management. 
PB-225 048/8GI 74-01 13B PC-GPO/MF$2.25 


THOMAS, A 

Beach Mobility Tests and Analysis of Large, Cargo- 

Handling Vehicles. 

AD-778 167/7G1 74-13 13F PC$7.25/MF$2.25 
THOMAS, A. A. 

Reclassification of Materials Listed as Transportation 

Health Hazards. Supplement. 

PB-225 283/1GI 7402 13L PC$3.25/MF$2.25 
THOMAS, ARTHUR J. 

After Leibniz - Discussions on Philosophy and Artifi- 

cial Intelligence, 

AD-778 376/4GI 74-14 6D PC$3.75/MF$2.25 
THOMAS, C. 

Reprint: An Approach to Performance Specifications 

for Public Buildings. 

COM-74-50448/1GI 74-14 13M Not available NTIS 
THOMAS, C. B. 

The Development of Combat Related Measures for 

Small Arms Evaluation, 

AD-770 366/3GI 74-02 19F PC$3.75/MF$2.25 


THOMAS, CALVIN W. 
Applicability of Electric Propulsion for Future Military 
aD 709 5 $21/6GI 7401 21C PC$7.00/MF$2.25 
THOMAS, CECIL WAYNE 
Variation of the Electroretinogram during Adaptation. 
AD-777 368/2GI 74-12 6P "PCS. 75/MF$2.25 
Variation of the Electroretinogram during Adaptation. 
AD-778 483/8GI 74-14 6P PCs. 75/MFS$2.25 
THOMAS, CHARLES R. 


Adjoint Variational Principle for the Stability of Beams 
with Internal and External Damping. 
AD-778 744/3GI 74-14 20K PCS$3.75/MF$2.25 


Flexure Equations of Motion for Laminated Composite 
Beams 
AD-770 394;5G1 74-02 13M PC$3.25/MF$2.25 


The Relative Optimization of Hauger's Problem with 
Both Internal and External Damping. 


PA-1107 





AD-786 529/8GI 74-25 20K PC$3.75/MF$2.25 
Relative Optimization of Hauger’s Problem with Circu- 


lar Cross-Section. 

AD-771 173/2G1 74-04 20K PC$3.75/MF$2.25 
THOMAS, CLAYTON J. 

Reprint: Decision Rules for Attacking Targets of Op- 


AD-777 631/361 14-12 


THOMAS, D. 


Genetic Studies of Bacterial lsozymes. 
CONF-740444-2 74-21 6M PC$4.00/MF$2.25 


THOMAS, D. J. 
Conical Scan — Study. Volume 1: General Central 
ac’ 


Data Processing 5 

N74-31879/1GI 74-25 9B PC$S5.25/MF$2.25 
THOMAS, D. L. 

Confidence Coefficients for Usual Binomial Interval 


Estimates under H ypergeometric Models 
AD-773 514/5GI 7407 12A PC$3.25/MF$2.25 
THOMAS, DAVID B. 


The Analysis and Dev it of an Adaptive Instruc- 

tional _— for snaivigealioed Technical Training - 

AD-781 042/7G1 74-17 SI PC$S.25/MF$2.25 
THOMAS, DAVID G. 

Turbulence Promoter for Increased Heat and Mass 


Transfer. 
PATENT-3 302 701 
THOMAS, DAVID W. 


Reprint: Interaction of Gonococci with Phagocytic 
Leukocytes from Men and Mice. 
AD-771 889/3GI 


THOMAS, E. W 


Formation of Excited Hydrogen Atoms by Charge 
Transfer and Dissociation. eo ad Report No. 9, 
December 1, 1972--November 30, 1973 
ORO-2591-70 74.08 7D PC$3.50/MF$2.25 


THOMAS, EDMUND D. 
Perceptions of Discrimination in Non-Judicial Punish- 


meat. 
AD-784 141/4GI 74-22 SI PC$4.25/MF$2.25 
THOMAS, EDWARD V. 


Torsional Shear Damped Foundation Member. 
PATENT-3 744 782 74-26 131 Not available NTIS 


THOMAS, EDWIN J. 
Socio-Behavioral Techniques for 


18G_ Reprint 


74-10 13A Not available NTIS 


74-05 6M Reprint 


Open Welfare 


Settings. 

PB-236 497/4GI 
THOMAS, F. B. 

Development, Function and Operation of the Coastal 


74-25 S$}. PC$6.25/MF$2.25 


Seafood Laboratory, 
COM-74-10175/9GI 


THOMAS, FRANK B. 


Reprint: Developing the Seafood Processing Industry 
of North Carolina. 
COM-74-11622/9GI 


1000 exp 0 C Tiltable Specimen Holder for the 650-Kv 


Hitachi Microscope 
LBL-2587 74-23 14B PC$4.00/MF$2.25 


Aatiphase Domains and Superiattice Spot Splitting in 
Cu sub 3 au(l). 
11F PC$4.00/MF$2.25 


74-06 6H PC$4.25/MF$2.25 


74-25 6H Reprint 


LBL-2731 74-26 


Development of Economical, Tough, Ultra-High- 
Strength Fe--Cr--C Steels. 
LBL-1490 7402 11F PC$3.00/MF$2.25 


ERTS-i Imagery Use in Reconnaissance Prospecting: 
Evaluation of the Commercial Utility of ERTS-1 
pone he im Structural Reconnaissance for Minerals and 
Bre iese? 7402 8G PCS$3.75/MF$2.25 
Some poeteeiee of High Voltage Electron Microsco- 


to a + 
TpL-1899 74-07 7D PC$3.00/MF$2.25 


Stress Induced Martensite--Austenite Interface in Fe-- 
ISNI--1SCR Single Crystals. 
LBL-1499 7402 20L PC$3.00/MFS$2.25 


Structural Interpretation of Short 
CONF-730967-1 7407 20L 


THOMAS, G. E. 
ERTS-1 Imagery Use in Reconnaissance Prospecting: 
Evaluation of Commercial Utility of ERTS-1 Imagery 
im Structural Reconnaissance for Minerals and Petrole- 
un. 
E74-10345 74-13 8G PC$6.25/MF$2.25 

THOMAS, G. H. 

Can Mueller Regge Models Describe Inclusive Data 
‘onsisten'! 


Cc 
74-11 20H = PC$4.50/MF$2.25 


Order. 
'$3.00/MF$2.25 


ANL/HEP-7345 


PA-1108 


Equivalent Exclusive and Inclusive Multiperipheral 


Descriptions. 
ANL/HEP-7404 74-16 20H PC$5.00/MF$2.25 


Including Resonances in the Multiperipheral Model. 
COO-1545-137 74-12 20H PC$4.25/MF$2.25 


the Symposium on Advanced 
acting from Particle Physics Research, 

May 17, 1973. 
ANL-8080 74-22 20H PC$7.60/MF$2.25 


Review of the ‘Feynman Gas" and Inclusive Spectra. 
ANL/HEP-7423 74-21 20H PCS$S.25/MF$2.25 


THOMAS, G. L. 


Electrical and Mechanical Evaluation of RUWS 
(Remote Unmanned Work System) Prototype Cables. 
Appendix A - Electrical Data. Volume II. 

AD-777 689/1GI 74-12 9A PC$7.00/MF$2.25 


Electrical and Mechanical Evaluation of RUWS 
(Remote Unmanned Work System) Prototype Cables. 
Volume I. 

AD-777 688/3GI 


THOMAS, G. O. 


Relative Capabilities of USNS Hayes and USNS Mizar 
for Meeting NRL Shipboard Requirements 
AD-784 405/3GI 74-22 “33 PC$3.75/MF$2.25 


THOMAS, G. 8. 


Signature Extension Studies. 
N74-32892/3GI 74-26 


THOMAS, GARLAND L. 


Planning Applications in East Central Florida. 
E74-10064 74-03 8H PC$3.25/MF$2.25 


THOMAS, GARTH J. 


Reprint: Equal-Volume Judgments of Tones. 
AD-774 774/4GI 74-09 6P Reprint 


Reprint: Volume and Loudness of Noise. 
AD-775 196/9GI 7409 53 Reprint 


THOMAS, GEORGE 


Poverty in the Nonmetropolitan South, 
PB-236 955/1GI 74-26 SK PC$S.75/MF$2.25 


THOMAS, GORDON W. 


Mathematical Model for Predicting Migration Patterns 
of Aqueous Waste Resolutions. 
PB-232 885/4GI 74-16 13B PC$4.25/MF$2.25 


THOMAS, H.C 


Evolution of Contact Binaries and Star Models for 
Cataclysmic Binaries. 
N74-32273/6GI 


THOMAS, H. H. 
Studies of the Nickel-Rich Nickel--Aluminum Alloy 


System. 
GAT-707 11F PC$4.00/MF$2.25 
THOMAS, J. 
Monitor Display for Automatically Controlled Steep 
Approach Ein Monitordisplay fuer Automatisch Gere- 
gelte Steilanfluege. 
N73-31964/2GI 74-02 1D PC$3.25/MF$2.25 


A Monitor Display for Automatically Regulated Steep 


A hes. 

N74-29118/8G1 74-22 1B PC$3.25/MF$2.25 
THOMAS, J. D. 

Implementation of Iliac 4 Algorithms for Multispectral 


Image Interpreta' 

N74-29544/SGI 74-24 8F PC$3.75/MF$2.25 
THOMAS, J. E. 

Remote Underwater Fisheries Assessment System 


(RUFAS ID). 
COM-74-11386/1GI 74-22 133 PC$S.25/MF$2.25 
THOMAS, J. H. 


Reprint: Determination of Moisture in Starch 
Hydrolyzates by Near-Infrared and Infrared Spec- 


trophotometry. 
COM-74-50916/7GI 
THOMAS, J. KIRBY 


Passenger Car and Truck Signaling and Marking 

Research: I. Regulations, Intensity Requirements and 

Color Filter Characteristics, 

PB-225 169/2GI 74-01 13F PC$10.00/MF$2.25 
THOMAS, J. M 


Reliability-Based Econometrics of Aerospace Struc- 
tural Systems: Design Criteria and Test Options. 
N74-29312/7G1 74-22 1C PC$8.50/MF$2.25 


Reprint: Triplet Excitons as Probes for Structural Im- 
perfections in Crystalline Anthracene. 
AD-780 330/7GI 74-16 20B Not available NTIS 


THOMAS, J. R. 
Bulk Shielding Facility Quarterly Report: April, May, 


and June of 1973. 
ORNL-TM-4399 74-08 181 PC$3.25/MF$2.25 


Bulk Shielding Facility Quarterly Report, January-- 


March, 1974. 
ORNL-TM-4618 18E PC$4.00/MF$2.25 


74-12 9A PC$S.75/MF$2.25 


14B  PC$4.25/MF$2.25 


74-25 3A PC$3.75/MF$2.25 


74-07 


74-25 6A Not available NTIS 


74-23 


Bulk Shielding Facility Quarterly Report, July, August, 
and September of 1973. 
ORNL-TM-4428 74-08 181 PC$3.00/MF$2.25 


Decompression Schedules for Use in Behavioral Stu- 

dies with Laboratory Rats. 

AD-773 946/9GI 74-08 6S PC$3.25/MF$2.25 
THOMAS, J.T. 

Bulk Shielding Facility Quarterly Report, October, 

November, and December of 1973. 

ORNL-TM-4508 74-17 18E PC$4.25/MF$2.25 


Criticality Analysis of Bulk Uranium Oxide Shipping 


Container. 
Y-DR-S1 74-08 18F PC$3.00/MF$2.25 
Generic Array Criticality: An Analytic Representation 
of Reflected Arrays of Fissile Units. 
Y-CDC-13 74-04 18] PC$5.45/MF$2.25 
THOMAS, J. W. 
Evaluation of Activated Carbon Canisters for Radon 
Protection in Uranium Mines. 
74-14 6Q PC$4.00/MF$2.25 
THOMAS, JAMES C. 
An Analysis of the Commercial Lobster ‘Homarus 
americanus’) Fishery Along the Coast of Maine, Au- 
gust 1966 Through December 1970. 
COM-73-50935/8GI 
74-02 6C PC-GPO/MF$2.25-NTIS 
THOMAS, JERRY 
Sensitivity Analysis of Selected Variables in the CEM. 
AD-780 807/4GI 74-17 15G PC$4.75/MF$2.25 
THOMAS, JERRY F. 
Biodegradability and Toxicity Studies of Photographic 
Processing Wastes at Offutt AFB, Nebraska. 
AD-784 786/6GI 74-23 13B PC$3.75/MF$2.25 


Survey of Wastewater Discharge - Campion AFS, 
Alaska. 


AD-784 785/8GI 74-23 13B 


Survey of Wastewater Discharge: 

Alaska, 

AD-782 480/8GI 
THOMAS, JESS W. 

Noble Gas Adsorption Process. 

PAT-APPL-443 262 74-21 18G 
THOMAS, JOE E. 

Association of Winds and Terrain Features with a 

Class of Atmospheric Infrasonic Waves. 

COM-74-11471/1GI 74-25 4B PC$3.25/MF$2.25 
THOMAS, JOHN 

Exploring Links between Naval and Civilian Careers: 

Lateral Transfer and Eight-Year Careers. 

AD-775 253/8GI 74-09 SI PC$6.25/MF$2.25 
THOMAS, JOHN C. 

Handbook for Preparing Job Classifications. 

PB-232 950/6GI 74-17 SI PC$S.25/MF$2.25 
THOMAS, JOHN D. 

Conditional Probability of Visibility Less Than One- 

Half Mile in Radiation Fog at Fresno, California 

COM-74-11555/1GI 74-24 4B PC$3.25/MF$2.25 
THOMAS, JOHN F. 


Extended Range Underwater Optics System. 
PATENT-3 565 516 74-05 20F Not available NTIS 


THOMAS, JOHN G. 


Development of an Ultrasonically Augmented Diffu- 
sion Bonding Process for Fluidic Control Assembly 
Fabrication. 
AD-775 921/0GI 
THOMAS, JOEN K. 
A Method for Predicting Human Performance of Cer- 
tain Symbol Recognition Tasks. 
AD-777 271/8GI 74-12 $3 PC$4.25/MF$2.25 


THOMAS, JOHN L. 


Activated arp Bio-Disc Treatment of Distillery 
Wastewate 


PB-234 343/801 74-25 13B PC-GPO/MF$2.25-NTIS 


Regulated Short Circuit Protected Power Supply. 
PATENT-3 748 569 74-26 10B Not available NTIS 


THOMAS, JOHN R. 


Reprint: Amphetamine and Chliordiazepoxide Effects 
on Behavior under Increased Pressures of Nitrogen. 
AD-772 355/4GI 74-05 60 Reprint 


Reprint: Changes in Progressive-Ratio Performance 
under Increased Pressures of Air. 
AD-782 608/4GI 74-19 6S Reprint 


Reprint: Frequency Spectrum Analysis of Speech 
Changes During Open Sea Habitat and Hyperbaric 
Chamber Dives. 
AD-787 864/8GI 


THOMAS, JOSEPHUS JR. 
Petrographic Characteristics and Physical Properties of 
Maris, Chalks, Shells, and Their Calcines Related to 
Desulfurization of Flue Gases. 


PC$3.75/MF$2.25 
Elmendorf AFB, 


74-19 13B PC$4.25/MF$2.25 


PC$3.25/MF$2.25 


74-10 13G PC$3.25/MF$2.25 


74-26 6S Reprint 





PB-226 321/8GI 
THOMAS, L. MURRAY 
Breaking Strength of the Human Skull vs Impact Sur- 


face Curvature. 
PB-233 041/3GI 74-17 6E PC$7.00/MF$2.25 
THOMAS, LACY C. 


Emergency Operations Systems Development: 
Defense Rescue Phase Il. 
AD-776 350/1GI1 74-11 


THOMAS, LLOYD B. 


Reprint: Comparative Study of Accommodation Coef- 
ficients of Helium and Neon on Clean Tungsten under 
Transition, Temperature Jump, and Free Molecule 
Conditions. 

AD-783 142/3GI 


THOMAS, M. U. 
Statistical Aspects of Lumpability Hypotheses for 


Markov Chains. 
AD-775 280/1GI 12A PC$3.25/MF$2.25 
THOMAS, M. W. 
Experimental Investigation of a 4 and 1/2 Stage Tur- 
bine with Very High Stage Loading Factor. 2: Turbine 


Performance. 
74-10 21E PC$4.75/MF$2.25 


7405 8G PCS$S.25/MF$2.25 


Civil 
1SC PC$S.25/MF$2.25 


74-20 7D Reprint 


74-09 


N74-16491/4GI1 


Highly Loaded Multi-Stage Fan Drive Turbine - Per- 
formance of Initial Seven Configurations. 
N74-19396/2GI 74-13 21E PC$7.00/MF$2.25 


THOMAS, MARLIN U. 


Managing a Community Hospital Blood Bank with a 
Freezer System, 
AD-778 628/8GI 74-14 6L PC$3.75/MF$2.25 


Some Feasibility Considerations = specie and 
Maintaining Medical Diagnostic Sys 
AD-782 135/8GI 74-19 re PCs3. 25/MF$2.25 


THOMAS, NORMAN C. 


Aldehyde Treatment of Cyanide Poisoning in Mice. 
AD-779 $40/4GI 74-15 6T PC$3.25/MF$2.25 


THOMAS, P. 


On-Line Data Acquisition and Data Processing in a 
Meteorological Tower--Pdp-8/1--Calas System 
Coupling. 
KFK-1934 
THOMAS, P. D. 


Laser Beam Interaction. Part II. 
AD-784 753/6GI 74-23 20E + PC$4.25/MF$2.25 


THOMAS, PATRICIA J. 
Perceptions of Discrimination in Non-Judicial Punish- 
ment. 
AD-784 141/4GI 
THOMAS, R. D. 


Monitoring and Control of Fuel-Cell System by Digital 
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THOMPSON, R. L. 
Study of Extraterrestrial Disposal of Radioactive 
Wastes. Part 1: Space Transportation and Destination 
Considerations for Extraterrestrial Disposal of 


Radioactive Wastes. 
74-18 18G PC$4.25/MF$2.25 


7407 7D PC$3.00/MF$2.25 


N74-22776/0GI 
THOMPSON, R. P. 


Reprint: A Universal Exposure Rack of Modular Con- 

struction. 

AD-770 406/7G1 74-02 
THOMPSON, RICHARD 


A Preliminary Investigation of the Effects of Water 
Levels on Vegetative Communities of Loxahatchee 
National Wildlife Refuge, Florida. 

PB-231 611/SGI 74-13 6F PC$3.75/MF$2.25 


THOMPSON, RICHARD J. 


Method and Reagent for Determining Nitrogen Oxides. 
PATENT-3 776 697 74-21 7B Not available NTIS 


THOMPSON, ROBERT C. 
SETAB: An Edit/Insert Program for Automatic Typ- 
setting of Spectroscopic and Other Computerized Ta- 


s. 
eateries - 


14B_ Not available NTIS 


14E PC-GPO/MF$2.25-NTIS 
THOMPSON, ROBERT G. JR. 
A System Analysis of a Proposed Building for Module 
‘B’ SCAMP (Small Caliber Ammunition Modernization 
Program). 
AD-784 030/9GI 119A PC$3.75/MF$2.25 
THOMPSON, ROBERT L. 


Psychological Factors Related to the Voluntary Use of 
Hearing Protection in Hazardous Noise Environments. 
AD-777 520/8GI 74-12 S$}. PC$3.25/MF$2.25 


THOMPSON, ROBERT W. 
Reprint: Regional Synthesis of the Deep Sea Drilling 
Results from Leg 22 in the Eastern Indian Ocean. 
AD-781 748/9GI 74-18 8G Reprint 
THOMPSON, RONNIE A. 
Relationships Among an Individual Intelligence Test 
and Two Air Force Screening and Selection Tests. 
AD-781 033/6GI 74-17 $3 PC$3.25/MF$2.25 


74-22 


THOMPSON, RORY OBATA REFI YOSSARIAN 


Reprint: Stratified Ekman Boundary Layer Models. 
AD-776 873/2GI 74-11 8C Reprint 


THOMPSON, S&S. A. 


Prelimiary Investigation Desalting of Geothermal 
Brines in the Imperial Valley of California. 
ORNL-TM-3021 74-12 10A PC$4.50/MF$2.25 


THOMPSON, S. D. 


Diagnostics of Seeded RF Plasmas: An Experimental 
Study Related to the Gaseous Core Nuclear Reactor. 
N74-23299/2GI 74-18 201 PC$S.75/MF$2.25 


Diagnostics of Seeded RF Plasmas: An Experimental 
Study Related to the Gaseous Core Reactor. 
N74-19285/7GI 74-13 201 + PC$S.75/MF$2.25 


THOMPSON, S. G. 


Macroscopic Aspects of aoe Ton Reactions. 
LBL-2940 74-24 20H PC$4.25/MF$2.25 


Measurement of Prompt gamma Ray Lifetimes of Fis- 
sion Fragments of exp 252 CF. 
LBL-1963 74-02 20H PC$3.00/MF$2.25 


Simultaneous Emission of Two Light Charged Particles 
in Spontaneous Fission of exp 252 CF. 
LBL-1905 74-02 20H PC$3.50/MF$2.25 


Study of a Fission-Like Environment in Reactions with 


Very Heavy Ions. 
LBL-1966 7402 20H PC$3.25/MF$2.25 
THOMPSON, THOMAS W. 


Investigation of a Northeastern Wisconsin Lake 
Ecosystem: An Interdisciplinary gp Phase Il. 
Management Problems and Alternativ 

PB-226 676/5GI 74-05 8H PCs3. 75/MF$2.25 


THOMPSON, W. A. 
Magnetic Semiconductors: A Study of Optical, Trans- 
port and Tunneling Properties and Their Interdepen- 
dence. 
AD-772 120/2GI 74-05 20L PC$5.25/MF$2.25 
THOMPSON, W. A. JR. 


Reliability of Multiple Component Systems. 
AD-771 714/3GI 7405 14D PC$3.75/MF$2.25 


Reprint: Events Which Are Almost Independent. 
AD-771 566/7GI 74-04 12A_ Reprint 


THOMPSON, W. I. 


Description of a Ground Facility for Conducting lono- 
spheric Scintillation Measurements with the ATS-5 
Spacecraft, 

PB-236 651/6GI 


THOMPSON, W. I. Ill. 
Description of a Remote Ionospheric Scintillation Data 


Collection Facility. 
20N PC$4.75/MF$2.25 


74-26 4A PC$6.25/MF$2.25 


PB-230 893/0GI 
THOMPSON, W. J. 
Studies of Nuclear Processes. Progress Report, June 1, 


1973--May 31, 1974. 
20H PC$4.50/MF$2.25 


74-11 


ORO-2408-73 
THOMPSON, WARREN 


Correlates of the Self Concept, 
PB-235 619/4GI 74.22 $3. PC$S.25/MF$2.25 


THOMPSON, WARREN C. 
Time-Series Study of Sanding in Ventura Harbor, 
California. 

AD-778 629/6GI1 

THOMPSON, WILLIAM 
Building a Distance Function for Gestalt Groupi 
AD-787 $25/SGI 74-26 9B PC$3.25 

THOMS, R. L. 

Remote Sensing as an Aid to Route Evaluation for 
Relocated Louisiana Highway 
N74-26910/1GI 74-20 


74-21 


74-14 83 PC$S.25/MF$2.25 


F$2.25 


1. 
13B PC$3.75/MF$2.25 


Remote Sensing as an Aid to Route Evaluation for 
Relocated Louisiana Highwa' 


y i. 
N74-27805/2GI 74-20 13B 
THOMSEN, DARREL M. 


On Determination of Transient Surface Temperature 
and Heat Flux by Imbedded Thermocouple in a Hol- 


low Cylinder. 
AD-782 869/2GI 19F PC$4.25/MP$2.25 
THOMSEN, M. F. 


Energetic Electrons in the Magnetosphere of Jupiter, 
AD-772 080/8GI 74-05 3B PC$3.25/MF$2.25 


THOMSON, A. G. R. 

Acoustic Fatigue Design Data. Part III. 

AD-775 009/4GI 74-09 1C PC$4.25/MF$2.25 
THOMSON, D. B. 

Vacuum Ultraviolet Emission from a Neon-Seeded 


theta Pinch. 
LA-5466-MS PC$4.00/MF$2.25 
THOMSON, D. L. 


A Numerical Solution for Supersonic Flow Around A 
Cone at Small Angles of Attack, 


PC$3.75/MF$2.25 


74-20 


74-21 +201 


PB-231 905/1GI 
THOMSON, D.N. 


Multiple Target Tracking Study. 
AD-778 957/1GI 74-14 171 


THOMSON, F. 
Post-Analysis Data 


Processing. 
N74-26899/6GI 74-20 14B PC$3.75/MF$2.25 


Thermal Contouring of Forestry Data: Wallops Island. 
N74-26904/4GI 74-20 2F PC$3.25/MF$2.25 


THOMSON, FREDERICK J. 


The Remote Identification of Terrain Features and 
Materials at Pennsylvania Test Sites: An Investigative 
Study of Techniques. 

PB-235 992/SGI 74-25 8M PC$4.75/MF$2.25 


Use of ERTS-1 Data: Summary Report of Work on 
Ten Tasks. 
E74-10301 


THOMSON, G. H. 


The Electrical Charging of og Latex - 
Produced by Spraying and D: 
N74-31713/2GI 74-25 7 7D PC$3.25/MF$2.25 


THOMSON, G. W. 


Remote Sensing in Iowa Agriculture: Identification and 
Classification of Iowa's Crops, Soils and Forestry 
Resources Using ERTS-i and Complimentary Un- 
derflight Imagery 
E74-10367 


THOMSON, GEORGE 
Method of Manufacturing a Reverse Osmosis Mem- 


brane. 
PATENT-3 542 908 
THOMSON, J. A. L. 


A Standard Particle Sizer-V elocimeter. 
N74-28937/2GI 74-22 14B PC$4.25/MF$2.25 


THOMSON, J. ALEX 


A Spectral Transfer Model of Ocean Wave Spectra. I. 
Formulation. 
AD-774 766/0GI 


THOMSON, J. J. 


Nonliner Behavior of Light-Driven Plasma Instabilities. 
UCRL-74947 74-02 201 PC$3.00/MF$2.25 


THOMSON, JOHN 


Uranium and Thorium Decay Series 
Abundances in Marine Plankton. 
AD-773 626/7GI 74-07 


THOMSON, K. D. 


The Prediction of Inflexional hens ll Profiles and 
Breakdown in Boundary Layer Transitio 
N74-29642/7GI 74-24 20D PCS3. 75/M F$2.25 


THOMSON, M. 
The Darwin Thunderstorm Turbulence Study, Februa- 


ry 1969. 
N74-19261/8GI 
THOMSON, M. A. 


Reprint: Bias and Quality Control in Forensic Science: 
A Cause for Concern. 
AD-786 158/6GI 


THOMSON, M. G. R. 


Reprint: Resolution and Contrast in the Conventional 
and the Scanning High Resolution Transmission Elec- 
tron Microsc 
AD-778 I 
THOMSON, M. BR. 


On the Durations of Gusts and Lulls in the Wind 


Speed. 
N74-13322/4GI 
THOMSON, N. R. 


Magnetosphere Amplification and Doppler Shift of 
VLF Signals from Post Heiden. 
74-17 17B PC$3.25/MFS2.25 


74-13 20D PC$3.25/MP$2.25 


PC$4.25/MF$2.25 


Report on Chesapeake Bay 


74-08 8B PC$4.75/MF$2.25 


74-11 2D PC$3.25/MF$2.25 


74-06 7A Not available NTIS 


74-09 8C PC$5.25/MF$2.25 


Nuclide 
8A PCS$4.75/MF$2.25 


74-13 4B PC$4.75/MF$2.25 


74-24 SK Reprint 


74-15 14B Reprint 


7407 4B PC$3.75/MF$2.25 


AD-780 718/3GI 
THOMSON, R. 

Ductile Vs Brittle Behavior of Crystals. 

COO-3084-22 7407 2L PC$4.25/MF$2.25 
THOMSON, BR. 8. 


Heterocyclic Syathesis by Persulphate Oxidation. 
AD-770 432/3GI 7402 7C PC$3.25/MFS$2.25 


The Fracture Crack as an Imperfection in a Nearly 
Perfect Solid. 


COM-74-S090S/0GI_ 74-25 201 Not available NTIS 


Reprint: Ductile versus Brittle Behaviour of Crystals. 
COM-74-50880/SGI 74-24 11F Not available NTIS 
THOMSON, W. B. 
Folded Flow Ramjet 
DC-60-8-15 


74-12 18N PC$3.00/MF$2.25 


PA-1111 





THON, F. 
Improvement of the Resolution of Electron 
Microscopes Steigerung des Aufloesungsvermoegens 
von Elektronenmikroskopen. 
N74-11294/7GI 7405 14B PC$3.75/MF$2.25 
THOR, JORGEN 
Deformations and Critical Loads of Steel Beams 


Under Fire Exposure Conditions. 
PB-227 257/3G1 74-08 13M PC$S5S.75/MF$2.25 


THORBURN, DAVID E. 


Display Design for Electronic Countermeasures Appli- 
cation--Symbol Coding and Range Presentation. 
AD-781 032/8GI 74-17 SH PC$3.75/MF$2.25 


Radio Frequency Store and Display System. 
PATENT-3 775 690 74-16 17B Not available NTIS 


THOREN, S. 


Rapid Inflation of a Fabric Bag by an Inert Gas Snab- 
buppblasning AV Tygpase Med Inertgas. 
N74-12794/SGI 74-07 #13L PC$3.75/MF$2.25 


Rapid Inflation of a Fabric Bag by Solid Fuel Gases 
Snabbuppblasning AV Tygpase Med K rutgas. 
N74-12788/7G1 74-07 13L PC$3.25/MF$2.25 


THORESON, BRUCE DAVID 


Using the Mobile Data Communications Terminal 
AN/TYC-S as an AUTODIN Terminal. 
AD-778 639/SGI 74-14 17B PC$5.75/MF$2.25 


THORHAUG, A. 


Ecological Study of South Biscayne Bay and Card 
Sound, the Thalassia Microcosm. Annual Report. 
TID-26605 74-21 6F PC$15.50/MF$2.25 


THORHAUG, ANITRA 
Biologically Allowable Thermal Pollution Limits. Part I 


and Part II. 
PB-235 715/0GI 74-23. 6F PC$4.75/MF$2.25 


THORKELSON, J. 


Design and Testing of a Heat Transfer Model of a 
Raccoon (Procyon Lotor) in a Closed Tree den. 
COO-1332-81 74-02 6F PC$3.75/MF$2.25 


THORN, L. B. 


Chemical Laser Flow Simulation and Mixing Studies 
Using Holographic Flow Visualization Techniques. 
AD-769 597/6GI 74-01 20E PC$4.25/MF$2.25 


THORN, WILLIAM E. 


Electrode Configuration for Tubular 
High-Strain Driver. 
PATENT-3 564 304 
THORNDIKE, ALAN S. 
Reprint: An Integrated System for Measuring Sea Ice 


Motions. 
AD-769 555/4G1 74-01 8L_ Reprint 


Reprint: Modeling the Pack Ice as an Elastic-Plastic 
Material. 
AD-779 316/9GI 74-15 8L Reprint 


Reprint: Strain Calculations Using AIDJEX 1972 Posi- 
tion Data. 
AD-779 317/7GI 


THORNE, J. M. 
Laser Pulse Shaping with Nonlinear Materials. 
LA-5323-MS 74-02 18A PC$4.00/MF$2.25 
THORNE, JOHN K. 


Method of Making Long Length, Seamless Porous 
Tubes and Rods. 
PAT-APPL-381 329 
THORNE, L. F. 

impact Testing of Foam-Filled Paper Honeycomb with 
Energy-Absorption Characteristics Compared to Balsa 
and Redwood. Final Re 
BDX-613-946(Rev.) 


Piezoelectric 


74-05 131 Not available NTIS 


74-15 8L Reprint 


74-16 13K PC$3.25/MF$2.25 


port. 
74-18 
Impact Testing of Materials Using an Eight-Inch Air 
Gua and Computer Reduction of Data. 


11D) = PC$7.25/MF$2.25 


BDX-613-944(Rev.) 74-10 
THORNE, LAURENCE R. 


Measurement of Atomic Oxygen in the Mesosphere. 
AD-779 492/8GI 74-15 4A  PC$3.25/MF$2.25 


THORNE, RICHARD E. f 


Digital Hydroacoustic Data-Processing System and Its 

Application to Pacific Hake Stock Assessment in Port 

Susan, Washington. 

COM-74-10893/7GI 74-14 6C Reprint(PC$3.25 

Reprint: Digital Hydroacoustic Data-Processing System 

and its Application to Pacific Hake Stock Assessment 

in Port Susan, Washington. 

COM-73-50437-03-16/GI 
74-04 6C 


THORNE, W.L. 


Burnout Heat Fluxes for Npr Tube-in-Tube Fuel Ele- 
meats. 
HW-77470 74-10 183 PC$4.50/MF$2.25 


Npr Boiling Burnout Experiments: Preliminary Analy- 
sis. 


14B PC$5.45/MF$2.25 


(Order as COM-73-50437-03) 


PA-1112 


HW-71784 
THORNGATE, J. H. 


Compact Electronic System for an Improved alpha Air 
Monitor. 
ORNL-TM-4346 


THORNGATE, JOHN H. 


Determination of Radon in Air. 
PATENT-3 805 070 74-26 18D Not available NTIS 


THORNGATE, ROBERT E. 


Safety Locking Device for Airborne Shockmounts. 
PATENT-3 734 444 74-06 13E Not available NTIS 


THORNHILL, C. K. 


Reprint: On Steady Wave Profiles in Solids. 
AD-770 282/2GI 74-02 20L Reprint 


THORNTON, D. E. 


Results of Tests in the NASA/Larc 31-Inch Cfht on an 
0.010-Scale Model (32-Ot) of the Space Shuttle Con- 
figuration 3 to Determine the Rcs Jet Flowfield In- 
teraction Effects on Aerodynamic Characteristics 
(IA60/0A 105), Volume 1. 

N74-29286/3GI 74-22 22B PC$8.50/MF$2.25 


Results of Tests in the NASA/Larc 31-Inch Cfht on an 
0.010-Scale Model (32-Ot) of the Space Shuttle Con- 
figuration 3 to Determine the Rcs Jet Flowfield In- 
teraction Effects on Aerodynamic Characteristics 
(1A60/0A105), Volume 2. 

N74-33315/4GI 74-26 22B PC$8.75/MF$2.25 


Results of Tests in the NASA/Larc 31 Inch Cfht on an 
0.010-Scale Model (32-Ot) of the Space Shuttle Con- 
figuration 3 to Obtain Hypersonic Aerodynamic 
Characteristics for Second Stage Operation During 
Nominal Boost and the Abort Rtls Mode (1A 58). 

N74-33314/7GI 74-26 22B PC$S5S.25/MF$2.25 


Results of Tests OA26 and IA16 in the NASA/Arc 3.5- 
Foot Hypersonic Wind Tunnel on an 0.015-Scale 
Model (36-Ots) of the Space Shuttle Configuration 
140A/B to Obtain Pressures for Venting Analysis. 

N74-26325/2GI 74-19 22B PC$7.25/MF$2.25 


Results of Tests OA63 and IA29 on an 0.015 Scale 
Model of the Space Shuttle Configuration 140 a/B in 
the NASA/Arc 6- by 6-Foot Transonic Wind Tunnel, 
Volume |. 

N74-27386/3GI 74-20 22B PC$13.25/MF$2.25 


Results of Tests OA63 and IA29 on an 0.015 Scale 
Model of the Space Shuttle Configuration 140 a/B in 
the NASA/Arc 6- by 6-Foot Transonic Wind Tunnel, 
Volume 2. 

N74-27387/1GI 74-20 22B PC$25.25/MF$2.25 


Results of Tests OA63 and IA29 on an 0.015 Scale 

Model of the Space Shuttle Configuration 140 a/B in 

the NASA/Arc 6- by 6-Foot Transonic Wind Tunnel, 

Volume 3. 

N74-27388/9GI 74-20 22B PC$13.25/MF$2.25 

Results of Tests (OA64 and IA35) of an 0.015-Scale 

Model (36-Ots) of the Space Shuttle Configuration 

140A/B in the NASA/Larc Unitary Plan Wind Tunnel. 

N74-27389/7GI 74-20 22B PC$13.25/MF$2.25 
THORNTON, EDWARD B. 

The Kinematics of Water Particle Velocities of Break- 

ing Waves within the Surf Zone. 

AD-773 754/7GI 74-07 8C PC$3.75/MF$2.25 

Separating Turbulent and Wave-Induced Velocity and 

Temperature Fluctuations, 

AD-777 405/2GI 74-12 8C PC$3.75/MF$2.25 
THORNTON, G. 

Comprehensive Technical Report. General Electric 

Direct-Air-Cycle, Aircraft Nuclear Propulsion Pro- 

gram. Program Summary and References. 

APEX-901 74-15 18N PC$17.25/MF$2.25 
THORNTON, G. E. 

Hole Cutter. 

PAT-APPL-398901 74-02 131 
THORNTON, GEORGE C. Ill 


Differences in Attitudes Toward Leadership between 
Draft-Induced and True Volunteers. 
AD-772 128/SGI 74-05 SJ PC$3.75/MFS$2.25 


THORNTON, J. B. 
Evaluation of Existing Bridge Expansion Joints. 
PB-231 178/SGI 74-12 13B PC$4.75/MF$2.25 
THORNTON, PETER 


Resolution of Production Problems Associated with 
Variability of Mechanical Properties. 
AD-775 809/7GI 74-10 19F PC$5.25/MF$2.25 


THORNTON, SAM I. 


Arkansas Waste in Municipal Areas Suitable for 

Highway Construction or Maintenance. 

PB-230 951/6GI 74-12 13B PC$4.75/MF$2.25 

Causes of Bridge Pier Staining. 

PB-232 609/8GI 74-15 
THORNTON, W. A. 


Synthesis of Stiffened Shells of Revolution. 
N74-29310/1GI 74-22. 20K PC$3.25/MF$2.25 


74-10 183 PC$3.00/MF$2.25 


74-02 18D PC$3.00/MF$2.25 


PC$3.25/MF$2.25 


13B PC$4.25/MF$2.25 


THORNTON, WAYNE A. 


Drag Reduction of a Hull by Electrolysis. 
AD-784 122/4GI 74-22. 20D = PC$4.75/MF$2.25 


THORNTON, WILLIAM E. 
Sulfuric Acid and Ferrous Sulfate Recovery from 


Waste Pickle Liquor. 
PB-233 112/2GI_ 74-17 7A PC-GPO/MF$2.25-NTIS 


THORP, W. H. 


Attenuation Research: A Case for Lake Tanganyika. 
AD-782 269/5GI 74-19 20A PC$3.25/MF$2.25 


Comparative Measurements of Low-Frequency At- 
tenuation in the Deep Ocean Employing Sinusoidal and 


Explosive Sources. 
AD-782 270/3GI 74-19 17A  PC$3.25/MF$2.25 


The Effect of Temperature on Low-Frequency Sound 
Attenuation in Fresh and Salt Water. 
AD-782 272/9GI 74-19 20A PC$3.25/MF$2.25 


Low Frequency Sound Attenuation Anomaly in the 
Ocean: Recent Experimental Measurements. 
AD-780 845/4GI 74-17 83 + PC$3.25/MF$2.25 


Project Bold Venture: Lake Tanganyika Sound At- 
tenuation Experiment. 
AD-780 844/7G1 74-17 83 = PC$3.25/MF$2.25 


Project Hiawatha Long-Range Shallow-Water Sound 
Propagation in Lake Superior. 
AD-782 271/1GI 74-19 20A PC$3.25/MF$2.25 


A Review of Low-Frequency Sound Attenuation in the 
Ocean. 
AD-782 274/SGI 


THORP, WILLIAM H. 


Attenuation of Low-Frequency Sound in the Ocean: 
NUSC Research Program 1967-1972. 
AD-774 884/1GI 74-09 83 PC$4.25/MF$2.25 


Operation Ghubbet: Outline of Experimental Phase. 
AD-780 842/1GI 74-17 83 PC$3.25/MF$2.25 


THORPE, M. L. 


Seeded Gas Thrusters and Related System Com- 
ponents. 
N74-14166/4GI 74-08 21C PC$3.75/MF$2.25 


Simulator Test to Study Hot-Flow Problems Related to 
a Gas Cooled Reactor. 
N74-10677/4GI 


THORPE, MERLE L. 


Study of High Powered Plasma for In Situ Hard Rock 

Disintegration. 

AD-772 $06/2GI 
THORPE, R. S. 


Reinforced Structural Plastics. 
PATENT-3 647 529 74-18 11D Not available NTIS 


THORPE, ROBERT P. 


Enlisted Rotation Management: Users Guide to the 
Computerized Equilibrium Flow Model. 
AD-769 679/2GI 74-01 SI PC$4.75/MF$2.25 


THORPE, RODNEY W. 


Joint Army Navy Air Crew Impact Injury Prevention 
Program. 
AD-777 713/9GI 


THORPE, T. E. 


A User'S Guide to the Mariner 9 Television Reduced 
Data Record. 
N73-32347/9GI 


THORSEN, SIGNE 


The Validation of Entry-Level Firefighter Examina- 
tions in the States of California and Nevada. 
PB-231 997/8GI 74-14 SI PC$S.75/MF$2.25 


THORSON, LEE C. 


Fishery Publications, Calendar Year 1972: Lists and 
Indexes. 
COM-74-50160/2GI 

74-08 6C PC-GPO/MF$2.25-NTIS 


74-19 20A PC$3.25/MF$2.25 


74-04 21F PC$S.25/MF$2.25 


74-06 13B PC$4.75/MF$2.25 


74-12 6S PC$3.75/MF$2.25 


74-02 17B PC$4.25/MF$2.25 


THOULESS, D. J. 


Reprint: A Selfconsistent Theory of Localization. 
AD-782 838/7GI 74-20 20L Reprint 


THOUVENOT, J. 


Study of Weightlessness and Perturbation of the 
Rhythms of the Gastrointestinal System of Animals 
and Human Beings. 
N74-32533/3GI 
THOWSEN, ARILD 
Control of Mixed Distributed and Lumped Parameter 
Systems, 
AD-787 730/1GI 74-26 12A PC$5.25/MF$2.25 
Reprint: Optimal Discrete-Time Feedback Control of 
Mixed Distributed and Jumped Parameter Systems. 
AD-772 315/8GI 74-05 12A_ Reprint 
THRALL, J. H. 
Technetium-99m 


Lymphography. 
AD-769 892/1GI 


74-26 6S PC$3.75/MF$2.25 


Minicolloid for Radionuclide 


74-02 6E PC$3.25/MF$2.25 





THRALL, ROBERT M. 


Reprint: A Theory of Ideal Linear Weights for 
Heterogeneous Combat Forces. 
AD-777 620/6G1 74-12 


THRASH, C. Vv. 
Evaluation of High Strength Steels for Heavy Section 


Applications. 
AD-772 417/2GI 74-06 11F PC$5.75/MF$2.25 


THRASHER, E. J. 
Mass Transit Training Needs. Volume I. Executive 
Summary. 
PB-236 000/6GI 74-25 SI PC$3.75/MF$2.25 
Mass Transit Training Needs. Volume II. History and 


Methodology. 
PB-236 001/4GI 74-25 SI PC$S.25/MF$2.25 


Mass Transit Training Needs. Volume IV. Bus 
Mechanic Training Program. Bus Mechanic Instructor 


Trai 
74-25 SL PC$S5.25/MF$2.25 


15SG_ Reprint 


raining Program. 
PB-236 003/0GI 
THRASHER, EDWARD J. 
Mass Transit Training Needs. Volume III. Bus Opera- 
tor Training Program, Bus Operator Instructor Training 
Program. 
PB-236 002/2GI 74-25 SI PC$7.00/MF$2.25 


Vandalism and Passenger Security. A Study of Crime 
and Vandalism on Urban Mass Transit Systems in the 
United States and Canada. 

PB-226 854/8GI 74-06 SK PC$11.25/MF$2.25 


THROCKMORTON, D. A. 


Heat Transfer to Surface and Gaps of Rsi Tile Arrays 
in Turbulent Flow at Mach 10.3. 
N74-22568/1GI 74-17 20M PC$4.75/MF$2.25 


Model Wall and Recovery Temperature Effects on Ex- 
perimental Heat Transfer Data Analysis 
N74-25815/3GI 74-19 20M PCS3. 75/MF$2.25 


THROCKMORTON, PETER E. 


— Surfactants 
PATENT-3 737 426 = 74-11 


THRONSON, ROBERT E. 
Comparative Costs of Erosion and Sediments Control, 


Construction Activitie: 
PB-229 480/9GI 13B PC-GPO/MF$2.25 
THROOP, JOSEPH F. 


Fatigue Behavior of Metal Laminates, 
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The Korteweg-de Vries Equation for a Two Com- 
ponent Plasma. 

N74-16431/0GI 74-10 201 PC$3.25/MF$2.25 


Plasma Box Using Magnetic Multipole Confinement. 


LRP-77-73 74-15 201 PC$3.50/MF$2.25 
A Plasma Box Using Magnetic Multipole Confinement. 
N74-21340/6GI 74-15 201 PC$3.75/MF$2.25 


Propagation of Solitary Waves in a Two lon Species 
Plasma with Finite lon Temperature. 

LRP-79/74 74-22 201 PC$4.00/MF$2.25 
Propagation of Solitary Waves in . Two lon Species 
Plasma with Finite lon Temperatur: 

N74-26189/2GI 74-19 201 PC$3.25/MF$2.25 


TRAN THANH VAN, J. 
Inclusive Electroproduction in the Photon Fragmenta- 


tion Region. 
RL-73-135 74-12 20H PC$3.25/MF$2.25 


TRANTOW, R. L. 
Ultrasonic Measurement of Elastic Properties in Ir- 
radiated 304 Stainless Steel. 
HEDL-TME-73-92 74-14 11F PC$4.00/MF$2.25 
TRANTOW, RICHARD * 
Isometric Imaging Sys' 
PATENT-3 792 423 ‘ta24 9E Not available NTIS 
TRAPANI, ROBERT-JOHN 


The Preparation of Human Histocompatibility Typing 
Trays and Typing Trays Containing Frozen, Viable 
Human Lymphocytes and the Evaluation of Unknown 
Human Histocompatibility T Sera. 

6E PC$3.25/MF$2.25 


PB-234 479/4GI 74-21 
TRAPP, A. E. 
Evaluation of Beryllium for Space Shuttle Com- 
ponents. 
N74-28326/8GI 74-20 22B PC$12.50/MF$2.25 
TRAPP, J. A. 


Restrictions on Constitutive Equations of Finitely 

Deformed Elastic-Plastic Materials 

AD-779 855/6GI 74-16 20L PC$3.75/MFS$2.25 
TRAPP, WALTER J. 

Reliability Analysis of Fatigue-Sensitive Aircraft = 

tures Under Random L and Periodic Inspe 

AD-779 830/9GI MIF PCS$4. 2S/MPS2. 5 
TRASK, TOMMY J, 

Ao Evaluation of Organizational Development as Ap- 

plied to the Air Force Materials Laboratory 

AD-773 038/SGI 74-06 SI PCS: 25/MF$2.25 
TRATZ, ROBERT F. JR. 


An Analysis of Water Resource Benefit Determination 
Methods with Special Reference to the Cosumnes 


River Division Project. 
PB-226 029/7GI 74-04 13B PC$S.75/MF$2.25 


TRAUB, J. F. 
The Algebraic Theory of Matrix Polyno: 
AD-787 097/SGI 74-26 12A reas? TSIMFS2. 25 
Aa Iatroduction to Some Current Research in Numeri- 
cal Computational Complexity, 
AD-769 944/0GI 7402 12A PC$3.25/MF$2.25 


On the Number of Multiplications for od Evaluation 
of a Polynomial and Some of Its Derivative 
AD-775 788/3GI 74-10 12A PCS$3 ‘25M FS2. 25 


74-16 


Optimal Order and Efficiency for Iterations with Two 


Evaluations. 
AD-787 098/3GI 74-26 12A  PC$3.75/MF$2.25 


Principles for Testing Polynomial Zerofinding Pro- 


grams, 

AD-784 426/9GI 74-22 12A_ PC$3.75/MF$2.25 
TRAUGOTT, S. C. 

Reprint: Buoyant Convection in Radiating Horizontal 


Fluid Layers. 
AD-777 349/2GI 74-12 20D Not available NTIS 
TRAUTWEIN, CHRISTINE A. 


: Iliméss in Patients Following Exposure to 
Dental Aerosols. 
AD-769 819/4GI 74-02 6E Reprint 


TRAUWAERT, E. 
Plutonium as a Make-Up in the Thorium Integral Block 


Htr Fuel Element. 
EUR-5S020 18] PC$3.75/MF$2.25 
TRAVEN, VALERY F. 


Reprint: Charge-Transfer Complexing Between Per- 
metylpolysilanes and Tetracyanoethylene. 


74-04 


AD-772 267/1GI 74-05 7D Reprint 
TRAVERS, C. 

Complexing of Ca(li), CO(li), and Za(li) by 
Polymethacrylic and Polyacrylic Acid. 

COO-3469-5 74-02 7C PC$3.50/MF$2.25 


TRAVERS, GEORGE A. 


Laser Ceilometers. Results of Comparison Testing of 
an Erbium and a Ruby Laser Ceilometer with a Stan- 
dard Rotating Beam Ceilometer. 

AD-777 201/SGI 74-12 4B PC$3.25/MF$2.25 


TRAVIS, J. R. 


Analysis of Internal Pressure Behavior as a Function 
of Vent Size in a Radioisotopic Thermoelectric 


Generator. 
LA-UR-73-939 74-06 18N PC$3.00/MF$2.25 


Mathematical Model for the Transport of Eavironmen- 

tal Plutonium. 

LA-UR-73-954 
TRAXLER, JAMES T. 


Synthesis of New Antimalarial Drugs (i- and 9- 
Anthraceneaminoalcohols). 
AD-771 121/1GI 74-04 


TRAXLER, R. W. 


Reprint: Bacterial Degradation of Petroleum Materials 
in Low Tem ture Marine Environments 


COM-74-11013-17/GI 
74-16 13B (Order as COM-74-11013) 
TRAXLER, RICHARD W. 


Petroleum Degradation in Low Temperature Marine 

and Estuarine Environments. 

AD-778 687/4GI 74-14 6M PC$4.25/MF$2.25 
TRAYANOV, R. K. 

Experimental Study of the K/sub L/ exp 0 Implies pi 

exp + pi exp - pi exp 0 Decay Matrix Element 

JINR-P1-7925 74-21 20H PC$4.00/MFS2. 25 
TRAYLOR, MAHLON E. JR. 

Air Transportability Testing of the H-532 Bolster. 

AD-777 255/1GI 74-12 14B  PC$3.75/MF$2.25 

Air Transportability Testing of the PWU-6A/C Clip-In 

Assembly with B28FI Bombs Installed. 

AD-770 263/2GI 7402 1SE PC$3.75/MF$2.25 
TRAYLOR, T.G. 

Reprint: Photoelectron Spectra of Cyclopropyicarbin- 

yl/trimethyltin and Allyltrimethyltin. A Comparison of 

a -Sigma and Sigma-Pi Conj: 

-781 207/6GI 

Bask TEDDY G. 

Reprint: Stereochemistry of Metal Anion Substitutions 


74-06 18H PC$3.00/MF$2.25 


7C PC$4.25/MF$2.25 


‘onjugation. 
74-18 7C Reprint 


74-05 7C Reprint 
TRAYSER, D. A 


Chemical and Physical Characterization of Automotive 
Exhaust Particulate Matter in the Atmosphere (Year 


Ending June 30, 1972). 
PB-227 413/2GI 7407 13B PC$4.75/MF$2.25 


TREADAWAY, HARRY 8. 
Improved Effectiveness of Reserve Forces During 


Reserve Duty T: 
AD-779 998/4GI 74-16 SI PC$3.75/MF$2.25 
TREADO, MARSHALL J. 


FY 75 Project Plans: Law Enforcement Standards 


Laboratory. 

COM-74-11578/3GI 74-25 SK PC$4.25/MF$2.25 
TREADWELL, G. W. 

per Analysis of Asymmetric Solar Receivers. 

Ss. -74-0124 74-26 13A PC$4.25/MF$2.25 
TREADWELL, RALPH S. 

The Military Implications of the Super Tanker and the 

Proposed Super Cargo Ship. 


TREIBER, H. 


AD-775 494/8GI 
TREANOR, CHARLES E. 


Infrared Radiation from H20, CO2 or NH3 Colli- 
Excited by N2, O or Ar. 


74-09 13) PC$3.75/MF$2.25 


AD-785 412/8GI 74-23 7D PC$4,7S5/MF$2.25 
TREASURE, W. 

A New Device for yy Seg Truth on the Ab- 

sorption of Light by Turbid Waters, 

E74-10655 74-20 8H PC$3.25/MF$2.25 
TREASURE, W. M. 

a Suspended Sediment Observations from 

1. 
AD-773 054/2GI 7406 8C Reprint 


TREASURE, WILLIAM 


Effect of Spoil Disposal on Benthic Communities near 
the Mouth of Delaware Bay, 
COM-74-10961/2GI 74-14 8A PC$7.S0/MF$2.25 


pen Effect of Spoil Disposal on Benthic Inaver- 


COM-74-10360/7G1 74-07 8A Reprint 
TREBIN, G. F. 


Effect of Porous Medium on Phase Transitions in 
Reservoir Systems. 


N74-23130/9GI 74-18 7D PC$3.25/MF$2.25 
TREBLE, F.C. 

The RAE weight Solar Array. 

AD-777 473/0GI ait 10B PC$3.25/MF$2.25 

The Rae Lightweight Solar A 

N74-32331/2GI 74-25 iB PC$3.25/MF$2.25 


TRECHSEL, HEINZ 
Swiss Building and Housing Research Activities Status 


- 1972.09Final rept., 
COM-73-11861/4GI 74-02 13M PC$4.25/MP$2.25 
TRECIOKAS, P. V. 


Status of Materials Development in Support of Pwar- 
20. 


TIM-870 74-15 18N PC$4.25/MPF$2.25 
TREDICI, THOMAS J. 


Reprint: Microtropia (Monofixation Syndrome). 
AD-773 283/7G1 74-07 6E Reprint 


Reprint: Orthokeratology: Help or Hindrance. 
AD-782 603/SGI 74-19 6E Reprint 


TREECE, R. K 
Vidicon Digitizing of Oscilloscope Trace 
SLA-73-525 7402 9E PCS. 00/M F$2.25 
TREFALL, H 
Morphology and Fine Time a? of an Early- 
Morning Electron Precipitation E 
N74-12171/6GI 74-06 “a “pcss. 75/MF$2.25 


TREFETHEN, PARKER S. 
Reprint: Collection and Transportation System of Ju- 
venile Salmonids Evaluated at Little Goose Dam. 


COM-73-50645-08-06/GI 
74-01 6C (Order as COM-73-50645-08) 
TREGAY, G. W 


Reprint: Dissuciation of Diatomic Molecules. I. Effect 
of Limited Numbers of Rotational States. 
AD-776 $22/SGI 74-11 7D Reprint 


Reprint: Spectroscopic Studies of Low-Pressure 
Hydrogen-Fluorine Flames. 
AD-776 511/8GI 


TREGAY, GEORGE W. 
Design and Construction of a One Meter Vacuum UI- 


traviolet ter, 
AD-770 057/8GI 74-02 2F PC$S5.25/MF$2.25 
TREGELLAS-WILLIAMS, J. 
Reprint: Air Velocity, Temperature, and Radiant-Heat 
Measurements within and around a Large Free-Burn- 
ing Fire. 
AD-778 287/3GI 
TREGULOV, V. P. 


Method of Assembling the Module of Thermoemission 
Coaverter--Transiation. 
AD-771 410/8GI 


TREBARNE, R. F. 


lonospheric Tilts and Tids Near the M ote Bagees. 
WRE-TM-A-230AP) 74-25 4A '$4.00/M F$2.25 


Observations of Travelling lonospheric Disturbances 


74-11 7D Reprint 


74-13 21B Not available NTIS 


"74-04 10B PC$3.25/MFS2.25 


Near the M Dip or 
WRE-TN-A-226(AP) 4-02 4A PC$3.00/MFS$2.25 
TREHEN, L. 


Control of lodine Traps in Nuclear Power Plants. 
CEA-CONF-2614 74-23 181 PC$4.00/MFS$2.25 


Applicability of Carbon Fibers in Heavily Stressed Air- 
craft Components Usatersuch ueber die Anwen- 
dung von Kohlenstoff-Fasern Hochbeanspruchten 


Flugzeugbauteilen 
N74-31508/6GI 74-25 1C PC$S.2S/MF$2.25 


PA-1123 





TREIBS, H. A. 


TREIBS, H. A 
Mixed Oxide Ceramography Round Robin, 1972. 


HEDL-TME-73-33 74-02 18) PC$5.45/MF$2.25 
TREIMAN, S. B. 

Weak Neutral Currents. 

COO-2232-B-33 74-22 20H PC$4.50/MF$2.25 


TREKHOV, E. S. 


Structural Changes in oe Monocrystals 
under Laser Irradiation--Translatio 
AD-778 692/4GI 74-14 iF PC$3.25/MF$2.25 


TRELA, JAMES E. 


Strategies for Working with the Inner-City Poor, 
PB-235 225/0GI 74-25 SK PC$3.75/MF$2.25 


TRELA, W. J. 
Laboratory Test Apparatus for a Superconducting DC 


Transmission Line. 
LA-UR-73-1362 74-16 9A PC$3.00/MF$2.25 


TREMAINE, SCOTT D. 
Reprint: Observation of a Lunar Occultation of Delta 
Geminorum. 
AD-781 719/0GI 
TREMBLAY, M 


Reprint: Applications of the Molecular Probe to Com- 
posites of High Solid Content. I. Determination of 
Glass Transition Temperature and Study of Surface 


Phenomena. 
AD-783 108/4GI 74-20 7D Not available NTIS 


Synthese et Evaluation de Triisocyanates Polymeriques 

Dan les Liants et Propergols Solides. (Synthesis and 

Evaluation of Triisocyanate Polymers in Propellant 

Binders and Solid Propellants), 

AD-774 561/SGI 74-08 211 PC$3.25/MF$2.25 
TRENHOLME, J. B. 


Simple Approach to Laser Amplifiers. 
UCRL-S1413 74-04 20E PC$4.00/MF$2.25 


TRENKA, A. R. 


A Theoretical Study of the Application of Jet Flap Cir- 
culation Control for Reduction of Rotor Vibratory 
Forces. 
_N74-28525/SGI 
TRENKA, ANDREW R. 


Basic Research in Crashworthiness II -- Comparison of 


74-18 3B Reprint 


74-22, 1C_ PC$5.75/MF$2.25 


Teledyne-Geotech Crash Recorder Data and Ac- 
celerometer Data. 
PB-231 570/3GI 74-13 13F PC$4.75 


TRENKLE, HOWARD R. 
The Implications of Neo-Isolationism on Military Pol- 


icy. 

AD-779 999/2GI 74-16 SD PC$3.25/MF$2.25 
TRENT, D. S. 

Mixing of Bouyant Combustible Gases in Bwr Contain- 

ment Systems. 

BNWL-B-298 74-25 181 PC$4.50/MF$2.25 

Tungsten sad Moderated Reactor Fuel Support 

Design Aaalys 

NASA-CR-7203i 74-16 18N PC$15.25/MF$2.25 


TRENT, ROBERT L. 
Documentation of Extended Analysis and Planning 
Subroutines for Onsite Management Records System 
(OMRS) - September 1972. 
AD-769 599/2GI 74-01 9B PC$5.25/MF$2.25 
TRESCOT, C. D. JR. 


Effects of Reynolds Number and Model Support on 

the Supersonic Aerodynamic Chacteristics of a 140 

Deg-Included-Angle Cone. 

N74-28481/1GI 74-22 20D = PC$4.25/MF$2.25 
TRESHINIKOV, A. F. 


Problems of the Arctic and Antarctic. Number 36-37, 


1970, 
TT-72-52006 74-10 8L PC$9.50/MF$2.25 
— of the Arctic and Antarctic. Number 38, 
1971, 
TT-72-52007 74-10 8L PC$7.00/MF$2.25 


TRESHNIKOV, A. F 
Problems of the Arctic and Antarctic. Number 40, 


1972, 

TT-72-50089 74-07 8L PC$S.75/MF$2.25 
Water Circulation in the Arctic Basin, 

TT-72-50088 74-06 8C PC$6.25/MF$2.25 


TRESKUNOV, S. L. 


Analysis of Switching Times in the Coanda-Effect 
Relay--Translation. 


AD-784 166/1GI 74-22. 13G = PC$3.25/MF$2.25 
TRESS, JACK E. 

Charging an Electric Furnace. 

PAT-APPL-450 636 74-20 11F PC$3.25/MF$2.25 


Secondary Pig Iron from Shredded Auto Scrap. 
PB-226 101/4GI 74-06 11F PC$3.25/MF$2.25 


PA-1124 


TRESSAUD, A. 


Reprint: Crystal Chemistry and Magnetic Properties of 
Cr(IDB(IDFS Compounds. 
AD-775 933/SGI 74-10 20L Reprint 


TRESSLER, L. F. 


Glass Anode Geiger-Muller Tube 
PAT-APPL-423 858 74-18 


TRET’YAKOV, E. F. 


Calculation of the Parameters of a Magnetic beta Spec- 
trometer with a acer: System in the Form of a 


Rectangular S, 
ITEF-18 18D PC$6.00/MF$2.25 
TRET’YAKOV, YU. P. 


Quasimolecular Kx-Ray Excitation by Bombardment 
of Ge Atoms with Ge Ions. 
JINR-E7-7636 74-16 20H PC$4.00/MF$2.25 


Syathesis of Neutron-Deficient Isotopes of Fermium, 
Kurchatovium and Element with Atomic Number 106. 
JINR-D7-8099 74-24 20H PC$4.00/MF$2.25 


TRET’YAKOVA, S. P. 


Spontaneous Fission of Kurchatovium and Nilsborium 
Isotopes. 
ORNL-tr-2711 
TRETHEWEY, JOHN D. 


Evaluation of Clouds of Airborne Fibers, 
AD-785 675/0GI 74-24 14B PC$3. 25/MPS2. 25 


TRETSVEN, WAYNE I. 
a for Shucking and Eviscerating Bivalve Mol- 
sks. 
PATENT-3 594 860 
TRETYAK, V. P. 


On Solving Boundary Value Problems of the Plane 

Moment Theory of Elasticity for Infinite Multiply Con- 

nected Domains--Translation. 

AD-769 998/6GI 74-02 20K PC$3.25/MF$2.25 
TRETYAKOV, G. P 


Some Characteristics of the Technology of Fabricating 

Wind Tunnel Nozzies--Transiation. 

AD-782 049/1GI 74-19 14B PC$3.25/MF$2.25 
TREU, SIEGFRIED 


Characterization and Testing of ee Graphics 
for Computer-Aided Design and E 
COM-74-10475/3GI 74-09 9B PC PC$3. $3.75/MFS2. 25 


Reprint: Project-Oriented Collaboration via a Com- 
puter Network. 
COM-74-50438/2GI 74-14 9B Not available NTIS 


Reprint: Techniques and Tools for Improving the In- 
teractive System Interface. 
COM-74-50595/9GI 74-19 SB Not available NTIS 


TREVE, YVAIN M. 

Modeling of Optical IR Backgrounds. 

AD-774 751/2GI 74-08 4A PC$4.75/MF$2.25 
TREVER, GEORGE W. 

Quasi-Static Capacitance-Voltage Characteristics of 


MNOS Devices. 

AD-777 586/9GI 74-12 9B PC$5.25/MF$2.25 
TREVES, S. 

Localization of Left-to-Right Shunts by Radionuclide 

Angiocardiography (Rac). 

CONF-740708-26 
TREVESE, D. 

Some Remarks on Non-Stationary Random Noise. 

N74-19225/3GI 74-13 112A PC$3.25/MF$2.25 
TREVINO, SAMUEL F. 

Correlation of the Vibrations of Molecules and Stabili- 

ty in Energetic Materials. 

AD-785 663/6GI 74-24 20L PC$3.25/MF$2.25 
TREVORROW, L. E. 


Chemical Engineering Division Waste Management 
s. Quarterly Report, January--March 1974. 
AN "$106 74-26 18G PC$4.00/MF$2.25 


Chemical Engineering Division Waste Management 

Programs. Quarterly Report, July--September 1973. 

ANL-8061 74-14 18G PC$4.00/MF$2.25 

Chemical Engineering Division Waste Management 

a. Quarterly Report, October--December 1973. 

ANL-8087 74-18 18G PC$4,00/MF$2.25 
TREXLER, BRYSON D. JR. 


Solution to Problems of Pollution Associated with Min- 


ing in Northern Idaho. 
PB-230 965/6GI 13B PC$5.25/MF$2.25 


TREXLER, D. W. 


Geologic and Mineral and Water Lo mapg ee 
tions in Western Colorado Using ERTS-1 
E74-10330 74-10 8F PC$4,. 1 2S/MFS2. 25 


TREXLER, ROBERT C. 


Methods for Identifying On-the-Job Training Content 
When Surrogate Jobs are Used for Training. 
AD-769 639/6GI 74-01 SI PC$6.25/MF$2.25 


18D PC$3.25/MF$2.25 


74-18 


74-06 20H PC$3.00/MF$2.25 


74-06 6H Not available NTIS 


74-24 6E PC$4.00/MF$2.25 


74-12 





TREYBIG, HARVEY J. 


Continuously Reinforced Concrete Airfield Pavement. 
Volume I. Tests on Existing Pavements and Synthesis 
of Design Methods. 

AD-780 511/2GI 74-16 1E PC$7.25/MF$2.25 
Continuously Reinforced Concrete Airfield Pavement. 
Volume II. Design Manual for Continuously Rein- 
forced Concrete Overlay Pavements. 

AD-779 953/9GI 74-16 1E PC$4.75/MF$2.25 


Continuously Reinforced Concrete Airfield Pavement. 
Volume Ill. Design Manual for Continuously Rein- 
forced Concrete Pavement. 

AD-780 512/0GI 74-16 1E PC$4.75/MF$2.25 


Continuously Reinforced Concrete Airfield Pavement, 
Volume IV. Guide Specification. 
AD-780 513/8GI 74-16 


TREZEK, G. J. 
Problems of Heat and Mass Transfer in Biotechnology. 
PB-234 307/7GI 74-20 6B PC$S5.25/MF$2.25 
TREZEK, GEORGE J. 
Problems of Heat and Mass Transfer in Biotechnology. 
PB-233 334/2GI 74-18 6B PC$S5.25/MF$2.25 
TRIANDIS, HARRY C. 
Black and White Hardcore and Middle Class Subjec- 
tive Cultures: A Cross-Validation. 
PB-235 232/6GI 74-24 SK PC$7.50/MF$2.25 
Level of Abstraction of Disagreements as a Determi- 
nant of Cross-Cultural Interpersonal Perception. 
PB-235 524/6GI 74-25 $3 PC$S.75/MF$2.25 
TRIANTAPHYLLOPOULOS, DEMETRIOS C. 
Studies on Improving and Standardizing the Process 
for Preparation of Cryoprecipitated and Antihemophil- 
ic Factor (Human). 


1E PC$3.75/MF$2.25 


PB-234 608/8GI 74-21. 6F PC$3.25/MF$2.25 
TRIBKEN, EVERETT R. 

Pick-Off. 

PATENT-3 671 904 74-02 14B Not available NTIS 
TRIBLE, M. C. 


Ground Magnetometer Survey in the Valley of Ten 
Thousand Smokes, Alaska. 
N74-26907/7GI 74-20 8N PC$7.25/MF$2.25 


TRICKETT, J. K. 


Some Properties of a Conservative gape Order 
Recurrence with a Bounded Non-Lineari 
N74-18235/3GI 74-12 12A PCS}. 25/MF$2.25 


TRICOLES, G. 
Microwave Holographic Analysis of Conformal Ar- 


rays. 
AD-775 327/0GI 74-09 9E PC$4.25/MF$2.25 


Microwave Holography for Analysis of Diffraction. 
AD-770 211/1GI 74-02 9E PC$4.25/MF$2.25 


Microwave Techniques for Imaging Objects Buried 
Below the Surface of the Ground 
AD-771 988/3GI 74-05 17D PC$7.00/MF$2.25 


Passive Location of an Airborne Transmitter by 


Microwave Holography 
AD-781 772/9GI 17C =PC$4.75/MF$2.25 


TRIDUNAC, M. D. 


Analyses of Strong Motion Earthquake Accelerograms. 
Volume IV. Fourier Amplitude a Part H. Ac- 
celerograms II-H-115 Through II-H-126. 

PB-232 327/7G1 74-15 8K PCS. 75/MF$2.25 


Analyses of Strong Motion Earthquake Accelerograms. 
Volume IV. Fourier Amplitude Spectra. Part I. Ac- 
cele’ ms II-I-128 through II-I-139, 

PB-232 328/SGI 74-15 8K PC$4.75/MF$2.25 


TRIER, NORMAL HENRY 


Environmental Control Laboratory Designed for the 
Specific Needs the Intern Training Center. Red 
River Army Depo 
AD-785 504/261 74-23 


TRIFUNAC, M. D. 


Analyses of Strong Motion Earthquake Accelerograms. 
Volume III. Response Spectra. Part D. Accelerograms 
IIDOS6 Through IIDO70, 

PB-227 469/4GI 74-07 8K PC$7.00/MF$2.25 


Analyses of Strong Motion Earthquake Accelerograms. 
Volume III. Response Spectra. Part E. Accelerograms 


IIEO71 Through IIEO8S, 
PB-227 470/2G1 74-07 8K PC$7.00/MF$2.25 


Analyses of Strong Motion Earthquake Accelerograms. 
Volume III. 7 eae Part F. Accelerograms 


TIFO86 Through IIF1 
PB-227 471/0GI 74-07 8K PC$8.S0/MF$2.25 


Analyses of Strong Motion Earthquake Accelerograms. 
Volume III. Response Spectra. Part G. Accelerograms 


11G106 Through I1G114, 
PB-231 223/9GI 74-12 8K PC$S.75/MF$2.25 


Analyses of Strong Motion Earthquake Accelerograms. 
Volume III. Response Spectra. Part H. Accelerograms 
ITH115 Through I1H126, 

PB-231 319/SGI 74-12 8K PC$6.25/MF$2.25 


74-18 


13B PC$4.25/MF$2.25 








Analyses of Strong Motion Earthquake Accelerograms. 
Volume III. Response Spectra. Part I. Accelerograms 


II-I-128 through II-I-139, 
PB-232 326/9GI 74-15 8K PC$6.25/MF$2.25 


Analyses of Strong Motion Earthquake Accelerograms. 
Volume III, Response Spectra. Parts J, K, and L Ac- 
celerograms ILJ141 through ig IIK157 through 


11K 160 and I1L166 through IIL17 
PB-236 110/3GI 74-26 *K PC$9.25/MF$2.25 


Analyses of Strong Motion Earthquake Accelerograms. 


Volume III - Response Spectra. Parts M and N - Ac- 
celerograms IIM176 through IIM184 and IINI85 
IIN 


197, 
PB-236 400/8GI 74-25 8K PC$8.75/MF$2.25 


Analyses of Strong Motion Earthquake Accelerograms. 
Volume IV. Fourier Amplitude — Part E. Ac- 


celerograms IIE071 Through ITE08. 
PB-229 240/7GI 74-09 x’ PC$S5.25/MF$2.25 


Analyses of Strong Motion Earthquake Accelerograms. 
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TUMANYAN, M. A. 


Reprint: Change in the re amnggad of Staphylococci 
after Repeated Gamma Radiation. 
AD-784 832/8GI 74-23 6M PC$3.25/MF$2.25 
TUMARKIN, SAM 


Apparatus for Detecting Natural Nonlinearities in An- 


tennas. 

PATENT-3 728 631 74-26 9E Not available NTIS 
TUMBRAEGEL, G. E. 

Reactor Demeees with Diodes, Pocket Dosimeters, 


and Paired Chambers. 
AD-781 346/2GI 74-18 18D PC$3.25/MF$2.25 
TUMIAN, B. G. 

Chronic Infection of a Line of RES Transplantable Pig 
Embryo Kidney Cells by a Variant of the AO/WSN In- 
fluenza Virus. Communication 3. Biological Properties 
of Influenza-Virus Variants Isolated in Various Periods 
of Chronic Infectio 

PB-233 607-T/GI 74-18 6M PC$3.25/MF$2.25 


TUMOLILLO, THOMAS A. 


Reliability Theory and Applications to Electromagnetic 
Pulse Testing, 


AD-775 789/1GI 74-10 14D PC$3.75/MF$2.25 
TUMYAN, B. G. 

Persistent Infection of a Continuous Line of Pig Emb- 

ryo Kidney Cells (RES) with a Variant of za 


AO/WSN Virus. Communication II: Development of 
Methods for Reproduction and Study of the Main 
Parameters of Persis tent Infection, 

PB-233 608-T/GI 74-18 6M PC$3.25/MF$2.25 


TUNG, C. 


Analysis of the Flow About delta Wings with Leading 

Edge Separation at Supersonic Speeds. 

N74-14745/SGI 7409 1A PC$3.75/MF$2.25 
TUNG, CHANG-LIH 


An Investigation Into the Use of the Houston-Gal- 
veston Region. Input-Output Model to Make Employ- 


ment Projections to 1980. 
PB-225 280/7GI 74-02 SI PC$4.75/MF$2.25 
TUNG, CHI CHAO 


Peak Distribution of Random Wave-Current Force, 
COM-74-10176/7GI 74-05 133 PC$3.25/MF$2.25 


Reprint: Influence of Wave-Current Interactions on 
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COM-74-11362/2GI 
TUNG, JAMES P. 
Surface Wave Studies on Crustal and Mantle Structure 


‘ADs 911/0GI 74-23 8K PC$4.25/MF$2.25 
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Boll-Weevil Sex Attractaat. 

PAT-APPL-368 280 74-11 GF = PC$3.25/MF$2.25 
TUNNEY, A. 
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PB-226 976/9GI 74-06 iF PCS3.25/MFS2. 25 
The Analysis of Steelmaking Slags by X-Ray 
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PB-232 282/4GI 74-15 11F PC$3.25/MF$2.25 


Preliminary Assessment of the Philips PW 1270 Multi- 
Channel X-Ray Spectrometer for the Analysis of 
Oxide Materials, 

PB-234 300/2GI 74-20 11F PC$3.25/MF$2.25 

TUNNEY, A. A. 

The Analysis of Oxide Materials Over a Wide Range 
of Composition Using a Dilution Technique, 

PB-236 356/2GI 74-25 7D PC$3. 25/MFS$2. 25 


The Analysis of Sulphur in Argon Arc Re-Melted But- 
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PB-234 255/8G1 74-20 LIF PC$3.25/MF$2.25 


Assessment of the Philips PW 1450 X-Ray Spectrome- 
ter for Steel Analysis. 
PB-226 97S/1GI 74-06 11F PC$3.25/MF$2.25 


The Determination of Cerium in Steels by X-Ray Flou- 


74-22 20D Reprint 


rescence, 

PB-226 972/8GI 74-06 11F PC$3.25/MFS$2.25 
The X-Ray Analysis of Sodium on the ARL 72000. 
PB-232 291/SGI 74-15 11F PC$3.25/MF$2.25 


TUNNICLIFFE, P. RB. 
Role of Electrically Produced Neutrons in Nuclear 
Power Generation. 
AECL-4658 74-11 20G PC$3.75/MF$2.25 


TUNSTALL, EDWARD BRANT 


Experimental Study of Vortices Generated by Oscilla- 
tory Flow over Rippled Surfaces. 
AD-1775 514/3GI 74-09 20D PC$6.25/MF$2.25 


TUNSTALL, J. N 


General Transient Productivity Program. 

CTC-60 74-21 18B PC$S.45/MF$2.25 
TUNTAWIROON, C 

Computer Assisted Blood Background Subtraction 

— Hepatography with exp 131 I and exp 123 I 


thalein (Bsp). 
CONF-7 8 74-23 6E PC$4.25/MF$2.25 
TUOHIG, W. D. 


Pern Studies in Support of Liquid Metal Mhd 
ste: 
CONF-740414-1 74-16 11B PC$3.00/MF$2.25 


TUOMI, R. L. 


Simplified Design Procedure for Glued-Laminated 
Bridge Decks. 
AD-784 564/7GI 74-22 13B PC$3.25/MF$2.25 


TUOMINEN, STEVEN M. 


Asymmetrical Mechanical Behavior of a Precipitation 
Hardened Beta Titanium Alloy. 
AD-774 759/SGI 74-08 11F PC$3.25/MF$2.25 


TUOMY, JUSTIN M. 
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AD-777 522/4GI 74-12 1SE PC$3.25/MF$2.25 
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PATENT-3 732 727 74-21 6H Not available NTIS 
TUPES, ERNEST C. 
Research on Criteria of Officer Effectiveness, 
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AD-778 466/3G _ 74-14 SI PC$3.75/MF$2.25 
TUPI, L.A 

Streptomycin Aerosol for Calves with Lung Disease-- 
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AD-773 286/0GI 74-07 2E PC$3.25/MF$2.25 


TUPPER, GEORGE 
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AD-773 $47/SGI 8C PC$3.25/MF$2.25 
TUPPER, T. D. 
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AD-787 091/8GI 74-26 15SE PC$4.75/MF$2.25 
TURANITZ, K. 


Effect of Tween 80 on ny a in E. Coli B/Rt 
exp - after Exposure to gamma-Rays 
74-20 


SGAE-2246 6R PC$4.00/MF$2.25 
TURBIN, B.G 
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AD-772 021/2GI 7405 21E PCS3. 25/MF$2.25 


TURCANU, G. 


Eros, Zero-Dimensional Code for Calculating Varieties 
Relative to a Bilinear Function 
IFA-FR-97-1973 7402 18K PC$3.00/MF$2.25 


TURCHAN, MICHAEL J. 
Lithium - Inorganic Electrolyte Batteries. 


AD-775 420/3GI 74-09 10C PC$3.75/MF$2.25 
Lithium - Inorganic Electrolyte Batteries. 
AD-779 477/9GI 74-15 10C PC$3.75/MF$2.25 


Lithium - Inorganic Electrolyte Batteries. 
AD-786 673/4GI 74-25 10C PC$3.75/MF$2.25 


TURCHI, I. J. 
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Rearrangement. 
AD-781 423/9GI 
TURCHI, PETER J. 

Spherical Implosion of Thick Liners with Compressi- 


bility and Plasma Loss. 
AD-774 483/2GI 74-08 201 PC$3.75/MF$2.25 
TURCHIN, V. F. 


Numerical Experiments on Inversion of Scattering 
Index by the Method of Statistical Regularization. 
N74-20172/4GI 74-14 12A PC$3.25/MF$2.25 


TURCHINA, V. 
Investigations of ——— Rheology «us Applied to 


Elastohydrodynamic Lubrication. 
N74-16144/9GI 74-10 11H PC$S.75/MF$2.25 
TURCHINSKAYA, E. P. 


The Investigation of Certain Thermoplastic Properties 
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AD-780 831/4GI 74-17 11E PC$3.25/MF$2.25 


TURCOTTE, D. L. 
Reprint: Convection in the Earth's Mantle. 
AD-776 852/6GI 74-11 8G Reprint 
Reprint: Frictional Heating of the Descending Litho- 


sphere. 
AD-775 195/1GI 74-09 8G Reprint 


74-18 7C Reprint 


TURLEY, D. M. 


TURCOTTE, RB. P. 
Concentrated Defects in Puo sub 2 . 
BNWL-SA-4803 74-08 11F PC$3.S0/MF$2.25 
Pseudophase Behavior i im the Epsilon —s iota Regions 


of the Praseodymium een tan 
COO-1109-71 PC$S.25/MP$2.25 


TURDYBEKOV, L. T. 


Structural Changes in Molybdenum Monocrystals 
under Laser Irradiation--Translation 


AD-778 692/4GI 4-14 EF PC$3.25/MF$2.25 
TUREK, J. E. 

G ic Arts Symbol Generating Hardware for a 

Ge Plotting System. 

AD-787 541/2GI 74-26 8B PC$4.25/MF$2.25 
TUREK, L. 


Device for Particle-Track Measurements on Bubble 

Chamber Films. 

INP-843 74-13 18D PC$4.25/MPS$2.25 
TUREKIAN, K. K. 


Comments Prepared for the Senate Commerce Com- 
mittee, Subcommittee on Oceans and Atmospheres. 


COO-3573-5 74-07 83 PC$3.00/MF$2.25 
Fate of Metals in Estuaries. 
COO-3573-6 74-07 8G PC$3.00/MF$2.25 


Trace Elements in Natural Waters. Annual Progress 
Report, July 1, 1973--June 30, 1974. 
COO-3573-8 74-26 8H PC$11.50/MF$2.25 


TUREKIAN, KARL K. 


Uranium and Thorium Decay Series Nuclide 
Abundances in Marine Plankton. 
AD-773 626/7GI 74-07 8A PC$4.75/MF$2.25 


TURGANBAEYV, A. T. 
Esophageal Cancer Recurrence after Radiation 


Therapy, 

PB-236 947-T/GI 74-26 6R PC$3.25/MP$2.25 
TURGAY, H. M. 

Influence of Cycle Frequency on Composite Fatigue 

Reliability, 

AD-783 228/0GI 74-20 11D PC$3.75/MPF$2.25 


TURGAY, HALDUN M. 


— = Initiation in a Boron Epoxy Plate with a 


AD-780 106/1GI 74-16 11D PC$4.25/MF$2.25 
TURINSKY, P. J. 

Optical Model Calculations at Rensselaer Polytechnic 

Institute. 

COO-3058-49 74-18 20H PC$4.50/MF$2.25 
TURK, J. 8. 

Optical Radiation from the Crab 


Pulsar. 
N74-28307/8GI 74-20 3A PC$3.75/MF$2.25 
TURK, LAWRENCE A. 


Reprint: Phonon Scattering by Impurity Platelet 
Precipitates in Diamond. 
AD-782 403/0GI 74-19 20L Reprint 


TURKAL, DONAL L. 


Revitalization of the American Merchant Marine. 
AD-775 $70/SGI 74-09 13) PC$3.75/MF$2.25 


TURKEVICH, A. 
Post-Mission Data Analysis of Surveyor Mission 


Chemical Data. 

N73-33802/2GI 74-02 3B PC$3.25/MF$2.25 

Technical Progress Report on Nuclear Chemistry 

Research. 

COO-1167-31 74-12 20H PC$3.25/MF$2.25 
TURKEVICH, J. 

Annual Progress Report, paw A 1973--May 31, 1974. 

TID-26606 4-22 7D PC$4.00/MF$2.25 


Annual Progress Report, yi 1, 1972—-June 30, 1973. 
COO-3029-7 74-04 7D PC$3.00/MPS$2.25 


Electron Spin Relaxation in Copper Tutton Salts as 
Polarization. 


Studied by Dynamic 
NYO-1158-42 74-26 7D PC$S5.75S/MF$2.25 
Interaction of Colloidal Particles with Surfaces of 
Biological Significance. 
COO-3029-8 7402 7D PC$3.00/MF$2.25 
Study of Rare Earth Zeolites. 
COO-3029-9 7402 7D PC$3.00/MFS$2.25 
TURKIEWICZ, J. 


E Distributions of alpha Particles Emitted in the 
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INR-1 7406 20H PC$3.00/MFS2.25 
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TURLEY, D. M. 


Strain Distributions and Dislocation _ Pobeareetane 
Beneath Abraded Surfaces of 70/30 Bra 
N74-21542/7GI 74-15 20L PCs3. 25/MF$2.25 


TURMAN, BOBBY N. 
Feasibility of Colloid Core Nuclear Reactor for Rocket 


AD-776 767/6G1 74-11 21F PC$4.75/MF$2.25 


Gas Injection System for Dust Core Reactor. 
PATENT-3 730 834 74-06 18] Not available NTIS 


Particle Density Control System for Colloid Core 


Nuclear Reactor. 

PATENT-3 724 484. 74-07 18] Not available NTIS 
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PAT-APPL-375 241 74-14 7D PC$3.25/MF$2.25 
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Military Applications of Speech Understanding 

Systems, 

787 394/6G1 74-26 17B PC$S.75/MF$2.25 

TURN, REIN 


Computers in the 1980s -- Trends in Hardware 


a. 
AD-783 323/9G1 74-20 9B PC$3.25/MF$2.25 


Information Processing/Data Automation Implications 
of Air Force Command and Control Requirements in 
the 1980S (CCIP-85). Volume V. Technology Trends: 


Hardware. 
AD-907 626/6GI 74-15 17B PC$8.75/MF$2.25 
Remarks on the Instrumentation of Databank Systems 


for Data Security, 
AD-781 844/6GI 74-18 9B PC$3.25/MF$2.25 


Speech as a Man-Computer Communication Channel, 


AD-783 319/7GI 74-20 17B PC$3.25/MF$2.25 
Toward Data Security Engineering, 
AD-781 843/8G1 74-18 9B PC$3.75/MF$2.25 


The Use of Speech for Man-Computer Communica- 


tion. 
AD-777 062/1GI 74-12 17B  PC$3.75/MF$2.25 
TURNAGE, G. W. 


Prediction of Aircraft Ground Performance by Evalua- 
tion of Ground Vehicle Rut Depths. 
AD-775 744/6G1 74-10 1C PC$S5.75/MF$2.25 


TURNAGE, GERALD W. 


Measuring Soil Properties in Vehicle Mobility 
Research. Report 6. Resistance of Coarse-Grained 
Soils to High-' = Penetration. 

AD-781 991/5G 74-19 8M PC$5.25/MF$2.25 


TURNAGE, J.C. 


Collection of Papers Presented at the Nuclear Utilities 


Planning Methods Sagoo. Chattanooga, Tennes- 
see, January 16--18, | 
ORNL-TM-4443 a1 10B PC$34.75/MF$2.25 


Power on & Simulation and — Models for 


uclear Refusling Cycle: 
CONF- a11301 74-12 18 PC$4.25/MF$2.25 
TURNAGE, J. E. 


Flame Detector Operable in Presence of Proton Radia- 


tion. 

PATENT-3 825 760 74-24 14B Not available NTIS 
TURNAGE, W. T. 

Update of the Data Handling System Studies and Con- 

sulation 


AD-913 552/6GI 74-14 17B  PC$7.25/MF$2.25 
TURNAGE, W. TOM 


Feasibility Demonstration of Fiber Optics as Applied 
to the SOSTEL (Solid State Electric Logic) Data Haa- 


dling System. 

AD-783 918/6GI 74-21 17B PC$6.25/MF$2.25 
TURNBULL, D. 

- tic Properties of Amorphous Alloys: I. Co-P, II. 

AD-774 716/SGI 74-08 11F PC$3.75/MF$2.25 

Phase Separation in Ge-GeO2 Glasses. 

AD-781 718/2GI 74-18 7D PC$3.25/MF$2.25 


— Crystallization of Amorphous Selenium Films. 


” Kinetics. 
AD. 247, 74-13 20L Reprint 


Rerriat: le of Amorphous Selenium Films. 


Il. Photo and Impurity Effects. 
AD-787 000/9GI 74-25 20L Reprint 


TURNBULL, DAVID 


Studies on the Transformations, Thermal Behavior and 
Structure of Amorphous Materials: Covalently Bound 


and M 
AD-771 3$9/7G1 74-04 20L PC$3.25/MF$2.25 
TURNBULL, KENNETH J. 


The Effects of Herbicides ia South Vietnam. Part B. 
ea. Studies of the Inland Forests of 
South Vietnam and the Effects of Herbicides Upon 


those Forests, 
AD-779 029/8GI 74-15 6F PC$8.50/MF$2.25 
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TURNBULL, LAWRENCE S. 


Determination of Seismic Source Parameters from 
Long-Period Teleseismic Waves. 
AD-784 898/9GI 74-23, 173 ~PC$S.25/MF$2.25 


TURNBULL, LAWRENCE S. JR. 
Determination of Seismic Source Parameters from 
Frequency Dependent Rayleigh and Love Wave Radia- 
AD-778 996/9GI 74-15 173 PC$7.00/MF$2.25 


Interpretation of Strong-Motion Earthquake Accelero- 
grams: The Bear Valley Event of 1973. 
AD-785 418/SGI 74-23 173 PC$4.25/MF$2.25 


Interpretation ¢ Strong-Motion Earthquake Accelero- 
grams U a Moving Dislocation Model. 
AD-773 323/1GI 74-07 173 PC$4.25/MF$2.25 


TURNER, ALBERT J. 


SIMPL-T: A Structured Programming 
AD-778 668/4GI 74-14 3 pose o$4.75/MFS2: 25 


TURNER, ALLEN C. 


- t of a Proposed Reservoir on Local Land 
ues. 
PB-224 982/9GI 74-01 13B PC$S.25/MF$2.25 


TURNER, ANTHONY G. 
Juvenile Detention and Correctional Facility, Census 


74-02 SK Mag Tape $97.50;Foreign $122.50 


National Jail Census - 1970, 
PB-224 905/0GI 
74-02 SK Mag tape $97.50;Foreign $122.50 


TURNER, ARTHUR R. 


Report and Bibliography on the Delivery of Health 
Care with Special Emphasis on Utilization Review. 
PB-225 136/1GI 74-02 6E PC$5.75/MF$2.25 


TURNER, B. N. 
Habitats of Small Mammals at Whiteshell Nuclear 


Research Establishment. 
AECL-3956 74-16 6F PC$6.00/MF$2.25 
TURNER, CHARLES LAMAR 


Metal Carbide Spherules Encapsulted within a 
Cc Shell. 


Pyrolytic Carbon 
PATENT-3 799 790 74-23 183 Not available NTIS 
TURNER, CHARLES W. 


Means for Generating (A Source of) Surface and Bulk 
Elastic Waves. 
PATENT-3 673 474 74-02 9A Not available NTIS 


TURNER, CLARENCE D. 
Summary Report on Magnetic Bubble Material Radia- 


tion Hardness Study 
AD-784 792/4GI 74-23, 20L =PC$3.25/MF$2.25 
TURNER, D. B. 


Users Network for Applied Modeling of Air Pollution 
(UNAMAP). 
PB-229 771/1GI 
74-11 13B Mag Tape $175.00;Foreign $219.00 
TURNER, DENNIS J. 


FBOS - Foreground/Background Operating Syste 
AD-778 170/1GI 74-13 9B PCS$4. 23/MFS2. 25 


TURNER, E. 


Maritime Mobile Digital Selective Calling. (Equipment 
Development and Operational Test). 
COM-74-11008/1GI 74-15 17B PC$S.75/MF$2.25 


TURNER, F. J. 
Petrographic and Crystallographic Study of Silicate 
74-17 3B PC$4.25/MF$2.25 


TURNER, G. D. 


Method of Sampling Certain Probability Densities 
Without Inversion of Their Distribution Functions. 


LA-S407-MS : 74-06 12A PC$4.00/MF$2.25 
TURNER, HUMPHREYS T. 

A Loading History Study of Selected Highway Bridges 

in Louisiana. 

PB-224 924/1GI 74-02 13B PC$4.75/MF$2.25 
TURNER, J. E. 

Isodata: A Computer Program for Calculating Isodata 

Contours. 

ORNL-TM-4296 74-14 18G PC$3.00/MF$2.25 


Microscopic Descri 
sue by Pion BEAMS. 
CONF-730952-7 


TURNER, JACK S. 


Repriat: On the Integrability of the Toda Lattice. 
AD-777 326/0GI 74-12 203 Reprint 


= JAMES W. 


eciprocably Latched Canopy Release. 
PATENTS 656211 74-03 1C Not available NTIS 


TURNER, JEFFERY H. 
EN-1i18A Printer/Processor Photographic Film. 


of Energy Deposition in Tis- 
74-09 6R PC$3.00/MF$2.25 


AD-784 464/0GI 74-22, 14E PC$3.25/MF$2.25 
TURNER, L. R. 


Direct Calculation of Magnetic Fields in the Presence 
of Iron, as Applied to the Computer Program Gfun. 
RL-73-102 74-06 20L PC$3.00/MF$2.25 


TURNER, LOUIE 


Aircraft Taxiing Noise Measurements. 
AD-787 235/1GI 74-26 1C PC$S.75/MF$2.25 


TURNER, M. D. 


Methyl Mercury in Populations Eating Large Quanti- 
ties of Marine Fish. I. Northern Peru. 
CONF-740505-2 74-22 6T PC$4.25/MF$2.25 


TURNER, M. J. 
Feasibility Study of an Integrated Program for 


Aerospace Vehicle Design (Ipad) . Volume 2: The 

Design Process. 

N74-28516/4GI 74-22 22B PC$8.75/MF$2.25 
TURNER, P. C. 

Phase-Sensitive Lvdt Transducer Testing System. 

Y-1936 74-15 14B PC$4.00/MF$2.25 
TURNER, P. W. 

Filler-Wire Feeder and Positioner for Electron-Beam 

Welding. 

Y-1932 74-13 131 PC$4.00/MF$2.25 

Joining of Uranium Alloys. 

Y-DA-5333 74-14 11F PC$5.50/MF$2.25 
TURNER, R.A 


Fuel Densification Report. 
BAW-10055(Rev.1) 74-02 18) PC$7.S0/MF$2.25 


TURNER, R. E. 
A General Form of the CO-Moving Tensorial Deriva- 
tive. 
N74-22252/2G1 74-17 12A PC$3.75/MF$2.25 
Information Extraction Techniques for Multispectral 
Scanner Data. 
N74-16060/7GI 74-10 9B PC$7.00/MF$2.25 


Radiative Transfer in Real Atmospheres. 
N74-31873/4GI 74-25 4A PC$5.25/MF$2.25 


TURNER, R. F. 


Htgr Fuel Performance in the Peach Bottom Reactor. 
GULF-GA-A-12675 74-13 18E PC$5.S0/MF$2.25 


TURNER, R. G. 


Al/Water Shock Tube Experiments at Awre, Foulness 
Since January 1972. r 
FPR-1-74 74-16 19D PC$3.25/MF$2.25 


Reprint: Backscattering of Sound from the Ocean 
Volume Between Vancouver Island and Hawaii. 
AD-771 269/8GI 74-04 8] Not available NTIS 


Reprint: Seasonal, Geographical, and Spectral Depen- 
yr andl of Volume Scattering Strength in the Gulf of 
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AD-780 156/6GI 74-16 20A Not available NTIS 


Uo sub 2 /Sodium Thermal Interaction Experiments at 

a.W.R.E. Foulness Since January 1972. 

FPR-2-74 74-16 181 PC$3.S0/MF$2.25 
TURNER, R. J. 


Reprint: Factors Affecting the Muscle Depolarization 
Due to ‘Conus achatinus’ Toxin. 


AD-784 727/0GI 74-22 60 Not available NTIS 
TURNER, RAYMOND M. 
Dynamics of Distribution and Density of 


ne and other Arid-Land Plant Communi- 


E74-10105 
TURNER, S. E. 


Plutonium-238 Production in Commercial Water Reac- 
tors Experimental and A ical Program. Annual Re- 
port for Fiscal Year 1973. 


74-05 8F PC$3.25/MF$2.25 


SNE-129 7408 18B PC$5.45/MF$2.25 
TURNER, T. J. 

Atomic Mobility in Solids. Final Progress 

ORO-2413-27 7404 20L Poss. S/MFS2. 25 


TURNER, THEODORE L. 


Process for Producing Alumina by Decomposition of 
Aluminum Nitrate Nonahydrate. 
PAT-APPL-474 997 74-22 81 PC$3.25/MF$2.25 


TURNER, WARREN 8. 


Reprint: Rapid Transmission Loss in Vacuum UI- 
traviolet Irradiated Suprasil W. 
AD-771 536/0GI 74-04 20F Reprint 


TURNER, WILLIAM R. 

Distribution and Relative Abundance of Fishes in 

Newport River, North Carolina. 

COM-74-50021/6GI 

74-05 6C PC-GPO/MF$2.25-NTIS 

TURNOCK, R. K. 

Accumulation and Release of Tritium in Pressurized 

Water Reactors. 

PB-226 323/4GI 74-05 18G PC$6.25/MF$2.25 


TUROVTSEVA, L. 8. 
Numerical Experiments on Inversion of pot, Restucing 


Index by the Method of Sere R 
N74-20172/4GI 74-14 oA bess 25/M .25/MF$2.25 
TUROWSKI, P. 


Heat Transfer to Liquid Helium in Vertical Cooling 

Channels with Constant and Pulsed Heat Flow. 

KFK-1958 74-26 20M PC$4.25/MF$2.25 
TURPENING, ROGER M. 


Seismic Studies. Part Il. Discrimination of Shell Burst 
from Weapon Recoil. 
AD-782 761/1GI 74-20 19D PC$4.25/MF$2.25 


TURRO, NICHOLAS J. 


Reprint: A Novel Fluorescent Probe. Use of Time-Cor- 
related Fluorescence to Explore the Properties of 
Micelle-Forming Detergent. 

AD-772 331/SGI 74-05 7D Reprint 


Reprint: Tetramethyl-1,2-Dioxetane. Simple Procedures 
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sorbed Dose of X--and Gamma-Rays in a Target Slab. 
PB-225 098/3GI 74-02 6R PC$3.25/MF$2.25 


Resolvent of Milne’S Integral Equation for a Spherical 
slam Scattering Medium. Technical Report No. 


USC-113P-54 74-25 12A PC$4.00/MF$2.25 


Sobolev's Phi-Function of Radiative Transfer in Planar 

and Spherical Scattering Media. 

PB-233 970/3GI 74-19 12A PC$3.75/MF$2.25 
UENO, SEUO 


Invariant Imbedding and Radiation Dosimetry: IX. In- 
verse Problem of Determining a Plane Source in a 
Finite Isotropically Scattering Target Slab. 

PB-234 489/3GI 74-23 6R PC$3.25/MF$2.25 


On the Resolvent of Milne’s Integral Equation for a 

Spherical Isotropically Scattering Medium. 

PB-234 415/8GI 74-23 12A_ PC$3.25/MF$2.25 
UENO, SUEO 


Generalized Sobolev's Phi Function for the Resolvent 


of a Milne-Type Integral Equation with a Degenerate 
Kernel. 


PB-235 418/1GI 74-22 12A_ PC$3.25/MF$2.25 


Scattering and Transmission Matrices of Partially 

Polarized Radiation in a Rayleigh Atmosphere 

Bounded by a Specular Reflector. 

PB-229 338/9GI 7409 20F PC$3.25/MF$2.25 
UEUNTEN, ROBERT H. 


Development of the MESA Spectroscopy Experiment. 
AD-774 565/6GI 74-08 7D PC$3.75/MF$2.25 


UFIMTSEV, A. M. 
Investigation of the Asynchronous Mode of TVF-200-2 
Generator--Translation. 
AD-787 335/9GI 74-26 10B PC$3.25/MF$2.25 
UFIMTSEV, G. V. 


Quadrimpulse Flyback with Reversion. 
N74-33288/3GI 74-26 22C PCS3. 75/MF$2.25 


UGALDE, R.A. 
Labeling of Gram-Negative Bacterial Strains with 
Radioiodine-131. 
CNEA-344 
UGASTE, YU. E. 
Investigation of Mutual Diffusion in Nickel-Tungsten 


and Palladium-Tungsten Systems--Translation 
IPRS-60622 74-04 11F PC$3.25/MF$2.25 


UGAZ, E. 
Fundamental Lengths in the Dispersion Relation for 


Light. 
ORO-3992-83 
UGEL, SANDRA F. 


The State of Urban Mass Transportation Research, 
Development, and Demonstration. Volume III: Bus 
Transit. 

PB-229 441/1GI 74-10 13B PC$4.75/MF$2.25 


The State of Urban Mass Transportation Research, 


} nate pa and Demonstration. Volume IV: Rail 


PB-229 442/9GI 74-10 13B PC$6.25/MF$2.25 


The State of Urban Mass Transportation Research, 

Development, and Demonstration. Volume V: New 

Systems. 

PB-229 443/7GI1 74-10 13B PC$S.25/MF$2.25 
UGLOV, A. A. 


The Effect of a Q-Switched Laser Pulse on Steel-- 
Translation. 

AD-778 698/1GI 74-14 11F PC$3.25/MF$2.25 
On Certain Effects Accompanying the Action of a 


Focused Q-Switched Laser Pulse on Steel--Transiation. 
AD-778 699/9GI 74-14 11F PC$3.25/MF$2.25 


74-02 6M PC$3.00/MF$2.25 


74-02 20) PC$3.00/MF$2.25 


UGLOW, R.R. 


Background Information on the Heat Exchange 

System for Cip/Cup: Structural Details and Main- 

tenance History of the K-31 and K-33 Cooling Towers. 

K-GD-505(Pt.5) 74-23 18B PC$4.75/MF$2.25 
UGRYUMOVA, M. A. 


A Ferroelectric--Translation. 


AD-776 097/8GI 74-10 20L PC$3.25/MF$2.25 
UHLIG, G. F. 

Reprint: Oxidation of Na2SO4 Coated Ni-20Cr-2ThO2. 

AD-786 245/1GI 74-24 11F Reprint 


UHLIG, GEORGE F. 


Hot Corrosion of Metals, Alloys and Ceramics. 
AD-769 340/1GI 74-01 11F PC$3.25/MF$2.25 


UHLIG, H. H. 


Reprint: Effect of Applied Potential and Surface Dis- 
solution on the Creep Behavior of Copper. 
AD-784 614/0GI 74-22 11F Reprint 


UHLMANN, A. 


Unitarily Invariant Convex Functions on the State 
Space of Type I and Type III von Neumann Algebras. 
JINR-E2-7987 74-25 203 PC$4.00/MF$2.25 


UHLMANN, D. R. 


Plasticization of Carbon Fibers. 
AD-770 567/6GI 74-02 IIE PC$3.25/MF$2.25 


UHR, LEONARD 


The Description of Scenes Over Time and Space. 
PB-231 803/8GI 74-14 9B PC$3.75/MF$2.25 


Flexible Pattern Recognizers are Also Concept For- 


mers. 
PB-231 790/7GI 74-13 9B PC$3.75/MF$2.25 


Recognizing, Understanding, Deciding Whether to 
Obey, and Executing Commands, 
PB-231 801/2GI 74-15 9B PC$3.75/MF$2.25 


UHBRIG, EDWARD O. 


Automatic Confidence Test for ECM Repeater. 
PATENT-3 706 994 74-07 17D Not available NTIS 


UBRIG, JEROME W. 
Helicopter UHF Antenna System for Satellite Commu- 
nications. 
PATENT-3 701 157 74-06 9E Not available NTIS 


Space Diversity Antenna System for UHF Satellite 
Communications for Helicopters. 
PATENT-3 702 479 74-07 9E Not available NTIS 


UHBRIN, ROBERT 
Preparation and Single Crystal Growth of LiYF4 Laser 
Materials. 
AD-775 211/6GI 
UKAI, K. 


Polarization of Recoil Protons in eta-Meson 
Photoproduction at 890 Mev. 
INS-J-143 74-16 20H PC$S5.25/MF$2.25 


UKELES, RAVENNA 


Reprint: Continuous Culture - A Method for the 

Production of Unicellular Algal Foods. 

COM-74-10072/8GI 74-04 6C Reprint 
UKHIN, N. A. 


Investigation of ee Devices in Linear 
Electron Accelerators--Translatio: 
AD-773 504/6GI 74-07 9A PC$3.25/MF$2.25 


UKHIN, V. M. 


Study of the Operative Rest State in Man. 
N74-21739/9GI 74-17 68 PCS3. 25/MF$2.25 


UKHOLINA, R. 8. 

The Production of Antitumor Antibiotic — 

by a Culture of Actinomadura carminata 5) 

PB-225 507-T/GI 74-04 60 PCSS. 2S/MFS2. 25 
UKRAINETZ, P. R. 

Reprint: Indirect Measurement of Operational Bulk 

Modulus. 

AD-770 778/9GI 74-03 11H Not available NTIS 
UKRAINTSEV, N. A. 


Experience in Manufacture of E-2505 vend E-1252BS 

Excavators in Northern Version--Transla' 

AD-770 963/7GI 7403 = 13C PCS32 25/MF$2.25 
ULABY, F. T. 

Kansas Environmental and Resource Study: A Great 

Plains Model. 

E74-10229 74-07 8F PC$4.25/MF$2.25 
ULABY, FAWWAZ T. 


Ground Pattern Analysis in the Great Plains. 
74-18 8B PC$3.25/MF$2.25 


74-09 20E PC$3.75/MF$2.25 


E74-10595 
ULANDER, E. 
Thule Gcophysical Observatory. Magnetic Results, 
1967. 
N74-20992/SGI 74-15 8N PC$4.25/MF$2.25 


ULRICH, D. R. 


ULANOV, E. A. 
Algorithm of Operator Activities in Process of Target 
Classification on Radar Scope, 
IPRS-61303 74-10 171 + PC$3.25/MF$2.25 
ULANOVSKILL, I. B. 
Corrosion in Narrow Gaps of Copper-Alloyed Stainless 
Steels--Translation. 
AD-778 385/SGI 74-14 11F PC$3.25/MF$2.25 


ULE, LOUIS A. 


A Study of the Influences of Solid-State Electrical Dis- 
tribution on Aircraft Power Generation. 
AD-772 763/9GI 74-06 10B PC$4.75/MF$2.25 


A Study of the Influences of Solid-State Electrical Dis- 
tribution on Aircraft Power Generation. 


AD-772 771/2GI 74-06 10B PC$7.00/MF$2.25 
ULEN, E. 

Digital-Frequency Method. 

RFP-Trans-142 74-11 112A  PC$S.75/MF$2.25 


ULERY, H. H. JR. 


Comparative Performance of Structural Layers in 
Pavement Systems. Volume I. Design, Construction, 
and Behavior under Traffic of Pavement Test Sections. 
AD-785 024/1GI 74-23 13B PC$8.50/MF$2.25 


ULERY, HARRY H. JR. 


Development of Minimum ae Requirements 
for C-SA and Other Aircraft Loadin, 
AD-771 174/0GI 74-04 iE. *Pcss. 75/MF$2.25 


ULINICH, F. R. 
Passage of Current through Boundary Layers--Transla- 


tion. 
AD-775 138/1GI 74-09 201 PC$3.25/MF$2.25 
ULITCHNY, M.G. 


Evaluation of Graphite Composite Materials for 
Bearingless Helicopter Rotor Application. 
N74-21656/SGI 74-17 11D PC$3.75/MF$2.25 


ULITOVSKIHI, B. A. 


Diagnostics of Truck and Tractor Diesel Engines-- 
Translation. 
AD-769 643/8GI 7401 ISE PC$7.00/MF$2.25 


ULKEN, D. 


Nuclear Ship Propulsion in the Federal Republic of 
Germany. 
GKSS-74/E/21 74-25 18N PC$4.25/MF$2.25 


ULKUCU, AYDIN 


Bilinear Programming: An Exact Algorithm 
AD-772 109/SGI 7405 12B PC$3. ‘1S/MF$2. 25 


ULLALAND, S. 


Morphology and Fine Time Structure of an Early- 
Morning Electron Precipitation Event. 
N74-12171/6GI1 7406 4A PC$3.75/MF$2.25 


ULLMAIER, H. 
Flux Lines in Type II Superconductors. 


JUL-958-FF 74-04 20L PC$11.50/MF$2.25 

Flux Lines in Type 2 Superconductors. 

N74-17471/5GI 74-11 20L PC$7.00/MF$2.25 
ULLMAN, D. G. 


Effectiveness Evaluation of STOL Transport Opera- 

tions (Phase 2). 

N74-21660/7GI 74-17 1C PC$7.25/MF$2.25 
ULLRICH, D. 


Production and Properties of Planar X-Band Guan Ele- 
meats. 
N74-30568/1GI 


ULLRICH, 8. 
Investigation of Pion-Induced Nuclear Reactions by 
Means of Spectroscopy of the Resulting gamma Quan- 
ta. 
NP-19869 
ULLSCHMIED, J. 


Effect of Trapped Beam Electrons on Nonlinear 
Beam-Plasma Interaction. 
N74-17447/SGI 74-11 201 + PC$4.25/MF$2.25 


ULMANN, R. 
Inhibition of Sprouting in Potatoes by Iradiation in the 
Netherlands: Economic and Commercial Aspects. 
EURISOTOP-S8 7402 GR PC$3.75/MFS$2.25 
ULMER, NANCY S. 
Physical, Chemical and Microbiological Methods of 
Solid Waste Testing - Four Additional Procedures. 
PB-231 203/1GI 74-12 7D PC$4.25/MFS$2.25 
ULMER, ROBERT G. 


Evaluation of the New England Organized Crime Intel- 
ligence System (NEOCIS). 


74-24 9A PC$S.25/MF$2.25 


74-06 20H PC$4.25/MF$2.25 


PB-226 481/0GI 7405 SK PC$7.50/MFS$2.25 
ULRICH, A. J. 

Nuclear Thermionic Converters for Space Pow: 

ANL-6758 74-11 18N PC$4. SOM FS2. 25 
ULRICH, D. R. 


Crystal Growth in Fused Solvent Systems. 


PA-1135 





ULRICH, D. R. 


N73-32587/0GI 74-02 20B PC$7.00/MF$2.25 
Study of Recrystallization and Devitrification of Lunar 


Glass. 
N74-27040/6G1 74-20 3B PC$4.25/MF$2.25 
ULRICH, FRANKLIN P. 


United States Earthquakes - 1948, 
COM-74-10095/9GI 74-05 8K PC$4.25/MF$2.25 


United States Earthquakes - 1949, 

COM-74-10089/2GI 74-05 8K PC$4.25/MF$2.25 
ULRICH, JEANNE T. 

Documentation of PROP E, A Computer Program for 

the Propagation of High-Power Laser Beams through 


Absorbing Media 
AD-781 647/3GI_ 74-18 20F PC$4.25/MF$2.25 
ULRICH, KEITH A. 


Should Cost: Guidelines for the Selection of Team 
Members. 
AD-772 986/6GI 


ULRICH, PETER B. 


Documentation of PROP E, A Computer Program for 
the Propagation of High-Power Laser Beams through 


A 
74-18 20F PC$4.25/MF$2.25 


74-06 SA PC$5.75/MF$2.25 


bsorbing Media. 
AD-781 647/3G1 
PROP-I: An Efficient Implicit Algorithm for Calculat- 
ing Nonlinear Scalar Wave Propagation in the Fresnel 


Approximation. 
AD-781 877/6GI 74-18 20F PC$4.25/MF$2.25 


ULRICH, R. R. 


Fiber Optic Seals: Improved Seal Assemblies and In- 
spection Equipment for Field Use in International 
Safeguards and Arms Control Applications. 

AD-785 540/6GI 74-23 ILA PC$3.75/MF$2.25 


ULRICH, ROGER E. 


The Experimental Analysis of Aggression. 

AD-776 666/0GI 74-11 SJ} PC$4.75/MF$2.25 
ULRICH, W.C. 

Designing Packages for Shipments of Solutions Con- 


taining exp 239 Pu and exp 233 U. 
CONF-740901-4 74-24 18F PC$4.00/MF$2.25 


Pressurized Aqueous Combustion of alpha-Con- 
taminated Waste. Final Program Status Report. 
ORNL-TM-4366 74-07 18G PC$4.50/MF$2.25 


ULRICH, WESLEY D. 


A Range-Gated Pulse-Echo Ultrasonic a for De- 
tection of Bubbles in Decompression Sic! 
AD-787 493/6GI 74-26 6L Pessa TS/MPS2. 25 


ULRIKSON, G. U. 


Materials Information Services of the Environmental 
Information System Office and the Toxic Materials In- 


formation Center. 
* CONF-740424-3 74-20 SB PC$4.00/MF$2.25 


ULSES, ROBERT J. 
Time Management of Training and Maintenance 
Obligations in a Marine Corps Command. 
AD-787 445/6GI 74-26 SI PC$S5.75/MF$2.25 
ULSETH, J. A 


Ebr-II Dosimetry Test (Reactor Runs 50G and 50H). 
HEDL-TME-73-62 74-08 18K PC$5.45/MF$2.25 


Neutron Dosimetry for Fast Reactor Experiment. 
HEDL-SA-430 74-14 18E PC$4.50/MF$2.25 


ULSH, RB. C. 


Reprint: Bethe Surface and Inelastic and Elastic Dif- 
ferential Cross Sections for Helium Obtained by Use 
of 25-keV Incident Electrons. 

AD-782 463/4GI 74-19 7D Reprint 


Reprint: Bethe Surface, Elastic and Inelastic Dif- 
ferential Cross Sections, Compton Profile, and Binding 
Effects for Hydrogen Obtained by Electron Scattering 
with 25 keV Incident Electrons. 

AD-782 460/0GI 74-19 7D Reprint 


Reprint: Observation of the Compton Modified Band 
for the Scattering of keV Electrons by H2, He, Ne, 


and Ar. 

AD-770 678/1GI r 74-03 7D Reprint 
ULSTAD, M. S. 

Objective Methods for Locating the Center of Tropical 

Storms. 

AD-780 772/0GI 74-17 4B PC$3.75/MF$2.25 


ULTMANN, J. E. 


Staging Laparotomy in Non-Hodgkin'S Lymphomas. 
FMI-1000-529 74-25 6E PC$4.50/MF$2.25 


ULWICK, J.C. 


Reprint: lon Composition in an IBC Class II Aurora 1. 
Measurements. 
AD-782 745/4GI 74-20 4A Reprint 


Reprint: Rocket-Borne Radiometric Measurements of 
OH in the Auroral Zone. 


AD-772 246/SGI 74-05 4A Reprint 
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ULWICK, JAMES C. 


High Altitude Effects Simulation (HAES) Program. 
Report No. 1. Rocket Launch of a SWIR Spectrometer 
into an Aurora (ICECAP 72). 

AD-780 620/1GI 74-17 4A PC$4.25/MF$2.25 


ULYANOV, B.N. 


Multilayer Tube--Translation. 
AD-770 475/2GI 74-02 


ULYANOV, N. A 


Scrapers (Skrepery), 
PB-231 515-T/GI 


Scrapers (Skrepery), 
PB-231 518-T/GI 


ULYBIN, V. B. 


The Effect of Dispersion in the Processes of Linear 
Pyrolysis and Combustion of Polymers--Translation. 
AD-770 457/0GI 74-02 7D PC$3.25/MF$2.25 


ULYBIN, V. P. 


Change in the Magnitude of the Seismic Effect of 
Quarry Blasts as a Function of Various Factors-- 
Translation. 

AD-786 108/1GI 


UMANSKII, S. V. 


Set-Up for Calibrating Airborne Instruments and 
Laboratory Simulation of Flow around Models by 
Diluted Plasma--Translation. 

AD-777 263/SGI 74-12 4A  PC$3.25/MF$2.25 


UMANSKIY, S. P. 


High Altitude and Space Suits. 
N74-15797/SGI 74-10 6K PC$12.00/MF$2.25 


UMBARGER, C 


Studies on Sorting and Characterization of Plutonium 
Process and Room-Generated Wastes. 
LA-UR-74-631 74-18 18G PC$4.00/MF$2.25 


UMBARGER, C. J. 


Detection of the Stable Isotopes of Carbon Using a 3- 
Mv van de Graaff and the Application to Environmer.- 
tal and Biological Studies. 

LA-UR-73-1615 74-11 7D PC$3.00/MF$2.25 


Nda Measurement of Low-Level U and Pu Waste. 

LA-UR-74-913 74-22 18G PC$4.00/MF$2.25 
UMIASTOWSKI, K. 

Monte-Carlo Programs for the Calculation of gamma-- 

Photons Transport Through Inhomogeneous Media. 

ITJ-17 74-06 20H PC$5.00/MF$2.25 
UMINA, ANTHONY P. 

Effect on Insect Survival, Rheological Characteristics, 

and Baking Properties of Flour Canned in Air or in 

Nitrogen Atmospheres. 

AD-778 222/0GI 74-13 6H PC$3.25/MF$2.25 

Method for Preparing Storage-Stable Bakery Products 

Within Hermetically Sealed Containers. 

PATENT-3 718 483 74-20 6H Not available NTIS 
UMRIKAA, V. M. 


Diagnostic Value of Allergic Tests during Chronic Bac- 


terial Dysentery--Translation 
AD-773 279/SGI 74-07 6E PCS3. 25/MF$2.25 


UN, C.K. 


Speech Digitization by LPC Estimation Techniques. 
AD-785 738/6GI 74-24 17B_ PC$S.75/MF$2.25 


UNAL, B. C. 


Reprint: Theory of Nucleon-Nucleon Scattering. 
AD-780 391/9GI 74-16 20H Reprint 


UNAR, M. 


Reprint: A Review of the Indonesian Shrimp Fishery 

and Its Present Developments. 

COM-74-50189-01-05/GI 
74-09 6C 


UNBEHAUEN, H. 
“*On-Line’’-Identification Methods: Evaluation of 


Literature and Review of the Methods. 
KFK-PDV-14 74-13 9B PC$6.25/MF$2.25 


UNCAPHER, KEITH W. 
A Research Program in the Field of Computer 


Technology. 
AD-784 135/6GI 


UNDERBRINK, A. G. 


Influence of Experimental End Points, Dose, Dose 
Rate, Neutron Energy, Nitrogen lons, Hypoxia, 
Chromosome Volume and Ploidy Level on Rbe in 
Tradescantia Stamen Hairs and Pollen. 

BNL-18266 74-07 6R PC$4.00/MF$2.25 


UNDERCOFFER, KENNETH E. 


Development and Evaluation of PG/SiC Codeposited 
Coatings for Rocket Nozzle Inserts. Volume I. Insert 
Test and Evaluation in High Performance Propellant 
Environments. 

AD-775 346/0GI 74-09 211 


13K PC$3.25/MF$2.25 


74-12 2C PC$3.25/MF$2.25 


74-13, 2C ~=PC$3.75/MF$2.25 


74-24 8G PC$3.25/MF$2.25 


(Order as COM-74-50189-01) 


74-22 9B PC$S.75/MF$2.25 


PCS$S.75/MF$2.25 





Development and Evaluation of PG/SiC Codeposited 
Coatings for Rocket Nozzle Inserts. Volume II. Vapor 
Desposition of Pyrolytic Graphite/Silicon Carbide 


Codeposited Coatings 
AD-769 286/6GI 11C =PC$4.75/MF$2.25 


UNDERHILL, A. E. 


Reprint: Temperature Dependence of Conductivity of 
Some Partly-Oxidised Platinum Complexes. 
AD-773 231/6GI 74-07 7B Reprint 


UNDERHILL, D. W. 


Semiannual Progress Report, January 1--June 30, 1973. 
COO-3019-8 74-21 18E PC$5.50/MF$2.25 


UNDERHILL, DAVID A. 


Structural Dynamic Properties of Tactical Missile 
Joints - Phase 3. 
AD-781 317/3GI 


UNDERSON, E. K. ERIC 


Environmental Assessment: Personal Observations of 

Shipboard Living, 

AD-770 622/9GI 74-03 SI PC$3.75/MF$2.25 
UNDERWOOD, BENTON J. 


Associative Interference and Recognition Memory 


"74-01 


74-18 16D PC$7.00/MF$2.25 


AD-770 $87/4GI 74-02 $3} PC$3.75/MF$2.25 
Associative Loss in Unlearning: An Alternative Ex- 
planation. 

AD-787 803/6GI 74-26 $3 PC$3.75/MF$2.25 


Contingent Associations and the Double-Function, 
Verbal-Discrimination Task. 
AD-787 583/4GI 74-26 $3 PC$3.25/MF$2.25 


Individual Differences as a Crucible in Theory Con- 
struction. 
AD-787 804/4GI 74-26 SJ PC$3.25/MF$2.25 


On the Independence of Attributes of Memory. 
AD-770 589/0GI 74-02 SJ PC$3.75/MF$2.25 


Recall of Massed and Distributed Items as a Function 
of the Number of Different Learning Cues. 
AD-770 588/2GI 74-02 SJ PC$3.75/MF$2.25 


Reprint: Further Evidence on the MP-DP Effect in 
Free-Recall Learning. 
AD-773 645/7G1 74-07 SJ Reprint 


Reprint: Recognition and Number of Incorrect Alterna- 
tives Presented during Learning. 
AD-773 646/SGI 74-07 5] Reprint 


Reprint: Retention of Verbal Discrimination Lists as a 
Function of Number of Prior Lists, Word Frequency, 
and Type of List. 

AD-770 372/1GI 74-02 53 Reprint 


Sources of Facilitation in Learning Conceptually Struc- 
tured Paired-Associate Lists. 
AD-787 596/6GI 74-26 SJ PC$3.25/MF$2.25 


UNDERWOOD, J. H. 


Fracture Toughness and Crack Growth Measurements 
with ‘C’ Shaped Specimens. 
AD-769 605/7GI 74-01 


UNDERWOOD, J. W. 
Space Trajectory Error Analysis Program (Steap) for 
Halo Orbit Missions. Volume 1: Analytic and User’S 
Manual. 
N74-26307/0GI 74-19 22C PC$7.25/MF$2.25 
Space Trajectory Error Analysis Program (Steap) for 


11F PC$3.75/MF$2.25 


Halo Orbit Missions. Volume 2: Programmer'S 
Manual. 
N74-26308/8GI 74-19 22C PC$8.S0/MF$2.25 


UNDERWOOD, M. C. P. 


A Preliminary Investigation into Lorry Tyre Noise, 
PB-226 060/2GI 74-04 13F PC$4.25/MF$2.25 


UNDERWOOD, PHILIP 


User's Guide to the SHORE Code, 
AD-781 619/2GI 74-18 20K PC$7.00/MF$2.25 


UNDERWOOD, PHILIP G. 
Material Properties Study. Volume 1. Response of 
Beryllium Structures to In-Depth Heating by Electron 
Beams. 
AD-774 S01/1GI 74-08 
UNDERWOOD, R. W. 


Skylab 2: Photographic Index and Scene Identification. 
N74-16110/0GI 74-10 14E PC$S.75/MF$2.25 


Skylab 3: Photographic Index and Scene Identification. 
N74-16061/SGI 74-10 14E PC$8.50/MF$2.25 


UNDERWOOD, RALPH 
Computer Graphics Research Project: Graphics Com- 
patibility System (GCS) Programmer's Reference 
Manual (Version 2.5). 
AD-779 211/2GI 74-15 9B 
UNDERWOOD, STEPHEN A. 
Visual Learning from Multiple Views. 
PB-232 361/6GI 74-15 9B PC$3.75/MF$2.25 
UNDERWOOD, WILLIAM E. 


Structural Descriptions, Transformational Rules, and 
Pattern Analysis. 


11F PC$6.25/MF$2.25 


PC$6.25/MF$2.25 








AD-778 411/9GI 
UNFRIED, HAPPY H. 
Fluidically Controlled Pneumatic to Mechanical Con- 


verters. 
PATENT-3 735 707 74-26 13G Not available NTIS 
UNG, MAN T. 


Observations on Some Commonly Used Parameter 
Identification Methods. 


74-14 9B PC$3.25/MF$2.25 


AD-783 225/6GI 74-20 6P PC$3.75/MF$2.25 

Recommended Requirements for the Universal Air- 

craft Flight Simulator/Trainer. 

AD-786 047/1GI 74-24 14B PC$3.75/MF$2.25 
UNGAR, E. E. 

Coal Cleaning Plant Noise and its Control. 

PB-235 852/1GI 74-23 81 PC$S.25/MF$2.25 

Noise in Rail Transit Cars: Incremental Costs of 

Quieter Cars. 

PB-234 992/6GI 74-22 13F PC$3.75/MF$2.25 


UNGAR, ERICK E. 


Truck Noise III-B: Acoustic and Performance Test 
Comparison of Initial Quieted Truck with Contempora- 
ry Production Trucks. 
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A Theoretical Photometric Function of Saturn'S Rings. 
N74-28319/3GI 74-20 3B PC$3.25/MF$2.25 


VACCA, JOSEPH B. 
Correlation of Plasma Volume and Body Weight in 


Dogs, 
AD-776 927/6GI 74-11 6P PC$3.25/MF$2.25 
Disappearance of Tri-, Di-, and Monoglycerides From 


the Circulation of Dogs. 
AD-771 935/4GI 74-05 6P PC$3.75/MF$2.25 
VACCARO, G. 


Burn-out Correlation for Once-Through L.M.F.B.R. 


Steam Generators. 
RT/ING-(74)8 74-24 18E PC$4.00/MF$2.25 


Experimental Study on Heat Seoe. in Long sub- 
Critical Once-Through Steam Generato 
RT/ING-(74)2 74-25 18E PCS4. 50/MF$2.25 


VACHANARATANA, MANOP 


Design on the Frequency Parameter Plane with Appli- 
cation to Roll Stabilization of Ship. 
AD-775 040/9GI 74-09 133 PC$S.25/MF$2.25 


VACHARAJITTIPHAN, P. 


Effect of In-Plane Deformation on Lateral Buckling. 
PB-236 098/0GI 74-25 13M PC$4.25/MF$2.25 


Flexural-Torsional Buckling of Curved Members. 
PB-235 063/S5GI 74-22 13M PC$3.75/MF$2.25 


Warping and Distortion at I-Section Joints. 

PB-236 097/2GI 74-26 13M PC$3.75/MF$2.25 
VACHIER, EDUARDO 

Reprint: The Roberts Syndrome. 


AD-780 147/SGI 74-16 6E Reprint 
VACHON, C. 

Sensitization to Metabolic and Cardiovascular Effects 

of Catecholamines. 

N74-13774/6GI 7408 60 PC$3.25/MF$2.25 


VACHON, NANCY CARGILL 


The Transition from Subsidized to  Seneeneraet En- 
yment: The Vermont Experienc: 
-232 278/2GI 74-15 ‘1 PC$4.25/MF$2.25 


VACHON, R. I. 


Thermal Conductivity of Heterogeneous Mixtures and 
Lunar Soils. 
N74-19579/3GI 


VACHON, W. A. 
Scale Model Testing of Drogues for Free Drifting 


Buoys. 

N74-21922/iGI 133. PC$S.7S/MF$2.25 
VADAS, ROBERT L. 

An Investigation of the Effects of DDT and Other 

Chlorinated Hydrocarbon on the Growth of Euryhaline 

Microalgae. 

PB-229 680/4GI 

VADER, C. 


Applicability Investigation of Standard Gates On- 
derzoek Naar de T: van Standard Gates. 
N74-267435/1GI 74-20 9E PC$4.25/MF$2.25 


74-13 3B =PC$10.25/MF$2.25 


74-17 


74-11 6F PC$4.25/MF$2.25 


Threshold Logic Drempellogica. 
N74-26763/4GI 74-20 9B 


VADSET, H. J. 
The 727/3t8d Refan Side Nacelle Airloads. 
N74-26436/7GI 74-20 1A PC$8.50/MF$2.25 
VAETH, W. 
Measurement of beta /sub Eff/ of the Assemblies 


Sneak-7A and -7B and Masurca R2 by the Frequency 
Analysis of Neutron Noise. 


PC$4.25/MF$2.25 


KFK-1883 74-22, 18K =PC$4.00/MF$2.25 
— MILTON 
thesis. 
AD eo essa w7e-l6 11D PC$4.75/MF$2.25 


camila LUIGI A. 
An Electronic Integrator for Transient Shock Signa- 


tures. 
AD-779 859/8GI PC$3.25/MF$2.25 
VAHALA, GEORGE 


Mathematical Models for Plasmas. 
AD-776 826/0GI 74-11 201 PC$3.25/MF$2.25 


VAIANA, G. 


Continuing Data Analysis of the as/E Grazing In- 
cidence X-Ray Telescope Experiment on the OSO-4 


74-16 14B 


Satellite. 

N74-33250/3GI 74-26 3A PC$6.25/MF$2.25 
VAIDYA, N. A. 

Limit Dimensional Study of the M203 Grenade 


Launcher, M16, MI6A1 Rifles and Quadrant Sight 


Combinations. 
AD-774 837/9GI 74-09 19F PC$10.00/MF$2.25 


VAIDYA, V.N. 


Molten Salt Chemistry. Part I. Preparation of Cef sub 
3, Puf sub 3 , Thf sub 4 , and Purification of Lif--Bef 
sub 2 --Thf sub 4 Mixture. 

BARC-670 74-06 7B PC$3.50/MF$2.25 


Molten Salt Chemistry. Part II. Solubility of Cef sub 3 
in Molten Lif--Bef sub 2 --Thf sub 4 Mixture 

BARC-671 74-06 7B PC$3.00/MF$2.25 
Molten Salt Chemistry. Part III. Solubility of Puf sub 3 
in Molten Mixtures of Lif--Bef sub 2 --Thf sub 4 and 


Lif--Thf sub 4. 
BARC-676 74-14 7E PC$4.00/MF$2.25 


VAIDYANATHAN, HARI 


Lithium-Nickel Sulfide Batieries. 
AD-779 691/SGI 74-15 10C PC$3.25/MF$2.25 


VAIDYANATHAN, 8. 


Stress Analysis of Welded Joints with Particular 
Reference to Circumferential Welds in Cylinders. 
UCRL-13569 74-02 13E PC$S.75/MF$2.25 


VAIHINGER, U 


Procedure for Automatic Three Dimensional Object 
Measurements Using Coordinate Measuring Machines 
Verfahren Zur Automatischen ee Objektver- 
messi MIT Koordinaten-Messmasc 
N74-29680/3G1 74-24 «131 Pose: 75/MF$2.25 


VAIKSNORAS, JOHN V. 
Relations Between Gamma Function Parameters and 
Climatic Variation in Tennessee. 
COM-74-10585/9GI 74-11 
VAIL, SIDNEY L. 


Bispyrrolidone-Formaldehyde Addition Products and 
Their Use as Crosslinking Agents with Cellulose. 
PATENT-3 714 813 74-09 11E Not available NTIS 


4B PC$4.25/MF$2.25 


Catalyst Assist ats U Leaving Group Effects 
PAT-APPL 315 798 74-1 NE PC$3.25/MF$2.25 
Catalyst Assist Agents Using Leaving Group Effects. 


PAT-APPL-348 539 74-12 MLE PC$3.25/MF$2.25 


Catalyst Assist Agents Using Leaving Group Effects. 
PATENT-3 771 957 74-18 11E Not available NTIS 


Process for Improving Abrasion Resistance of 
Resilient Fabrics. 

PAT-APPL-295 778 74-10 IE PC$3.25/MF$2.25 
VAIMAN, M. 


Major Sl-a Histocompatibility System in Swine: 
Evidence from Study of Function in Allografts. 
CEA-R-4581 74-23 6E PC$11.75/MFS$2.25 


VAINER-KROTOV, V. 5S. 


A Digital Field Regulator for Syachronous Generators. 
N74-12009/8GI 74-06 10B PC$3.25/MF$2.25 


VAISER, I. V. 
Problems of Constructing Control Devices with SMST- 


“74-24 
VAITKYAVICHIUS, V. I. 


On the Cracking Resistance of Prestressed Polymer 
Cement Concrete Beams--Translation. 
AD-786 015/8GI 74-24 13C PC$3.25/MF$2.25 


VAITYS, RAMOJUS P. 
Overload Clutch with Zero Parasitic Torque. 


13G PC$3.25/MF$2.25 


VALDEZ, R. A. 


PAT-APPL-314 623 74-14 1B PC$3.25/MP$2.25 
VAIDA, GARY 

Water Quality Model of the Lower Fox River, Wiscon- 

sin. 

PB-230 269/3GI 74-12 13B PC$4.25/MF$2.25 


VAKARCHUK, L.A. 
Density Matrices of Liquid He sub 4 at Low Tempera- 


tures. 
ITF-73-76-P 74-09 20M PC$4.50/MF$2.25 
VAKHOMCHIKK, V. P. 


Calculation of the Nonuniformity of a Flow Field in 
Froat ge a Cascade of Plates--Translation 
AD-778 567/8GI 74-14 20D PC$3.25/MF$2.25 


VAKHRUSHIN, YU. P. 


Modifications of the Design of a Linear Inductive Ac- 
celerator, 
NP-19914 


VAKHTEL, V. M. 
Multiwire Proportional Chamber for alpha-Spectro- 


JINR-P13-7755 18D PC$4.00/MF$2.25 
VAKHTIN, A. G. 


Radiation Swelling of Steel OKhI8N9T, 
IPRS-60973 74-07 11F PC$3.25/MF$2.25 


VAKIL, U. K. 


Nutritional and Wholesomeness Studies with Dehydro- 
Irradiated Shrimp. 
BARC-712 


VAKKER, R. A 
Problems of Processing Complex Signals in Correlated 


Systems--Transiation. 
AD-770 939/7GI 7403 9D PC$7.50/MF$2.25 
VAKSELJ, T. 
Rapid Neutron Activation Analysis of Arsenic in a 
be Range of Samples by Solvent Extraction of the 
iss-8-617 74-18 7D PC$4.00/MF$2.25 
VAKULIN, A. A. 


Working Solonetz Soils with a coy Implement 
(Obrabotka Solontsov Rotornym Orudiem 
PB-231 398-T/GI 74-12 2C Pcss. 25/MF$2.25 


VAL CORDON, MARIA JESUS DEL 
Reprint: Biochemical Factors Concerning the Normal 
-_ Parasitic Sardine (‘Sardina pilchardus.’ Walb.) of 
AD-774 343/8GI 7408 6C Not available NTIS 
VALANCE, W.G. 


Reprint: Dissociation of Diatomic mg gs 1. Effect 
of Limited Numbers of Rotational State: 
“™D Reprint 


74-10 20G PC$3.25/MF$2.25 


74-15 


74-12 6H = PC$S.25/MF$2.25 


AD-776 $22/SGI 11. 
VALANDINA, O. A. 
Voltages on Insulation during a Lightning Stroke in 
ra 


Cable ar asiation. 
AD-785 203/1G 


74-23 9A PC$3.25/MFS$2.25 
VALANIS, KIRK C. 


Endochronic Theory of Viscoplasticity. 
AD-779 454/8GI 74-15 11F PC$3.25/MF$2.25 


VALANOVSKIL, I. B. 
Protection of Metals (Selected Translations)--Transla- 


tion. 
AD-777 422/7G1 11F PC$3.25/MF$2.25 
VALASHIKHINA, E. P. 


Differential Thermal Analysis of Carbonate Minerals, 
TT-73-S8018 74-21 8G PC$6.25/MF$2.25 


VALASKE, M. J. 
Reprint: Case for Diagnosis. 


74-12 


AD-771 244/1GI 74-04 6E Reprint 
VALDEZ, E. G. 

Effect of Increasing Plastics Content on Recycling of 

Automobiles. 

PB-234 055/2GI 74-19 13B PC$3.25/MF$2.25 


Steam-Cured Bricks from Industrial Mineral Wastes. 
PB-231 284/1GI 74-12 13C =PC$3.25/MF$2.25 


Utilization of Phosphorus Furnace Slag in Ceramic 
Wall and Floor Tile. 


PB-231 179/3GI 74-12 13C =PC$3.25/MF$2.25 
VALDEZ, J. B. 
Reprint: Computer-Coatrolied Double-Grating Spec- 
trometer System for Low Light Levels. 
AD-782 827/0GI 74-20 14B Reprint 
VALDEZ, RB. A. 


Freshwater Vertebrate and Invertebrate Ecology of 
Amchitka Island, Alaska. Final Summary Report and 
Progress Report, July 1, 1972--September 30, 1973. 
Amchitka Bioeavironmental > 

BMI-171-154 74-22 6F PCS$S.7S/MFS2.25 


PA-1139 





VALDNER, O. A. 


VALDNER, O. A. 
Research Development on the Creation of Linear Elec- 
tron Accelerators in the Moscow Physical Engineering 


Institute, 
IPRS-61358 74-11 20G PC$3.25/MF$2.25 
VALEEV, K.G. 


Study of the Stability of Solutions to a Quasisteady- 
State of Linear Differential Equations with 
Quasiperiodic Coefficients--Translation. 

AD-782 820/5G1 74-20 12A . PC$3.25/MF$2.25 


VALENCIA, MARK J. 


Reprint: Calcium Carbonate and Gross-Size Analysis 
of Surface Sediments, Western Equatorial Pacific. 
AD-769 767/SGI 74-01 83 Reprint 


VALENCIA, V. I. 


AFRRI Electromagnetic Pulse (EMP) Simulator. 
AD-770 113/9GI 74-02 6R PC$3.25/MF$2.25 


VALENT, P. J. 
Interim Design Guidelines for Seafloor Footing Foun- 


dations. 
AD-773 090/6GI 74-06 13M PC$3.75/MF$2.25 


Short-Term Engineering Behavior of a Deep-Sea Cal- 
careous Sediment. 
AD-777 052/2G1 


VALENTA, JOSEPH C. 
Characterization of Particulates and Other Non-Regu- 
lated Emissions from Mobile Sources and the Effects 
of Exhaust Emissions Control Devices on These Emis- 
sions, 
PB-224 243/6GI 7401 13B PC$7.25/MF$2.25 
VALENTA, V. 


Optimalization of Shielding for the Zrr Fast Testing 
Reactor. 
SJE-129 


VALENTE, A. D. 
Phasor: A Control Computer Method for Displaying 
Amplitude and Phase of Ripple Components in the 


Ring Magnet Voltage. 
CONF-740522-11 74-21 20G PC$4.00/MF$2.25 
VALENTIN, R. A. 


Bounds for Creep in Thick Spherical Pressure Vessels. 
ANL-CT-73-28 74-09 183 PC$3.00/MF$2.25 


Effect of Random Temperature Fluctuations on Creep 
and Creep Rupture of Cylindrical Tubes. 
ANL-8006 74-21 18E PC$4,00/MF$2.25 


Evaluation of a Class of Methods for Bounding 
Steady-State Creep Deformation. 
ANL-8016 74-18 20K PC$4.00/MF$2.25 


VALENTINE, A. M 
Demolition of Building 12, an Old Plutonium Filter 


Facility. 
LA-UR-74-591 13L =PC$6.75/MF$2.25 
VALENTINE, DANIEL T. 


The Effect of Nose Radius on the Cavitation-Inception 
Characteristics of Two-Dimensional Hydrofoils 
AD-785 834/3GI 74-24 133 PCs3 .15/MFS$2.25 


VALENTINE, DAVID W. 


Reprint: Effect of p,p'-DDT on Developmental Stabili- 
ty of Pectoral Fin Rays in the Grunion, ‘Leuresthes 


tenuis’. 
COM-73-50437-04-02/GI 
74-08 6C (Order as COM-73-50437-04) 
VALENTINE, J. R 


Development of a High-Purity Filter for High Tem- 


rature Eoetioulte Sampling and Analysis. 
PB-230 886/4G 74-12 13K PCS4.75/MPS2.25 


VALENTINE, K. H. 


Development of a Multiwire Proportional Chamber 
ya oes - fe for Neutron Radiography. 
LBL-265 74-25 18D PC$12.00/MF$2.25 


VALENTINE, LONNIE D. JR. 


Comparability Study of Armed Services Vocational 
Aptitude Battery Scores from Answer Sheet and 
Answer Card Administration. 

AD-775 048/2GI 7409 SI PC$3.25/MF$2.25 


Validation of Two Aircrew Psychomotor Tests. 
AD-777 830/1GI 74-13, SI PC$3.25/MF$2.25 


VALENTINE, M. K. 


Development of a Gas Classification Method for 
Se; Ft. St. Vrain Triso-Triso Fuel Particles. 
ICP-1051 74-18 183 PC$4.00/MFS2.25 


VALENTINETTI, RICHARD 


State of Vermont Implementation Plan for the 
Achievement of National Air Quality Standards, 
PB-235 752/3GI 74-25 13B PC$8.75/MFS2.25 


VALENTINI, M. 
Information yao Construction of Data Bases and 


Organization s. 
RT/EDP-(74)5 74-25 9B PC$4.00/MF$2.25 


74-11 83 PC$3.75/MF$2.25 


74-08 18F PC$9.50/MF$2.25 


74-18 


VALENTINO, A. R. 
Emp Directory for Shelter Design. 
PEM-2 74-11 18C PC$4.00/MF$2.25 
VALENTINO, LEONARD A. 
Reprint: Lymphomatoid Papulosis. 
AD-771 245/8GI 
VALENTINOV, A. 


Impact from Three Sides--Translation. 
AD-772 032/9GI 74-05 131 PC$3.25/MF$2.25 


VALENTON, MARIO 


Reprint: Collagenase Inhibitors in ‘Pseudomonas’ 
co. san to Antibiotic = in Rabbits. 
AD-778 4-13 6E Reprint 


ey 4. 
Reprint: Alpha-Mercuricarbenes. Synthesis of Alpha- 
Mercuricyclopropanes. Elimination of Wolff Rear- 
rangement in Acylcarbenes. 
AD-771 496/7GI 74-04 7E Reprint 
Reprint: Relaxation of Excited State Carbene to 
Ground State. An Internal Heavy Atom Effect. 
AD-771 495/9GI 74-04 7D Reprint 
VALENZUELA, PABLO V. 


Method of Purifying Enzymes Using Boronic Acids 
Covalently Bonded to an Insoluble Support. 
PAT-APPL-445 665 74-15 6A PC$3.25/MF$2.25 


VALEO, E. J. 


Reprint: Model of Parametric Excitation by an Imper- 
fect Pump. 
AD-769 304/7GI 


6E Reprint 


74-01 201 Reprint 
Reprint: Parametric Instabilities and lonospheric 
Modification. 
AD-780 487/SGI 74-16 4A Reprint 
Reprint: Thermal Self-Focusing of Electromagnetic 


Waves in Plasmas. 
AD-783 148/8GI 


VALERGA, A. J. 
Thermodynamic and Kinetic Data of Carbon-Fluorine 


74-20 4A _ Reprint 


Compounds. 
AD-776 990/4GI 74-11 7D PC$3.75/MF$2.25 
VALERI, C. R. 
Reprint: A Simple Method for Freezing Human 


Platelets Using 6% Dimethylsulfoxide and Storage at - 
80c 


AD-777 390/6GI 74-12 6L Reprint 


Reprint: Accumulation of DI-2-Ethylhexyl Phthalate 
(DEHP) in Whole Blood, Platelet Concentrates, and 
Platelet-Poor Plasma. 

AD-786 253/SGI 74-24 6L Reprint 


Reprint: Effects of Hyperbaric Exposure on Human 
Platele 


ts. 
AD-786 263/4GI 74-24 6S Reprint 


Reprint: Further Studies on the Rapid and Slow Com- 
its of Chromium Elution in vivo from Preserved 


rythrocytes. 
AD-773 261/3GI 74-07 6E Reprint 
Reprint: Hemolysis in vitro of Blood Obtained from 


Patients with Traumatic Injuries. 
AD-777 389/8GI 74-12 6E Reprint 


Reprint: Hemostatic Effectiveness of Liquid-Preserved 
and Previously Frozen Human Platelets. 
AD-777 387/2GI 74-12 6L Reprint 


VALERI, C. ROBERT 


Reprint: Factors Influencing the 24-Hour Posttransfu- 
sion Survival and the Oxygen Transport Function of 
Previously Frozen Red Cells Preserved with 40 Per 
Ceat W/V Glycerol and Frozen at -80C. 

AD-786 255/0GI 74-24 6P Reprint 


Reprint: Immunocompetent Lymphocytes in Previ- 
ously Frozen Washed Red Cells. 

AD-786 262/6GI 74-24 6E Reprint 
Reprint: Limitations of Measuring Blood Volume with 
lodinated I 125 Serum Albumin. 

AD-773 282/9GI 74-07 6E Reprint 
Reprint: The Purification of Red Cells for ee 
by Freeze Preservation and W The 
Mechanism of Leukocyte Removal from Wesbes. 
Freeze-Preserved Red Cells 

AD-786 249/3GI 74-24 6L Reprint 
Repriat: The Purification of Red Cells for Transfusion 
by Freeze Preservation and Washing. Il. The Residual 
Leukocytes, Platelets, and Plasma in Washed, Freeze- 
Preserved Red Cells. 

AD-786 250/1GI 74-24 6L Reprint 


Reprint: The Relation between Response to Hypotonic 

Stress and the (51)Cr Recovery in vivo of Preserved 

Platelets. 

AD-786 261/8GI 74-24 6S Reprint 
VALERI, ROBERT 

Repriat: Autotransfusion for Treatment of Experimen- 


tal Hem: 
AD-787 23; I 74-26 6E Reprint 


Reprint: Prostaglandins in Hematology. 





AD-777 388/0GI 
VALERIO, JOHN I. 
E and F-Region Chemistry and High-Latitude Ino- 


sphere. 
AD-776 238/8GI 74-10 4A PC$5.25/MF$2.25 
VALETTE, C. 


Study of the Meissner Effect in Inhomogeneous and 
Metastable Superconductors. 
FRNC-TH-401 74-04 20L PC$6.25/MF$2.25 


VALEZNEV, I. P. 
A Device for the Biological Investigation of the Action 


of Aerosols--Translation. 
AD-771 637/6GI 74-05 6R PC$3.25/MF$2.25 
VALIEV, B. S. 
Investigation of the Effectiveness of an Explosion with 
Multi-Point Initiation or Distributed Charges--Transla- 
tion. 
AD-784 258/6GI 
VALINSKY, J. P. 


Device for Monitoring a Change in Mass in Varying 
Gravimetric Environments. 
PATENT-3 812 924 74-20 


VALIS, ROBERT J. 


Laboratory and Pilot Scale Detoxification of VX in 
Acidic Media Using Chlorine Gas. 
AD-780 821/SGI 74-17 6T PC$3.75/MF$2.25 


VALKEAPAEAE, T. 


Decay of exp 233 PA to the Levels in exp 233 U. 
Research Report No. 9, 1972. 
NP-19798 74-09 20H PC$3.00/MF$2.25 


VALKO, P. 
The Effect of Shape and Orientation on the Radiation 


Impact on Buildings. 
N74-16617/4GI 74-10 13M PC$3.25/MF$2.25 


Use of Climatological Data in Building Design with 
Respect to Economy. 
N74-16616/6G1 


VALKONEN, M. 
Corrections for Positron Annihilation in Flight in 
Nuclear Spectromeiry. 
NP-19806 


VALKOV, V. M. 


The Control Computer ‘Elektronika K-200' and the 
Field of Its Use--Translation. 
AD-779 664/2GI 74-15 9B PC$3.25/MF$2.25 


VALKOV, YU. A. 
Dynamics of the 7 Sheath in a Pulsed Coaxial 


Injector--Translatio: 
AD-785 115/7GI 74-23 201 PC$3.25/MF$2.25 
VALKOVA, B. 


Phospholipid Changes during Single and Repated 
Anaphylactic Shocks in Guinea Pigs--Translation. 


74-12 6P Reprint 


74-22 19D PC$3.25/MF$2.25 


14B_ Not available NTIS 


74-10 13M PC$3.25/MF$2.25 


74-08 20H PC$3.00/MF$2.25 


AD-773 905/SGI 74-07 6E PC$3.25/MF$2.25 
VALL, N 
Equipment for Recording Time Intervals Utrustning 
Foer Registrering AV Tidintervall. 
N74-13163/2GI 7407 14B PC$4.75/MF$2.25 
VALLADES, G. 


The Amount of Matter in a Matter-Antimatter Model 
of the Universe. 
N74-32180/3GI 


VALLE, C. 


Study of Puric and Pyrimidic Compounds in Urine of 
Rabbits and Rats after Irradiation. 
CEA-CONF-2543 74-16 6R PC$3.00/MF$2.25 


VALLEE, JACQUES 
Specifications for Computer-Aided and On-Line Group 


Confere 
74-15 9B PC$3.25/MF$2.25 


74-25 20H PC$3.75/MF$2.25 


rencing. 
AD-779 064/SGI 
VALLEE, M. 


Problems of Geometry in Connection with Efficiency 
Calculations in Ionizing Radiation Metrology. 
CEA-R-4498 74-02 18D PC$5.00/MFS$2.25 


VALLEE, R. E. 


Mound Laboratory Activities for the Division of Physi- 
cal Research: January--June 1973. 
MLM-2068 7406 18B PC$5.45/MF$2.25 


VALLENT, MARTIN A. 
Automated Analyzer of Machine Operation. 
PATENT-3 668 679 74-03 131 Not available NTIS 
VALLI, K. 


Carrier-Loaded Helium-Jet Transport 
Research Report No. 12/1973. 
NP-19890 74-09 20G PC$4.25/MF$2.25 


VALLI, V. J. 


Method. 


Bi ical Factors Affecting the Development 
and Spread of Plant Diseases. 
COM-74-11625/2G1 74-25 2D PC$3.75/MF$2.25 








VALLIANOS, LIMBERIOS 


Reprint: General Report on Controlling Littoral Drift 
to Protect Beaches, Dunes, Estuaries and Harbor En- 


trances. 

AD-773 930/3GI 
VALLIERE, J. 

Sensitization to Metabolic and Cardiovascular Effects 


of Catecholamines. 
N74-13774/6G1 7408 60 PC$3.25/MF$2.25 


VALLOTTON, W.C. 


Anthropomorphic Master/Slave Manipulator System. 
PAT-APPL-436 313 74-10 SE PC$3.75/MF$2.25 


VALORI, RAYMOND 


Rolling Contact Fatigue of Silicon Nitride. 
AD-785 854/1GI1 74-24 131 PC$3.75/MF$2.25 


VALTONEN, M. 


APLACI: A Flexible Frequency Domain Circuit Anal- 
ysis Program for Small Computers. 
N74-15898/1GI 74-10 9E PC$3.75/MF$2.25 


APLAC2: A Flexible DC and Time Domain Circuit 
Analysis Program for Small Computers 
N74-21892/6GI 74-17 9E "PCS. 75/MF$2.25 


VALUEVA, T. K. 


Effect of Adrenalectomy of Antibody-Forming Cell 
Production in Animals with a Delayed Type of Hyper- 
sensitivity--Translation. 

AD-770 937/1GI 74-03 6P PC$3.25/MF$2.25 


Humoral Factors of Immunity in Adrenalectomized 
and Non-Operated Guinea Pigs in a State of Delayed 
Hypersensitivity--T ranslation 
AD-785 112/4GI 


VALVERDE, HORACE H. 
Guidelines for Abstracting Technical Literature on In- 


structional System Development. 
AD-777 757/6GI 74-12 SB PC$4.7S/MF$2.25 


VALVONA, P. J. 
Flow Patterns Upstream of Isokinetic Dust Sampling 


Probes. 
PB-232 909/2GI 


VALYASEVI, AREE 
Reprint: Studies of Bladder Stone Disease in Thailand. 
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Investigation of Magnetic Interactions of Nickel (Ii), 
Colbalt (Ii), and Manganese (Ii), in Magnetically Dilute 
Systems. 
N74-30111/0GI 
VANLEEUWEN, H. P. 


Fretting and Fatigue under Complex Fatigue Foads. 
N74-17253/7G1 74-11 11F PC$3.25/MF$2.25 


Heat Treatment and Scc Susceptibility of au 4 Sg Type 
Forged Material. 
N74-17252/9GI 


VANLENNEP, E. 


Aviation Needs and Public Concerns. 
N74-17685/0GI 74-11 1C PC$3.75/MF$2.25 


VANLENNER, E. 

Aviation Needs and Public Concerns. 

N74-14749/7GI 74-09 1C PC$3.25/MF$2.25 
VANLIER, M. C. 

Cad. Of Masks and Wiring. 

N74-20869/SGI 74-15 9E PC$S5.25/MF$2.25 
VANMANSART, M. 


Wind Tunnel Investigations Aimed at Devising Tests 

of Aircraft Spin. 

N74-27479/6GI 
VANMARCKE, ERIK H. 


Settlement Prediction: A Probabilistic Approach. 
PB-225 047/0GI 74-01 13M PC$4. 75/MF$2. 25 


VANMELLE, W 
Piw Compiler. 
COO-2383-0010 
VANN, JOHN LLOYD 


Formulation and Comparison of Instantaneous Distor- 

tion Indices for Assessing Compressor Stall. 

AD-784 767/6GI 74-23 21E PC$S5.25/MF$2.25 
VANNEY, J. R. 


Reprint: Contribution to the Study of the Bottom of 
the Scotia Sea and Its Bordering Structures (The Aus- 
tral Atlantic). 

AD-776 491/3GI 74-11 83 Reprint 


Reprint: Contributions to a Study of the Bottom of the 

Scotia Sea and of Its Neighboring Areas. 

AD-771 881/0GI 74-05 83 Reprint 
VANNIER, W. E. 


Reprint: Immunization with a Zoophilic Strain of 

‘Schistosoma japonicum’: A Re-evaluation of the For- 

mosan Strain of ‘S. japonicum’ in Rhesus Monkeys. 

AD-774 $43/3GI 74-08 6E Reprint 
VANNIEUWALAND, P. M. 


Minitracer for TSS/8-Time Sharing Minitracer T.B.V. 
Tss/8-Time Sharing. 
N74-26719/6GI 


VANNINI, G. 


Measurement of p--P Inclusive Cross Sections at Very 

High Energy. 

COO-1112-173 
VANNISSELROY, J. 


Film, Aluminized Mylar or Kapton. 
N74-23132/SGI 74-18 11C PC$3.25/MF$2.25 


VANNUCCI, F. 
Measurement of the eta/sub exp +- / Cp Violation 
Parameter in the Decay of K exp 0 into Two Charged 
Pions. 
FRNC-TH-390 
VANNUCCI, R. D. 


Fabrication of Polyphenylquinoxaline Composite Arti- 
cles by Means of in Situ Polymerization of Monomers. 
PAT-APPL-425 362 74-14 11D PC$3.25/MF$2.25 


In Situ Polymerization of Monomers for Polyphen- 
ylquinoxaline/Graphite. 
N73-33084/7GI 


VANNUNEN, J. W.G. 


Notes Concerning Testing Time Requirements in 
Steady and Unsteady Measurements 
N74-12017/1GI 74.06 14B  PC$3.75/MF$2.25 


VANONI, F. 


Mechanical Properties of Pure Iron Irradiated at Low 
Temperatures. Irradiation Softening Mechanism. 


74-19 8B PC$3.25/MF$2.25 


74-07 18D PC$4.00/MF$2.25 


74-24 20L =PC$4.75/MF$2.25 


74-11 LF PC$3.75/MF$2.25 


74-20 tA PC$3.75/MF$2.25 


74-24 9B PC$6.75/MF$2.25 


74-20 9B PC$3.25/MF$2.25 


74-06 20H PC$7.25/MF$2.25 


74-04 20H PC$7.75/MF$2.25 


74-02 7C PC$3.25/MF$2.25 


FRNC-TH-493 
VANOOL, W. J. 
Szilard-Chalmers Reactions in the Hexahalocomplexes 
of Iridium. Separation ani Identification of the Recoil 
N0-10994/3G1 74-05 7B PC$3.25/MF$2.25 
VANOOSTER, J. A. 
Ergonomic Aspects of the Design of a Console Er- 
— Aspecten Bij Het Ontwerp van cen Meet- 
N74-32567/1GI 
VANPELT, J. M. 


Study of Ballistic Mode Comet Encke Mission Oppor- 
tunities. 


N74-33263/6GI 74-26 22A PC$5.25/MF$2.25 


Study of 1980 Comet Encke-Asteroid Missions Using a 
Spin-Stabilized Spacecraft. Volume 2: Technical Re- 


port. 
N74-12486/8GI 


74-24 11F PC$7.75/MF$2.25 


74-26 SH PC$3.75/MF$2.25 


74-06 22A PC$10.00/MF$2.25 


VANRENESSE, R. L. 


Holographic Determination of the Circular Spectrum in 
a Cavitation Tunnel Holografische Bepaling van Het 
Bellenspectrum in een Cavitatie-Tunnel. 

74-07 20D PC$3.25/MF$2.25 


N74-13207/7GI 
VANRENSEN, E. 


Development of Fiber Reinforced Metal Matrix Com- 
posites Entwicklung Faserverstaerkter Verbundwerk- 
stoffe MIT Metallischer Matrix. 
N74-12279/7GI 74-06 


VANSANT, ROBERT E. 


Ocean Hard Mineral Resources and National Security 

Planning. 

AD-780 000/6GI 
VANSCHAIK, H. J 


Analysis of an Iris-Loaded Infinite Planar Phased- 
Array Antenna of Rectangular Waveguides. 
N74-25705/6GI 74-19 9E PC$4.25/MF$2.25 


Mode Matching Analysis of an Infinite Planar Phased- 


Array. 
N74-11970/2GI 74-06 9E PC$3.75/MF$2.25 
VANSCHIE, J. 


Calculation of the Statistical Distribution of the Cloud 

Factor for Different Parts of Europe. 

N74-10586/7GI1 74-04 4B PC$3.25/MF$2.25 
VANSKII, YU. V 


Problems of Constructing Control Devices with SMST- 

2 Modules--Translation. 

AD-785 949/9GI 
VANSPENGEN, A. M. H. 


Analysis of an Iris-Loaded Infinite Planar Phased- 
Array Antenna of Rectangular Waveguides. 
N74-25705/6GI 74-19 9E PC$4.25/MF$2.25 


Mode Matching Analysis of an Infinite Planar Phased- 


Array. 
N74-11970/2GI 
VANSTAVEREN, J. 
Reference Collection of Digit Patterns 
N74-26718/8GI 74-20 9B 
VANSTONE, R. H. 
The Effect of Microstructure on the Fracture 
Toughness of Titanium Alloys. 
N74-15182/0GI 74-09 
VANTRIET, A. 


The Flattening of Oil Droplets on a Glass Plate de Af- 
platting van Oliedruppeltjes OP een Glasplaat. 
N74-15285/1GI 74-09 7D PC$3.25/MF$2.25 


VANVALKENBURG, M. E. 
Advanced Communications Techniques. 
N74-19809/4GI 74-14 17B PC$3.25/MF$2.25 
VANVUIL, P. 


Use of Charged Silicone Rubber for the Coating of 
Onboard Channel Multipliers Utilisation d'UN 
Elastomere Silicone Charge pour An man a de Mul- 
tiplicateurs Tubulaires d’Electrons Embarque 

N73-33379/1GI 74-02 11C PC$3. 25/MFS2. 25 


VANWORMER, JAMES 
Seismically Active Structural Wo in South- 
Central Alaska as Seen on ERTS-1 Im: 
E74-10194 74-06 8G PCS. 25/MF$2.25 
VANWYK, JAN W. 
Ceramic Airframe Bearings. 
AD-779 050/4GI 74-15 131 
VANYURKBINA, L. T. 


Humoral Factors of Immunity in Adrenalectomized 
and Noe-Operated Guinea Pigs in a State of Delayed 
Hypersensitivity --Translation. 

AD-785 112/4GI 74-23 6P PC$3.25/MF$2.25 


VANZBA, A. P. 


Primakov Effect and Polarization Effects in Coherent 
Unstable Particle Production. 


11D = PC$S.25/MF$2.25 


74-16 SD PC$3.75/MF$2.25 


74-24 13G_ PC$3.25/MF$2.25 


74-06 9E PC$3.75/MF$2.25 


PC$4.75/MF$2.25 


11F = PC$4.25/MF$2.25 


PC$5.25/MF$2.25 


VARGAS, RUDOLPH 


JINR-P2-7578 
VAPNIK, M. A. 
Certain Problems in Measuring the High Temperatures 
of Run-Off Melts by the Telescopic Sight-Method-- 


Translation 
74-12 14B  PC$3.25/MF$2.25 


74-14 20H PC$3.00/MF$2.25 


AD-777 202/3GI 
VAR, R. 


Tory Il-C Performance Parameters. 
UCRL-6842-T(Summ.) 74-12 18N PC$3.00/MF$2.25 


VAR, ROBERT E. 
em into Radiative Transfer Modeling and Appli- 


catio: 
AD-777 140/SGI 74-12 4B PC$4.75/MF$2.25 


VARADI, G. 


Three-Dimensional Calculation of Boiling Water Reac- 

tors with the Flare-Eir Program. 

EIR-234 74-08 18K PC$4.75/MF$2.25 
VARAIYA, P. 


Reprint: Dynamic Programming Conditions for Par- 
tially Observable Stochastic Systems. 
AD-770 816/7GI 74-03 
VARANASI, USHA 

Reprint: The Isomeric Composition of Diisovaleroyl- 
glycerides: A Specificity for the Biosynthesis of the 
1,3-Diisovaleroyl Structures. 

AD-778 115/6GI 74-13 6A Reprint 


Reprint: The Structure of Phospholipids and Triacyl- 
glycerols Containing Long-Chain Iso Acids in the Por- 
poise ‘Tursiops gilli’ 
AD-782 133/3GI 
VARCHENKO, E. 


Simple Universal Joints in Drive Axles of UAZ Vehi- 
cles--Translation. 
AD-785 935/8GI 


VARENTSOV, V. K. 


Electrical Conductivity of lon Exchange Membranes 
and the Inhomogeneity of Their Structure. 
N74-20865/3GI 74-15 7A PC$3.25/MF$2.25 


VARENYSGEV, B 


Reconnaissance of Mines and Explosive Obstacles-- 
Translation. 
AD-784 756/9GI 


VARETSKA, T. V. 


Effect of Fibrinogen, Fragments of Its Molecule, and 
Calcium Ions on Fibrin Polymerization--Translation. 
AD-770 295/4GI 74-02 6A PC$3.25/MF$2.25 


VAREY, R. H. 


Ultrasonic under Sodium Viewing for Fast Reactors: 


Principles and Problems. 
R/M/N-705 74-25 18E PC$4.00/MF$2.25 


VARFOLOMEEYV, A. A. 


Effect of the Medium on the Braking Spectrum of 
High Energy Electrons. (Plan of the Experiment). 
IAE-2213 7408 20H PC$3.00/MF$2.25 


VARGA, G. M. JR. 


Potential Pollutants in Fossil Fuels. 
PB-225 039/7GI 7401 13B PC$8.75/MF$2.25 


Vapor Detector. 
AD-780 171/SGI 


VARGA, L. 


Development of a Design Manual for Concrete Floor 

Slabs on Grade. 

AD-773 715/8GI 7407 
VARGA, L. P. 


Biogeochemistry of a Reservoir Ecosystem. Report 

No. 5, June 1, 1973--May 31, 1974. 

ORO-4254-16 74-21 6F PC$6.25/MF$2.25 
VARGA, P. 


Enhancement of Redundancy in Holograms of — 
Coded Data by Widening of the Fourier Spectru 
KFKI-74-26 74-25 14E PCS$4: OO/MFS2. 25 


VARGA, R. J. 


System Design of the Pioneer Venus Spacecraft. 
Volume 11: Launch Vehicle Utilization. 
N74-27381/4GI 74-20 22D PC$7.50/MF$2.25 


VARGA, S. 


Hal/S-360 Compiler System Specification 
N74-25727/0GI 74-19 9B 


VARGADY, LESLIE O. 
Ultra High Frequency Mechanical Q-Switch. 
PATENT-3 769 608 74-16 20E Not available NTIS 
VARGAS F, C. 


Oil Exploration Subprogram Geological Interpretation 
of Images Provided by the ERTS-a Satellite 
N74-15070/7GI1 74.09 8G PC$3.25/MF$2.25 


VARGAS, RUDOLPH 


Effects of Gaseous Contaminants on Gas Dynamic 
Laser Performance, 
AD-1779 759/0GI 


12A_ Reprint 


74-19 6A Reprint 
74-24 


13F PC$3.25/MF$2.25 


74-23 19A PC$3.25/MF$2.25 


74-16 7C PC$3.75/MF$2.25 


13C_ =PC$3.75/MF$2.25 


PCS9.50/MF$2.25 


74-15 20E PC$3.25/MF$2.25 


PA-1145 





VARHOLAK, E. M. 


VARHOLAK, E. M. 
Impact Resistance of Spar-Shell Composite Fan 


Blades. 
N74-16586/1GI 1C =PC$3.75/MF$2.25 


VARILOV, E. N. 
Use of the Theory of Discrete Automata for the Anal- 
ysis of Multiplication Methods in a Digital Computer 
with the Use of Additional Shift Circuits--Translation. 
AD-772 648/2GI 74-06 9B PC$3.25/MF$2.25 
VARKER, CHARLES J. 


Method for the Investigation of Thin Films on a 
Semiconductor Substrate in a Scanning Electron 


Microscope. 
PATENT-3 772 520 74-16 20L Not available NTIS 


VARKER, RICHARD D. 
Use of Silver Surfaces to Promote Dropwise Conden- 


sation. 
PATENT-3 289 754 
VARLEY, E. 


Large Amplitude Waves in Bounded Media. III. The 
Deformation of an Impulsively Loaded Slab: The 


Second Reflection. 
AD-775 852/7GI 74-10 20K PC$3.25/MF$2.25 


VARLJEN, T. C. 


Tory Il-a High Power Tests Operational Data Summa- 
ry. Part I. Pluto Technical Note No. 250. 
UCID-4424 74-12 18N PC$4.75/MF$2.25 


Tory Il: A High Power Tests Operational Data Sum- 
mary. Part Il. Addendum to Ptn No. 250. 
UCID-4424(Add.) 74-12 18N PC$4.00/MF$2.25 


Tory I-C Reactor Cold Critical Assembly Program. 
UCRL-7665 74-12 18N PC$6.75/MF$2.25 


VARMA, ASHOK K. 
Analysis of Turbulent Shear Flows in Laser Nozzles 
and Cavities. 
AD-784 862/5GI 74-23 20E PC$3.75/MF$2.25 


Calculation of Turbulent Shear FlowS IN Laser Noz- 
zles and Cavities. 
AD-783 290/0GI 


VARMA, C. M. 
Reprint: Hopping Conductivity in ‘One-Dimensional’ 


Disordered Compounds 
AD-778 976/1GI 


VARMA, M.N. 


Nanometer Dosimetry of Heavy lon Tracks. 
BNL-18219 74-06 6R PC$3.25/MF$2.25 


Saturation Characteristics of Ionization Chambers in 
the Pressure Range a Few Microns to a Few mm of 
Mercury. 

BNL-19044 


VARMA, S. P. 


Reprint: Effect of Photodecomposition on the Infrared 
Absorption of Lead Azide. II. Near Infrared. 
AD-786 376/4GI 74-25 7E Reprint 


Reprint: Effect of Photodecomposition on the Infrared 
Spectra of Lead Azide. I. Far Infrared. 
AD-786 952/2GI 74-25 7E Reprint 


Reprint: Infrared Absorption Spectra of Doped and 
Undoped Lead Azide. 
AD-772 175/6G1 


VARNAI-KNEZEVIC, MARIJA 
Aolying a Matrix in Planning an Enterprise--Transla- 


AD-711 407/4G1 74-04 SA PC$3.25/MF$2.25 
VARNELL, GILBERT L. 


Production Engineering Measure va an Electron-Beam 
Machine and Microwave Transisto 
AD-912 049/4GI 74-23 oA. ” PCS3. 25/MF$2.25 


Production Engineering Measure for an Electron-Beam 
Machine and Microwave Transistors. 
AD-912 051/0GI 74-23 9A PC$3.25/MF$2.25 


Production Engineering Measure for an Electron Beam 
Machine and Microwave Transistors. 
AD-914 831/3GI 74-23 9A PC$6.25/MF$2.25 


VARNEY, J. R. 


An Evaluation of the Use of ERTS-1 Satellite Imagery 
for Grizzly Bear Habitat Analysis. 
N73-33319/7GI 74-02 6F PC$3.75/MF$2.25 


VARNEY, R. F. 


The Resonant Vibration Responses of Two Horizon- 
tally Curved Steel Girder Bridges. 
PB-227 389/4GI 74-08 13B PC$3.75/MF$2.25 


VARNEY, ROBERT N. 


ICE CAP Analysis: Mechanisms for Energy Deposit in 
the Auroral Ionosphere. 
AD-779 892/9GI 
VAROSH, R. 
Participation of LU in Jsexp: 
Alloy. 
UCID-16438 


74-10 


74-09 7A Not available NTIS 


74-20 20D PC$3.25/MF$2.25 


74-14 20L Reprint 


74-25 18D PC$4.50/MF$2.25 


74-05 7D Reprint 


74-16 4A PC$4.25/MF$2.25 


Calibration of Mp35n 
74-14 20L PC$4.00/MF$2.25 


PA-1146 


VARRIN, ROBERT D. 
Delaware Water Resources Center Annual Report, 


Fiscal Year 1973, 
PB-231 794/9GI 13B PC$4.25/MF$2.25 
VARSHNEY, R. K. 


Reprint: Sensitivity of Linear Time Invariant Sampled 
Data Systems to Sampling Period. 
AD-785 924/2GI 


VARSI, G. 


Explosive Propulsion Applications. 
N74-23475/8GI 74-18 211 


VARTAK, D. G. 


Chemistry of Radiation Problems in Reactors. 
BARC-666 74-08 18G PC$6.00/MF$2.25 


VARTANIAN, GEORGE 


Fuel Cell System for Underwater Vehicle. 
PATENT-3 748 180 74-26 10B Not available NTIS 


VARTANIAN, PATRICIA A. 


Computer Aided Design for Dual-Mode CFA. 
AD-784 240/4GI 74-22 9E PC$4.25/MF$2.25 


VARTANOV, S. KH. 


The BM-802S Crane Drill--Translation. 
AD-771 709/3G1 74-05 13C PC$3.25/MF$2.25 


VARTAPETYAN, G. A. 
Study of Incoherent Photoproduction of Mesons on 


Nuclei. 
74-22 20H PC$4.50/MF$2.25 


74-13 


74-24 12A Reprint 


PC$4.25/MF$2.25 


EFI-2%(73) 
VARTBARONOV, R. A. 


Predicting Resistance to G-Forces by the Aid of a 
Decompression Functional Test. 
N74-30471/8GI 74-24 6S PC$3.25/MF$2.25 


VARUKHA, N. A. 


Experimental Study of Ultrasound Reflection from a 
Molten Core during Spot Welding--Translation. 
AD-773 894/1GI 74-07 13H PC$3.25/MF$2.25 


VARVATSOULIS, C. 


Experimental Study of the Dynamics of a Spherical 

Flame. 

N73-32825/4GI 
VARWIG, ROBERT L. 


Effect of Base Cant on Conical MARV Configuration. 
AD-770 065/1GI 74-02 22C PC$3.75/MF$2.25 


VAS, IRWIN E. 


Reprint: Heat Flux Probe as a Flowfield Diagnostic. 
AD-773 199/SGI 74-06 20D Reprint 


VASAN, KRISHNAMURTHI S. 


Optimization Models for Regional Public Systems. 
PB-231 309/6GI 74-12 13B = PC$5.75/MF$2.25 


VASARHELYI, J. 


Superheated Steam--Corrosion Loop for the Investiga- 
tion of the Corrosion Mechanism under Conditions of 
Heat Transfer and in an Isothermal State. 

KFK-1842 74-08 18) PC$6.00/MF$2.25 


VASAVADA, K. V. 


Rho exp 0 Production Density Matrix Elements, Phase 
Coherence and Smoothness of the Ball Amplitudes. 
COO-1428-330 74-06 20H PC$3.00/MF$2.25 


VASBINDER, G. C. 


Electrical Conduction through Thermal and Anodic 
Oxides of Indium Antimonide, 
AD-785 078/7GI 74-23 20L = PC$3.25/MF$2.25 


VASCONCELLOS, M. B. A. 


Application of Activation Analysis to the Solution of 
Problems in Archaeology and ART. 
IEA-24 74-12. 7D PC$3.00/MF$2.25 


VASELESKI, R. C. 


Reprint: Drag Reduction in the Turbulent Flow of 
Fiber Suspensions. 
AD-782 134/1GI 74-19 20D Reprint 


Reprint: Turbulent Drag Reduction in Polymeric Solu- 
tions Containing Suspended Fibers. 
AD-776 715/SGI 74-11 


VASH, CAROLYN L. 
The Selection of Students for Orthotic-Prosthetic Edu- 


cational Programs 
PB-235 365/4GI 
VASHCHILOV, YU. YA. 


Some Structural Features of the Antarctic Ocean and 
bo ya on the Basis of Gravimetric Data--Transla- 


74-02 21B PC$3.25/MF$2.25 


20D Reprint 


74-22, SI PC$4.25/MF$2.25 


AD. 715 876/6G1 
VASIL’EV, S. K. 
Semiconductor beta -Spectrometer of High Energy 


Resolution. 
JINR-P13-8026 18D PC$4.00/MF$2.25 
VASILAKIS, J. D. 


High Temperature Test Facility for Repeated Pressure 
Loading of Cylinders. 


74-10 8G PC$3.25/MF$2.25 


74-25 


AD-782 963/3GI 74-20 
VASILCHENKO, VALERY 


Applied Research on II-VI Compound Materials for 

Heterojunction Solar Cells. 

PB-232 884/7GI 74-16 
VASILEFF, T. P. 


Reprint: Hemin as a Catalyst for Chemiluminescence. 
AD-781 415/SGI 74-18 6A Reprint 


19F PC$3.75/MF$2.25 


10B PC$3.25/MF$2.25 


VASILENKO, A. T. 
Highly Efficient Circulating System of Gas Cleaning 


74-06 18D Pcss.o0yf F$2.25 


for Spark Chambers. 
JINR-P13-7172 


VASILEV, A. V. 


Combustion of Mixtures of Metal Sulfates with Mag- 
nesium or Aluminum--Traanslation. 
AD-785 988/7GI 74-24 21B PC$3.25/MF$2.25 


VASILEV, G. D. 


Poisonous and Dangerous Fishes--Translation. 
AD-777 906/9GI 74-13 6C PC$3.25/MF$2.25 


VASILEV, G. V. 


Radar in Weather Modification and Hail Control, 
JPRS-60573 74-02 4B PC$3.75/MF$2.25 


VASILEV, K. B. 


Investigation of Semiconductor Devices in Linear 
Electron Accelerators--Translation. 
AD-773 504/6GI 74-07 9A PC$3.25/MF$2.25 


VASILEV, M. B. 


Preliminary Results of Studying the Plasma near the 
Moon, 
IPRS-60945 74-07 3B PC$3.25/MF$2.25 


VASILEV, N. V. ; 


Elements of Similarity in the Reaction of the 
Lymphoid Tissue to Antigenic = Nonantigenic 
(Alternating Magnetic Field) Stimulatio 

JIPRS-62510 74-21 6R PCS3. 25/MF$2.25 


VASILEV, O. B. 


Advanced Results of the First Expedition after a Pro- 
gram of Complex Energy Experiments (Kenex-70). 
N74-19969/6GI 74-14 4A  PC$3.25/MF$2.25 


VASILEV, P. 


Spaceship Dockings and Problems of Weightlessness, 
JPRS-61771 74-13 6S PC$3.25/MF$2.25 


VASILEV, V.G. 


Oil- and Gas-Bearing Basins: Western Coastal Basins 
of the African Platform and Interior and Coastal Atian- 
tic Basins of the South American Platform--Transla- 


tion. 
AD-781 706/7GI 


VASILEV, YU. N. 


Conditions for Existance of Normal Shock Wave in 
Vane Channels of Axial Compressor Stator--Transla- 


tion. 
AD-778 537/1GI 74-14 21E PC$3.25/MF$2.25 
Shock Waves in Axissymmetric Twisted Flows--Trans- 


lation 
AD. 778 510/8GI 74-14 20D PC$3.25/MF$2.25 


Some one-Dimensional Flow Problems for a Two- 
Phase Gas-Vapor-Liquid Mixture--Translation. 
AD-776 887/2GI 74-11 7D PC$3.75/MF$2.25 


VASILEVA, E. N. 


Mineral Composition of the Muscular Tissue in Meat 
and Verification of the Correlation between the Level 
of Mineral Elements and Protein in the Tissue 
(Mineralnyi Sostav Myshechnoi Tkani Myasa i Prover- 
ka Sootnosheniya M ezhdu Soderzhaniem v Nei 
Mineralnykh Elementov i Belka), 

TT-72-51076 74-08 6H PC$3.25/MF$2.25 


VASILEVA, K. I. 


Condensation Stage of Development of Cloud Spec- 

trum and Semi-Analytical Method of Studying It-- 

Translation. 

AD-782 069/9GI 
VASILEVA, R. V. 

MHD-Effects in a Shock Tube--Translation. 

AD-779 619/6GI 74-15 201 PC$3.25/MF$2.25 
VASILEVA, S. I. 

Investigation of the Ammonium Perchlorate - Calcium 

Perchlorate - Water, and Calcium Chromate - Calcium 

—e - Water Ternary Systems at 40C--Transla- 

tion. 

AD-784 360/0GI 
VASILEVSKAYA, E. G. 


Legal Problems of the Conquest of the Moon and 

Planets. 

N74-32402/1GI 
VASILEVSKAYA, V. D. 


Thermal Regine of Tundra Soils in West Taymyr-- 
Translation. 
AD-772 768/8GI 


74-18 8G PC$3.75/MF$2.25 


74-19 4B PC$3.75/MF$2.25 
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PB-227 014/8GI 74-06 13B PC$4.25/MF$2.25 
VIGIL, J. C. 


Service Modules for Version II Standard Interface 

Data Files. 

LA-5367-MS 74-02 18K PC$S5.45/MF$2.25 
VIGIL, P. 

Lattice Parameters of the Ternary delta Phases Pu-- 

Ga--Al and Pu--Ga--Zr. 

LA-S319 74-02 11F PC$4.00/MF$2.25 
VIGLIOCCO, A. M. 

Labeling of Gram-Negative Bacterial Strains with 


Radioiodine-131. 
CNEA-344 74-02 6M PC$3.00/MF$2.25 
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VIGLIONE, SAM S. 
Epileptic Seizure Warning System. 
PAT. APPL-412 496 74- 0 6L  PC$3.75/MF$2.25 
VIGNAIS, P. M. 


Interaction of ADP, Atractyloside, and Gummiferin on 
the ADP Translocase of the Inner Mitochondrial Mem- 


brane. 
CEA-CONF-2376 74-14 6A PC$3.00/MF$2.25 
VIGNAIS, P. V. 


Exp 3 H-Metyrapol as a Tool for Studies of Interac- 
tions of Deoxycorticosterone with Adrenal Cortex 
Mitochondria. 

CEA-CONF-2377 74-14 6A PC$3.00/MF$2.25 


Interaction of ADP, Atractyloside, and Gummiferin on 
the ADP Translocase of the Inner Mitochondrial Mem- 
brane. 

CEA-CONF-2376 74-14 6A PC$3.00/MF$2.25 


VIGNES, S. 
Action Thresholds and Health Physics (Radiation Pro- 


tection). 
BNWL-tr-120 6R PC$4.00/MF$2.25 


VIGNESOULT, N 


Behavior of Lwr Rods in the Molten Regime: Synthes- 
is of the ‘'Tof’’ and ‘’Taf"’ Tests. 
CEA-R-4527 74-10 18E PC$S.75/MF$2.25 


Two Years of Operation of the Shielded Microprobe: 

Evaluation and the Future. 

CEA-CONF-2414 7409 7D PC$3.75/MF$2.25 
VIGNOLA, G. 


Computer Control System Using the HP Basic Lan- 
guage for the Storage Ring Adone. 


74-21 


LNF-73-10 74-06 20G PC$3.00/MF$2.25 
VIGO, TYRONE L. 
Fibrous (Carboxyalkylthio)-and (Carboxyarylthio) 


Chiorodeoxycelluloses and Method of Preparation. 
PATENT-3 702 754 74-09 11E Not available NTIS 


Fibrous Crosslinked (Aminoalkyl) Aminochlorodeoxy- 
cellulose and Method of Preparation. 
PATENT-3 698 857 74-09 11E Not available NTIS 


Flame-Retardent Textiles by Reaction of Cellulose 
with the Adduct of Phosphorus Trichloride and N,N- 
Dimethylformamide. 

PAT-APPL-437 096 74-19 11E PC$3.25/MF$2.25 


Preparation of Cellulose N,N-Dimethylformimidate 
Chloride in Textile Form, and Conversion to 
Halogenodeozycelluloses and Cellulose Formate. 

PAT-APPL-335 861 74-10 11E PC$3.25/MF$2.25 


VIGOUREUX, P. 


The Gyromagnetic Ratio of the Proton. 
N74-15109/3GI 74-09 14B PC$3.25/MF$2.25 


VIGUIE, J. C. 
Chemical Vapor Deposition at Low Temperatures. 


CEA-CONF-2534 74-17 11C PC$3.00/MF$2.25 
VIITASALO, M. 

Energy Levels of exp 54 Ma. 

NP-20035 74-21 20H PC$4.25/MF$2.25 


Investigation of Excited States in exp 32 S by the exp 
31 p(P, _ ) exp 32 S Reaction. 
NP-20034 74-21 20H PC$4.25/MF$2.25 


VIJAY, P. L. 


Pilot Plant Studies on the Production of Ductile Titani- 
um Sponge from Pure Titanium Tetrachloride. 
BARC-683 74-09 11F PC$4.00/MF$2.25 


VIK, ROBERT 


A Study of Equations of State/Opacity of lonized 
Gases. 
AD-781 824/8GI 


VIK, ROBERT C. 
A Study of Equations of State/Opacity of lonized 


Gases. 
74-16 7D PC$4.75/MF$2.25 


74-18 201 PC$6.25/MF$2.25 


AD-779 890/3GI 
VIKHERT, A. M. 


Morphological and Biochemical Changes in Rabbits 
Subjected to Considerable Limitation of Mobility. 
N74-21703/SGI 74-17 6S PC$3.25/MF$2.25 


VIKLUND, H. I. 


High Temperature Electrodialysis. Phase II. 
PB-226 826/6GI 74-06 7A os Nays 25 


High Temperature Electrodialysis. Phase I 
PB-226 827/4GI 74-06 7A Pes. SSIMAFS2. 25 


VIKLUND, H. L. 


High Temperature Electrodialysis, Phase IV 
PB-227 280/SGI 7407 7A PCS. 25/MF$2. 25 


VIKLUNG, H. I. 
High Temperature Electrodialysis. Phase V. 


PB-234 184/0GI 74-21 7A PC$4.75/MF$2.25 
VIKSNE, J. A. 

Ecology of Waterfowl of Latvia, 

TT-71-53131 74-11 6F PC$10.00/MF$2.25 


VIKTORENKO, A. M. 


On the Mechanism of Catalyst Action - the Com- 
bustion of Condensed Systems--Translatio 
AD-780 372/9GI 74-16 21B PCS3. 25/MF$2.25 


VIKTOROV, D. V. 
Effect of Radiation by Neutrons of 14 MeV on Certain 
~ gnome of P217V and IT906A Transistors--Transla- 
AD773 266/2GI 
VIKTOROV, S. B. 


Lunar Surface Chemical Composition in the Region of 
the Activity of Lunokhod-2. 
N74-16533/3GI 74-10 3B PC$3.25/MF$2.25 


VIKTOROV, S. V. 


Chemical Composition of the Lunar Surface in the Lu- 
nokhod-2 Work Region, 
IPRS-61608 


VIKTOROVA, YU. N. 


Principles of the Radiation of Glass and Ceramic 
Materials--Translation. 
AD-771 165/6GI 


VIKULIN, B. K. 
Geophysical Equipment, 


74-07 9A PC$3.25/MF$2.25 


74-13 3B PC$3.25/MF$2.25 


74-04 11B PC$7.50/MF$2.25 


IPRS-60574 74-04 8E PC$3.75/MF$2.25 
Geophysical Equipment, 
JIPRS-62915 74-25 8N PC$3.75/MF$2.25 


VIL’DZHYUNAS, M. I. 
Investigation of the Drift Wave Spectra in the Plasma, 


Generated by HF Power at the Lower Hybrid 
Resonance. 
NP-20005 74-21 201 PC$4.00/MF$2.25 


VILADAS, JOSEPH M. 


The American People and Their Environment-1973. A 
Study of National Opinion and Attitudes about En- 
vironmental Problems and Their Solution for the 
United States Environmental Protection Agency. 
Volume I. 

PB-227 020/SGI 


VILCEK, JAN T. 


Methods for the Production of Interferon in Culture of 
Human Diploid C 
PB-233 653/SGI 74-18 6M PC$3.75/MF$2.25 


Production of Interferon. 

PAT-APPL-400 760 74-07 6M 
VILCU, N. 

Feasibility Study for the Safeguards Use of NMR 

Methods for the Isotopic Assay of exp 235 U in Uf 


sub 6 Streams with Different Enrichments. 
IFA-SR-8-1974 74-20 183 PC$4.00/MF$2.25 


VILDE, A. A. 


Draft Resistance of a Wedge during the Lift of a Slice 
of Sticky Soil (Tyagovoe Approtivienie Klina pri 
Podeme Plasta Lipkoi Pochvy), 

PB-232 383-T/GI 74-15  2C PC$3.25/MF$2.25 


Study of the Operation and Draft Resistance of a Plow 
with Sweep Looseners for the Subsoil Layer 
(Issledovanie Raboty i Tyagovogo Soprotivleniya Pluga 
c Lapovymi Rykhlitelyami Podakhotnogo Sloya), 

PB-232 388-T/GI 74-15 2C PC$3.25/MF$2.25 


VILELA MENDES, R. 
Faster Than Light Particles and T-Violation. 
ORO-3992-179 74-16 203 PC$4.00/MF$2.25 
VILETTO, JOHN JR. 


Studies of the Army Aviation (V/STOL) Environment. 
Report No. 9. Classification and World Distribution of 
Vegetation Relative to V/STOL Aircraft Operations. 

AD-773 734/9GI 74-07 1A PC$3.75/MF$2.25 


VILIANI, G. 
Reprint: Effect of Prolonged Testing on Repeat Varia- 
bility in Visual Experiments. 
AD-772 207/7GI 
VILIANI, GABRIELE 
Pattern Recognition and Related Visual Functions at 
Variceus Eccentricities. 
AD-772 759/7GI 
VILITKEVICH, A. 1. 
Roentgenoluminescence of Alkalihalide arpa Ac- 
tivated by Bivalent Europium--Translatio 
AD-773 505/3GI 74-07 20L PCS3. 25/MF$2.25 
VILLA, ORTERIO JR. 
Chesapeake Bay Nutrient Input Study. 
PB-228 389/3GI 7408 13B PC$S.75/MF$2.25 
Distribution of Metals in Baltimore Harbor Sediments. 
PB-229 258/9GI 74-10 13B PC$4.25/MF$2.25 
Summary and Conclusions from the Forthcoming 
Technical Report 56. Nutrient Earichment and Coatrol 
Requirements in the Upper Chesapeake Bay 
PB-228 578/1GI 74-08 13B PC$4. 7S/MFS2. 25 
VILLAESCUSA, FRANK W. 
Aryl Ether Compounds and Their Synthesis. 


74-07 13B PC$7.25/MF$2.25 


PC$3.75/MF$2.25 


74-05 6P Reprint 


74-06 6P PC$4.75/MF$2.25 


VINCENT, M. W. 


PAT-APPL-474 560 
VILLAGRANA, R. E. 


Computer Enhancement of Weak-Beam Image 
CALT-767-P-3-32 74-18 14B PC$4) O0/MFS2. 25 


VILLANTE, U. 


Far Magnetospheric Field Observations by Pioneer 8 
The Distant Bow Shock and the Extended Tail 
N74-13552/6GI 74-07 4A PC$3.75/MF$2.25 


VILLARREAL, J. 


Crysnet, a Crystallographic Computing Network with 
Interactive Graphics Display. 
BNL-19060 74-25 9B PC$4.00/MF$2.25 


VILLARROEL, FERNANDO 


Analog Flueric Gas Concentration Sens: 
AD-774 280/2GI 74-08 13G PCS3. 75/MF$2.25 


VILLARRUBIA, M. 


Static Leaching of Uraniferous Shales in Open Areas. 
JEN-271 74-07 81 PC$3.25/MF$2.25 


Static Leaching of Uraniferous Shales with Counter- 
current Circuits. 
18] PC$3.75/MF$2.25 


74-25 7C PC$3.25/MF$2.25 


JEN-276 
VILLEMINOT, M. 


Control of Systems Regulated by Partial Differential 
Equations. 
CEA-CONF-2109 


VILLEMONTE, J. R. 


Remote Sensing in the Mixing Zone. 
N74-19041/4GI 74-13 13B PC$3.75/MF$2.25 


VILLENEUVE, ALFRED T. 


Hemispherically Scanned Arrays. 
AD-779 695/6GI 74-15 9E PC$3.75/MF$2.25 


VILLIEN, P. 


Quality Testing of Electroplatings: An Evaluation of 
Methods with Emphasis on Noble Metal Coatings for 
Electrical Contacts Kvalitetsbedommelse AF Pletter- 
inger: En Undersogelse AF Malemetoder Med Saerlig 
Henblik PA Aedelmetalbelaegninger. 

N74-10533/9GI 74-04 11C PC$5.25/MF$2.25 


Technological Aspects of Semiconductor Components 
1. Chemical and Mechanical Decapsulation 
Techniques: Simple Analytical Techniques, Including 
Microscopy, X-Rays or Scanning of Bonding Strength, 
Practical Examples Teknologisk Vurdering AF Hal- 
viederkomponenter 1. Kemisk Og Mekanisk Dis- 
sekeringstek-Nik: Indledende Analyseteknik, Herunder 
Mikroskopi, Rontgen Og Maling AF Bondingtraek- 
styrker, Praktiske Eksempler. 

N74-31252/1GI 74-24 9A PC$4.75/MF$2.25 


VILLORESI, G. 


The Cosmic Ray Spectral Modulation Above 2 Gv 
During the Descending Phase of Solar Cycle No. 19. 
Part 1: A Comprehensive Treatment of the Neutron 
Monitor Data from the Worldwide Station Network 
and Latitude Surveys. 

N74-13544/3GI 74-07 4A PC$3.75/MF$2.25 


The Cosmic Ray Spectral Modulation Above 2 Gv 
During the Descending Phase of Solar Cycle No. 19. 
Part 2: A Study of Large Forbush Decreases. 

N74-13545/0GI 74-07 4A PC$3.25/MF$2.25 


The Cosmic Ray Spectral Modulation Above 2GV Dur- 
ing the Descending Phases of Solar Cycle No. 19. Part 
5: The Influence on the Coupling Functions of the 
Nucleonic Component 

N74-13553/4GI 74-07 3B PC$3.25/MF$2.25 


The Cosmic Ray Spectral Modulation Above 2GV. 
Part 4: The Influence on the Attenuation Coefficient of 
the Nucleonic Component. 

N74-13539/3GI 74-07 4A PC$3.75/MF$2.25 


Short and Long-Term Variations in the Cosmic Ray In- 
tensity and Their Connection with the 5303 a Coronal 
Lime Intensity in Solar Cycle No. 20. 

N74-13548/4GI 74-07 3B PC$3.75/MF$2.25 


VINCENT, BURNELL W. 


Resource Recovery through Composting a: Ecology, 
Inc., New York, New York. An Evaluation Prepared 
by U.S. Environmental Protection Agency, Region II., 
PB-230 140/6GI 74-10 13B PC$3.75/MP$2.25 


VINCENT, D. W. 


Some Injector Element Detail Effects on Screech in 


Hydrogen-Oxygen Rockets. 
N74-17506/8GI 74-11 21H PC$3.75/MF$2.25 


VINCENT, JEAN M. 


A Summary of Statistics for the Indian in Oklahoma. 
PB-234 614/6GI 74-21. SK PC$3.75/MF$2.25 


VINCENT, LINWOOD 


Quantification of Shoreline Meandering. 
AD-773 050/0GI 74-06 8G PC$4.75/MF$2.25 


VINCENT, M. W. 


Combustor Mode 
AD-784 906/0GI 74-23 21B + PC$3.25/MF$2.25 


Reprint: Combustion Design Fundamentals. 


74-11 


74-17 12A PC$3.00/MF$2.25 


PA-1153 





VINCENT, MATTHEW W. 


AD-776 475/6GI 74-11 21E Reprint 
VINCENT, MATTHEW W. 
Fuel Spray Evaporation in Gas Turbine Burners. 
AD-774 441/0GI 74-08 21E PC$7.00/MF$2.25 
VINCENT, R. 


Polarized Radiance. Volume II. ._ afertnns Spectral 
Emittance from 4 to 14 micromete: 


AD-780 731/6GI 74-17 > PC$4.25/MF$2.25 
VINCENT, R. A. 

Studies of D-Region Drifts During the Winters of 1970 

to 1972 

ADP-115 74-04 4A PC$3.75/MF$2.25 
VINCENT, R. K. 


The NASA Earth Resources Spectral Information 
System: A Data Compilation, Second Supplement. 
N74-22051/8GI 74-17 8G PC$5.75/MF$2.25 


Optical Modeling of sae | — and Rough- 
Textured Rock and Mineral Surfac 
N74-22046/8GI 74-17 roll " PC$3.75/MF$2.25 


The Remote Identification of Terrain Features and 
Materials at a California Test Site: An Investigative 
Study of Techniques. 


PB-235 991/7GI 74-25 8M PC$4.25/MF$2.25 

Signature Extension Studies. 

N74-32892/3GI 74-26 14B PC$4.25/MF$2.25 
VINCENT, ROBERT 


Geologic Reconnaissance and Lithologic Identification 


by Remote Sensing. 
AD-771 278/9GI 74-04 8G PC$5.25/MF$2.25 


VINCENT, ROBERT K. 


Basic Investigations for Remote Sensing of Coastal 
Areas. 
AD-783 710/7GI 74-21 8F PC$3.25/MF$2.25 


VINCENT, 8S. 


Detailed Geoid Computations for Geos-C Altimeter 
Experimént Areas. 
N74-10371/4GI 74-04 8E PC$3.75/MF$2.25 


Global Detailed Geoid Computation and Model Analy- 


sis. 
N74-29728/4GI 74-24 8B PC$4.25/MF$2.25 


Global Detailed Gravimetric Geoid. 
N74-10374/8GI 74-04 8E PC$3.75/MF$2.25 


VINCENT, S. F. 
The Geoid and Free Air Gravity Anomalies Cor- 


responding to the Gem-4 Earth Gravitational Model. 
N73-32265/3GI 74-02 8E PC$3.25/MF$2.25 


VINCENT, WILLIAM A. 
An Analysis of the Effect of Replacing Individual Tool 


Kits with Composite Tool Kits. 

AD-777 260/1GI 74-12 1SE PC$5.25/MF$2.25 
VINCENTI, E. 

Costanza HRB: A Two Dimensional Dynamic Pro- 

gramme for High Temperature Gas Cooled Reactors 


and Its Application to the Thtr 300-Mwe Power Plant. 
EUR-5022 74-07 181 PC$S5.75/MF$2.25 


VINCENTI, WALTER G. 
Reprint: Nonlinear Resonant Wave Motion of a 
Radiating Gas. 
AD-776 841/9GI 74-11 20D Reprint 
Reprint: Theory for Radiatively Driven Harmonic 
Acoustic Waves in a Confined Gas. 
AD-776 848/4GI 74-11 20D Reprint 
VINCK, W. 


Present and Future Situation of Nuclear Energy. 
Production and Its Associated Industry: Normal 
Operation, Accident Prevention and Mitigation, Com- 
parative Risk Assessment. 

CONF-730125-1 74-02 18E PC$7.25/MF$2.25 


VINCZE, I. 
Action of 2, 4, 5-Te on DNA-Repair after Uv- or 


Ionizing Radiation 
SGAE-2211 74-16 6R PC$3.00/MF$2.25 


Effect of 2,4-D on Semiconservative- and DNA-Repair 
Synthesis (Case Report: Bullous Dermatitis after Ex- 
posure to 2,4-D). 
SGAE-2218 
VIND, H. P. 


Preliminary Development of an Electrochemical Heat 
Source for Military Diver Heating. 
AD-773 065/8GI 74-06 6Q PC$4.75/MF$2.25 


VIND, HAROLD P. 


Biodeterioration of Navy Insecticides in the Ocean. 
AD-773 101/1GI 74-06 6F PC$3.25/MF$2.25 


VINDELOV, K. E. 
New Transient Surface-Curreat Sensor and Recorder. 
UCID-16364 7409 14B PC$3.00/MF$2.25 
VINEL, G. 
Express Processing of gamma -Spectra on the Basis of 
Mini Computers. 
JINR-P10-7614 74-14 18D PC$3.00/MF$2.25 


74-16 6R PC$4.00/MF$2.25 


PA-1154 


Express Program for Processing Spectra (Epos) for 
Doublet Fitting. 
JIN R-P10-7367 74-11 18D PC$3.00/MF$2.25 


VINEL, G. V. 


Express ne for Processing Epos Spectra. Fitting 
Isolated and Weakly Overlapping Peaks. 
JIN R-P10-7366 74-08 9B PCS3 .00/MF$2.25 


Express Program for Processing Spectra Epos. Analy- 
sis of the Spectral Region with Complex Background 
and Correction of the Apparatus Disturbances in the 
Individual Channels. 

JINR-P10-7365 74-11 18D PC$3.00/MF$2.25 


Express Program for Processing Spectra (Epos). Deter- 
minetion of the Dependence of the Resolving Capacity 
of the Detector on the Energy. 


JINR-P10-7364 74-11 18D PC$3.00/MF$2.25 
VINER, J. G. 

Dynamic Testing of Luminaire Suppo: 

PB-232 967/0GI 74-22 iB PCS. 75/MF$2.25 


VINER, JOHN G. 

Accident Experience with Impact Attenuation Devices. 

PB-224 995/1GI 74-01 13B PC$3.75/MF$2.25 
VINEYARD, G. H. 

Radiation Damage in Reactors. 

BNL-18574 74-14 18] PC$3.00/MF$2.25 
VINGRON, P. 

Contribution to the Theory of Sequential Switches 

(Transduction Method for the Synthesis of 


Asynchronous Automats) Ein Beitrag Zur Theorie 
Sequentieller Schaltungen (Das Transduktions-Ver- 


fahren Zur Synthese Asynchroner Automaten). 
N74-26762/6GI 74-20 12A_ PC$S.75/MF$2.25 
VINH, N. D. 


Errors in Wall Friction Measurements Performed with 
the Aid of a Floating Element Balance in a Turbulent 
Flow with a Moderate Adverse Pressure Gradient. 


N74-22909/7GI 74-18 20D PC$3.25/MF$2.25 
VINBAS, L. A. 

Thermal Diffuse Scattering of X-Rays 

IEA-260 74-06 20L PCS3. 50/MF$2.25 
VINING, L. C. 


Reprint: Production of Bikaverin by ‘Fusarium ox- 

ys * and Its Identity with Lycopersin. 

AD-781 055/9GI 74-17 6M Not available NTIS 
VINING, LEO C. 

Reprint: Tenellin and Bassianin, Metabolites of 

“Beauveria Species’. Structure Elucidation with 15N- 

and Doubly 13C-Enriched Compounds Using 13C 

Nuclear M tic Resonance Spectroscopy 

AD-782 176/2GI 74-19 6M Not available NTIS 
VINITSKII, A. M. 


Solid-Propellant Rocket Engines--Translation. 

AD-780 834/8GI 74-17 21H PC$11.50/MF$2.25 
VINITSKHIL, G. S. 

Device for Liquefied Gas Pumping--Translation. 

AD-775 784/2GI 74-10 13K PC$3.25/MF$2.25 
VINITSKII, S. I. 

Coriolis Interaction in Adiabatic Representation of 

Three-Body Problem. 

JINR-P4-7568 
VINJE, EDWARD W. 


Flight Simulator Experiments and Analyses in Support 

of Further Development of MIL-F-83300 -V/STOL 

Flying Qualities Specification. 

AD-769 868/1GI 74-02 1D PC$7.50/MF$2.25 
VINK, J. H. 


Application of Finite Element Method for the Detailed 
Analysis of Hatch Corner Stresses. 
N74-26374/0GI 74-19 133 PC$3.75/MF$2.25 


VINK, J. M. 


Some Experiments on One-Side Welding with Various 
Backing Materials. Part 1: Manual Metal Arc Welding 
with Coated Electrodes and Semi-Automatic Gas 
Shielded Arc Welding. 

N74-25980/SGI 74-19 13H PC$3.75/MF$2.25 


VINNIKOV, I. B. 


Economics, Organization and Planning of Ship Electri- 

cal Installation Production, 

IPRS-62433 74-23 133 PC$4.25/MF$2.25 
VINNIKOV, K. YA. 


Techniques for Calculating the Correlation Functions 
pd Spectra of Meteorological Time Series--Transla- 


74-14 7D PC$3.50/MF$2.25 


AD.786 107/3GI 
VINNIKOV, Y. A. 

Evolution of the Gravireceptor and Its Investigation 

under Conditions of Acceleration and Weightlessness. 

N74-30467/6GI 74-24 6C PC$3.75/MF$2.25 
VINOGRADOV, A. B. 


The Calculation of Cloud Shadows in Modeling of the 
Earth’S Surface from Space Survey. 


74-24 4B  PC$3.75/MF$2.25 


N74-25890/6GI 
VINOGRADOV, A. G. 


Effect of Amplifying Backscattering in Bodies Placed 
in a — Containing Random Inhomogenceities-- 


Translatio 
AD-781 653/1GI 74-18 20E PC$3.25/MF$2.25 
VINOGRADOV, A. P. 


Investigation of the Chemical Composition of the At- 
at of Venus by the Venera-4 Automatic Sta- 


N74-20524/6G1 
VINOGRADOV, A. V. 
Diagnostics of Dense Laser Plasmas and Superdense 


Hot Plasmas, 
JPRS-61878 


VINOGRADOV, B. V. 

The Calculation of Cloud Shadows in Modeling of the 
Earth’S Surface from Space Survey 

N74-25890/6G1 74-19 af PC$3.25/MF$2.25 
The Effect of Clouds on the Identification of the 
Earth’S Surface in Visual Observations and Photog- 
raphy from Space. 

N74-25953/2GI 74-19 14E PC$3.25/MF$2.25 


Morphographic and Morphometric Analysis of Vegeta- 
tive Cover Photographs in Aerial Photography for the 
Mapping of Vegetation--Translation. 

AD-785 932/SGI 74-24 8B PC$3.25/MF$2.25 

VINOGRADOV, G. I. 

A Comparative Evaluation of the Entry Tracts into Or- 
ganism of Maleic Anhydride during Development of 
Increased Sensitivity--Translation. 

AD-784 260/2GI 74-22 6E PC$3.25/MF$2.25 


VINOGRADOV, N. I. 


Anomalous Absorption of Microwaves by Plasma Near 

the Upper Hybrid Frequency. 

NP-19920 74-11 201 PC$3.00/MF$2.25 

Experimental Observation of a Decay of High- 

Frequency Waves in Plasma. 

NP-19921 74-11 201 PC$3.00/MF$2.25 
VINOGRADOV, R. I. 

Use of the Method of Variation of Similarity Con- 

stants in Designing Aircraft over the Long Term 

IPRS-61923 74-15 1C PC$3.25/MF$2.25 
VINOGRADOV, V. B. 

Determination of Statistical Significance in Experi- 

ments on Detection of New Resonances. 

JINR-P1-7155 74-06 20H PC$3.00/MF$2.25 
VINOGRADOV, YU. V 


Effect of the Intensity of Turbulence upon the Process 
of Mixing Slipstreams at a Different Ratio of Veloci- 
ties--Translation. 
AD-778 798/9GI 
VINOGRADOVA, M. |. 


Investigation of the Valence Band of Lead Telluride 
by Using the Transfer Effect--Translation. 
AD-781 249/8GI 74-18 20L PC$3.25/MF$2.25 


VINOGRADOVA, O. M. 


Catalysis of Reactions of Oxidation by Zeolites Con- 
taining Cations of Transition Metals--Translation. 
AD-785 111/6GI 74-23 7D PC$3.25/MF$2.25 


VINOKUR, A 


Detecting the High Risk Driver: The Development of a 
Risk Questionnaire. 
PB-231 367/4GI 


VINOKUROV, V.G. 


Complexes of Minicomputers and Their Application 

(M-6000/6010)--Translation. 

AD-775 107/6GI 74-09 9B PC$3.25/MF$2.25 
VINOKUROYV, V. I. 


Problems of Processing Complex Signals in Correlated 
Systems--Translation. 
AD-770 939/7GI 


VINSH, V 
Determination of Lanthanum in Steel and Slag by the 
Activation Analysis Method. 
UIJV-3163-Ch 74-18 7D PC$4.00/MF$2.25 
VINSON, EARL 


Black and White Differences in Motivation: An Ex- 
pectancy Approach 
AD-777 679/2GI 


VINSON, JACK R. 


Analysis and Design of Composite Bonded Joints 
under a Dynamic Type Load. 
AD-785 433/4GI 74-23 13E PC$3.75/MF$2.25 


VINSON, R. P 


Methane and Dust Controls for Longwalls: Pocahontas 
No. 3 Coalbed, Grundy, Va. 
PB-231 110/8GI 74-12 81 PC$3.25/MF$2.25 


VINSONHALER, RUSSELL 
Fish Diversion Louver System. 


74-19 8E PC$3.25/MF$2.25 


74-14 3B PC$3.25/MF$2.25 


74-14 201 + PC$3.75/MF$2.25 


74-14 20D PC$3.25/MF$2.25 


74-12) SJ. _PC$4.25/MF$2.25 


74-03 9D PC$7.50/MF$2.25 


74-12 SI PC$3.75/MF$2.25 
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VIOLA, V. E. JR. 
Research in Nuclear Chemistry. Annual Progress Re- 


rt. 
MNC-4028-12 74-12 20H = PC$7.50/MF$2.25 
VIOLET, C. E. 


Silicon Detector System for X-Ray Pulse Calorimetry. 
UCRL-75616 74-26 201 PC$4.00/MF$2.25 


VIOLINI, ROBERT DE 
Climatic Handbook for Point Mugu and San Nicolas 


Island. Part II. Upper-Air Data. 
AD-775 444/3GI 74-09 4B PC$8.75/MF$2.25 


VIOSCA, HARRY L. JR. 


Circuit Patching Devices. 
PATENT-3 588 399 74-05 9A Not available NTIS 


VIOTTI, R. 
Proposal for Ultraviolet Investigations on Emission 


Lines Objects with the Iue Satellite. 
N74-22435/3GI 74-17 3B PC$3.25/MF$2.25 


VIRCHENKO, YU. P. 


Theory of Transfer Phenomena in External Fields. 
ITF-73-50-P 7404 7D PC$4.00/MF$2.25 


ViIRK, H. 8S. 
Identification of Relativistic Particles in White Stars 
Produced by the Interaction of 14 Gev Protons in a 


Nuclear Emulsion. 
FRNC-TH-426 74-15 20H PC$7.50/MF$2.25 


VIRLET, J. 


Contribution to the Study of Nuclear Relaxation and 
Molecular Motions in Solid Hexafluorides. 
CEA-R-4344 74-04 7D PC$10.25/MF$2.25 


VIRMANI, Y. 


Reprint: Microcalorimetric Studies. Thermal Decom- 
position and lodination of Bis(benzene)chromium, 
Bis(benzene)chromium lodide, and Some 
(Arene)chromium Tricarbonyls. 
AD-774 428/7GI 


VIRNIK, A. D. 


Catalytic Activity of a Polymer Complex Formed by a 
Dextran Derivative with Copper Ions (Issledovanie 
Kataliticheskoi Aktivnosti Polimernogo Kompleksa 
Obrazovannogo Proisvodnym Dekstrana s lonami 
Medi), 

TT-72-51139 


VIROBIK, P. F. 

Trw Plasma Wave Experiment for the Imp-H Mission. 

N74-13468/SGI 74-07 3B PC$3.25/MF$2.25 
VIRR, DONNA 

Alternative Forms of City Government. A Topeka 

Issue. 

PB-233 919/0GI 
VIRUPAKSHA, K. 

Entropy Coded Adaptive Differential PCM for Speech. 

AD-778 9$2/2GI 74-14 17B PC$3.75/MF$2.25 
VISAKORPI, R. 

Effect of Irradiation on Delayed Hypersensitivity and 

Antibody Formation in Rats. 

NP-19973 74-16 6R PC$3.75/MF$2.25 
VISCARDI, H. 

Matching Job and Worker Characteristics. Work Sup- 

plement for the Aged. 

PB-235 142/7GI 
VISCOMI, A. 


Reprint: Chemical Ionization Mass Spectra. XXI. 
Reactions in t-CSHIICI, t-CSH11Br, t-CSHIIOH, and 
t-CSHIISH. 

COM-74-50891/2GI 


VISENTIN, L. P. 


Reprint: Acidic Ribosomal Proteins from the Extreme 
‘Halobacterium cutirubrum’. 
AD-774 583/9GI 74-08 6A Not available NTIS 


Reprint: An Acidic, Alanine-rich 50 S Ribosomal 
Protein from ‘Halobacterium cutirubrum’: Amino Acid 
Sequence Homology with ‘Escherichia coli’ Proteins 
L7 and L12. 
AD-785 588/SGI 
VISENTIN, LOUIS P. 
Reprint: Homologies in Procaryotic Ribosomal 
Proteins: Alanine Rich Acidic Proteins Associated with 


Poly ide Translocation. 
AD-781 413/0GI 74-18 6A Not available NTIS 


VISENTIN, R. 
Neutrino Differential Cross Section (Dsigma/Dq exp 2 
5 ne nemaaee as Function of Intermediate Boson (W) 

ass. 

LNF-73-39 

VISHIDA, J. M. 
Design, Construction and Evaluation of a 12.2 Ghz, 4.0 
kw-CW High Efficiency Klystron Amplifier. 
N74-30575/6GI 74-24 9E PC$4.25/MF$2.25 


74-10 6C Not available NTIS 


74-08 7C Reprint 


74-26 6A PC$3.25/MF$2.25 


74-18 13B PC$3.75/MF$2.25 


74-21 SI PC$4.75/MF$2.25 


74-24 7C Not available NTIS 


74-23 6A Not available NTIS 


74-08 20H PC$3.00/MF$2.25 


VISHNEVETSKH, A. 1. 
Magnetic Information Recording Method--Translation. 
AD-785 885/SGI 74-24 14C PC$3.25/MF$2.25 
VISHNEVSKAYA, K. P. 


Separation of the Diffractive Component in pi exp - -- 
P Interactions at Pc = 40 Gev in the Effective Target 
Mass Analysis. 

JINR-P1-7924 74-21 20H PC$4.00/MF$2.25 
Study of Correlations in Particle Production in Pion- 
Nucleon Interactions at p = 40 Gev/C. 

JINR-P1-7543 74-08 20H PC$3.00/MF$2.25 


Study of the Inclusive Reactions Involving gamma - 
Quanta in pi exp - p, pi exp - C exp 12 Interactions at 


p = 40 Gev/C. 
JIN R-P1-7668 74-14 20H PC$3.00/MF$2.25 
VISHNEVSKAYA, N. L. 


On the Possibility of the Terrestrial Magnetic Field 
Disappearing in an Inversion Process--Translation. 
AD-777 423/SGI 74-12 8N PC$3.25/MF$2.25 


VISHNEVSKII, A. P. 


Synthesis of Multistable Automata on a Base of 
Polylogical Elements--Translation. 
AD-781 633/3GI 74-18 9B PC$3.25/MF$2.25 


VISHNYAKOV, L. R. 


Effect of Alloying a Nickel Matrix with the Metal of 
Reinforcing Fibers on Structural Stability of Nickel- 
Tungsten and Nickel-Molybdenum Composite Materi- 


als--Translation. 
AD-783 746/1GI 74-21 11D PC$3.25/MF$2.25 
VISINTAINER, ALAN 3 


The Effect of Inflation and Real Income Gains on 

Choice of Mode for Urban Rapid Transit Investment. 

PB-226 855/SGI 74-06 13B PC$4.75/MF$2.25 
VISNAPUU, AARNE 


Constrained Layer Damper and Noise Suppressor for a 

Rock Drill Steel. 

PAT-APPL-402 560 
VISNAPUU, L. YU. 

Device for Charging Aecrosols--Translation. 

AD-773 133/4GI 74-06 7D PC$3.25/MF$2.25 
VISOTSKH, I. V. 


Oil- and Gas-Bearing Basins: Western Coastal Basins 
of the African Platform and Interior and Coastal Atlan- 
tic Basins of the South American Platform--Transla- 


tion. 
AD-781 706/7GI 
VISPI, MARK A. 


Material Property Investigation for Project MIDDLE 
GUST, Events IV and V. Report 1. Subsurface Ex- 
ploration and Laboratory Test Results, 

AD-771 920/6GI 74-05 18C PC$12.50/MF$2.25 


VISSCHER, W. M. 
Random Packing of Equal and Unequal Spheres in 
Two and Three Dimensi 
LA-DC-72-745 
VISSER, J. 
Adhesion of Colloidal Particles. 
N74-25977/1GI 74-19 
VISSER, M. P. 


On the Turbidity of the Atlantic Ocean off the Su- 
rinam and French Guyana Coast over de Troebelheid 
van de Atlantische Oceaan voor de Kust van Suriname 
en Frans Guyana. 
N74-26934/1GI 


VISSERS, D. R. 
Characterization of Gas Reference Oxygen-Meter Per- 
formance in Liquid Sodium Systems. 
ANL-7943 74-20 14B PC$4.00/MF$2.25 
VISW ANADHAM, Y. 


A Preliminary Study of Precipitable Water over Brazil. 
N74-19244/4GI 74-13 4B PC$3.25 


VISWANATHAN, A. V. 


Elastic Stability of Laminated, Flat and Curved, Long 
Rectangular Plates Subjected to Combined Inplane 
Loads. 
N74-27404/4GI 
VISWANATHAN, R. 


Reprint: Superconductivity and Phase Stability of 
Selenium at High Pressures. 
AD-778 229/SGI 


VITALE, ANNE M. 
Total Urban Water Pollution Loads: The Impact of 
Storm Water. 
PB-231 730/3GI 
VITALE, C. 


The Reciprocal Exclusion of 
seminated Lupus Erythematosus. 
N74-31545/8GI 74-25 6E PC$3.25/MF$2.25 


VITANYI, PAUL M. B. 
Reprint: Structure of Growth in Lindenmayer Systems. 


7402 13H PC$3.25/MF$2.25 


74-18 8G PC$3.75/MF$2.25 


ons. 
74-17 12B) -PC$4.75/MF$2.25 


111A PC$S.25/MF$2.25 


74-20 8C PC$3.75/MF$2.25 


74-20 20K PC$4.25/MF$2.25 


74-13 20L Reprint 


74-13 13B PC$7.00/MF$2.25 


Amyloidosis-Dis- 


VIVIANI, P. 


AD-780 355/4GI 
VITEK, J. M. 
Reprint: Metastable Phases in the Tl-Sn Alloy System. 


74-16 SG Not available NTIS 


AD-786 293/1GI 74-25 11F Reprint 
VITERBI, A. J. 

Coded Spread Spectrum Digital Transmission System 

Design Study. 

N74-27624/7G1 74-20 9D PC$5.75/MF$2.25 


VITERBI, ANDREW J. 


Balanced Convolutional Source and Channel Coding. 
AD-780 990/8GI 74-17 9D PC$3.75/MF$2.25 


VITKOVITSKY, IHOR M. 


X-Radiation from High Energy Density Exploded Wire 
Discharges, 
AD-769 460/7GI1 


VITKOVSKAYA, O. N. 


Experimental Study of the Characteristics of Electrical 
Discharge between Coaxial Copper Electrodes in a 
Magnetic Field, 
IPRS-61504 
VITLINA, R. Z. 


Resonance Charge-Exchanging in Dense Gases--Trans- 


lation. 
AD-772 020/4GI 
VITOLA, BART M. 


Correlates of Barbiturate Use. 
AD-783 846/9GI 74-21 SI PC$3.25/MF$2.25 


A Correlational Analysis of Drug Abuse in the Air 


Force, 
AD-770 017/2GI 74-02 SI PC$3.25/MF$2.25 


Preliminary Evaluation of the Effectiveness of Air 
Force Advertising. 
AD-775 049/0GI 74-09 SI PC$3.75/MF$2.25 


Quality of the All-Volunteer Air-Force-1973. 
AD-781 755/4GI 74-18 SI PC$3.25/MF$2.25 


Variables Related to Amphetamine Use. 
AD-783 236/3GI 74-20 SK PC$3.25/MF$2.25 


Variables Related to Pre-Service Cannabis Use in a 
Sample of Air Force Enlistees, 
AD-776 778/3GI 74-11 


VITOLA, V. A. 


Automatic Recognition of Continuous Speech: Further 

Development of a Hierarchical Strategy. 

AD-773 182/1GI 74-06 17B PC$7.00/MF$2.25 
VITSHAS, A. F. 

Investigating a Quasi-Unidimensional Model of a Gas 

Discharge Contraction--Translation. 

AD-777 442/SGI 74-12 201 PC$3.25/MF$2.25 


VITTEK, J. F. 


Proceedings of the NASA/MIT Workshop on Airline 

Systems Analysis, Volume |. 

N73-32848/6GI 74-02 
VITTEK, J. F. IR.. 


Air Service to Small Communities, Directions for the 

Future. 

N74-23503/7GI 
VITTITOE, C. N. 


Expansion Method for Calculating Dispersion of Elec- 

tromagnetic Pulses Propagating in the lonosphere. 

SLA-74-191 74-23 4A PC$5.50/MF$2.25 
VITTO, V. 

A Simulation of the DABS Sensor for Evaluating 

Reply Processor Performance. 

AD-787 633/7GI 74-26 
VITYUTNEV, V. M. 


Possibility of Obtaining Enriched Americium-242G by 

the Elution of Recoil Atoms from Zeolite. 

SRARI-P-195 74-16 18B PC$4.00/MF$2.25 
VIVIAN, EDWARD 


Absorption of SO2 into Lime Slurries: Absorption 
Rates and Kinetics. 


74-01 201 PC$3.25/MF$2.25 


74-11 20C PC$3.25/MF$2.25 


7405 7D PC$3.25/MF$2.25 


$3 PC$3.75/MF$2.25 


1B) PC$17.25/MF$2.25 


74-18 17G PC$4.75/MF$2.25 


17G) =PC$3.75/MF$2.25 


PB-230 936/7GI 74-12 7D PC$4.25/MF$2.25 
VIVIAN, GORDON 

Excavations in a 17th Century Jumano Pueblo GRAN 

QUIVIRA. 

PB-235 356/3GI 74-22 SD PC$7.00/MF$2.25 


VIVIAN, R. GORDON 
The Hubbard Site and other Tri-Wall Structures in 
New Mexico and Colorado. 

PB-230 988/8GI 


VIVIANI, P. 


Reprint: Modeling of a Simple Motor Task in Man: In- 
tentional Arrest of an Ongoing Movement. 
AD-783 001/1GI 74-20 6P Reprint 


Reprint: On the Modeling of the Performance of the 
Human Brain in a Two-Choice Task Involving Decod- 
ing and Memorization of Simple Visual Patterns. 

AD-778 258/4GI 74-13 53° Reprint 


74-12 SF PC$S.25/MF$2.25 


PA-1155 





VIVIANI, P. 


Reprint: Parameters of Motion and EMG Activities 
during Some Simple Motor Tasks in Normal Subjects 
and Cerebellar Patients. 

AD-783 000/3GI 74-20 6P Reprint 


rint: Studies on the Control of Some Motor Tasks. 
elations between Parameters of Movements and 

EMG Activities. 

AD-779 220/3GI 74-15 6P Reprint 


Reprint: Studies on the Control of Some Simple Motor 
Tasks. II. On the Cerebellar Control of Movements in 
Relation to the Formulation of Intentional Commands. 

AD-778 278/2GI 74-13 6P Reprint 


VIVONA, F. M. 
Thermal Surveys on Garda Lake Using Infrared 


Equipment. 
N73-32298/4GI 74-02 8H PC$4.25/MF$2.25 
VIX, HENRY L. E. 


Method for Improving the Shelf Life of Roasted Pe- 


anuts. 
PAT-APPL-348 840 74-11 6H PC$3.25/MF$2.25 
VIZI, 1. 


Rotational Diffusion of Para-Azoxy-Anisole Molecules 
in Liquid Crystal and Isotropic Liquid State. 
KFKI-73-60 74-11 7D PC$3.00/MF$2.25 


VLACHOS, EVAN C. 
Consolidation of Irrigation Systems: Engineering, 
nn can and Sociological Constraints and/or facilitators. 
PB-225 289/8G1 74-02 2C PC$11.25/MF$2.25 
VLACHOS, N. S. 


Laminar Pipe Flow Downstream of a 15 Deg Bend. 
N74-12060/1GI 7406 20D PC$3.75/MF$2.25 


The Measurement of Blood Velocity with Laser 


Anemometry. 
N74-32555/6GI 74-26 6B PC$3.25/MF$2.25 
VLACHOVSKY, K 


Optimalization of Shielding for the Zrr Fast Testing 

Reactor. 

SJE-129 18F PC$9.S0/MF$2.25 
VLADIMIROV, A. A. 

Ultraviolet Asymptotics in the Presence of Nonabelian 


Gauge Fields. 
74-09 203 PC$3.50/MF$2.25 


74-08 


JINR-E2-7562 
Ultraviolet Behavior of Spontaneously Broken Gauge 
Theori 


ries. 
JINR-E2-7320 
VLADIMIROV, V. V. 


Special Methods of Processing and Registration of Ap- 
paratus Distributions of Neutrons and gamma-Quanta. 
FEI-362 74-09 18D PC$4.00/MF$2.25 


VLADIMIROV, YU. A 
Biophysical Determination of Time of Death (Some 
bg ag and Some Experimental Bases)--Transla- 
‘AD. 780 996/SGI 74-17 6E PC$3.25/MF$2.25 
VLADIMIROVA, O. N. 
Methods of Coherent Optics and Holography Applied 
to Problems in Antenna Engineering and Data 


Processing--Translation. 
74-22 9E PC$3.75/MF$2.25 


74-02 20) PC$3.00/MF$2.25 


AD-784 337/8GI 
VLADIMIRSKII, V. V. 


Design Considerations for a 
Syachrotron, the ‘"Tevatron’’. 
ITEF-967 74-02 20G PC$3.00/MF$2.25 


VLAJIC, BOZIDAR 


High-rise Apartment Buildings: Architectural, Medical, 
Managerial, and Sociological Perspectives, 
TT-72-56007 74-08 SK PC$8.75 


VLAJINAC, MILAN 
Magnus Measurements with the Magnetic Balance 


System. 
AD-782 753/8GI 14B PC$4.25/MF$2.25 
VLAKHOV, I. P. 


Theory of Acoustic Spin Resonance on Conduction 

Electrons. I. Absorbed Power and Line Width 

JINR-P4-7709 74-20 20L = PC$4: 00/MFS$2. 25 
VLASES, G. C. 


Interaction of Magnetically Confined Plasmas with In- 
tense Radiation from an Electron Beam Stabilized CO 
sub 2 Laser. Annual Report. 

RLO-2225-T-28-1 74-08 201 PC$3.50/MF$2.25 


VLASES, GEORGE C. 
Laser Heating for High Eathalpy Facilities. 


2,000 Gev Proton 


74-20 


AD-783 208/2GI 74-20 14B  PC$3.75/MFS$2.25 
VLASOV, A. 

Broadening of Spectral Lines in a Homogeneous 
(Coupling Width). 

N74-23291/9GI 74-18 7D PC$3.75/MF$2.25 
VLASOV, S. 


Prototype of a Space House. 


N74-32322/1GI 74-25 22A = PC$3.25/MF$2.25 


VLASOV, V. I. 
Shipborne Radar Equipment and Its Employment-- 
Translation. 
AD-781 296/9GI 74-18 171 PC$10.25/MF$2.25 
VLASOV, Y. V. 


Generation and Suppression Turbulence in an Axisym- 
metric Turbulent Jet in the Presence of an Acoustic In- 
fluence. 

N74-26820/2GI 


VLAUN, RICHARD C. 


Report of Foam-Dry Chemical Compatibility Testing 
on Board M/V Rhode Island. 
AD-779 748/3GI 74-15 133 PC$4.25/MF$2.25 


VNEK, JOHN 
Development of Passive Hemagglutination Assays and 
Large Animal Antisera for Detection of Hepatitis B 


Associated Antigens. 
PB-225 145/2GI 74-01 6M PC$4.25/MF$2.25 
VNGAR, S. G. 


An Occultation Satellite System for Determining Pres- 

sure Levels in the Atmosphere. 

N74-29714/4GI 74-24 4A PC$7.00/MF$2.25 
VOBLIKOVA, V. A. 


Gas Chromatographic Determination of the Products 
of Destruction of Polymer Materials by Radiation 


74-20 20D PC$3.25/MF$2.25 


Sterilization. 

N74-22800/8GI 74-18 7D PC$3.25/MF$2.25 
VOCCI, F. J. 

Proposed — for Human Exposure to VX Vapor in 

Nonmilitary Operations. 

AD-770 434/961 74-02 GT PC$3.75/MF$2.25 


VODYANOI, L. F. 


Bending of a Three-Layer Cylindrical Shell Reinforced 
with a Regular System of Rectangular Stiffeners-- 
Translation. 

AD-782 535/9GI 


VOEGELI, F. 


Four Channel Miniature Transmitter for Transmitting 

Electroencephalograms from Small Animals. 

N74-26634/7GI 74-20 6L PC$3.25/MF$2.25 
VOELK, H. J. 


Motions of the Bow Shock Induced by Interplanetary 
Disturbances. 
N74-13541/9GI 74-07 3B PC$3.75/MF$2.25 
Nonlinear Perturbation Theory for Cosmic Ray 
Propagation in Random Magnetic Fields. 
N74-13542/7GI 74-07 3B PC$3.75/MF$2.25 
Spatial Dependence of the Pitch-Angle and Associated 
Spatial Diffusion Coefficients for Cosmic Rays in In- 
terplanetary Space. 
N74-13543/SGI 
VOELKEL, KERMIT E. 
Texas Cotton Review 1973-74. 
PB-235 388/6GI 74-23 2B PC$6.25/MF$2.25 
VOELKER, A. H. 


Regional Environmental Systems Analysis Program. 
Progress Report, June 1973--June 1974. 
ORNL-NSF-EP-74 74-25 13B PC$10.00/MF$2.25 


sone Disaggregation: Prerequisite to Regional Simu- 


CONF-740703-2 74-21 13B =PC$4.75/MF$2.25 
VOELKER, R. P. 


Evaluation of Mechanical Ice Cutter Concept for Use 
in Domestic Icebreaking Service. 


74-19 20K PC$3.25/MF$2.25 


74-07 3B PC$4.25/MF$2.25 


AD-775 988/9GI 74-10 133 | PC$7.00/MF$2.25 
VOELZ, G. L. 

Biomedical Follow-Up of the Manhattan Project Plu- 

tonium Workers. 

LA-UR-73-834 74-04 6R PC$3.00/MF$2.25 


VOGEL, ALBERT 
Continued Effects of Tropical Storm Agnes (1972) on 
Aquatic Weed Growth 
PB-236 926/2GI 


VOGEL, E. M. 


An Automatic Scaling Device for Analog Input Signals 
in a Computer Data Acquisition System. 
AD-775 807/1GI 74-10 14B PC$3.25/MF$2.25 


VOGEL, FRANK 
Electronic Properties of Nitronaphthalene Solids: Lu- 
minescence and Electrical Conductivity. 
AD-771 867/9GI 74-05 7D PC$3.75/MF$2.25 
VOGEL, G. J. 
Reduction of Atmospheric Pollution by the Application 
of Fluidized-Bed Combustion and Regeneration of Sul- 
fur-Containing Additives. 
PB-227 058/SGI 74-06 7A PC$4.25/MF$2.25 
Reduction of Atmospheric Pollution by the Application 
of Fluidized-Bed Combustion and Regeneration of Sul- 


"74-26 13B  PC$3.25/MF$2.25 





fur-Containing Additives. Annual Report, July 1971-- 
June 1972. 
ANL/ES-CEN-1005 


VOGEL, J. M. 


Bone Mineral Measurement from APOLLO Experi- 
ment M-078. 
N74-17847/6GI 


VOGEL, M. A. 


Status Report I on the Testing Graphite-Type Nuclear 
Rocket (Rover) Fuel in a Pulsed Reactor (Treat). 
ANL-6522 74-06 18) PC$3.00/MF$2.25 


VOGEL, P. M. 


A New Shear Wave Velocity Measurement Technique 
in Ocean Bottom Soil Samples. 
COM-73-11913/3GI 74-01 


VOGEL, PAUL E. J. 
Proceedings of the 1973 Symposium on Nondestructive 
Testing of Tires Held at Boston, Mass., 10-12 April 
1973, 
AD-785 768/3GI 74-24 14B PC$14.00/MF$14.00 
The State of the Art of Nondestructive Testing of 


74-06 7A PC$S.45/MF$2.25 


74-12 6S PC$3.75/MF$2.25 


8] PC$3.25/MF$2.25 


Tires. 

AD-774 188/7GI 
VOGEL, R. C. 

Chemical Engineering Division Thermochemical Stu- 

dies Semiannual Report, January--June 1973. 

ANL-8021 74-04 7A PC$4.00/MF$2.25 
VOGEL, Z. 

‘Aplysia’ Acetylcholine Receptors: Blockade by and 

Binding of alpha-Bungarotoxin. 

AD-783 021/9GI 74-20 6A PC$3.75/MF$2.25 
VOGELSANG, W. F. 

Preliminary Assessment of Corrosion Product Trans- 


port in Fusion Reactors. 
BNWL-SA-4777 74-11 18A PC$3.00/MF$2.25 


Tritium Inventory Considerations in Lithium Blankets. 

BNWL-SA-4871(Rev.) 74-22 18A PC$4.00/MF$2.25 
VOGELY, WILLIAM 

An Analysis of the Benefits and Costs of an Improved 

Crop Acreage Forecasting System Utilizing Earth 

Resources Satellite or Aircraft Information, 

PB-227 361/3GI 74-07 2D PC$S5.75/MF$2.25 
VOGES, R. C. 

A Study of Semiconductor Laser Modal Fields and 

Their Radiation Patterns. 

AD-777 521/6GI 74-12 20E PC$5.25/MF$2.25 


VOGG, H 


Activation Analysis. Proceedings of the Third Seminar, 
Karlsruhe, May 30--31, 1972. 
BMFT-FBK-73-23 74-06 7D PC$5.00/MF$2.25 


VOGH, J.W. 


Compound-Type Separation and Characterization Stu- 
dies for a 370 to 530 C Distillate of Recluse, Wyo., 
Crude Oil. 

PB-236 406/SGI 


VOGL, OTTO F. 


Regular Copolyamides as Desalination Membranes. 
PAT-APPL-471 513 74-20 7C PC$3.2S/MF$2.25 


VOGLER, L. E. 
35 GHz Stratospheric Propagation. 
AD-779 519/8GI 74-15 17B PC$3.75/MF$2.25 


Investigation of Effect of Antenna Site and Antenna 
Type on LF Non-Directional Beacon Performance. 
AD-775 316/3GI 74-09 17G PC$4.75/MF$2.25 


VOGT, DONALD W. 


Design Methods for Specifying Handling Qualities for 
Control Configured Vehicles. 
AD-779 731/9GI 74-15 


VOGT, E. D. 
Simulated Trajectories Error al eee. Ver- 


sion 2. Volume 2: Programmer’S M 
N74-11657/SGI 7405 22C “ecstS. 25/MF$2.25 


Space Trajectory Error Analysis Program (Steap) for 
Halo Orbit Missions. Volume 1: Analytic and User'S 
Manual. 

N74-26307/0GI 74-19 22C PC$7.25/MF$2.25 


Space Trajectory Error Analysis Program (Steap) for 


74-08 13F PC$3.75/MF$2.25 


74-25 81 PC$3.75/MF$2.25 


1C = PC$8.50/MF$2.25 


Halo Orbit Missions. Volume 2: Programmer'S 
Manual. 
N74-26308/8GI 74-19 22C PC$8.50/MF$2.25 
VOGT, F. B. 


Detection of REM, | Sleep Stage and Eye Movement 
from Beat-to-Beat Heart Rate. 
AD-775 387/4GI 7409 6P PC$4.25/MF$2.25 


VOGT, H. L. 
Minimization Methods in 
Biodynamic Models, 
AD-770 992/6GI 
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74-09 20K PC$3.25/MF$2.25 


74-04 20L PC$5.50/MF$2.25 


Lipoproteins of Inflamed Skin Capillaries. 
AD-769 178/SGI 7401 6P Not available NTIS 
WAGER, R. J. 


Doppler Microwave Landing System Electronic Pitch 
Stabilization. 
AD-782 352/9GI 74-19 17G PC$3.75/MF$2.25 


WAGES, C.G. 


Ultrasonic Scanning System for in-Place Inspection of 
Brazed Tube Joints. 
PATENT-3 777 552 74-09 14B Not available NTIS 


WAGGONER, JEANNE G. 


Reprint: Comparison of Plasma Bilirubin Turnover and 
Carbon Monoxide Production in Man. 
AD-776 637/1GI 74-11 6P Reprint 


WAGGONER, JOHN J. 
Naval Medical Care Study: Costs and Economic Effi- 


ciency, 

AD-782 569/8GI 74-19 6E PC$5.25/MF$2.25 
Navy Medical Care Study: Appendices, 

AD-782 $72/2GI 419" 6E PC$S.75/MF$2.25 
Navy Medical Care Study: Findings and Implications, 
AD-782 571/4GI 74-19 6E PC$4.25/MF$2.25 


WAGMAN, D. D. 
Reprint: Temperatures, Pressures, and Heats of 
Transition, Fusion and Vaporization. 
COM-74-50603/IGI 74-19 7D Not available NTIS 
WAGMAN, LEONARD M. 
The USSR's Current Role in the Middle East. 
AD-780 001/4GI 74-16 SD PC$3.75/MF$2.25 
WAGNER, A. JAMES 


Reprint: Weather and Circulation of April 1973. A 
Stormy Moath with Widespread Flooding. 
COM-73-50496-07-07/GI 

74-01 4B (Order as COM-73-50496-07) 











Reprint: Weather and Circulation of July 1973. Cool 

and Wet in the Middle Third of the Country But In- 

creasing Drought in the Northwest. 

COM-73-50496-10-08/GI 

74-10 4B (Order as COM-73-50496-10) 

WAGNER, A. P. 

Inverter Ratio Failure Detector. 

PATENT-3 795 858 74-12 14B Not available NTIS 
WAGNER, B. 


Microprogrammed Standard Functions for a Basic 
Computer Mikroprogrammierte Standardfunktionen 
fuer Einen Basic-Rechner. 

N74-20850/SGI 74-15 9B PC$4.75/MF$2.25 


WAGNER, BURKHARD E. 
Reprint: Dynamic Nuclear Polarization Studies of In- 
termolecular Coupling of Deuteron and Unpaired Elec- 


tron Spins. 
AD-775 622/4GI 74-10 7D Reprint 
WAGNER, C. A. 


The 13TH Order Resonance from Navy Tracking on a 


Diademe 2 Fragment. 
N74-22483/3GI 74-17 22C =PC$3.75/MF$2.25 


The 1STH Order Resonance on the Decaying Orbit of 


Tetr-3. 
N73-33805/SGI 74-02 22C PC$3.75/MF$2.25 


The Road Program. 
N74-27352/SGI 74-20 22C PC$3.75/MF$2.25 


Rotating Raster Generator. 
PATENT-3 803 445 74-15 17B Not available NTIS 
WAGNER, C. E. 


Interim Report on Fokker-Planck Studies of Two-Com- 
ponent-Tori. 
AD-783 036/7GI 74-20 201 PC$3.25/MF$2.25 


Simulation of Colliding Solar Wind Streams with Mul- 


tifluid Codes. 
N74-22429/6GI 74-17 3B PC$3.25/MF$2.25 


WAGNER, CHARLES J. JR. 


Method of Preparing a Dehydrated Deacidified Citrus 
Juice Product. 
PATENT-3 723 133 74-09 8H Not available NTIS 


WAGNER, D. K. 
0.6 Tesla Omni-Directional Superconducting Magnet 
System. 
COO-3150-16 74-13 9A PC$3.50/MF$2.25 
Comment on ‘'Model for the Analysis of the Magne- 
toresistance in Potassium"’ and ‘"High- and Low-Field 
Limits for the Hall Coefficient of Potassium"’. 
COO-3150-17 74-07 20L PC$3.00/MF$2.25 
WAGNER, DAVID D. 


An Investigation of the Physical Impact of Sewage 
Outflow on a River-Estuarine Environment. 


AD-769 514/1GI 74-01 13B PC$4.25/MF$2.25 
WAGNER, E. B. 

Transport of Resonance Radiation in Arg 

ORNL-TM-4368 7406 201 PCS9. 50/MF$2. 25 


WAGNER, FREDRICK R. 


Utah Multidisciplinary Highway Crash Investigation. 
Volume II. 
PB-234 372/1GI 74-23, 13L) =PC$7.25/MF$2.25 


WAGNER, G. 
Initiation, Stability and Limits of Detonation for Ad- 
vanced Stable/Air-Breathing and Hybrid Propulsion 


Engine Design. 
AD-770 070/1GI 7402 21E PC$3.75/MF$2.25 
WAGNER, G. F. 


Radiochemical Measurements on Kiwi-TNT. 
LA-3290 7402 21F PC$4.25/MF$2.25 


WAGNER, G. R. 
Reprint: Spin-Lattice Relaxation of Manganese (2+) in 
Hexagonal Cadmium Sulfide below 4.2 Degrees Kel- 
vin. 
AD-771 508/9GI 
WAGNER, H. 


Elastic Interaction and Phase Transition in Coherent 
Metal--Hydrogen Systems. 
JUL-1039-FF 74-17 20L PC$8.50/MF$2.25 


Model Calculation for the - ; -- Alpha ‘Phase 
Transition in Metal--Hydrogen Syste 
JUL-1045-FF 74-24 #11F "CSS: 75/MF$2.25 


Response of Structures to Random Acoustic Excita- 
tion: An Experimental Study. 
N74-17615/7GI 74-11 20K PC$3.75/MF$2.25 


WAGNER, H. N. JR. 


Functional Images of the Lungs. 

CONF-740708-31 74-24 6E PC$4.00/MF$2.25 
WAGNER, H. P. 

Effect of Cyclophosphamide on Kinetics of Thoracic 

a Lymphoid Cells and Blood Leukocytes of 


es. 
BNL-18139 74-04 6T PC$3.00/MF$2.25 


74-04 20L Reprint 


WAGNER, HAROLD 


Computer Simulation as an Aid to Managers of Train- 


AD-776 138/0GI 74-10 SI PC$S.25/MF$2.25 


Individualized Course Completion Time Predictions: 
Development of Instruments and Techniques. 
AD-772 992/4GI 74-06 SI PC$3.75/MF$2.25 


WAGNER, HEMAN L. 


Reprint: The Polymer Standard Reference Materials 
Program at the National Bureau of Standards. 
COM-74-50393/9GI 74-13 14B Not available NTIS. 


WAGNER, HERBERT M. 


Reprint: Electron-Beam-Semiconductor Application to 
Laser Pulsing. 
AD-775 602/6GI 74-10 20E Reprint 


Reprint: Performance of Electron Beam-Semiconduc- 

tor Amplifiers. 

AD-775 529/1GI 
WAGNER, HERMAN L. 


Mark-Houwink Relations for Linear Polyethylene in 1- 

Chloronaphthalene and 1,2,4-Trichlorobenzene. 

COM-74-50362/4GI_ 74-13 7C Not available NTIS 
WAGNER, IL. F. 


Vessel Traffic System (VTS) Simulation Simulator 

Facility Concept Definition Study. 

AD-786 566/0GI 74-25 133 PC$7.00/MF$2.25 
WAGNER, J. 


Nozzle Geometry and Forward Velocity Effects on 
Noise for Ctol Engine-over-the-Wing Concept 


74-09 9E Reprint 


N73-33742/0GI 74-02 21E PC$3. TSIMPS2. 25 
Redundant Estimation of Orientation. 
AD-778 42S/9GI 74-14 22C PC$3.75/MF$2.25 


Response of Lif Thermoluminescence to Low Energy 
beta -Rays from Tritium. 
COO-1105-187 74-15 18D PC$4.00/MP$2.25 


Spin--Lattice Relaxation and Atomic Motions in Lif. 
COO-1105-147 74-10 20L PC$7.00/MF$2.25 


Tasks of Medical Supervisors of Radiation Workers. 
SZS-158 74-24 6R PC$4.25/MF$2.25 


WAGNER, J. BRUCE JR. 
Basic and Applied Research in Materials. 


AD-787 682/4GI 74-26 20L PC$3.25/MF$2.25 

Sulfur in the Corrosion of Superalloys. 

AD-779 542/0GI 74-15 11F PC$3.25/MF$2.25 
WAGNER, J. J. 


— Instrument Calibration with Statistical Applica- 


RLO-2227- T-12-39 74-10 14B PC$3.00/MF$2.25 
WAGNER, J. M. 


Acoustic Characteristics of Externally Blown Flap 
Systems with Mixer Nozzles. 
N74-16715/6GI 74-11 21E PC$3.75/MF$2.25 


WAGNER, JAMES R. 


The Software Implementation of Tactical System 
Hardware Functions. 
AD-774 193/7GI 74-08 9B PC$5.25/MF$2.25 


A Tactical System Benchmark for the Numerical Solu- 

tion of Trajectories. 

AD-786 648/6GI 74-25 19D PC$5.25/MF$2.25 
WAGNER, JAN 


Disposal of Heated Water Through Ground Water 
Systems. Volume I, Technical and Economic Feasibili- 


ty. 
PB-236 302/6GI 74-26 13B PC$S.75/MF$2.25 
Disposal of Heated Water Through Ground Water 
Systems. Volume II, User's Manual. Numerical Simu- 
lation of Fluid Flow and Heat Transfer in Ground 
Water Systems. 
PB-236 303/4GI 74-26 13B PC$7.25/MF$2.25 
WAGNER, JERRY 
Temperature Dependence of CO2 Laser Radiation Ab- 
sorption in SF6-Air Mixtures, 
AD-773 447/8GI 
WAGNER, JOBN E. 
National Service as an Alternative for Military Con- 


74-07 7D PC$3.75/MF$2.25 


scription. 

AD-775 672/9GI 74-10 15C PC$3.75/MF$2.25 
WAGNER, JOHN W. 

Growth of Pb(i-x)Sa(x)Te from Nonstoichiometric 
parewrs 615 928 74-04 20B Not available NTIS 
WAGNER, K. 


bp Multi Level Dialog System, Multi Level Dialog 
: Case Studies for Application. 
KFEPDY. i 74-14 9B PCS1S. 25/MF$2.25 


Muli: Multi Level Dialog System, Multi Level Dialog 


Language: Description of Language and System . 
KFK-PDV-10 74-14 9B PC$10.00/MF$2.25 


WAGNER, THOMAS W. 


WAGNER, L. 


Reprint: A Deterministic Type Controller for a Class 
of Uncertain Plants with Partial Identification. 
AD-770 779/7GI 74-03 12A Not available NTIS 


Single Cluster Corrosion Test Summary, August 1965 


to March 1966. 
WANL-TME-1375 74-08 21F PC$8.25/MF$2.25 
WAGNER, LEO H. 


Digital Conference Bridge. 
PATENT-3 735 359 74-21 17B Not available NTIS 


WAGNER, OTTO C. 
Sealed Zinc-Oxygen Cells 


AD-783 490/6GI 74-21 10B PC$3.25/MF$2.25 

Zinc-Air (Oxygen) Cell Studies. 

AD-772 903/1GI 74-06 10C PC$3.25/MF$2.25 
WAGNER, P. 


High Temperature-Low Density Zrc Insulators Made 
by Chemical Vapor Deposition. 
LA-UR-73-804 7406 11B PC$3.00/MF$2.25 


Research, Development, and Production of Sub- 
stoichiometric Zirconium Carbide for High-Tempera- 
ture Insulation. 

LA-5224 74-02 18) PC$4.00/MF$2.25 

WAGNER, R 

Forecast of Service Life of Oscillating, Stressed, 
Notched Structural Members from Basic Principles of 
Fracture Mechanics Lebensdauervorhersage Schwin- 
gend Beanspruchter Scharf Gekerbeter Bauteile Auf 
der Grundlage der Brunchmechanik. 

N74-32351/0GI 74-25 13M PC$5.25/MF$2.25 


Microwave Modulation of CO2 Lasers in GaAs Thin 
Film Optical Waveguides. 


AD-776 663/7G1 74-11 20E PC$4.25/MF$2.25 
Microwave Waveguide Modulators for CO2 Lasers. 
AD-787 471/2GI 74-26 2E PC$3.75/MF$2.25 


Service Life Prediction for Oscillating Loaded Sharply 
Notched Construction Members Using Fracture 
Mechanics Lebensdauervorhersage Schwingend Bean- 
spruchter Scharf Gekerbter Bauteile Auf der Grun- 
dlage der Bruchmechanik. 

N74-31356/0GI 74-24 20K PC$5.25/MF$2.25 


WAGNER, R. A. 


Noise Levels of Operational Helicopters of the OH-6 
Type Desi to Meet the Loh Mission. 
N74-20663/2GI 74-15 20A PC$4.25/MF$2.25 


Reprint: Radar Propagation Errors in the Arctic lono- 
sphere. 
AD-782 502/9GI 74-19 171 Reprint 


Reprint: The Structure of the Polar lonosphere During 
Exceptionally Quiet Periods. 
AD-772 266/3GI 


WAGNER, R. D. 
Experimental Studies of Hypersonic Boundary-Layer 


Transition and Effects of Wind Tunnel Disturbances. 
N74-17970/6GI 74-12 20D PC$3.75/MF$2.25 


Hot-Wire Anemometry in Hypersonic Helium Flow. 
N74-26825/1GI 74-20 20D PC$3.75/MF$2.25 


Mean Flow and Turbulence Measurements in a Mach 5 
Free Shear Layer. 
N74-12089/0GI 
WAGNER, R. L. 
Fabrication of Tungsten--Uranium Dioxide 
Honeycomb Structures. Final Report for Period End- 
ing June 30, 1965. 
K-1648 74-07 183 PC$8.00/MF$2.25 
Fabricatioa of Tungsten--Uranium Dioxide 
Honeycomb Structures. Phase II. Quarterly Report for 
Period Ending March 15, 1965. 
K-1636 74-07 183 PC$S5.75/MF$2.25 
WAGNER, R. W 
Reprint: A Case Study Using Aircraft, Satellite and 
Ground Observations. 
AD-787 244/3G1 
WAGNER, RICHARD E. 


The Division of Responsibility for Housing Policy in a 
Federal System of Government. 


74-05 4A_ Reprint 


74-06 20D PC$3.75/MF$2.25 


74-26 4A Reprint 


PB-230 641/3GI 74-11 SK PC$3.7S5/MFS$2.25 
WAGNER, T. J. 
Reprint: Some Distribution-Free Aspects of Paging Al- 
gorithm Performance. 
KD-776 451/7G1 74-11 9B Reprint 
WAGNER, THOMAS 


Geologic Reconnaissance and Lithologic Identification 
by Remote Sensing. 
AD-771 278/9GI 


WAGNER, THOMAS W. 


The Remote Identification of Terrain Features and 
Materials at a Virginia Test Site: An Investigative 
Study of Multispectral Sensing Techniques. 

PB-236 513/8GI 74-26 8F PC$4.25/MF$2.25 


7404 8G PC$5.25/MFS$2.25 


PA-1163 





WAGNER, THOMAS W. 


The Remote Identification of Terrain Features and 
Materials at Kansas Test Sites: An Investigative Study 
of Techniques. 

PB-224 962/1GI 74-01 8M PC$4.25/MF$2.25 
The Remote Identification of Terrain Features and 
Materials at Pennsylvania Test Sites: An Investigative 


Study of Techniques. 
PB-235 992/5GI 74-25 8M PC$4.75/MF$2.25 
WAGNER, W. F. 


Properties and Structures of Solvates of Metal Che- 
lates Encountered in Solvent Extraction Systems. 
ORO-2124-25 7D PC$3.00/MF$2.25 
WAGNER, W.G. 
Studies of Laser Induced Turbulence in the At- 
mosphere III. 
AD-782 682/9GI 
WAGNER, W. J. 
Reprint: Coronal Disturbances. I. Fast Transient 
Events Observed in the Green Coronal Emission Line 


During the Last Solar Cycle. 
AD-778 120/6GI 74-13 3B Reprint 


Reprint: Coronal Disturbances. II. The Fast Rearrange- 
ment of Coronal Magnetic Fields. 
AD-782 620/9GI 


WAGNER, W. R. 


Faceting of High Angle Grain Boundaries in the Coin- 
cidence Lattice. 

COO-3158-25 74-16 20B PC$3.00/MF$2.25 
Grain Boundaries in Thin-Film Bicrystals of Surface- 


Reactive Metals Prepared by Vacuum Welding. Report 
No. 2179. 


COO-3158-30 74-21 11F PC$4.00/MF$2.25 
WAGNER, WAYNE 


Truck Noise-VI B. A Baseline Study of the Parameters 
Affecting Diesel Engine Intake and Exhaust Silencer 


Design. 
PB-230 317/0GI 74-10 13F PC$7.50/MF$2.25 


WAGNER, WILLIAM L. 


Health Hazard Evaluation/Toxicity Determination. 

Schnadig Corporation, Cornelia, Georgia. 

PB-232 737/7GI 74-16 63 PC$3.25/MF$2.25 
WAGONER, DENNY E. 


Guidelines for Development of a Quality Assurance 
Program: Volume I. Determination of Stack Gas 
— and Volumetric Flow Rate (Type-S Pitot 


74-20 4A PC$3.25/MF$2.25 


74-19 3B Reprint 


ube), 
PB-232 437/4GI 74-15 14B PC$4.25/MF$2.25 


Guidelines for Development of a Quality Assurance 
Program. Volume II. Gas Analysis for Carbon Dioxide, 
Excess Air, and Dry Molecular Weight. 

PB-235 755/6GI 74-23 14B  PC$4.25/MF$2.25 


WAGSBAL, J. J. 
Effects of Highly Anisotropic Scattering on Monoener- 


getic Neutron Transport at Deep Penetrations. 
ORNL-TM-4408 74-08 20H PC$4.25/MF$2.25 


WAHBA, GRACE 
Convergence Properties of the Method “4 Regulariza- 


tion for Noisy Linear Operation Equatio: 
AD-771 381/1GI 74-04 12A PCS3 -75(MF$2.25 


Interpolating Spline Methods for Density Estimation I. 
Equi-Spaced Knots. 
AD-770 962/9GI 74-03 12A_ PC$3.75/MF$2.25 


On the Optimal Choice of Nodes in the C-P Method 
for Solving Linear Operator Equations. 


AD-774 247/1GI 74-08 12A_ PC$3.25/MF$2.25 

Optimal Convergence Properties of Variable Knot, 

Kernel, and Orthogonal Series Methods for Density 

Estimation. 

AD-770 965/2GI 7403 12A_ PC$3.75/MF$2.25 
WAUHL, A. C. 


Reprint: Multi-Configuration SCF (MC SCF) on the 
Lowest Triplet State of H20. 
COM-74-5S0617/1GI 74-19 7D Not available NTIS 


WAARL, D. J. 
Use of Plutonium in Thermal High Temperature Reac- 
= with Spherical Fuel Elements Investigated for the 
itr. 
JUL-970-RG 74-06 18] PC$S.75/MF$2.25 
WAHL, JONN P. 


Evaluation of Odor Measurement Techniques: Volume 
I. Animal Rendering Industry. 
PB-228 186/3GI 74-10 13B PC$4.75/MF$2.25 


WAHL, NORMAN F. 


Commercial Marine Insurance Guide, 
COM-74-11301/0GI 74-22, SC PC$3.25/MF$2.25 
WAHLBERG, J. S. 


Mineralogical and Chemical Data for Water-Laid Tuff 
in the Thomas Range, Juab County, Utah. 
PB-231 921/8GI 74-14 8G PC$3.75/MF$2.25 


WAHLEN, R. K. 
Low Ph Decontamination Procedure Cell 3. 


UNI-136 74-25 181 PC$4.00/MF$2.25 
WAHLER, H. J. 
Re-Entry into Community Opportunities, Vocations, 


Educations and Recreation (RECOVER). 

PB-235 054/4GI 74-21 SK PC$5.25/MF$2.25 
WAHLGREN, U. 

Reprint: Ligand Field Transitions in Platinum 


Tetrachloride Calculated by the SCF X({alpha) Scat- 
tered-Wave Method. 
AD-773 000/SGI 


WAHLIG, LEONARD OTTO 
A Numerical Solution for Time Dependent, Multi- 
Channel Queues and an Application to the Acute 
pte re Illness Clinic, Silas B. Hays Hospital, Fort Ord, 
AD 187 4a3/iGl 74-26 6E PC$3.75/MF$2.25 
WAHLOQVIST, L. 


Chassis Construction for an Antenna - Module 

Chassikonstruktion Foer Gruppantennmod: 

N74-12923/0GI 74-07 9E Poss 25/MF$2. 25 
WAAMLS, H. E. 


The Compaction of Soil and Rock Materials for 

Highway Purposes. 

PB-227 931/3GI 74-08 13B PC$11.50/MF$2.25 
WAHLSTROM, S. E. 


Design of a Fault Tolerant Airborne Digital Computer. 
Volume 2: Computational Requirements and Technolo- 


By. 
N74-18842/6GI 74-13 9B PC$6.25/MF$2.25 
WAHRENBROCK, ERIC A. 
Ballistocardiography as a Technique for Comparative 
Physiology, 
COM-74-50189-04-02/GI 
74-16 8A (Order as COM-74-50189-04) 


Reprint: Respiration and Metabolism in Two Baleen 
Whale Calves. 
COM-74-50189-04-01/GI 
74-16 8A (Order as COM-74-50189-04) 
WAHRHAFTIG, ALBERT L. 


Alternative Economic Development Policies for Indian 
Communities. Making Do with the Dark Meat: A Re- 
port on the Cherokee Indians in Oklahoma. 

COM-74-11489/3GI 74-23 SC PC$7.00/MF$2.25 


WAI, CHIEN M. 


Solution to Problems of Pollution Associated with Min- 

ing in Northern Idaho. 

PB-230 965/6GI 74-12. 13B = =PC$5.25/MF$2.25 
WAI-KWONG LAI, T. 

Electron Collection Theory for a D-Region Subsonic 

Blunt Electrostatic Probe. 

N74-26874/9GI 74-20 4A PC$S.75/MF$2.25 


WAIBEL, E. 


Rest: Program for Calculating the Fission Product Ac- 
tivity and Decay Rate after Variable Reactor History 
in Two Coupled Systems, Taking into Account Fission 
Product Esca 


pe. 
ORNL-tr-2715 74-02 18G PC$4.00/MF$2.25 
WAIBEL, JAMES J. 


The Validation of Entry-Level ee Examina- 
tions in the States of California and N 
PB-231 997/8GI 74-14 SI Pcss: 75/MF$2.25 


WAIDE, C. 


Modeling Studies of Fixed-Bed Metal-Hydride Storage 
Systems. 
BNL-18720 


WAIDE, C. H. 


Application of Metal Hydrides to Ground Transport. 
BNL-18719 74-15 21D PC$4.00/MF$2.25 


Metal Hydrides as Hydrogen Storage Media. A Sum- 
ndix. 


BNL-18887 74-21 21D PC$4.25/MF$2.25 


Mine Safety and Underground Support Structures; 
Rock Impregnation and Pumpable Rockbolt Develop- 
meat. 


BNL-50402 74-22 19A PC$5.45/MF$2.25 
WAIDELICH, J. 

Methods of Detecting and Locating Faults of Com- 

binatorial and Sequential Circuits. 

KFK-PDV-21 74-24 9B PC$6.25/MF$2.25 
WAIKIN, THOMAS 


Area Wage Surveys, 1966 to Present. 
PB-231 237/9GI 


74-12 SC Mag Tape $157.50;Foreign $197.50 
WAILLY, LOUIS F. 


Foil Activation Analysis and Thermoluminescent 
Dosimetry on Skylab Il. 
AD-783 779/2GI 74-21 6R PC$3.75/MF$2.25 


Liquid Scintillation Counting of Neutron Activated 
Foils 


74-06 7D Reprint 


74-15 21D PC$4.00/MF$2.25 


AD-784 812/0GI 74-23 18D PC$3.25/MF$2.25 


Radiation Induced Changes in Intracranial Pressure 
and Arterial Blood Pressure. 
AD-783 794/1GI 74-21 6R PC$3.75/MF$2.25 


WAIN, A. G. 
Determination of Nitric Acid in Tributyl 


Phosphate/Kerosene Phases Containing Uranium and 
Thorium. 


AERE-M-2629 74-21 7D PC$4.00/MF$2.25 
WAINSTEIN, LEONARD 


An Examination of the Parsons and Hulse Papers on 
Rates of Advance. 
AD-779 848/1GI 74-16 15G PC$4.75/MF$2.25 


Rates of Advance in Infantry Division Attacks in the 
Normandy-Northern France and Siegfried Line Cam- 
Paigns. 

AD-779 882/0GI 74-16 1SG PC$3.75/MF$2.25 


Some Allied and German Casualty Rates in the Eu- 

ropean Theater of Operations. 

AD-779 850/7GI 74-16 1SG PC$4.25/MF$2.25 
WAINWRIGHT, A. E. 


Reprint: Performance, Modeling, and Simulation of 
Some Cesium Beam Clocks. 
COM-74-50252/7GI_ 74-11 14B Not available NTIS 


Reprint: Recent Progress on the NBS Primary 
Frequency Standard. 
COM-74-50253/SGI 74-11 


WAINWRIGHT, R. L. 


Algorithms for Projection Methods for Solving Linear 
Systems of Equations. 
1S-3397 74-22 12A_ PC$S.45/MF$2.25 


WAISMAN, EDUARDO 


Reprint: Solution of the Mean Spherical Model for a 
Mixture Exhibiting Phase Separation. 
AD-772 412/3GI 74-05 7D Reprint 


WAIT, D. F. 
A Study of the Measurement of G/T Using Cassiopeia 
A 


14B_ Not available NTIS 


AD-783 433/6GI 74-20 17B PC$7.25/MF$2.25 
WAIT, DAVID F. 
Reprint: The 1973 International Microwave Symposi- 


um. 
COM-74-50432/SGI 74-15 20N Not availaole NTIS 
WAIT, J. R. 


Theory of Geological Remote Sensing Using Electric 
Dipole Impedance Data. 
COM-74-11420/8GI 74-23 8G PC$3.25/MF$2.25 
Workshop on Radio Systems in Forested and/or 
Vegetated Environments. 
AD-780 712/6GI1 74-17 20N PC$9.25/MF$2.25 


WAIT, JAMES R. 


Electromagnetic Scattering of an Arbitrary Plane Wave 
by Two Non-Intersecting Perpendicular Wire Grids, 
AD-775 070/6GI 74-09 20N PC$3.75/MF$2.25 


Excitation Mechanisms for Transmission Through 
Forest-Covered and Vegetated Media 
AD-771 915/6GI 74-05 20N PC$3.75/MF$2.25 


Magneto-Telluric Fields for a Segmented Overburden. 
AD-781 740/6GI 74-18 8G PC$4.75/MF$2.25 


WAITE, D. A. 
Environmental Surveillance for Fuel Fabrication 
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WANDESFORDE-SMITH, GEOFFREY 


Environmental Protection and Administration Change 
in State Water Management in the Pacific Coast 


74-02 7D PC$3.75/MF$2.25 


States. 

PB-233 931/SGI 74-19 13B PC$4.75/MF$2.25 
WANG, B. P. 

Limiting Performance of Dynamic Systems Subject to 

Random Inputs. 

N74-27066/1GI 74-20 12A PCS$3.75/MF$2.25 
WANG, C. H. 

Brillouin and Rayleigh Scattering in Polybutadiene 

AD-776 665/2GI 74-11 7D PC$3.7S/MF$2.25 


Brillouin, Rayleigh and Depolarized Rayleigh Scatter- 
ing Studies of Polypropylene Glycol I. 
AD-783 716/4GI 74-21 7D PC$3.75/MF$2.25 


Brillouin Scattering of Light in a Cholesteric Liquid 
Crystal. 
AD-785 899/6GI 74-24 7D PC$3.25/MF$2.25 


Observation of the Krishnan Effect in Cholesteryl 
Myristate. 
AD-783 $43/2GI 74-21 7D PC$3.25/MF$2.25 


————aEEeEeEEEEE———E 


Relaxation Study of the Electric Field Induced 
Hydrodynamic Turbulence in Nematic Liquid Crystals 


by Raman Scattering. 
AD-770 595/7GI 7402 7D PC$3.25/MF$2.25 


Reprint: Evidence for CIOF as a Primary Product of 
the Reaction CIF3 with H20. 
AD-770 690/6GI 

WANG, C. H.C. 


Fourier Analysis of Stratified Airflow over Mountains. 
AD-784 941/7GI1 74-23 4B PC$3.75/MF$2.25 
WANG, C. L. 

Reprint: Haemoglobin G Philadelphia, alpha 68 
(alphaE17) Asn yields to Lys, in a Chinese Subject in 
Taiwan. 

AD-772 025/3G1 74-05 6A Reprint 
Reprint: Hemoglobin J. Meerut: Alpha 120 Ala to Glu. 


74-03 7B Reprint 


AD-786 067/9GI 74-24 6A Reprint 
WANG, C. P. 

Reprint: Doppler Velocimeter Using Diffraction Grat- 

ing and White Light. 

AD-781 444/5GI 74-18 20F Reprint 


Reprint: High Resolution Imaging through Turbulent 


Media. 
AD-781 447/8GI 74-18 20F Reprint 
Reprint: Laser Doppler Velocimetry: Experimental 


Study. 
AD-775 064/9GI 74-09 14B Reprint 


Reprint: Mode Structure and Beam Divergence of a 
Large-Bore High-Power Argon Ion Laser. 
AD-777 360/9GI 74-12 20E Reprint 


Reprint: Performance of a Large-Bore High-Power 
Argon Ion Laser. 
AD-771 561/8GI 


WANG, C.S. 


Reprint: Charge and Spin Contact Density in Fer- 
romagnetic Iron and Nickel. 
AD-777 114/0GI 74-12 20L Reprint 


Reprint: Momentum Distribution of Electrons in 
Chromium, Iron, and Nickel. 
AD-775 181/1GI 74-09 20L Reprint 


Reprint: Optical Second-Harmonic Generation from 
Submonolayer Na-Covered Ge Surfaces. 
AD-776 530/8GI 74-11 20F Reprint 


Reprint: Second Harmonic Generation from Alkali 


Metals. 
AD-771 223/SGI 74-04 20F Reprint 


A Study of Semiconductor Laser Modal Fields and 
Their Radiation Patterns. 
AD-777 521/6GI 74-12 20E PC$5.25/MF$2.25 


WANG, CECELIA 


Reprint: Existence of Dirichlet Finite Biharmonic 
Functions on the Poincare 3-Ball. 
AD-778 606/4GI 74-14 12A_ Reprint 


WANG, CECILA 


Reprint: Parabolicity and Existence of Bounded or 
Dirichlet Finite Polyharmonic Functions. 
AD-786 948/0GI 74-25 12A Reprint 


WANG, CECILIA 


Reprint: Bounded Polyharmonic Functions and the 
Diemension of the Manifold. 
AD-776 $03/SGI 74-11 12A_ Reprint 


Reprint: Counterexamples in the Biharmonic Classifi- 
cation of Riemannian 2-Manifolds. 


74-04 20E Reprint 


AD-786 940/7GI 74-25 12A_ Reprint 
Reprint: Harmonic and Biharmonic Degeneracy. 
AD-779 107/2GI 74-15 12A_ Reprint 


Reprint: N-Manifolds Carrying Bounded but no 
Dirichlet Finite Harmonic Functions. 


AD-786 324/4GI 74-25 12A Reprint 
Reprint: Negative Quasiharmonic Functions. 
AD-786 392/1GI 74-25 12A Reprint 


Reprint: Riemannian Manifolds of Dimension N = or 

> 4 without Bounded Biharmonic Functions. 

AD-786 393/9GI 74-25 12A_ Reprint 

Reprint: Riemannian Manifolds with Bounded Dirichlet 

Finite Polyharmonic Functions. 

AD-786 394/7GI 74-25 12A Reprint 
WANG, CECILLA 

Reprint: Radial Quasiharmonic Functions. 

AD-772 180/6GI 74-05 12A_ Reprint 
WANG, CHI RONG 


Applications of Active Cooling to Nose Cones. 
AD-773 178/9GI 74-06 16C PC$5.25/MF$2.25 


WANG, CHI-YUEN 


Reprint: Propagation of Sound Waves in a Rock Un- 
dergoing Phase Transformation. Pressure Coefficient 
of Compressional Wave Velocity for a Bronzitite. 

AD-777 634/7GI 74-12 8G Reprint 


WANG, DANIEL T. C. 


Reprint: Reduction in Mercury Content of Fish Protein 
Concentrate by Enzymatic Digestion. 
COM-74-10348/2GI 74-07 6H Reprint 


WANG, DONG-PING 
Reprint: Precise Representation of the P-V-T Proper- 
ties of Water and Seawater Determined from Sound 
Speeds. 
AD-775 261/1GI 
WANG, FREDERICK E. 
Method of Treating Variable Transition Temperature 


Alloys. 

PATENT-3 558 369 74-06 11F Not available NTIS 
WANG, FUN-DEN 

Structural Analysis of a Coal Mine Opening in Elastic, 


Multilayered Material. 
PB-231 298/1GI 74-12 81 + PC$3.75/MF$2.25 
WANG, G. Y. 


A Synchronous Binary Array Divider. 
PATENT-3 803 393 74-15 9B Not available NTIS 


WANG, H.C. 


Modeling, Simulation and Verification of Impact 
Dynamics. Volume 4. Three Dimensional Plastic Hinge 
Frame Simulation Module. 

PB-229 228/2GI 74-10 13L PC$7.00/MF$2.25 


WANG, H. T. 


Assignment of Molecular Rydberg Series. 
ORO-3018-120 74-22 7D PC$4.00/MF$2.25 


Neutron Propagation and 2.2 Mev gamma-Ray Line 
Production in the Solar Atmosphere. 
N74-15476/6GI 74-09 3B PC$3.25/MF$2.25 


WANG, HENRY T. 
Comprehensive Evaluation of Six Thin-Wing Lifting- 


Surface Computer s, 
AD-785 228/8GI 74-23 20D = PC$4.75/MF$2.25 
WANG, HSIANG 


Sediment Transport in Random Waves. 
AD-772 106/1GI 74-05 8C PC$5.25/MF$2.25 


WANG, HSIN-FUH 


Laminar Separated Flow over Nonlifting Ellipse: 
74-24 20D PCS$4. 75/MPS2. 25 


7409 83 Reprint 


AD-786 223/8GI 
WANG, L T. 

Airport Vicinity Air Pollution Study. 

AD-780 049/3GI 74-16 13B PC$8.75/MF$2.25 
WANG, J.C. 


Parameters Affecting Laser Velocimeter Turbulence 


Spectra Measurements. 
AD-786 886/2GI 74-25 20D PC$4.75/MF$2.25 
WANG, J.C. F. 4 
Three Dimensional Diagnostic Techniques - Laser 
Velocimeter Hypersonic Velocity Measurements. 
AD-774 755/3GI 7408 14B PC$4.25/MF$2.25 
WANG, J. H. S. 
Reprint: Direct Observation of Rotational Energy 
Transfer in Ammonia by Time-Resolved Infrared- 
Microwave LC -uble Resonance. 


AD-772 337/2GI 74-05 7D Reprint 
WANG, J. J. 

Direct Fluorination of Organic Compound: 

AD-894 598/2GI 74-11 7C PCS3. .75/MF$2.25 
WANG, J.R. 


A Catalogue of Solar Cosmic Ray Events: Imps 4 and 

5, May 1967 - December 1972. 

N74-26264/3GI 74-19 3B PC$7.25 
WANG, JAMES C. F. 


ve Une for Injection and Acceleration of Particles 
Ultra High Speed Gas Jets. 


ab.785 o11/1GI 74-21 20D PC$4.75/MF$2.25 
WANG, JESSE 

The Military Significance of the Sino-Soviet Border in 

Central Asia. 

AD-773 536/8GI 74-07 SD PC$S5.25/MF$2.25 
WANG, JIN J. 


Analysis of Freeway On-Ramp Control Strategies. 
Freeway Operations Study. Phase III. 
PB-228 422/2GI 74-08 13B PC$7.50/MF$2.25 


WANG, JOHN 


Examination of the Feasibility «i Conventional Land 
Mobile Operations at 950 MHz. Phase 2, Mobile to 


ase, 
PB-234 218/6GI 74-22, 17B PC$4.25/MF$2.25 
WANG, JOEN D. 


Mathematical Models of the Massachusetts Bay. Part 
I. Finite Element Modeling of Two-Dimensional 
Hydrodynamic Circulation in Shallow Water Masses. 
Part Il. Analytical Models for One- and Two-Layer 
Systems in R ectangular Basins, 

COM-74-10190/8GI 74-06 8C PC$6.25/MF$2.25 


WANG, P. K. C. 


WANG, JOHN 8. S. 
Reprint: Molecular Beam Maser Measurements Relax- 


ation Cross Sections in NH3. 
AD-781 085/6GI 74-17 7D Reprint 


WANG, JONN J. -S. 


Microwave Transient Nutation Measurements of 
Relaxation in OCS and Ammonia, 
AD-771 515/4GI 74-04 7D Reprint 


WANG, K. H. 

Absorbed Multiperipheral-Like Model of Elastic Scat- 
tering and Multiparticle Production in High Energy 
Hadron Collisions. 

ORO-3992-137 74-16 20H PC$4.00/MF$2.25 
Absorption Formalism for Multiparticle Production and 
the Inclusive Transverse Distribution. 

ORO-3992-180 74-16 20H PC$4.25/MF$2.25 
Diffractive Amplitude with Rising Total Cross Section. 
ORO-3992-141 74-06 20H PC$3.75/MF$2.25 
— Unitary Theory of Pure Leptonic Weak Interac- 


ORO-3992- 138 74-06 “20H PC$3.25/MF$2.25 


Independent Emission of Neutral and Charge Clusters 
in High Energy Hadron Collisions 
ORO-3992-128 7402 20H PC$4.00/MF$2.25 


Semi-Inclusive Scaling in the Independent Cluster 
Emission Model. 


ORO-3992-121 74-02 20H PC$3.00/MF$2.25 
WANG, K. M. 

Parametric Time Series Modeling of Stochastic Air 

Pollution Data. 

PB-234 416/6GI 74-20 13B PC$3.75/MP$2.25 


WANG, KWEI-LIN L. 
Sensitivity Analysis of a Thunderstorm Rainfall Model, 
PB-230 695/9GI 74-11 4B PC$4.75/MF$2.25 
WANG, L. 


Wide-GAP Spark Chamber Study of K/sub L/ exp 0 
Implies pi exp +- + E exp +- + nu Decay. Technical 
Report No. 73-033. 

ORO-2504-188 74-21 20H PC$10.25/MF$2.25 


WANG, L. L. 
Detection and Estimation of an Optical Image by 
Photon-Counting Techniques. 
N73-32335/4GI 74-02 2F PC$7.25/MF$2.25 
WANG, LAWRENCE K. 


Investigation of Methods for Determining Optimum 
Powdered Carbon and Polyelectrolyte Dosages in Mili- 


tary Wastewater Treatment Systems. 
AD-773 633/3GI 7407 13B PC$S5.75/MP$2.25 
WANG, LI-TU 


Reprint: Human Sparganosis on Taiwan - A Report of 
Two Cases. 

AD-782 287/7GI 74-19 6E Reprint 
Reprint: Pathogenicity of Five Asian Strains of 
“Entamoeba histolytica’ in Laboratory Rats. 

AD-782 290/1GI 74-19 6M Reprint 


Reprint: Research Note: Studies on the Stability of the 
tinating Antibody of ‘Entamoeba histolytica’. 


291/9GI 74-19 6M Reprint 

WANG, M.C. 
Vertical Breakout Behavior of the Hydrostatic Aachor. 
AD-775 658/8GI 74-10 133 PC$3.75/MF$2.25 


WANG, MARILYN D. 


Consonant Confusions in Noise: A Study of Perceptual 
Features, 
PB-235 179/9GI 74-21 SG PC$4.25/MF$2.25 


Consonant Confusions in Noise: A Study of Perceptual 

Features, 

PB-236 864/SGI 
WANG, MIAN-CHANG 


The Stabilization of Silty Soils. 
PB-235 489/2GI 74-25 13B PC$4.25/MF$2.25 


WANG, N. 
Diffraction by a Perfectly Conducting Rectangular 
Cylinder Which Is Illuminated by an Array of Line 
Sources. 
N74-28706/1GI 74-22 9E PC$4.25/MF$2.25 


Sinusoidal Reaction Formulation ed Radiation and 
Scattering from Conducting Surface 


74-2% SG PC$4.25/MF$2.25 


N74-18828/5GI 74-13 rT “PCs3. 75/MFS$2.25 

Sinusoidal Reaction Fame 6 for Radiation and 

Scattering from Conducting Surf: 

N74-27691/6GI 74-20 e.  PC$3.75/MF$2.25 
WANG, N. N. 

Reaction Formulation for Radiation and Scattering 

from Plates, Corner Reflectors and Dielectric-Coated 

Cylinders. 

N74-22318/1GI 74-17 20N PCS$S.75/MFS$2.25 
WANG, P. K.C. 


Ray and Explosive Solutions of Nonlinear Evolutional 
Equations in Hilbert Space. 


PA-1171 





WANG, P. K. C. 


AD-784 848/4GI 74-23 201 + PC$3.75/MF$2.25 
Reprint: Unidirectional Wave-Energy Transfer in 


Plasmas. q 
AD-771 511/3GI 74-04 201 Reprint 
Studies in Stability and Control of High-Temperature 


Plasmas. 
AD-777 270/0GI 74-12 201 PC$10.00/MF$2.25 


Wave-Energy Transfer in Time-Dependent Nonlinear 
Wave-Wave Interactions, 
AD-769 978/8GI 74-02 201 PC$3.25/MF$2.25 


WANG, P. 8. 
Electron--Electron Double Resonance Investigations of 
Irradiated Organic Crystals: The Influence Deuteri- 


um Substitution. 

ORO-4062-13 74-16 TE PC$3.25/MF$2.25 
WANG, PAUL TIING RENN 

Bandwidth Minimization, mg we suemneweiae. 


and Triangularization of Sparse Matric 
PB-227 396/9GI 74-07 12A PCs. 25/MF$2.25 


WANG, PETER C.C. 


A Statisticai Procedure for Determining Battle Out- 
come Utilizing Semi-Markov Process. 
AD-778 627/0GI 74-14 18G PC$3.25/MF$2.25 


WANG, S. 
oe Studies of AK+) Implanted SiO2 Thin 


AD-7S 856/6GI 74-24 9A PC$3.75/MF$2.25 
Low Temperature Irradiation Effects in Si02 Insulated 


M vices. 
AD-781 331/4GI 74-18 9A PC$3.75/MF$2.25 


Reprint: Simultaneous Determination of Refractive In- 
dices and Angles of Prisms. 
AD-776 152/1GI 


WANG, S.C. 


Reprint: Hollow-Cathode Transverse Discharge He-Ne 
and He-Cd+ Lasers. 
AD-770 693/0GI 


WANG, S. K. 
Impact and Operational Tests of the Container 


Hopper. 
AD-774 469/1GI 74-08 


WANG, S. Y. 


Study of the Effects of Radiation on Nucleic Acids 
and Related Compounds. Progress Report, August 15, 


1973--August 14, 1974. 
74-20 6R PC$4.00/MF$2.25 


74-10 20F Reprint 
74-03 20E Reprint 


13). PC$4.75/MF$2.25 


COO-3286-10 
Ultraviolet Irradiation of Nucleic Acids and Related 
—_— Progress Report, July 1, 1973--June 30, 
1974. 

COO-3276-12(74) 74-17 TE PC$4.00/MF$2.25 

WANG, SHEN 

A Numerical Model for Simulation of Oil Spreading 
and Transport and Its Application for Predicting Oil 


Slick Movement in Bays. 
AD-780 424/8GI 74-16 13B PC$S5.25/MF$2.25 
WANG, SHIH-CHUNG 


EPA Alkali Scrubbing Test Facility: Limestone Wet 


Scrubbing Test Results. 
PB-232 359/0GI 74-15 7A PC$7.25/MF$2.25 
WANG, SHYH 


Reprint: Application of Gratings in Fabricating Arrays 
of phe yp ee and Normal Juactions. 
429/SGI 74-19 9A Reprint 


Reprint: Eigenmode Analysis of Wave Fee age in 


Ani 
AD-769 312/0GI 


74-01 20F Reprint 


Reprint: Principles of Distributed Feedback and Dis- 
tributed Bragg-Reflector Lasers. 
AD-782 430/3GI 74-19 20E Reprint 


Repriat: Simultancous Exposure and Development 
= for Making Gratings on Positive Photore- 
AD-776 430/1GI 74-11 20F Repriat 
Reprint: Tantalum Oxide Light Guide on Lithium Tan- 


AD-786 934/0GI 74-25 20F Reprint 


Condition for Thin-Film Dis- 


74-19 20E Reprint 


Studies of Spia-W dy Mode-Locking and Phonon-Mag- 
aon Interaction and the Potential Use of the Effects 
for Device Applications. 

AD-784 676/9GI 74-22 20L PC$3.25/MF$2.25 


WANG, SU-SU 


Fracture Graphite Fiber Reinforced Composites. 
AD-775 729/7GI 74-10 11D PC$7.00/MF$2.25 


WANG, T. G. 


Heat Operated Cryogenic Electrical Generator. 
PAT-APPL-457 295 74-14 10B PC$3.25/MF$2.25 


PA-1172 


WANG, T. T. 
Hypersonic Ramjet Experiment Project. Phase 1: Com- 
ter Program Description, Ramjet and Scramjet Cycle 


erformance. 
N74-29214/SGI 74-22 21E PC$3.75/MF$2.25 
WANG, TA-CHENG 


Reprint: Measurement of the Photoelectric Cross Sec- 
tion of H2 at 5.4 and 8.4 keV. 
AD-784 578/7GI 74-22 7D Reprint 


WANG, TING-I 


A Feasibility Study of an Optical Crosswind Monitor. 
COM-74-10528/9GI 74-10 4B PC$3.75/MF$2.25 


WANG, TSAN Y. 


Hysteretic Behavior of Reinforced Concrete Flexural 
Members with Special Web Reinforcement, 
PB-236 797/7GI 74-26 13M PC$5.75/MF$2.25 


WANG, W.C. 


Reprint: On the Theory of the Normal Component 
Separate-Medium Space-Charge Convoiver. 
AD-782 770/2GI 74-20 20L Reprint 


Reprint: Surface Wave Correlator via Space Charge 

Nonlinearity. 

AD-782 771/0GI 
WANG, WEN-CHING 


Reprint: Effects of Hypoxic Stress on Survival Times 
of Mice Infected with Either ‘Staphylococcus aureus’ 
or ‘Klebsiella pneumoniae’. 
AD-785 804/6GI 

WANG, WILLIAM 8-Y 


Development of Chinese-English Machine Translation 


System. 
AD-776 813/8GI 5G PC$S.75/MF$2.25 
WANG, Y. 


The Influence of the Compiler on the Cost of Triangu- 
lar Factorization. 
AD-772 55S/9GI 
WANG, Y. Y. LIN 


Drag Force on Objects in the Nearly Free Molecular 

Flow Regime as a Function of Speed Ratio. 

AD-785 351/8GI 74-23 20D PCS4. 75/MF$2.25 
WANGEMANN, ROBERT T. 


Effects of Low Intensity Microwave Radiation on 
Mammalian Serum Proteins. 
AD-777 019/1GI 74-11 
WANGEN, L. E. 
Airport a Air Pollution Study. 
AD-780 049/3GI 74-16 BB PC$8.75/MF$2.25 
WANGEN, LAWRENCE E. 


A Generalized Air Quality Assessment Model for Air 

Force Operations - An Operator's Guide 

AD-784 809/6GI 74-23 13B PC$4.75/MF$2.25 
WANHILL, R. J. H. 


Environment and Frequency Effects During Fatigue 
Crack Propagation in Ti-2.5 Cu (Imi 230) Sheet at 


Room Temperature. 
N74-21541/9GI 74-15 11F PC$3.75/MF$2.25 


Fatigue Crack Propagation Data for Titanium Sheet Al- 
loys, Imi 130. 
N74-17255/2GI 74-11 11F PC$3.75/MF$2.25 


Hydrogen Embrittlement of 4340 Steel by Cadmium 


N74-32969/9G1 74-26 IF PC$3.75/MFS$2.25 


Stress Intensity Factor Solutions for a Corner Flaw at 
a Hole and Their Application to 
N74-17254/SGI 74-11 


WANIEK, RALPH W. 


Chemical to Electromagnetic Energy Conversion 
Techniques 

AD-783 901/2GI 
WANKAT, PaILLiP Cc. 


Liquid - Liquid Extraction Parametric Pumping. 
PB-233 3G1 74-19 7D PC$3.25/MF$2.25 


WANN, DONALD F. 
Materials Characterization Utilizing Computer Con- 
trolled Multivariable Excitation with Man-Machine In- 
teractio 2. 
AD-781 803/2GI 
WANN, THOMAS C. 


Reprint: Picture of the Month. Frontal Rope in the 
North Pacific. 
COM-73-50496-10-07/GI 

74-10 4B (Order as COM-73-50496-10) 


WANNEMACHER, ROBERT 


Reprint: Further Evidence that Leukocytic En- 
dogenous Mediator (LEM) is not Endotoxin. 
AD-779 775/6GI 74-18 6E Reprint 


WANNEMACHER, ROBERT W. JR. 


Reprint: Amino Acid Flux and Protein Synthesis After 
Exposure of Rats to Either Diplococcus pneumoniae 
or Salmonella typhimurium. 


74-20 20L Reprint 


74-24 6E Reprint 
74-11 


74-06 9B PC$3.75/MF$2.25 


6R PC$3.75/MF$2.25 


to Design. 
11F “Pcs3. 75/MF$2.25 
74-21 


10B PC$6.25/MF$2.25 


74-18 14B PC$4.75/MF$2.25 


AD-784 $24/1GI 74-22 6A Reprint 


Reprint: The Direct Determination of Serum Chromi- 
um by an Atomic Absorption Spectrophotometer with 
a Heated Graphite Atomizer. 

AD-787 228/6GI 74-26 6A Reprint 


Reprint: The Impact of Infectious Disease on Trace- 
Element Metabolism of the Host. 
AD-784 695/9GI 


WANNER, G. 


The Method of Lie Series for Differential Equations 
and Its Extensions. 
AD-773 658/0GI 


WANNER, H. 


Contributions on the Climate of the Bern Environs: 
Selected Problems and Preliminary Results. 
N74-33020/0GI 74-26 4B PC$3.75/MF$2.25 


WANNER, R. 


Reprint: Temperature Dependence of the Sound 
Velocities and Elastic Constants of bcc 3He. 
AD-781 461/9GI 74-18 20L Reprint 


Reprint: Ultrasound Propagation Near the Martensitic 
Order-Disorder Transition in Solid H2 and D2. 
AD-773 750/5GI 74-07 20L Reprint 


WANT, C. S. 
Relationship of Chemical Structure to Pathophysiologi- 
= Properties of Endotoxin from ‘Serratia marcescens’ 
AD-777 715/4GI 
WARA, W.-M. 
Long Term Effects of Therapeutic Irradiation on the 


74-22 6P Reprint 


74-07 12A PC$6.25/MF$2.25 


74-12 6A PC$3.25/MF$2.25 


Lung. 
UCSF-10-P-2-211 
WARASILA, R. 


Cross Sections and Recoil Properties of Xenon 
Isotopes Formed in 11.5 Gev Proton Bombardment of 


exp 238 U. 
COO-3080-3 74-02 20H PC$3.25/MF$2.25 


WARBURTON, DONALD H. 
Solid Battery Electrolyte and Method of Preparation 


Thereof. 
PATENT-3 698 960 74-01 


WARD, A. S. 


Principal Components: A New Approach to the Analy- 

sis of Gastric Emptying 

CONF-740708-4 
WARD, ALLAN L. 


Ao Evaluation of the Ultransonic Binaural Sensor in 
Rehabilitation of the Blind. 
PB-234 679/9GI 74-20 6L PC$4.75/MF$2.25 


WARD, C. A. 


Reprint: Possible Applications of Surface Electromag- 
netic Waves to Measure Absorption Coefficients. 
AD-779 161/9GI 74-15 20F Reprint 


Thermodynamic Approach to Development and Test- 
ing of Non Thrombogenic Materials: Adhesion of 
Platelets to Synthetic Materials. 

PB-229 332/2GI 74-11 6L PC$3.75/MF$2.25 


WARD, C. E. W. 
Differential Cross Sections in pi -p Implies K exp 0 
lambda exp 0 and pi exp + p Implies K exp 0 sigma 
exp 0 from 3 to 6 Gev/C. 
ANL/HEP-7336 74-04 20H PC$3.00/MF$2.25 
Inclusive Production of lambda exp 0 ‘S Using a 
Polarized Proton Beam. 
COO-1545-142 74-22 20H PC$4.00/MF$2.25 
Measurement of Polarization in pi exp - p Implies K 
exp 0 lambda exp 0 at 5 Gev/C. 
ANL/HEP-7344 74-11 
WARD, C. 0. 
Progress on Aluminum-Clad NB sub 3 SN. 
UCRL-74964 74-12 20L + PC$3.S0/MF$2.25 
WARD, CHARLES D. 
Methods for Enhancing the Military Potential of 
Selected Manpower Segments. 
AD-785 413/6GI 74-23, SI PC$7.25/MF$2.25 


WARD, CLYDE L. JR. 


Cooling System for Multiple Electrical Equipments. 
PATENT-3 754 596 74-26 13A Not available NTIS 


WARD, E. A. 
Investigation of Environmental Indices from the Earth 
Resources Technology Satellite. 
E74-10475 74-15 6F PC$10.25/MF$2.25 
WARD, FRED 


Reprint: Solar Flare Observations from a Pair of 
Matched Instruments. 
AD-774 186/1GI 7408 3B Reprint 


Reprint: The Latitudinal Motion of Sunspots and Solar 
Meridional Circulations. 
AD-772 926/2GI 


74-06 6R PC$3.00/MF$2.25 


10C_ Not available NTIS 


"14-26 6E PC$4.00/MF$2.25 


20H PC$3.00/MF$2.25 


74-06 3B Reprint 





WARD, FREDERICK N. 
Process for Determining Mercury in Geologic Materi- 


als. 
PATENT-3 434 800 8D Not available NTIS 
WARD, GARY K. 

Reprint: Isothermal Compressibility of Aqueous Sodi- 
um Chloride, Magnesium Chloride, Sodium Sulfate, 
and Magnesium Sulfate Solutions from 0 to 45C at 1 
Atn. 

AD-787 863/0GI 74-26 7D Reprint 


Reprint: Molal Volume of Aqueous Boric Acid-Sodium 
Chloride Solutions. 
AD-787 346/6GI 74-26 7D Reprint 


Reprint: The Effect of Pressure on the Ionization of 
Boric Acid in Aqueous Solutions from Molal-Volume 
Data. 

AD-787 345/8GI 74-26 7D Reprint 


Reprint: The Enthalpies of Dilution of Aqueous Boric 
Acid Solutions at Several Temperatures. 
AD-775 275/1GI 74-09 7D Reprint 


WARD, GEORGE E. JR. 


Reprint: An Epizootic of Blue Crabs, 
s’, Caused by Paramoeba Perniciosa. 
COM-74-10354/0GI 74-07 6C Reprint 


WARD, J. EMMETT 
DCRT Data Management System. RMAG Computer 
Programs, 
PB-226 701/1GI 
74-06 9B Mag Tape $300.00;Foreign $375.00 


DCRT Data Management System - Users Guide, 
PB-226 700/3GI 74-11 9B PC$S.25/MF$2.25 


WARD, J. F. 


Reprint: Measurement of the Hyperpolarizability Ratio 
X(yyyyM-2 omega ;0 omega, omega)/X(yyxx-2 
omega ;0,omega,omega) for the Inert Gases. 

AD-778 288/1GI 74-13 7D Reprint 


Reprint: Measurements of Hyperpolarizabilities for 
Some Halogenated Methanes. 
AD-778 252/7GI 


WARD, J. K. 


Multidisciplinary Accident Investigations. 
PB-231 370/8GI 74-12 13L) =PC$11.25/MF$2.25 


WARD, J. RICHARD 
Fuel-Rich Magnesium/Oxidizer Mixes as Drag-Reduc- 


ing Fumers. 
AD-771 171/6GI 74-04 7D PC$3.25/MF$2.25 


Kinetics of Talc Dehydroxylation. 
AD-784 083/8GI 74-22 7D PC$3.25/MF$2.25 


On the Copper (II) - Catalyzed Low Temperature 
Decomposition of Ammonium Perchlorate. 
AD-784 073/9GI 74-22 7D PC$3.25/MF$2.25 


WARD, JAMES W. 
Neurobehavioral and Clinical Responses to Hemodialy- 


sis. 
PB-226 857/1GI 
WARD, JERRY D. 


Research, Development, and Demonstration Program 
Objectives, Goals, and Criteria. 
PB-224 963/9GI 74-01 13B PC$3.25/MP$2.25 


Suburbanization and Its Implications for Urban Trans- 


portation Systems 

PB-231 819/4GI 13B PC$4.25/MF$2.25 
WARD, JOBN C. 

The Effects of Water Temperature and Elevation upon 

Aeration. 

PB-224 814/4GI 
WARD, JOHN E. 

Investigation of Digital Mobile Radio Communications, 

PB-231 329/4GI 74-12 17B PC$S.75/MF$2.25 
WARD, JOHN O. 


Alternative Methods for Financing Public Services: 
The Cases of Education and Welfare. 
PB-234 744/1GI 74-22 SA PC$3.75/MF$2.25 


Alternative Methods for Financing Public Services: 
The Cases of Education and Welfare. 
PB-234 745/8GI 74-22 SA PC$7.00/MF$2.25 


Lamp Pumped Nd:YAG Laser. Space-Qualificable 
Nd:YAG Laser for Optical Communications. 
N74-10502/4GI 74-04 20E PC$S.25/MF$2.25 


WARD, L. C. 


A Parametric Study of the Use of Nose Blunting to 
Reduce the Supersonic Wave Drag of Forebodies. 
N74-28491/0GI 74-22 PC$4.75/MF$2.25 


WARD, MICHAEL A. V 


Cylindrical Antenna in a Hot Plasma: A General Anal- 
ysis Including Longitudinal Wave Excitation Effects. 
AD-774 689/4GI 74-08 9E PC$4.25/MF$2.25 


74-07 


‘Callinectes 


74-13 7D Reprint 


74-06 6E PC$4.25/MF$2.25 


74-13 


74-01 7D PC$4.25/MF$2.25 


WARD, MICHAEL D. 


Application of Practical Optimal Control Theory to the 
C-SA Load Improvement Control System (LICS). 
AD-776 297/4GI 74-11 1C PC$3.75/MF$2.25 


WARD, R. 


Development and Testing of Avcothane Cannulae. 
PB-226 839/9GI 74-06 6L PC$S.25/MF$2.25 


WARD, SAMUEL W. 


Perceptions of Discrimination in Non-Judicial Puaish- 
meat, 
AD-784 141/4GI 


WARD, STEPHEN A. 


Functional Domains of Applicative Languages. 
AD-787 796/2GI 74-26 9B PC$S.25/MF$2.25 


WARD, T. L. 
Space Tug Thermal Control Equipment Thermal 
Requirements, Characteristics and Constraints 


Catalogue. 
N74-33300/6GI 74-26 22B PC$7.00/MF$2.25 


Space Tug Thermal Control Equipment Thermal 
Requirements, Characteristics, and Constraints 


Catalogue: Users Guide 
N74-33299/0GI 


WARD, TRUMAN L. 
Non-Aqueous Process for Reacting Sultones with Cel- 


lulosic Materials. 
PAT-APPL-306 770 74-09 7C PC$3.25/MF$2.25 


Process for Reacting Sultones with Cellulosic Materials 
to Produce Cellulosic Materials Having Both Basic and 


Acidic Groups. 
PAT-APPL-306 771 74-10 7C PC$3.25/MF$2.25 
WARD, W.D. 
Reprint: Subjective Musical Pitch. 
AD-774 957/SGI 
WARD, W. H. 


Reprint: Computer-Controlled Double-Grating Spec- 
trometer System for Low Light Levels. 
AD-782 827/0GI 74-20 


WARDEN, GLENN D. 
Reprint: Tracheoe: sophageal Fistula Following Pro- 
o— Tracheal Intubation in a Thermally Injured Pa- 
AD: 770 392/9GI 
WARDEN, J. L. 


Combined Loading Tests of 
Asbestos-Cement Pipe, 
PB-237 078/1GI 74-26 


WARDLAW, ANDREW B. JR. 


Prediction of Normal Force, Pitching Moment, and 
Yawing Force on Bodies of Revolution at Angles of 
Attack Lae 50 Degrees Using a Concentrated Vortex 


Flow-Field Model. 
AD-775 894/9GI 74-10 20D PC$4.75/MF$2.25 
WARDLAW, R. L. 


The Acrodynamics of Bridge Road Decks and the Role 


of Wind Tunnel Investigations. 
PB-224 876/3GI 74-02 13B PC$3.75/MF$2.25 


WARDLAW, T. L. 


Development of Economical Sheet Titanium Alloy. 
AD-775 358/SGI 74-09 I1F PC$7.50/MFS2. 25 


WARDLEWORTH, D. 


Interpretation of Measurements in Zebra C 
AEEW-R-893 74-22 18E PCSS.75 73/MPS2. 25 


WARDROP, DANIEL H. 


An Examination of the Selective Use of Peer Ratings 
in Officer Selection Procedures. 
AD-772 397/6GI 7405 SI PC$S5.25/MF$2.25 


WARE, G. M. 


Supersonic Performance, Stability and Control Charac- 
teristics of a 0.01875 Scale Model Rockwell Interna- 
tional 089B-139B Orbiter Configuration (La8c). 

N74-19517/3GI 74-13 22B 4 PC$4.25/MF$2.25 


Surface Roughness Effects on the Subsonic 

Aerodynamics of the Rockwell International 089B- 

139B Orbiter. 

N74-13583/1GI 7407 22B PC$7.50/MF$2.25 

Surface Roughness Effects on the 

a of the Rockwell International 089B-139 

rbiter. 

N74-13582/3GI 74-07 22B PC$7.25/MF$2.25 
WARE, T.C. 


Application of Holography to Flow Visualization 
within Rotating Compressor Blade Row. 
N74-18152/0G 74-12 21E PC$S.75/MF$2.25 


High- py Low-Loading Transonic Fan Stage. 
Part 3: Final Report. 

N74-20442/1GI 74-14 21E PC$7.00/MF$2.25 
High-Tip-Speed, Low-Loading Transonic Fan Stage. 


Part 3: Final Report. 
N74-22406/4GI 74-17 21E PC$7.2S5/MF$2.25 


74-22 SI =PC$4.25/MF$2.25 


74-26 22B PC$4.25/MF$2.25 


74.09 SJ Reprint 


14B_ Reprint 


74-02 6E Reprint 


24-Inch-Diameter 
13K PC$3.25/MF$2.25 


WARMAN, JAMES C. 


Hightip-Speed, Low-Loading Transonic Fan Stage. 


Part 2: Data Compilation 
N74-20441/3GI 74-14 21E PC$9.25/MPF$2.25 
WARE, WILLIS H. 


Data Banks, Privacy, 
AD-786 654/4G1 


WAREN, ALLAN D. 


Optimal! Design of Acoustic Sonar Transducer Arrays. 
AD-774 724/9GI 74-08 17A PC$3.75/MF$2.25 


WARFIELD, R. W. 


Elastic Constants of Bulk Polymers. 
AD-783 692/7GI 74-21 «WE =PC$3.25/MF$2.25 


WARFIELD, ROBERT W. 


The Gruneisen Constant of Polymers. 
AD-773 443/7GI 7407 7D 


WARFORD, HARRY 8S. 
An Evaluation of the Army Flueric CO2-02 Concen- 
tration Monitor-Model I and the Army Heart Monitor- 
Model IV Developed by the Harry Diamond Laborato- 
ries. 
AD-775 853/SGI 74-10 6L PC$4.25/MF$2.25 
WARGO, ROBERT 


Acoustic Delay Line: 
AD-783 295/9GI 


WARGOVICH, M. J. 
Evaluation of the Mag-Teflon Perimeter Defense 


Weapon. 
AD-778 195/8GI 74-13 19A PC$3.25/MF$2.25 


Evaluation of the USALWL (U.S. Army Land War- 
fare Laboratory) Weather Kit. 
AD-780 745/6GI 74-17 4B PC$3.75/MF$2.25 


WARGOVICH, MATTHEW J. 


A Comparison of Various Less Lethal Projectile 
AD-785 509/1GI 74-23 6U PCS4. 25/MFS2 .25 


Evaluation — an = All-Purpose Communica- 


tion/Protective Helmet. 

PB-230 219/8GI 74-11 6Q PC$3.75/MF$2.25 
WARING, J. L. 

Reprint: Flux Synthesis of Cubic Potassium An- 


timonate. 
COM-74-50720/3GI_ 74-21 7B Not available NTIS 
WARING, J. P. 


Flecht-Systems Effects Tests Phase a Results. 
WCAP-S108 74-08 181 PC$3.00/MF$2.25 


WARING, P. P. 


Reprint: Effect of Actinomycin D on Vitamin D- 
Medicated Uptake of 45Ca by Intestinal Slices. 
AD-771 896/8GI 7405 6P Reprint 


WARING, PAUL P. 
Correlation of Plasma Volume and Body Weight in 


Dogs, 
AD-776 927/6GI 74-11 6P PC$3.25/MF$2.25 
of Tri-, Di-, and Monoglycerides From 


Di 
the Circulation of Dogs. 
AD-771 935/4GI 74-05 6P PC$3.75/MF$2.25 


WARING, RICHARD C. 


High Sensitivity Laser Absorption Spectroscopy of 
Laboratory Aqueous Solutions and of Natural Missouri 
Waters. A Feasibility Study. 

PB-225 431/6GI 74-03 14B PC$4.75/MF$2.25 


Infrared Reflectance Measurements of Missouri 
Waters for Water Quality Applications. 
7402 13B PC$4.75/MF$2.25 


iad Society 
rk MB 


PC$3.25/MP$2.25 


“ PC$3.25/MF$2.25 


74-20 9A PC$3.75/MF$2.25 


PB-225 420/9GI 
WARK, D. Q. 
Satellite Infrared Soundings from NOAA Spacecraft. 


COM-73-50936/6GI 
74-02 4B PC-GPO/MF$2.25-NTIS 
WARKE, WILLIAM R. 


Reprint: Specificity as an Aspect of Liquid Metal Em- 
brittlemeat. 


AD-780 501/3GI 11F Reprint 
WARKENTSHI, W. 
Appraisal of the Buckling Strength of Transversely 


Loaded Web 
N74-15624/1GI 7409 20K PC$3.25/MF$2.25 
WARLAUMONT, J. M. 


SQUID T . 1. Obtaining Reliability in Point 


Contact SQUIDS. 
AD-779 903/4GI 74-16 20L PC$3.25/MF$2.25 
WARLEY, DEAS 8. Ill. 


Analysis of Control Surface Augmentation in High- 
Performance Aircraft by Thrust V 
AD-769 495/3GI 7401 1B $.25/MFS$2.25 


WARMAN, E. A. 


Radiation Analysis for Non-Nuclear Components of 
the Nerva Development Nrx-A6 Reactor Test. 
RN-TM-365 1 21F PC$6.00/MF$2.25 


WARMAN, JAMES C. 
Annual Report (9th), Fiscal Year 1973, 


74-16 





WARMBROD, W. M. 


PB-232 526/4G1 
-WARMBROD, W. M. 


‘ Laser Fusion Mirror Machining. 
» ¥-DA-5130 74-06 


WARME-JANVILLE, B. 


Radioprotection of a Cylindrical Container. 
LCA-NT-228-E-T 74-11 18F fereag 00/M F$2.25 


Radioprotection of Cylindrical Containe: 
LCA-NT-220-E-T 74-07 18F PCS: 75/MF$2.25 


WARMING, R. F. 


Numerical Calculations of Two Dimensional, Unsteady 
Transonic Flows with Circulation. 
N74-17021/8GI 74-11 20D PC$3.75/MF$2.25 


WARMS, DOROTHY 


Planning for the Decade of Rehabilitation: 1970-1980. 
New Patterns of International Service, 
PB-234 856/3GI 74-21 SI PC$S.75/MF$2.25 


The Rehabilitation Decade: The First Years, 1970-1972. 
PB-234 779/7G1 74-20 SI PC$S.25/MF$2.25 


WARN-VARNAS, A. C. 
Collapse of Partially Mixed Regions in Stratified 


Fluids. 
AD-786 355/8GI 74-25 20D PC$3.25/MF$2.25 
WARNAGIRIS, THOMAS J. 


High Efficiency UHF Power Amplifier 
AD-779 694/9GI 74-15 9E PCS. 25/MF$2.25 


WARNCKE, D. D. 


Nitrogen Uptake Efficiency by Four Plant Species in 
the Field and Growth Chamber. 
13B PC$4.25/MF$2.25 


74-15 13B PC$4.25/MF$2.25 


“131 PC$3.50/MP$2.25 


PB-229 638/2GI 74-11 
WARNER, ANDREW 


Condition Responsive Control Apparatus. 
PAT-APPL-395 241 7401 13L PC$3.25/MF$2.25 


WARNER, B. 


Reprint: Measurement of Surface Strain Rates in 
Glaciers Using Embedded Wire Strain Gages. 
AD-785 813/7GI 74-24 8L Reprint 


WARNER, B. D. 


Analysis of Problems on the Application of Radar Sen- 
sors to Automotive Collision Prevention. 
PB-226 065/1GI 74-04 13L PC$10.00/MF$2.25 


Analysis of Problems on the Pa of Radar Sen- 
sors to Automotive Collision Preventio 
PB-226 084/2GI 74-04 13L PCS3 -7S{MF$2.25 


WARNER, C. Ill 


Analysis of Combustion Instability in Liquid Propellant 
Engines with or Without Acoustic Cavities 
N74-31381/8GI 14-24 21H PC$S.25/MF$2.25 


WARNER, D. N. JR.. 


A STOL Terminal Area Navigation System. 
N74-30095/SGI 74-24 17G PC$4.25/MF$2.25 


WARNER, G. G. 
Absorbed Dose in Phantoms Which Represent Various 
Aged Male Humans from External Sources of Photons 


as a Function of A 
CONF-740703-3 74-22 6R PC$4.00/MF$2.25 


Absorbed Dose to Selected Internal Organs from Typi- 
cal Diagnostic osures. 
CONF-730907-5 74-02 6R PC$3.00/MF$2.25 


Brhgam: A Medical X-Ray Dose Estimation Program. 
ORNL-TM-4393 74-06 6R PC$3.50/MF$2.25 


Dose from Photon Emitters Distributed Uniformly in 
the Total Body as a Function of Age. 
CONF-730907-3 74-02 6R PC$3.00/MF$2.25 


Medical X-Ray Dose Estimation Program Progress Re- 
port for Period Ending August 31, 1973. 
ORNL-TM-4429 74-13 6R PC$S.00/MF$2.25 


WARNER, G. L. 


Nuclear EMP: Emp Hardening Approach for SAM-D. 
PEM-35 74-21 18F PC$4.50/MF$2.25 


WARNER, HENRY ALBERT 
The Brief Encounter Review: An Investigation in 
Graphic Computer-Based Medical Record Reporting 
—. 
-233 940/6G1 74-19 SB PC$4.75/MF$2.25 
WARNER, J 
Preliminary —_ on Boulders at Station 6, APOLLO 


17 
N74-10781 aan 14-04 3B PC$4.25/MF$2.25 
WARNER, JOAN 


National Conference on Managing the Eavironment. 
PB-225 079/3GI 74-01 13B PC$8.S0/MFS$2.25 


WARNER, JOHN 


ARPA-NRL Infrared Integrated Optics Program An- 
gual Technical Report to Advanced Research Projects 


Agency. 
AD-780 780/3G1 74-17 20F PC$3.75/MF$2.25 


PA-1174 


Curve Fitting by Least Squares Analysis Using Matrix 
Inversion. 
AD-777 667/7GI 


WARNER, L. L. 
Utilization of Siperbeoms Furnace Slag in Ceramic 


Wall and Floor 
PB-231 179/3GI 13C =PC$3.25/MF$2.25 
WARNER, MAURICE L. 


Environmental Impact Analyses: A Review of Three 


Methodologies. 
PB-232 947/2GI 74-17 13B = PC$4.25/MF$2.25 
A Review of Environmental Impact Assessment 


yore = 
PB-236 4GI 74-26 13B PC-GPO/MF$2.25 
WARNER, MAURICE LEE 

oa Impact Analysis: An Examination of 


Three M 
PB-231 763/461 13B PC$8.50/MF$2.25 
WARNER, R. A. 


Fast Aqueous Chemistry on-Line with Cyclotron- 
Activities Using a Helium-Jet Recoil-Trans- 


port System. 
COO-1779-110 74-13 18B PC$3.00/MF$2.25 


Fast Calibration of Large Si{Li) Electron Detectors 

from $11.0 to 4564.0 Kev Using Double-Escape Peaks 

and Compton Edges from exp 66 Ga. 

COO-1779-123 74-13 18D PC$3.00/MF$2.25 
WARNER, R. R. 


Application of Microprobe Analysis to Intestinal Calci- 


um Transport. 
UR-3490-311 74-02 6A PC$3.25/MF$2.25 


Electron Probe Analysis of Calcium Rich Lipid 
Droplets in Protozoa. 

UR-3490-346 74-02 6A PC$3.25/MF$2.25 
Quantitative Analysis of Biological Material Using 
Computer Correction of X-Ray Intensities. 

UR-3490-310 74-02 6A PC$3.25/MF$2.25 


Reprint: Stomach Contents of Porpoise, ‘Stenella'spp., 
and Yellowfin Tuna, ‘Thunnus albacares’, in Mixed- 
Species Aggregations. 
COM-73-50437-04-12/GI 

74-08 6C (Order as COM-50437-04) 


Use of Frozen Sections in the Analysis of Bone. 
UR-3490-515 74-24 6P PC$4.00/MF$2.25 


WARNER, S. B. 


Plasticization of Carbon Fibers. 
AD-770 567/6GI 74-02 


WARNER, T. B. 


Reprint: Rapid Changes in the Fluoride to Chiorinity 
Ratio South of Greenland. 
7402 8] Reprint 


74-12 9B PC$3.25/MF$2.25 


74-12 


74-13 


11E PC$3.25/MF$2.25 


AD-770 351/SGI 
WARNER, THOMAS T. 

Prediction of Mesoscale Flows over Com 

AD-776 333/7GI 74-11 
WARNER, W. KEITH 


Field Testing the ene of Using Residential Shel- 
ters as Group Shelters 
AD-774 146/SGI 74-08 15C PC$S.25/MF$2.25 
Field Testing the Feasibility of Using Residential Shel- 
ters as Group Shelters. Appendix A. Colorado Springs 
Field Test Communication Package. 
AD-774 147/3GI 74-08 15C PC$S.7S/MF$2.25 
Field Testing the Feasibility of Using Residential Shel- 
ters as Group Shelters. Appendix B. Modified 
Colorado Springs Field Test Communication Package. 
AD-774 148/1GI 74-08 15C PC$S.25/MF$2.25 
WARNICK, DONALD C. 
Sonar Use in Locating Fish Aggregations for Commer- 
cial Seining under the Ice, 1970-1973, South Dakota. 
COM-74-11080/0GI 74-17 6C PC$3.25/MF$2.25 
WARNIS, RICHARD 
Discussion of Proposed Contraves F Dynamic Tests. 
AD-769 621/4GI 74-01 20F PC$S.25/MFS$2.25 
WARNKE, E. P. 
Finite Elements for Calculation of Prestressed 
Concrete Reactor Pressure Vessels Finite Elemente 
Zur Berechnung von Spannbeton-Reaktordruckbehael- 


N74-12566/7G1 74-06 181 PC$7.00/MF$2.25 
WARNOCK, ELEANOR H. 

Ae SenST en eens 

Mixed-Initiative oe mange mag for Computer- 


plex Terrain. 
4B PC$S.25/MF$2.25 


Aided T: en Decision Making. 
AD-772 41 74-06 9B PC$4.25/MFS$2.25 
ec 


Semantic 
AD-782 663/9GI 74-20 SG PC$4.25/MF$2.25 


WARNOCK, FREDERICK E. 


—_— Firing System for Hero-Proof Launch Initia- 
Ordnance from Mortars, Guns, Rocket 
I ete., 


AD-772 482/6GI 
WARREN, A. L. 


AFAR Program. Volume 
AD-916 $27/SGI 


WARREN, BRUCE A. 
a Deep Flow in the Madagascar and Mascarene 


AD 18 692/9GI 
WARREN, D. 


Reverse Osmosis Membranes Cast from a Cellulose 
Acetate--Methanol--Dioxan Dope. 
AERE-M-2519 74-17 7A PC$3.25/MF$2.25 


WARREN, G. 


Holographic Interferometry Survey for Engineering 
Measurement Applications. 
AD-786 346/7GI 74-25 2E PC$4.25/MF$2.25 


WARREN, G. R. 


Laboratory Program of Study Flashing and Scaling 
Characteristics of Geothermai Brines. 
PB-233 051/2GI 74-17 7A PC$4.75/MF$2.25 


WARREN, H. S. 


Biological Effects of Saccharin. A Bibliograph 
ORNL-TIRC-73-13 7407 6T PCS6. DO/MFS2. 25 


Toxicity of Potatoes: A Bibliography. 
ORNL-TIRC-73-9 74-04 6T PC$7.00/MF$2.25 


WARREN, HELEN S. 


Biological Effects of Saccharin: A Bibliography, 
ORNL-TIRC-73-13 74-02 6T PC$3. 75/MFS$2. 25 


WARREN, J. L. 
Symmetry Properties of the Lattice Dynamics of 
Twenty-Three Crystals 
ANL-8053 

WARREN, JOHN P. 


Costs of Land Subsidence Due to Groundwater 

Withdrawal. 

PB-236 289/SGI 
WARREN, JOHN R. 


Reprint: Isothermal Denaturation of 
Staphylococcal Enterotoxin B by 
Hydrochloride, Urea, and Acid pH. 

AD-779 398/7GI 74-15 6A Reprint 


Reprint: Microheterogeneity of Staphylococcal En- 
terotoxin B. 
AD-773 987/3GI 74-08 6A Reprint 


Reprint: Stabilization of Native Structure by the 

Closed Disulfide Loop of Staphylococcal Enterotoxin 

B. 

AD-784 718/9GI 
WARREN, K. S. 


Aqueous Processes for Uranium Recovery from Rover 
Fuel Elements: Laboratory Development. Part III. 
Summary of the Processes. 

ORNL-3459 74-07 18) PC$4.25/MF$2.25 


Combustion--Dissolution Experiments with Irradiated 
Rover (Kiwi-B4a) Fuel. 
ORNL-TM-696 74-07 18) PC$3.00/MF$2.25 


Uranium Recovery from Kiwi-B Fuel Elements: 
Laboratory Development. Part II. 
ORNL-3283 74-07 183 PC$4.25/MF$2.25 


WARREN, M. ROGER 


Capacity of Water-Based Recreation Systems. Part I: 
The State of the Art. A Literature Review, 
PB-232 092/7GI 74-14 SK PC$4.25/MF$2.25 


Capacity of Water-Based Recreation Systems. Part Il. 
A Systems Approach to Capacity Analysis 
PB-236 069/1GI 74-25 13B PC$3.75/MF$2.25 


WARREN, ROBERT 


Statistical Handbook of Coastal Zone Socio-Economic 
and Housing Characteristics: Los Angeles County, 
COM-74-11328/3GI 74-22 SK PC$6.25/MF$2.25 


The Urban Marina: Managing and Developing Marina 

Del Rey, 

COM-74-11331/7G1 74-22 13B) =PC$S5.75/MF$2.25 
WARREN, ROBERT H. JR. 


Multiple Channel Video Switching System. 
PATENT-3 736 377 74-26 17B Not available NTIS 


WARREN, RUSSELL E. 
Scintillation of Arbitrary Optical Beams in a Weakly 


Random Medium 
74-07 20F PC$3.75S/MF$2.25 


74-06 19A PC$4.25/MF$2.25 


1415 1SC PC$6.25/MF$2.25 


74-18 8C Reprint 


74-13 20B PC$13.60/MF$2.25 


74-25 13B PC$4.75/MF$2.25 


Aqueous 
Guanidine 


74-22 6A Reprint 


AD-773 799/2GI _ 
WARREN, S. 

Pathologic Criteria of Radiation Injury. 

CO0-3017-12 74-20 6R PC$4.00/MF$2.25 


Radiation Carcinogenesis. Progress Report I, 1 May 
1972--15 March 1974. 
COO-3017-13 74-17 6R PC$4.25/MF$2.25 


gama in Ld/sub 50/30/ in a Strain of Rats over 20 


ears. 
COO-3017-9 74-06 6R PC$3.00/MF$2.25 





WARREN, S. K. 


Experience with the Implementation Language: New/1. 
ORO-4061-8 74-25 9B PC$4.75/MF$2.25 


Introduction to the Implementation Language N. 
ORO-4061-6 74-25 9B PCS$8. S0/MFS2. 25 


WARREN, SAMUEL C. 


Asynchronous Pulse Width Filter. 
PATENT-3 676 699 74-02 9E Not available NTIS 


WARREN, T. W. 


Detonation Velocity and Pressure of Tetryl Pellets 
from Two Batches. 
MHSMP-73-21 74-06 19D PC$4.00/MF$2.25 


Detonation Velocity and Pressure of 1/2-Inch Diameter 
Haab Pellets. 
MHSMP-74-7 


WARREN, THOMAS C. 
Reprint: Indefinite-Dilution Viscoelastic Properties of 
Poly-gamma-benzyl-L-glutamate in Helicogenic Sol- 
vents. 
AD-772 186/3GI 
WARREN, TYLER B. 


The Marasmius-Blight Fungus, 
COM-74-11325/9GI 


WARREN, W.G. 


How to Calculate Target Thickness for Green Lumber, 
PB-227 812/SGI 74-08 11L PC$3.25/MP$2.25 


WARREN, W. H. JR.. 


Scanner Observations of Selected Cool Stars. 
N74-27348/3GI 74-20 3B PC$3.75/MF$2.25 


WARREN, WALTER R. JR. 


Reacting Flow and Pressure Recovery Processes in 
HF/DF Chemical Lasers. 
AD-777 162/9GI 74-12 20E PC$3.75/MF$2.25 


WARREN, WILLIAM F. 


Crop Destruction Operations in RVN During CY 1967, 
AD-779 798/8GI 74-16 15SB PC$3.75/MF$2.25 


A Review of the Herbicide Program in South Vietnam, 

AD-779 797/0GI 74-16 1SB PC$4.25/MP$2.25 
WARREN, WILLIAM G. 

Shear-Plug Shapes and Testing Methods. 

PB-229 255/SGI 74-10 LIL PC$3.25/MF$2.25 
WARREN, WILLIAM THOMAS 

On Efficient Majority Logic Decodable Codes. 

AD-780 042/8GI 74-16 9D PC$4.75/MF$2.25 
WARRENFELTZ, J. K. 


The paeene Pig: A Biomedical Model for Behavioral 
Studie! 
AD- 6 216/4GI 


WARRICK, A. W. 


Transient Movement of Water and Solutes in Unsatu- 
rated Soil Systems. 
PB-225 119/7GI 


WARRIER, A. V. R. 


Electronic Absorption and Internal and External Vibra- 
tional Data of Atomic and Molecular Ions Doped in 
Alkali Halide Crystals. 
COM-74-50696/SGI 
74-21 


WARRINER, JAMES B. 
Postshot in situ Material Property Tests at the Mixed 
Company Site, Colorado. 

AD-779 424/1GI 74-15 8G PC$4.25/MF$2.25 

WARSHALL, STEPHEN 
CTL - Compass Test Language, 

AD-782 863/5GI 74-20 9B PC$7.00/MF$2.25 

WARSHAW, M. 

Some Predicted Climatic Effects of a Simulated Sahara 
Lake, 
AD-780 652/4GI 74-17 4B PC$3.75/MF$2.25 

WARSHAWSKY, ARNOLD STEPHEN 
Giant Multipole Resonances in 197Au. 

AD-772 849/6GI 74-06 20H PC$5.75/MF$2.25 

WARSHAY, M. 

Catalytic Oxidation of Trace Levels of Methane in Ox- 
ygeo in a Tubular Reactor. 
N74-25649/6G1 74-19 7C PC$3.25/MF$2.25 

WARSI, Z. U. A. 

Reprint: Estimation of Turbulent Energy Dissipation 
Using Available Transfer Theories. 

AD-778 977/9GI 74-14 20D Reprint 
Reprint: Uniqueness of Mean Turbulent Flows. 

AD-785 803/8GI 74-24 20D Reprint 

WARSI, ZAHIR U. A. 

Research in the Area of the Aerodynamics of Rotors 
and Propellers. 
AD-773 617/6GI 


74-17 19A PC$4.00/MF$2.25 


74-05 6A Reprint 


74-20 6C Reprint 


74-10 SJ PC$3.25/MF$2.25 


74-01 8H PC$3.75/MF$2.25 


20L + PC-GPO/MF$2.25-NTIS 


7407 1A PC$3.75/MF$2.25 


WARTHAM, FORREST 
Media and Local Government: A San Francisco Bay 


Area Survey. 
PB-234 794/6GI 74-22 SD PC$3.75/MF$2.25 
WARTON, L. H. 


A Four Degrees of Freedom, Cockpit Motion Machine 

for Flight Simulation. 

N74-18898/8GI 74-13 
WARTZOK, DOUGLAS 

Abstracts of Papers Presented at Scientific Meetings. 

AD-785 873/1GI 74-24 6C PC$3.25/MF$2.25 
WARWICK, EDNA T. 

Mobile Unit to Provide Vocational Evaluation for Han- 

dicapped Children, 

PB-236 910/6GI 
WARWICK, WILBUR H. 

Synthesis of Aluminum Silicate Whiskers. 

PATENT-3 321 271 74-08 7D Not available NTIS 

Synthesis of Fibrous Silicon Nitride. 

PATENT-3 244 480 74-12 7D Not available NTIS 
WARZECRA, A 

The Quality of Cacao Oil from the Brazilian and 

African Bean: A Comparative Study (Porownanie 

Jakosci Tluszczu Kakaowego z Ziarna Brazylijskiego i 

Afrykanskiego), 

TT-73-54049 74-16 6H PC$3.25 
WASHBURN, A. R. 

A Bi-Modal Inventory Study with Random Lead 

Times. 

AD-769 404/SGI 74-01 SA PC$3.25/MF$2.25 

Equilibrium Equations and a Computation Method for 

Matrix Differential Games (MDG). 

AD-783 676/0GI 74-21 12B PC$3.75/MF$2.25 
WASHBURN, ALAN R. 

The Omega-Value of a Two-by-Two 

ferential Game. 

AD-773 070/8GI 
WASHBURN, CHARLES 


Some Considerations in the Use of Cooling Water for 
Inland Power Plant Sites in California 
PB-224 895/3GI 74-01 10B PC$3.25/MF$2.25 


WASHBURN, G. F. 


A Study of Subsonic Transport Aircraft Configurations 
Using Hydrogen (H2) and Methane (CH4) as Fuel. 
N74-32432/8GI 74-26 1C PC$3.75/MF$2.25 


WASHBURN, JAMES L. 


Offshore Research Tower. A Design Repo 
PB-229 871/9GI 74-11 13M PCSs: 25/MF$2. 25 


WASHINGTON, A. B. G. 


Preferred Values for the Thermal Conductivity of Sin- 
tered Ceramic Fuel for Fast Reactor Use. 
TRG-Report-2236 74-08 18) PC$6.75/MF$2.25 
WASHINGTON, H. P. 
Analytical Study of Takeoff and Landing Performance 
for a Jet STOL Transport Siete Flap we Full- 
Span, Externally Blown, Triple-Slotted Fla; 
N73-31939/4GI 74-02 1C PC$3. P7S/MPS2: 25 
WASHINGTON, PERCY 


Reprint: Comparison of Salmon Catches in Mono- and 
Multi-filament Gill Nets. 
COM-73-50645-08-03/GI 

74-01 6C (Order as COM-73-50645-08) 


WASHINGTON, W. M. 


Simulation of the Climate at the Last Glacial Max- 
imum Using the NCAR Global Circulation Model, 
PB-224 927/4GI 74-01 4B PC$3 75/MF$2. 25 


WASHINGTON, WILLIAM D. 


Transonic and Supersonic Wind Tunnel Test of the 
Action Savery Test Missile. Volume 1. Stability 


Characteris: 
AD-785 365/301 74-23 1A PC$10.50/MF$2.25 


Transonic and Supersonic Wind Tunnel Test of the 
Action Hypervelocity Test Missile. Volume 2. Drag 


Characteristics. 
1A PC$10.25/MF$2.25 


1B PC$4.25/MF$2.25 


74-26 SI PC$S.75/MF$2.25 


Matrix-Dif- 


74-06 12B PC$3.75/MF$2.25 


AD-785 566/1GI 
WASILCZYK, J. J. 

Measurement of Intensities of Low Energy Electron 

Diffraction BEAMS from Platinum Surfaces and from 


Adsorbed Overiayers. 
LBL-1807 74-02 7D PC$7.00/MF$2.25 


WASILEWSKA, M 


Radiometric Method for Determination of Gold and In- 
dium in Electroplating Bath and Wa 
IFTJ-Si/i 74-22 7D 4.75/MF$2.25 


Stream Radioisotope X-Ray Fluorescence Analyser for 
the Determiation of Calcium and Iron in Lime Stone 


Slime. 
IFTJ-S2/1 74-22 7D PC$5.00/MF$2.25 


74-23 


WASSON, O. A. 


WASILEWSKI, A. 
Track Etch Detector Method for Leakage Testing of 


Radium Sources 
CLOR-95-D 74-06 18D PC$3.00/MF$2.25 


Track Etch Detector Method for Measurement of 
Radon-222 Concentration in Air. 
CLOR-97 74-17 18D PC$4.25/MF$2.25 


WASLEY, R. J. 
Critical Energy for Shock Initiation of Fuze Train Ex- 
plosives. 
UCRL-75339 
WASLIEN, CAROL 


Reprint: Studies of a Stone Disease in Egyptian 
Children. Parts I thru V 
AD-784 770/0GI 


WASLIEN, CAROL I. 
Reprint: Plasma and Red Blood Cell Amino Acids of 
Egyptian Children Suffering from Protein-Calorie Mal- 
nutrition. 
AD-785 765/9GI 74-24 6A_ Reprint 
Reprint: The Malnutrition of Parasitism in Egypt. 
AD-784 461/6GI 74-22 6E Reprint 
WASMANN, F. 


Pulsating Combustible Solid Propellanis Pulsierend Ab- 
brennende Festtreibstoffe. 
N73-32604/3GI 74-02 211 


WASSALL, ROBERT B. 


Reprint: A Snow Cover Climatology for Philadelphia 
Based on the Winter Seasons 1910-11 to 1969-70. 
COM-74-10496/9GI 74-09 4B Reprint 


74-12 19A PC$3.00/MF$2.25 


74-23 6E Reprint 


PC$3.75/MF$2.25 


WASSER, EDNA 


Protective Services for Older People. 
SK PC$3.75/MF$2.25 


PB-235 176/SGI 
WASSER, J. H. 


A Study of Air Pollutant Emission from Residential 
Heating Systems. 
PB-229 667/1GI 


WASSER, J. W. M. 


Threshold Logic Drempe 
N74-26763/4GI 


WASSERBAUER, J. F. 


Minimizing Boundary Layer Bleed for a Mixed Com- 
pression Inlet. 
N74-10321/9GI 74-04 21E PC$3.25/MF$2.25 


WASSERMAN, AARON E. 


A Method of Inhibiting the Formation of Nitrosamines 
in Cured Meat Products. 
PAT-APPL-365 898 


WASSERMAN, D. E. 
An Instrument for Testing Isometric Strength and En- 
durance. 
PB-233 100/7GI 
WASSERMAN, ITA 


Reprint: Quantitative Applications of 170 Tracer. 
COM-73-S095S/6GI 74-02 7E Not available NTIS 


WASSERMAN, RICHARD 


In-Flight Simulation of Minimum Longitudinal Stability 
for Large Delta-Wing Transports in Landing Approach 
and Touchdown. Volume II. Supporting Technical 


Data and Analysis 
1C PC$8.50/MF$2.25 


74-21 


74-10 13A PC$S.25/MF$2.25 


Mogica. 
74-20 9B PC$4.25/MF$2.25 


74-13, 6H PC$3.25/MF$2.25 


74-17 6B PC$3.75/MF$2.25 


AD-780 098/0GI 

WASSERMAN, ROBERT 
Improving Police/Community Relations - 
Pac 


PB-238 303/0G1 74-11 


WASSERMAN, STANLEY E. 


Cause and Prediction of Beach Erosion. 
COM-74-10036/3GI 74-04 8C PC$3.25/MFS$2.25 


WASSMANN, W. W. 
Anti-Derailment Sensor System. Phase I. Feasibility 


Study. 

PB-232 417/6G1 13G = =PC$7.25/MF$2.25 
WASSOM, J. S. 

Chemical Mutagenesis. A Survey of the 1972 Litera- 


ture. 

ORNL-EMIC-3 
WASSON, JAMES A. 

Evaluation of Waterfloodability of Oilfields by Pilot 


Flooding. 
PB-233 990/1GI_ 74-20 81 PC-GPO/MF$2.25-NTIS 
WASSON, NORMAN F. 


A Theoretical Method for Calculating the Aerodynamic 
Characteristics of Arbitrary Jet-Flapped Wings. 
Volume I. The Elementary Vortex Distribution Jet- 
Wing Lifting Surface Theory. 
AD-773 939/4GI 7407 1A PCS$S.7S/MPS$2.25 

WASSON, O. A. 


Hfbr Tailored-Beam Facility. 
BNL-18974 74-25 


74-16 


Prescriptive 
5K PC$5.25/MF$2.25 


74-15 


74-14 6A PC$20.75/MF$2.25 


18E PC$4.00/MF$2.25 


PA-1175 








WASSON, P. A. 


WASSON, P.A 
Flotation of Marquette Range Nonmagnetic Taconite 
U Innovative Procedures. 
PB-227 174/0GI 74-06 81 PC$3.75/MFS$2.25 
WASYLKIEWSKYJ, WASYL 
Underwater Propagation of ae Waves Excited by a 
Point Source Above the Surfac 
AD-783 009/4GI 74-20 Som PC$4.25/MF$2.25 


WASZCZAK, J. P. 


A Synthesis Procedure for Mechanically Fastened 
Joints in Advanced Composite Materials. Volume II. 
AD-771 795/2GI 974-05 11D PC$7.25/MFS2.25 


WAT, CHI-KIT 


Reprint: Tenellin and Bassianin, Metabolites of 
‘Beauveria Species’. Structure Elucidation with 15N- 
and Doubly 13C-Eariched Compounds Using 13C 


Nuclear M: Resonance Spectroscopy. 
AD-782 17 4-19 6 Not available NTIS 
WATABE, MITSUO 


Reprint: Electron Correlation and Metal-Nonmetal 
Transition in a Disordered Binary System. 
AD-776 192/7G1 74-10 20L Reprint 


WATANABE, A. 


Calculation of Evanescent-Wave Gain in the Te sub 
Om and TM sub Om Modes of an Optical Fibre. 
N73-32147/3G1 7402 20F PC$3.25/MF$2.25 


Deform-II: Mathematical Analysis of Elastic, Viscous, 
and Plastic Deformations of a Reactor Fuel Pin 
ANL-8041 74.09 181 PC$4.00/MF$2.25 


Simulation Study on Flare Control System by Op- 


timization Theory 

N74-10046/2GI 74-04 1B PC$3.75/MF$2.25 
Spectroscopic Studies of Nd(+3) Ions in POCL3. 
N74-10666/7GI 7404 7D PC$3.25/MF$2.25 
Spectroscopic Studies on Rare-Earth Ions in Aprotic 
Solvent Systems. 

N74-31596/1GI 74-25 7D PC$3.25/MF$2.25 


WATANABE, D. 8. 
ie psa Deon of Finite Difference Schemes of Solv- 


ney namic Problems on ILLIAC 4 
786 natiea! 74-25 20D PCS3 -25/MF$2.25 


Software Systems Research. Progress Report, Sep- 
tember 1, ae 15, 1974. 


COO-2383-00' 74-244 9B PC$5.75/MF$2.25 
—_— and SE of Variable Order Multistep 
ethods. 
COO-1469-221 74-09 12A PC$3.50/MF$2.25 
WATANABE, H. 

fo aoa for Measurement of the Flash Degrada- 
N74-23049/1GI 74-18 14B PC$3.25/MF$2.25 
Inert-Atmosphere Glovebox for Handling Plutonium 
Carbide Fuel. 

JAERI-M-5599 74-23 18) =PC$S5.25/MF$2.25 


Radiation-Induced Polymerization of Ethylene with the 


Pilot Plant Pew. li. 
JAERI-M-5591 74-25 TE PC$S.25/MF$2.25 


Rf Stabilization of the Drift Dissipative Instabilities. 
EUR-CEA-FC-710 74-1$ 201 PC$3.25/MF$2.25 


Safety of the Pilot Plant Picw for Radiation-Induced 


ae of Ethylene. 
JAERI-M-5600 74-25 7E PC$3.75/MF$2.25 
WATANABE, T. 


= Vivo Studies of the Human Thyroid-Stimulating 


Hormone. 
CNEA-339 74-02 6P PC$3.00/MF$2.25 
Radiation-Induced Polymerization of Ethylene in 


ra Sys' 
JAE TT 74-24 7E PC$6.25/MF$2.25 
Theory of the Adiabatic RF Plugging in the Magnetic 


Cusp Field. 

N74-19344/2GI 74-13 201 PC$3.75/MF$2.25 
WATANABE, TAKAMI 

Reprint: Reinforcement of Spontaneous Electrodermal 

Activity: A Cross-Cult Study in Japan. 

AD-771 579/0GI 74-04 S$) Reprint 

Reprint: Tim Characteristics of 


Smt Ektc- 
trodermal Modification: Fixed-Interval E: 
AD-771 856/2GI 74-05 53 Reprint 


WATANUKI, T. 


Application of Integrated Circuit Operational Am- 
to Turbulence Intermittency Meters. 
15103/6G1 74-09 9A PCS$3.25/MF$2.25 


H er X-Ray Generator for irradiations. 
JAERI-M-5223 74-02 20G PC$5.45/MF$2.25 


WATERBURY, G.R 
Analytical Methods for Fissionable Materials in the 
Nuclear Fuel Cycle. Program Status Report, June 


1972--June 1973. 
LA-S347-SR 74-02 7D PC$4.00/MF$2.25 


PA-1176 


Chemical Assay of Plutonium for Safeguards. 
LA-UR-73-1585 74-08 18) PC$3.00/MF$2.25 


Determination of Carbon, Hydrogen, and — in Ir- 
radiated Reactor Fuels and Cladding Mate: 
LA-S497 74-21 7D PCs4.00/ 00/MF$2.25 


Mass Spectrometric Determination of exp 18 O/ exp 16 
O Ratios to Locate the Source of Oxygen in Snap Fuel 


Capsule Components. 
LA-5489 74-15 10B PC$4.00/MF$2.25 


Measurement of Oxygen-to-Metal Atom Ratios in 
Uranium and Plutonium Oxides. 
LA-5329 74-02 7B PC$4.00/MF$2.25 


Preparation of Working Calibration and Test Materials 
for Intra- and Interlaboratory Surveillance of Nuclear 
Materials Measurement Methods: Plutonium Nitrate 


Solution. 

LA-S627 74-25 7D PC$4,00/MF$2.25 
Spectrophotometric Measurement of Uranium in Plu- 
tonium Dioxide. 

LA-5490 74-20 7D PC$4.00/MF$2.25 


WATERLOW, J.C. 
Choice of Label and Measurement Technique in 
Tracer Studies of Body Protein Metabolism in Man 
CONF-740708-22 74-23 6E PC$4.00/MF$2.25 


WATERMAN, A. W. 


Testing of Improved Polyimide Actuator Rod Seals at 
High Temperature and under Vacuum Conditions for 
Use in Advanced Aircraft Hydraulic Systems. 

N74-21072/SGI 74-15 13G PC$3.75/MF$2.25 


WATERMAN, ALAN T. JR. 


Research on the Interaction of the Lower Atmosphere 
with Electromagnetic Waves of ——— Wavelength 
Line-of-Sight Propagation 
AD-772 824/9GI 74-06 mon mc}. 75/MF$2.25 
WATERMAN, ALEXANDER 


Stripline Flush Mount Antenna Array. 

AD-783 334/6GI 74-20 9E PC$3.25/MF$2.25 
WATERMAN, CHARLES R. JR. 

A Cost Analysis of the KT-73 Inertial Measurement 

Unit Repair Process Using Absorbing Markov Chains. 

AD-787 199/9GI 74-26 1SE PC$S.25/MF$2.25 
WATERMAN, D. A. 

A Filter for a Machine Induction Sys 

AD-785 066/2GI 74-23 3B. C33. 25/MF$2.25 

PAS-II: An Interactive Task-Free Version of an Auto- 

matic Protocol Analysis System, 

AD-778 497/8GI 74-14 $3} PC$3.25/MF$2.25 
WATERMAN, F. M. 

Energetic-Neutron C poeange Fl Annual Progress Re- 

port, 1 April 1973--31 March 1 

COO-2231-21 74-21 "ep PC$7.00/MF$2.25 
Report, 


Energetic Neutron Spectrometry. Final 
December |, 1967--March 31, 1972 


COO-3258-1 74-09 18D PC$6.75/MF$2.25 
Neutron Spectra at 0 exp 0 from 724-Mev Protons on 
Be and Cu. 

COO-2231-16 74-22 20H PC$4.00/MF$2.25 


Neutron Spectrometry from 200 Mev to | Gev. 
COO-2231-12 74-22 18D PC$4.00/MF$2.25 


WATERMAN, K. D. 


Improvement Program for Polycarbonate Capacitors. 
N74-15916/1GI 74-10 9A PC$4.25/MF$2.25 


WATERMAN, P. C. 
Sete Modeling: Investigation of Scattering by 


Surfaces. 
306/6G1 74-07 20F PC$4.75/MF$2.25 
WATERMAN, QUINTIN L. 


The Impact on Avionic Logistic Support Costs of 
False Maintenance Actions. 
AD-777 246/0GI 74-12 1SE PC$4.75/MF$2.25 


WATERMAN, ROBERT KENT 
Specification and Design of Software for a Digital 


Stores M ent System. 
AD-779 707/9GI 74-15 1C PC$5.25/MF$2.25 
WATERMAN, THOMAS E. 


Fire Laboratory Tests - Effects of Barrier Integrity 
and Fire Ventilation on Shelter Habitability. 
AD-786 175/0GI 74-24 15C PCSs. 25/MFS$2.25 
WATERS, ELZBERRY 
D po? Curreat Alerting Se: 


AD-784 467/3GI 74-22 Kk "PC$S.25/MF$2.25 
WATERS, GERALD R. SR. 

Job Development Project. 

PB-235 1 I 74-21 SI PC$4.25/MF$2.25 
WATERS, J. P. 

Nondestructive Holographic Techniques for Structures 

Inspection. 

AD-774 758/7G1 74-08 14B PCS$4.75/MF$2.25 


WATERS, MELVIN E. 
Reprint: Home Freezing of Seafoods. 


COM-74-50189-01-01/GI 
74-09 6H (Order as COM-74-50189-01) 


WATERS, OSCAR B. JR. 


Chemical Treatment and Distillation of Sea Water. 
PATENT-3 262 865 74-11 7A Not available NTIS 


Method for Separating Na2SO4, from Brines or Bit- 


terns. 
PATENT-3 399 961 
WATERS, PAUL F. 


Method of Making Reverse Osmosis Membranes for 
Desalination of Water 
PATENT-3 662 046 


WATERS, ROY F. 


Recovery of Metals and Phosphate from Waste 
Phosphate Sludge. 
PATENT-3 653 875 74-02 


WATERS, W. J. 
Method of Forming Articles of Manufacture from Su- 


74-08 7A Not available NTIS 


"74-04 7A Not available NTIS 
13B Not available NTIS 


Pe Powders. 
ATENT-3 775 101 74-07 13H Not available NTIS 


Method of Heat Treating a Formed Powder Product 
Material. 
PATENT-3 765 958 74-04 13H Not available NTIS 


A Nickel Base Alloy, NASA Waz-16, a Potential 

for Gas Turbine Stator Vane Applicatio: 

N74-26025/8GI 74-19 21E PCS3. 75/MF$2.25 
WATERSTRAT, R. M. 


Low-Temperature Annealing Effects upon the Super- 

conducting Properties of V3Au. 

COM-74-S0579/3GI_ 74-18 20L Not available NTIS 

Reprint: Effects of Compositional Variations on the 

Atomic Ordering in A1S Phases. 

COM-74-50601/SGI 74-20 11F Not available NTIS 

Reprint: Superconducting Properties of AlS Phase V- 

Pt Alloys. 

COM-74-50590/0GI 
WATHNE, FREDRICK 


Electrical Trawl Net. 
PATENT-3 312 011 


WATKINS, B. J. 


Association Between Some Faraday Measurements 
and Auroral Particle Precipitation. 
ANARE-TN-10 74-26 4A PC$4.00/MF$2.25 


WATKINS, D. J. 


Seepage and Groundwater Effects Associated with Ex- 
plosive Cratering. 
AD-782 356/0GI 


WATKINS, E. H. 


Organic Ranking Cycle Propulsion System for Use on 
a 25-Passenger Bus. 
PB-234 793/8GI 


WATKINS, G. D. 


Reprint: Carbon Interstitial in the Diamond Lattice. 
AD-772 357/0GI 7405 20L Reprint 


Reprint: LCAO Calculations for the Boron and 
Nitrogen Interstitial in the Diamond Lattice. 
AD-783 386/6GI 74-20 20L Reprint 


WATKINS, GEORGE D. 


Intrinsic Defects in II-VI Compounds. 
AD-771 797/8GI 74-05 20L PC$3.75/MF$2.25 


WATKINS, HAROLD S. 


Increased Electrical Energy Outputs from Modified 
M371A1 Heat Projectiles, 


74-18 20L Not available NTIS 


74-08 6C Not available NTIS 


74-19 


19D PC$7.25/MF$2.25 


74-22 13F PC$7.00/MF$2.25 


AD-775 790/9GI 74-10 19A PC$3.25/MF$2.25 
WATKINS, L. H. 

A Quiet Heavy Lorry, 

PB-232 338/4GI1 74-15 13F PC$3.25/MF$2.25 


WATKINS, L. M. 


Effects of Radiation on the a and Lu- 
minescence of Fiber Optic Waveguides and Materials. 
SAND-74-8622 74-25 20F PC$7.00/MF$2.25 


WATKINS, L. V. JR. 


Open Space Element of the Comprehensive Plan, 
PB-233 930/7GI 74-18 13B PC$3.7S5/MF$2.25 


WATKINS, PHILLIP L. 
Receptacle for Large Scale Integrated Circuit (L.S.1.) 


Package. 

PATENT-3 747 046 9 74-26 
WATKINS, S. H 

Coliform as og Growth and Control in Aerated Sta- 


bilization Bas 
PB-231 29ner "4-12 13B PC-GPO/MF$2.25-NTIS 


WATKINS, T. A. 


Reprint: On the Jackknife Statistic and Its Relation to 
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Oxygen Demand. 

PB-231 306/2GI 74-12 13B PC$4.75/MF$2.25 


WHISENAND, PAUL M. 


Police Career Development. Topic Digest Number 3, 
PB-226 325/9GI 7405 SI PC$3.75/MF$2.25 
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WHISLER, NORMAN J. 
Process for the Preparation of Yttrium-Silicon Com- 
pounds or Master Alloys by Silicon Carbide Reduction 


Yttria 
PAT-AP APPL-412 845 74-07 11F PC$3.25/MF$2.25 


WHISMAN, M. L. 
Waste Lubricating Oil Research. An Investigation of 


Several Re-refining Methods. 
PB-231 277/SGI 74-12 11H PC$3.75/MF$2.25 


Waste Lubricating Oil Research. Sone . oo Ap- 

proaches to Reclaiming Used Crankcas: 

PB-234 685/6GI 74-22 11H C83: .25/MF$2.25 
WHITACRE, G. R. 

Thermal Radiation Modeling for Pollution Predictions. 

PB-229 666/3GI 74-10 20M PC$4.25/MF$2.25 
WHITAKER, B. 

Cryogenic Toughness through Microstructure Control 

in a Ferritic Fe-Ni-Alloy. 

AD-783 539/0GI 74-21 11F PC$3.75/MF$2.25 
WHITAKER, C. F. 

Evaluation of the Prototype Model of Ms Old 

Dominion Flow Indicator for Mixed-Gas Scuba 

AD-772 838/9GI 74-06 6K PC$3. 25/MF$2. 25 
WHITAKER, DAVID M. 

Pharmacological Evaluation of an Extract from 

‘Eisenia bicyclis’, 

COM-74-11670/8GI 
WHITAKER, DONALD P. 

Area Handbook for Japan, 

AD-787 236/9GI 74-26 SC PC-GPO/MF$2.25-NTIS 
WHITAKER, DONALD R. 

Mechanical Rotary Tilt Stage. 

PATENT-3 826 558 74-26 131 Not available NTIS 


Reprint: Why the Cod Shortage. What are the Alterna- 

tives. 

COM-73-70645-11-01/GI 

7405 6C (Order as COM-73-50645-11) 

WHITAKER, H. P. 

Flight Control Systems Research. 

N74-31427/9GI 74-25 17G PC$3.75/MF$2.25 
WHITAKER, R. W. 

Conceptual Design for an Urban Transportation 

Planning Information System. 

PB-233 246/8GI 74-17 13B PC$9.50/MF$2.25 
WHITAKER, RAYMOND L. 

Changes in Legal Vehicle ee and Dimensions. 

Some Economic Effects on Highwa 

PB-231 578/6GI 74-13 DF *Pcs7 .00/MF$2.25 
WHITAKER, STEPHEN D. 


Computer Simulation of Multi-Aircraft Flights: An Aid 
to Mission Planning. 
COM-74-50235/2G1 

74-10 1B PC-GPO/MF$2.25-NTIS 


WHITAKER, W.D. 


Space Nuclear System Volume Accumulator Develop- 
meat: Summary Report. 
AI-AEC-13090 7402 18N PC$4.50/MF$2.25 


Volume Accumulator Design Analysis Computer 


74-26 60 Reprint 


Codes. 
AI-AEC-13094 74-02 18N PC$3.75/MF$2.25 
WHITBY, K. T. 


Electrical Charging of Small Particles at Low Pres- 
sures. Tenth Progress Report. Particle Technology 
Laboratory Publication No. 193. 

COO-1248-33 74-16 20C PC$4.50/MF$2.25 


Measurements of Aerosols Produced by a Propane-Air 
Flame in a Controlled Environment. 
PB-229 799/2GI 74-10 21B PC$3.75/MF$2.25 


Portable Electrical Aerosol Analyzer for Size Distribu- 
tion Measurement of Submicron Aerosols 
COO-1248-37 7D PC$3.75/MF$2.25 


WHITBY, KENNETH T. 


State of the Art: 1971. Instrumentation for Measure- 
meat of Particulate —— from Combustion 
Sources. Volume III. Particle Siz 

PB-233 393/8GI 74-17 4B PC$4.75/MF$2.25 


WHITCOMB, D. L. 


Production Test n-341, a Procedure for Establishing 
Low Once-Through Coolant Flow During Major Reac- 
tor Component Maintenance. 

UNI-26 74-21 181 PC$4.75/MF$2.25 


Production Test n-341 Sup i, a Procedure for 
Establishing Low Once-Through —- Flow During 
Major Reactor Component Maintenanc 

UNI-26-B 74-21 181 PCss 00/MF$2.25 

WHITCOMB, JAMES P. 

Aa ~ oy Into Commercial Aspects of the Hard 
Clam Fishery and Development of Commercial Gear 
for the Harvest of Molluscs. 

COM-74-10180/9GI 74-05 6C PC$S.75/MF$2.25 


WHITCOMB, MILTON A. 


Processing of Auditory Information by Medial Superi- 
or Olivary Neurons. 
AD-772 982/SGI 74-06 SJ PC$4.25/MF$2.25 
Reprint: Superior-Olivary Response Patterns to 
Monaural and Binaural Clicks. 
AD-773 244/9GI 

WHITE, A. B. 
Application of Holographic Methods to the Measure- 
meant of Flames and Particulate. Volume I. 
PB-235 674/9GI 74-24 21B PC$4.25/MF$2.25 


WHITE, A. F. JR.. 


Msfc Skylab APOLLO Telescope Mount Experiment 
Systems Mission Evaluation. 


74-07 SJ) Reprint 


N74-28310/2G1 74-20 3A PC$7.00/MF$2.25 
WHITE, A. H. 

Advanced Engine Control Program. 

AD-773 660/6GI 74.07 21E PC$4.75/MF$2.25 


Miniaturized High Speed Controls for Turbine En- 


gines. 
AD-916 364/3GI 74-13: 21E PC$S.75/MF$2.25 
Turbine Engine Fuel Control Reliability Test and 


Evaluation. 
AD-785 580/2GI 74-23 21E PC$4.75/MF$2.25 
WHITE, A. T. 


Reprint: A Maximal Toroidal Graph Which is not a 

Triangulation. 

AD-781 208/4GI 74-18 12A Reprint 
WHITE, ALBERT HB. 


Turbine Engine Fuel Control Reliability and Maintaina- 


bility Analysis. 

AD-771 030/4GI 74-04 21E PC$6.25/MF$2.25 
WHITE, B. I. 

Reduction in Load Carrying Capacity of 5/8'’ and 1/2"" 

Whitworth Bolts Due to Material Sampling. 

RD/B/M-2712 74-02 183 PC$3.00/MF$2.25 
WHITE, B. P. 


Low-Temperature Testing of an AH-IG Helicopter 
Equipped with Elastomeric Flapping and Feathering 
Bearings in the Main Rotor. 

AD-784 189/3GI 74-22 1C PC$2.75/MF$2.25 


WHITE, BETTY N. 


Wound Healing: Biochemical Pathways, Ultrastruc- 
ture, and Clinical Studies. 
AD-782 259/6GI 74-19 6P PC$5.25/MF$2.25 


WHITE, BOBBY J. 


Aecromechanical Properties of Ejection Seat Escape 
Systems. 
AD-787 194/0GI 74-26 1C PC$S.75/MF$2.25 


WHITE, BRIAN E. 


The L sup 2 Discrepancy of the Roth + age in 
(0,1)sup 2 for an Arbitrary Number of Poin’ 
PB-231 802/0GI 74-14 12A_ PC$4. 25/MFS2: 25 


The (L sup 2) Discrepencies of the Hammersley and 
Zaremba Sequences in (0,1) sup 2 for an Arbitrary 


Radix, 

PB-231 883/0GI 74-13 12A_ PC$3.75/MF$2.25 
WHITE, BYRON 

Arterial Progression Control as Developed on the 

Mockingbird Pilot Study, 

PB-225 044/7GI 7401 13B PC$8.50/MF$2.25 
WHITE, C. L. 

Experimental Techniques for Studying Grain Boundary 

Chemistry. 

COO-2166-11 74-16 7D PC$4.25/MF$2.25 
WHITE, C. M. 


Amchitka Bioenvironmental Program. Studies of the 

Avifauna on Amchitka Island, Alaska. Final Progress 

os 4 see Report, August 14, 1967--September 30, 

burin- 155 74-24 6F PC$S.00/MF$2.25 
WHITE, C. T. 

Electroretinograms (ERGs) and Visually-Evoked 

Responses (VERs) in the California Sea Lion 


us californianus). 
AD-772 534/4GI 74-06 6C PC$3.75/MF$2.25 
WHITE, CHARLES J. 


Investigations of Commercially Important Penaecid 


Shrimp in Louisiana Estuaries, 
COM-74-10167/6GI 74-05 6C PC$6.25/MF$2.25 
WHITE, CLIFF 


Failure Modes, Effects Criticality Analysis (FMECA) 
of Category III Instrument Landing System with 


Traveling-Wave Localizer Antenna. 
AD-772 778/7GI 74-06 17G PC$7.25/MF$2.25 
WHITE, D. C. 8. 


Recent Developments in Subnanosecond Timing with 
Coaxial Ge(Li) Detectors. 
UAE-NPL-1056 74-04 18D PC$4.00/MF$2.25 


WHITE, FRANK L. 


WHITE, D. E. 


Computational Algorithms for the Enumeration of 
Group Invariant Partitions, 
AD-776 006/9GI 74-10 12A PC$3.25/MF$2.25 


Fabrication of Tungsten--Uranium Dioxide 
Honeycomb Structures. Final Report for Period End- 
ing June 30, 1965. 

K-1648 74-07 18) PC$8.00/MF$2.25 
Fabrication of Tungsten--Uranium - 
Honeycomb Structures. 4 I. Summary Re 

K-1630 18) PC$S5.00 P82. 25 
Fabrication of che in Dioxide 
Honeycomb Structures. Phase II. Quarterly Report for 
Period Ending March 15, 1965. 

K-1636 74-07 183 PC$5.75/MF$2.25 


WHITE, D. F. 


Measurement of Activity of Surfaces Contaminated by 

Electron-Capture Nuclides. 

NRPB-R-18 74-24 18D PC$5.50/MF$2.25 
WHITE, D. J. 

Reprint: Application of Difference Equations to a 

Square Application of Difference Equations to a 

Square Hall Plate with Finite Interior Driving and Hall 

Electrodes. 

AD-770 659/1GI 
WHITE, DAVID B. 


A Bibliography of Filatfish (‘Pleuronectiformes') 
Research with Partial Annotation. 
COM-74-11043/8GI 74-15 6C PC$4.75/MF$2.25 


A Manual of Flatfish Rearing. 
COM-74-10364/9GI 7407 6C PC$3.75S/MF$2.25 


WHITE, DAVID C. 
Dynamics of Energy Systems. 
PB-228 684/7GI 74-09 10B PC$4.25/MF$2.25 


Energy Consumption and Electric Supply Influences, 
PB-228 261/4GI 74-10 10A PC$3.25/MF$2.25 
The Energy Crisis: A Scientist's View, 

PB-227 687/1GI 74-08 SC PC$3.75/MF$2.25 
Energy Supply and Demand, The Role of Conserva- 


tion, 
PB-227 559/2GI 74-08 SC PC$3.25/MF$2.25 


Statement of David C. White, Massachusetts Institute 
of Technology, 
PB-227 617/8GI 7408 10B PC$3.25/MF$2.25 


Testimony Before the Subcommittee on Energy of the 

Committee on Science and Astronautics, House of 

Representatives, 

PB-227 885/1GI 74-10 10A PC$3.25/MF$2.25 
WHITE, DENNIS E. 


Combinatorial Structures and Group Invariant Parti- 


tions, 

AD-776 010/1GI 74-10 12A PC$3.25/MF$2.25 
WHITE, DEWEY W. JR. 

Installation of Heavy-Duty Truss-Web Extruded Alu- 

minum Airfield Landing Mat. 

AD-779 423/3GI 74-15 1E PC$3.75/MF$2.25 
WHITE, E. C. 

Lightweight, Variable Solidity Knitted Parachute 

Fabric 


PATENT-3 764097 74-04 1C Not available NTIS 
WHITE, E. W. 


Three-Dimensional Characterization of Particles in 
Alumina —— by Automated SEM (Scanning clec- 
tron microscopy) Analysis 

AD-774 930/2GI 7409 11B PC$3.75/MF$2.25 


WHITE, F. A. 


Mass Spectrometry and Inhomogeneous Ion Optics. 

N74-15100/2GI 74-09 20F PC$S5.75/MFS$2.25 
WHITE, F.G. 

Electrical and Mechanical Evaluation of RUWS 

(Remote Unmanned Work System) Prototype Cables. 


Appendix A - Electrical Data. Volume II. 
AD-777 689/1GI 74-12 9A PC$7.00/MF$2.25 


Electrical and Mechanical Evaluation of RUWS 
(Remote Unmanned Work System) Prototype Cables. 
Volume I. 
AD-777 688/3GI 
WHITE, F. M 


Applying a Water Quality Model to Pollution Manage- 
meat: D.O.--B.0.D. (Dissolved Oxygea-Biochemical 
Ox Demand) in Narragansett Bay, 
COM-74-11592/4GI 74-26 13B PC$3.75/MF$2.25 
A Method of Direct Calculation of Compressible Tur- 
buleat Skin Friction and Heat Transfer in Three- 
Dimensional Layer Flow. 
AD-773 165/6GI 7406 2D PC$S5.25/MFS$2.25 
A Numerical Tidal Model of Narragansett B: 
COM-74-10954/7G1 74-14 8C PC$S. 7S/MPS2.25 
WHITE, FRANK L. 


Compton Scattering Kernel for Maxwellian Electrons. 
AD-769 483/9GI 74-01 20H PC$3.7S/MF$2.25 


74-03 20L Reprint 


74-12 9A PC$S.75/MF$2.25 


PA-1193 





WHITE, FRED 


Ground-Based Simulator Input Data for Advanced 
Tandem-Rotor Helicopters 
AD-775 837/8GI 74-10 1C PC$7.50/MF$2.25 


WHITE, G. 


A Critical Evaluation of Methods for the Determina- 
tion of Free Nitrogen in Carbon and Low Alloy Steels. 


PB-226 979/3G1 74-06 11F PC$3.25/MF$2.25 

The Thermal Analysis of Nitride Phases in Steel. 

PB-230 235/4GI 74-11 11F PC$3.25/MF$2.25 
WHITE, G. H. 


Microminer - Research Dust Generator. 
PB-225 181/7G1 74-05 81 PC$3.25/MF$2.25 


WHITE, G. N. 


Two-Frequency Nonlinear Taylor Instability. 
LA-5575-MS 74-22 20D PC$4.00/MF$2.25 


WHITE, GERALD M. 


Extremal Approaches to Estimating Spatial Interaction. 
AD-779 140/3GI1 74-15 12B PC$3.75/MF$2.25 


WHITE, H 
High Power Chemical Lasers Chemische Laser Hoher 


Leistung. 

N74-22182/1GI 74-17 20E PC$3.75/MF$2.25 
WHITE, HARLAN V. 

Design and Test of a Helium Gas Sprin 

AD-787 142/9GI 74-26 is mess: 25/MF$2.25 
WHITE, HOWARD J. JR. 


A Bibliography of the Russian Reference Data 
Holdings of the Library of the Office of Standard 
Reference Data. 
COM-74-50943/1GI 

74-25 SB PC-GPO/MF$2.25-NTIS 


WHITE, L. 
Surface Properties of Water. 
PB-230 708/0GI 74-12 7D PC$4.75/MF$2.25 
WHITE, J. 
Cost of Monitoring Air Quality in the United States, 
PB-231 169/4GI 74-12 13B = PC$4.75/MF$2.25 


Feasibility and Tradeoff Study of an Acromaneuvering 
Orbit-to-Orbit Shuttle (Amoos). 
N74-32325/4GI 74-25 22B PC$8.75/MF$2.25 


Justice and the American Indian. Volume 4. Examina- 
tion of the Basis of Tribal Law and Order Authority, 
PB-232 595/9GI 74-15 SK PC$4.75/MF$2.25 


WHITE, J. A. 


Investigation of the Effect of Hub oer Parameters 
on Two-Bladed Rotor Oscillatory Load 
N74-22633/3GI 74-18 1A PCS: 75/MF$2.25 


WHITE, J. F. 


Uo sub 2 --Uo sub 3 --Y sub 2 O sub 3 System and 
Evaluation of the Uo sub 2 sub 9 .3Y sub 2 O sub 3 
Composition. 

GEMP-263 74-12 11D PC$5.00/MF$2.25 


WHITE, J. H. 
Simulation Studies for NOAA Stabilized Compensation 
Pr 


COM-74-10517/2G1 74-10 9E PC$S.25/MF$2.25 
WHITE, J. L. 

Advanced, Graphite-Matrix, Dispersion Type Fuel 
Systems. Annual Report, April 1, 1963--March 31, 
1964. 

GA-5S016(Pt.2) 74-15 18] PC$6.00/MF$2.25 


Advanced, Graphite-Matrix, Dispersion-Type Fuel 
Systems. First Annual Report, April 1, 1962--March 
31, 1963. 


GA-4022(Pt.2) 74-16 183 PC$4.25/MF$2.25 
WHITE, J. M. 

One-Day Introduction to Radiation Protection Princi- 

ples. 

AECL-4591 74-18 18F PC$S5.75/MF$2.25 
WHITE, J. 8. 

Rates for Mixed STOL and Ctol Traffic. 

N74-21290/3GI , 74-15 17G PC$4.75/MF$2.25 

WHITE, J. W. 


Reprint: A Study of Oceanic Mixing with Dyes and 
Multispectral Photogrammetry. 
AD-775 561/4G1 


WHITE, JACK C. 
Method for the Preparation of Highly Pure Titanium 
Tetrachloride from Calcium-Containing Titanium 


Materials. 
PAT-APPL-412 222 74-16 7A PC$3.25/MF$2.25 


Spoeetien Copper from Mill Tailings. Selected Stu- 


s. 

PB-233 417/SGI 74-18 11F PC$3.75/MF$2.25 
WHITE, JACK L. 

The Formation of Microstructure in Graphitizable Car- 


boas. 
AD-777 814/5GI 74-13 11B  PC$S.25/MF$2.25 


74-09 8C Reprint 


WHITE, JAMES E. 


Treatment of Packinghouse Wastes by Anaerobic 
Lagoons and Plastic Media Filters. 
PB-235 566/7GI 74-23 13B PC-GPO/MF$2.25-NTIS 


WHITE, JAMES M. 
sepetienten Switching in a Magneto-Optic Thin 
AD-780 703/SGI 74-17 9A PC$3.25/MF$2.25 
WHITE, JAMES W. 


Reprint: On the Nearshore Circulation of the Gulf of 
Carpentaria, Australia - A Study in Uses of Satellite 
Imagery (ERTS) in Remotely Accessible Areas. 

AD-775 651/3GI 74-10 8C Reprint 


WHITE, JOHN R. 


JOSSLE: A Language for Specifying and Structuring 
the Semantic Phase of Translators. 
PB-231 623/3GI 74-13 9B PC$7.25/MF$2.25 


WHITE, K. O. 


Measurement of Ho3+:YLF 2.06 micrometer Laser 
a Output Variations and CO2 Absorption Coin- 


‘D.780 '082/4G1 
, KENNETH O. 
Remote Sensing of Atmospheric Methane Using an Er- 


bium/YAG Laser: a Feasibility Study. 
AD-769 732/9GI 74-01 7D PC$3.75/MF$2.25 


WHITE, KENNON P. Ill 
Synoptic Radio Maps of the Sun at 3.3 mm for the 


Years 1967-1969, 
COM-74-50276-32/GI 


WHITE, L. C. 
Pressure Distribution of a Twin-Engine Upper-Surface 


Blown Jet-Flap Model. 
N74-20655/8GI 74-15 1A PC$3.75/MF$2.25 


Wind Tunnel Tests of a Full-Scale Model of a Light 
Twin-Engine Airplane with Fixed Auxiliary Airfoil or 
Leading-Edge Slot. 

N74-19665/0GI 74-14 1A PC$S.25/MF$2.25 

WHITE, LANDY B. 

Reprint: Thin Layer Chromatography of Dimercaprol 
(BAL). 

AD-773 917/0GI 


WHITE, MARVIN H. 


Study of the Use of Charge-Coupled Devices (CCD's) 

in Analog Signal Processing Systems. 

AD-783 703/2GI 74-21 9A PC$7.00/MF$2.25 
WHITE, MARVIN L. 

A Physical Mechanism for the Production of Spot Re- 

lated Solar Prominences. 

AD-778 088/SGI 


WHITE, MICHAEL D. 


Reasonable State Regulation of the Interstate Transfer 
of Percolating Water. 
PB-229 087/2GI 7409 13B PC$3.75/MF$2.25 


WHITE, NATHAN N. 


A Preliminary Analysis of Japan's Dependence on 
Selected Imported Raw Materials. 
AD-772 885/0GI 74-06 SC PC$5.25/MF$2.25 


WHITE, PAUL S. 


SKYHOOK Churchill 1973. 

AD-774 966/6GI 74-09 4A  PC$S5.25/MF$2.25 
WHITE, R. 

Candidate Configuration Trade Study, Stellar-Inertial 

Measurement System (Sims) for an Earth Observation 


Satellite (Eos), Addendum. 
N73-33845/1GI 74-02 22A_ = PC$4.75/MF$2.25 


Investigation of Configuration Effects on Entry Heat- 
ing Distributions at Mach No. Equal 8.0 (OH41). 
N74-10801/0GI 74-04 22C PC$7.00/MF$2.25 


Investigation of Configuration Effects on Entry Heat- 


74-16 20E PC$3.75/MF$2.25 


74-19 3B MF$2.25 


74-07 7C Reprint 


74-13 3B PC$3.75/MF$2.25 


ing Distributions at Mach No. Equals 8.0 (Oh4la). 
N74-10804/4GI 74-04 22C PC$4.25/MF$2.25 
WHITE, RB. A 


Image Display and Manipulation — (Idams) Pro- 
gram Documentation, Appendixes 
N74-1791S/1GI 74-12 2. Pcsie: 25/MF$2.25 


— Optical Potentials in Time-Dependent Quan- 


AD-770 221/061 74-02 203 Reprint 


Side Vector Control Through Jet Wall Interactions in 
Segmented Ejector Nozzles. 
AD-775 486/4G1 74-09 16D PC$4.25/MF$2.25 


Synthesis of Transparent Rubber-Modified Polymers. 
AD-777 508/3GI 74-12 111 =PC$4.25/MF$2.25 
WHITE, R. B. 


Raman and Brillouin Scatterings of Electromagnetic 
Waves in Inhomogencous Plasmas. 
COO-3237-33 74-14 201 PC$4.00/MF$2.25 


WHITE, R. K. 
ICECAP 73: A Summary Report. 


AD-781 815/6GI 74-18 4A PC$3.75/MF$2.25 


Incoherent Scatter Radar Measurements in the Upper 
Atmosphere. 
AD-769 918/4GI 74-02 4A PC$3.25/MF$2.25 


Project COCHISE: Concept and Status. 
AD-770 051/1GI 74-02 4A PC$3.25/MF$2.25 


WHITE, RB. S. 
Reprint: Plasma Instability at an X-Type Magnetic 
Neutral Point. 
AD-773 241/SGI 

WHITE, R. STEPHEN 
The Radiation Belts of Jupiter. 
AD-774 885/8GI 74-09 3B PC$3.25/MF$2.25 


Reprint: Experimental Study of the Reconnection 


ess. 
AD-774 424/6GI 
WHITE, R. W. 
Recreational Boat Developmental Test — 
Developmental Testing: Volume I. Phase I Repo: 
AD-774 368/5GI 74-08 133 PC$7. DSIMPS2. 25 
Recreational Boat Developmental Test Program 
Developmental Testing. Volume II. Tests, Methods 
and Reports. 
AD-769 872/3GI 74-02 13] PC$7.00/MF$2.25 


WHITE, RICHARD M. 


Means for Generating (A Source of) Surface and Bulk 
Elastic Waves. 
PATENT-3 673 474 74-02 9A _ Not available NTIS 


WHITE, RICHARD P. JR. 


Investigation of Viscous Line Vortices With and 

Without the Injection of Core Turbulence. 

AD-785 256/9GI 74-23 1A PC$6.25/MF$2.25 
WHITE, ROBERT L. 

A Study on the Fundamental Limitation on Magnetic 

Domain Wall Velocities. 

AD-774 634/0GI 74-08 20L PC$3.75/MF$2.25 
WHITE, ROBERT M. 

Reprint: The Future of the Fisheries: I. The Seattle 

Conference. II. The Oceans and Industry. III. Sound- 

ing Our Ocean Future. IV. National Fisheries Policies 

and Programs for our National Needs. 

COM-73-50645-09-01/GI 

74-01 6C (Order as COM-73-50645-09) 


WHITE, RONALD 


Solid Cryogen Heat Transfer Apparatus. 
PATENT-3 745 785 74-09 13A Not available NTIS 


WHITE, ROSCOE B. 


Reprint: Formation of Ion-Acoustic Shocks. 
AD-782 114/3GI 74-19 201 Reprint 


WHITE, SAMMIS B. 


Toward Housing and Community Development Policy 
for Milwaukee. 


74-07 201 Reprint 


74-08 4A_ Reprint 


PB-234 723/SGI 74-21 13B PC$5.75/MF$2.25 
WHITE, V. E. 

Thick Film Silicon Growth Techniques. 

N74-10693/1GI 74-04 20L PC$3.75/MF$2.25 

Thick Film Silicon Growth Techniques. 

N74-30210/0GI 74-24 20L PC$3.75/MF$2.25 
WHITE, W 


Monthly Mean Sea Surface Temperature Departures 
over the North Pacific Ocean with Corresponding Sub- 
surface Temperature Departures at Ocean Weather 
Stations ‘VICTOR’, ‘PAPA’, and ‘NOVEMBER’ from 
1950 to 1970, 

AD-771 457/9GI 


Crystal Growth in Fused Solvent Systems. 
N73-32587/0GI 7402 20B PC$7.00/MF$2.25 
Reprint: Meridional Atmospheric Teleconnections over 
the North Pacific from 1950 to 1972. 
AD-781 537/6GI 74-18 4B Reprint 
Reprint: Meridional Atmospheric Teleconnections 
Over the North Pacific from 1950 to 1972. 
COM-73-50496-11-03/GI 

74-10 4B (Order as COM-73-50496-11) 


WHITE, W.C. J. 
Project Hi-Star South. 


74-04 83 PC$7.50/MF$2.25 


_ N74-10795/4GI 74-04 3B PC$3.25/MF$2.25 
WHITE, W. F. 
Microwave Spectra of Some Sulfur and Nitrogen Com- 
pounds. 
N74-21777/9GI 74-17 7D PC$S.25/MF$2.25 


Resonant Waveguide Stark Cell. 
PAT-APPL-459 736 74-14 9E PC$3.25/MFS$2.25 


Software and Modifications for Automated Microwave 
Spectral Measurements on the Hewlett Packard 8460 
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WIGHT, JAMES K. 
Shear Strength Decay in Reinforced Concrete Columns 
Subjected to Large Deflection Reversals. 
PB-225 483/7GI 74-02 13M PC$9.25/MF$2.25 
WIGHT, K. C. 
An Experimental Investigation of Wind-Tunnel Wall 
Conditions for Interface-Free Dynamic Measurements. 
N73-32930/2GI 74-02 1A PC$3.75/MF$2.25 


WIGHT, L. H. 


Geological and Seismological Investigation of the 
Lawrence Livermore Laboratory Site 
UCRL-51592 74-21 "6G ‘PC$7.50/MF$2.25 


Geological and Seismological Investigation of the 

Lawrence Livermore Laboratory Site. 

UCRL-S51592 74-24 8F PC$4.00/MF$2.25 
WIGHT, W. W. 


Development of Large Spiral Membrane Reverse Os- 
mosis Elements for Low-Cost Water Purification and 
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PB-226 023/0GI 74-04 7A PC$S.75/MF$2.25 
WIGLE, G. L. 

Analysis of Neutron Shipping Container 6-GS-1. 

LBL-2168 74-22. 18F PC$S.45/MF$2.25 


WIGNALL, G. D. 
Reprint: The Structure of Vitreous Carbon from Wide 
Angle and Low Angle X-Ray diffraction. 
AD-782 455/0GI 74-19 7D Reprint 
WIGNALL, J. W. G. 
Study of the Variation of the Neon Concentration Dur- 


ing an Experiment with a Track Sensitive Target. 
RL-74-35 74-16 18D PC$4.00/MF$2.25 


WIGNANSKI, I. 

On the Two-Dimensional Turbulent Jet. 

AD-780 124/4GI 74-16 20D PC$4.25/MF$2.25 
WIJMANS, WILLEM 


An Experimental Study of Forward Scattering and 
Reflection of Underwater Sound Waves from the 
Rough Sea Surface, 

AD-770 245/9GI 74-02 17A_ PC$3.75/MF$2.25 


An Experimental Study of the Seren of Un- 
derwater Sound from the Sea Surf: 
AD-786 011/7GI 74-24 20A- “css: 25/MF$2.25 


WIKJORD, A. G. 


Characterization of Supported Metal rng by Gas 
Chemisorption in a Continuous Flow Syste 
AECL-4667 74-24 18B PCS47 7SIMF$2.25 


esseenetrs Neutron Activation Analysis of Silicon 
arbide. 
AECL-4581 74-11 7D PC$3.25/MF$2.25 
WIKTOR, S. 
Investigations of the Structure of 1D-2S Shell Nuclei 
Using Nuclear Reactions. 
INP-837 74-06 20H PC$8.00/MF$2.25 
WILAND, JAMES H. 
Development of the 155MM Ballistic Simulator. 
AD-786 512/4GI 74-25 19D PC$3.75/MF$2.25 
Dynamic Analysis of Elevation Indicator Module, 
XM224 60 mm Mortar. 


AD-775 813/9GI “74-10 19F PC$3.25/MF$2.25 
WILBER, GEORGE L. 
Anticipating Poverties of the Poor. 


PB-235 666/SGI 


WILBOURN, JAMES M. 


Effect of an All-Volunteer Force on Input into the 
School of Military Sciences, Officer Training 
AD-775 714/9GI 74-10 SI PCS$3 15/MF$2.25 


Feasibility of Using Special Measures in the Classifica- 
tion and Assignment of Lower Mental Ability Airmen, 
AD-777 831/9GI 74-13. SI PC$3.25/MF$2.25 


WILBOURN, JAMES W. 


The Air Reserve as an All-Volunteer Force. 
AD-773 804/0GI 74-07 SI PC$3.25/MF$2.25 


WILBUR-HAM, J. 
Reprint: Internal Comparison of a Large Group of 
Standard Cells. 
AD-773 752/1GI 74-07 14B_ Not available NTIS 


WILBUR, LAWRASON C. 


Operational Thermal Fog Dissipation System at Ram- 
stein Air Base, Germany, 
AD-786 460/6GI 74-25 4B PC$4.75/MF$2.25 


WILBUR, P. J. 
Hollow Cathode Restartable 15 cm Diameter lon 


ster. 
N74-13503/9GI 74-07 21C PC$S.25/MF$2.25 


74-22, SK PC$10.00/MF$2.25 


WILBUR, ROBERT L. 
United States Navy Physiological Telemetry System 
Operation and Maintenance Manual. 
AD-785 273/4G1 74-23 6B PC$3.75/MF$2.25 


WILBY, P. G. 


Aerodynamic Characteristics of Npl 9626 and Npil 

+ sf Further Aerofoils Designed for Helicopter Rotor 
se. 

N74-18666/9GI 74-13 1A PC$3.75S/MF$2.25 
Npl 9615 and Naca 0012: A Comparison of 


Aerodynamic Data 
N74-18665/1GI 74-13 20D PC$4.25/MF$2.25 
WILCOX, B.A. 


Development of High-Emittance prs on Thoriated 
Nickel-Chromium-Aluminum-Base A 


N74-14189/6GI 74-08 Ne mets. 25/MF$2.25 
Research on Metallurgical Synthesis. 
AD-781 133/4G1 74-17 LIF PC$7.50/MF$2.25 


WILCOX, BEN A. 


Oxidation and Hot Corrosion of Ni-Cr- and Co-Cr- 
Base Alloys Containing Rare Earth Oxide Dispersions. 
AD-779 057/9GI 74-15 IF PC$S.25/MF$2.25 


WILCOX, CALVIN H. 


Asymptotic Wave Functions and Energy Distributions 
for the d'Alembert Wave Equation 
AD-780 269/7GI 74-16 20A PC$4.25/MF$2.25 


WILCOX, DAVID C. 


Reprint: Calculation of Turbulent Boundary-Layer 
Shock-Wave Interaction. 
AD-773 228/2GI 74-07 1A Reprint 


WILCOX, EDWARD A. 

Activated Sludge Process Using Pure Oxyge 

PB-235 572/SGI 74-23 13B PC-GPO/MFS2. 25-NTIS 
WILCOX, F.A 


Comparison of Ground and Flight Test Results Using a 
Modified F106b Aircraft. 
N73-31959/2GI 74-02 21E PC$3.25/MF$2.25 


Reynolds Number Effects on Boattail Drag of Exhaust 
Nozzles from Wind Tunnel and Flight Tests 
N74-25812/0GI 74-19 1A PC$3- 3 7S/MFS2. 25 


WILCOX, J. M. 
Coronal Magnetic Structure at a Solar Sector Bounda- 


ry. 
N74-14463/SGI 74-08 3B PC$3.25/MF$2.25 


A Possible Correlation Between Maxima of the Far Ul- 
traviolet Solar Irradiance and Central poenee 
Passages of Solar Magnetic Sector Boundarie 

N74-27311/1GI 74-20 3B PC$3. 2S/MFS2. 25 
The Spiral Interplanetary Magnetic Field: A Polarity 
and Sunspot Cycle Variation. 

N74-31284/4GI 74-24 3B PC$3.25/MF$2.25 

WILCOX, JOHN M. 
Coronal Magnetic Structure at a Solar Sector Bounda- 


ry, 
AD-772 070/9GI 74-05 3B PC$3.25/MF$2.25 


A Model Combining the Polar and the Sector Struc- 
tured Solar Magnetic Fields, 


AD-775 216/SG 74-09 3B PC$3.75/MFS$2.25 
Solar Activity and the Weather, 
AD-772 069/1GI 74-05 4B PC$3.75/MF$2.25 


The Spiral Interplanetary Magnetic Field: A Polarity 

and Sunspot Cycle Variation. 

AD-784 429/3GI 74-22 3B PC$3.25/MF$2.25 
WILCOX, LUMAN E. 

An Analysis of Gravity Prediction Methods for Con- 


tinental Areas, 
AD-787 472/0GI 74-26 8E PC$9.25/MF$2.25 


Bouger Gravity Anomaly Map of South America. 
AD-777 090/2GI 74-12 8E PC$3.75/MF$2.25 
A Bouguer Gravity Anomaly Map of Africa. 

AD-777 089/4GI 74-12 8E PC$3. 75/MFS2. 25 


Fully Automated Compilation of Gravity and 
Geophysical Maps. 
AD-785 838/4GI 74-24 8B PC$4.25/MF$2.25 


Mapping Plate Boundaries with Reference to Mean 


Gravity Anomalies, 
AD-787 473/8GI 74-26 8G PC$3.25/MF$2.25 


WILCOX, LYLE C. 
A Systems Analysis of Water Quality Survey De . 
AD-787 529/7GI 74-26 13B PC$S.25/MFS$2.25 
WILCOX, N. ELANE 
Regional Spinal Cord Injury Rehabilitation Center. 
PB-234 681/SGI 74-20 6E PC$9.S0/MF$2.25 
WILCOX, PAUL D. 
Adjusting Ferroelectric Ceramic Characteristics During 


Formation Thereof. 
PATENT-3 804 765 74-26 11B Not available NTIS 


WILCOX, R. F. 
Science Leadership for Tomorrow: The Role of 
Schools of Public Affairs and Universities in Meeting 
Needs of Public Science Agencies. 
N74-15683/7G1 74-09 SI PC$3.75/MF$2.25 


WILDER, D. R. 


WILCOX, ROBERT F. 

Science Leadership for Tomorrow, 

PB-231 764/2GI 74-13. SI PC$3.75/MF$2.25 
WILCOX, ROY C. 

Stability of Glass Fiber-Plastic Composites 

AD-770 479/4GI 7402 11D PCSS. 25/MF$2.25 
WILCOX, SUSAN M. 

The Impact of Offshore Oil Production on Santa Bar- 

bara County, California. 

COM-74-10264/1GI 7407 13B PC$3.25/MFS$2.25 
WILCOX, T. 

Renee: Cosmic-Ray Generation oy, Pulsars. 

AD-774 688/6GI 74-08 3B Reprint 


Reprint: Relativistic Particle Motion in Nonuniform 
Electrom tic Waves. 
AD-775 860/0GI 
WILCOX, W. R. 
Analytics of Crystal Growth in Space. 
N74-30211/8GI 74-24 20B PC$6.25/MF$2.25 
Reprint: Crystallization. 
AD-773 145/8GI 
WILCOX, W. W. 
Applications of Pulsed Laser Induced Stress Waves. 
UCID-16353 7406 14B PC$3.50/MF$2.25 


Enhanced Stress Waves in Solids. 

UCID-16447 74-16 20L PC$4.00/MF$2.25 
WILCOX, WILLIAM R. 

New Methods for Growth and any se a of 

GaAs and Mixed III-V Semiconductor Cry 

AD-774 967/4GI 7409 20L PCS. SOnaFS2. 25 

Reprint: Control of Interface Shape in the Vertical 

Bridgman-Stockbarger Technique. 

AD-778 149/SGI 74-13 20B Reprint 
WILD, H. 

Activity Inventory in the Post-Accident Atmosphere of 

a Light Water Reactor (Lwr) Containment. Survey and 

State of Knowledge 

KFK-1800 74-02 181 PC$7.25/MF$2.25 

Radioactive Reactor Inventories as a Function of Time 

Before and after Shut-down. 

KFK-1797 74-17 18E PC$8.25/MF$2.25 


WILD, J. R. 
Reprint: Effect of Helium Gas at Elevated Pressure on 


74-10 201 Reprint 


74-06 20B Reprint 


Iron Transport and Growth of ‘Escherichia coli’. 

AD-773 678/8GI 74-07 6M = Reprint 
WILD, R. K. 

Auger Electron Spectroscopy at Bal. 

RD/B/N-2961 74-22 WF PCS$S.25/MFS$2.25 
WILD, R.L. 


Rego: Penne and Electrical Conductivity 


ADT) 343 ra 7407 20L Reprint 

Transport Optical and Magnetic Properties of Solids. 

AD-785 429/2GI 74-23 20L PC$3.25/MF$2.25 
WILDBERG, D. 

Operating Statement for the Research Reactor FR2 for 

the Year 1970. 

KFK-1415 74-02 18M PC$10.75/MFS$2.25 
WILDE, ANTHONY F. 

The Preparation and Ballistic Evaluation of Trans- 


parent Polyurethane Block Copolymers Based on 2,4- 
Toluene yanate, 
AD-785 696/6GI 74-24 19D PC$3.25/MFS$2.25 


Reprint: Photographic Investigation of High-Speed 


sorption and fabric. 
AD-774 712/4GI 7408 \L1E Reprint 


Synthesis and Ballistic Evaluation ~ Selected Trans- 

parent Polyurethane Block Copolyme: 

AD-773 689/SGI 7407 19D ‘PCs. 25/MF$2.25 
WILDE, JAMES A. 


The North Carolina Tax: Its Patterns of 


Growth Relative to Other Revenue Sources, 
COM-74-10570/1GI 74-10 SC PCS4. 75M FS2 25 
WILDE, P. 


Recent Sediments of the Central California Continental 


Shelf, Pillar Point to Pigeon Point. Part C. Interpreta- 

tion and Summary of Results. 

AD-773 464/3GI 74-07 83 PCS$4.75/MF$2.25 
WILDE, ROBERT RB. 

Reprint: Optimal Open- and Closed-Loop Control of 

Singularly Perturbed Linear Systems 

AD-777 490/4GI 74-12 12A Repriat 
WILDER, D. R. 

Reprint: Electrolytic Behavior of Yttria. 

AD-779 766/5GI 74-15 7D Reprint 


Reprint: Electrolytic Behavior of Yetria-Stbiized Hat- 
AD-779 709/SGI 74-15 20L Reprint 
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Reprint: Ionic Domain for Y203-Doped ThO2 at Low 

Oxygen Activities. 

ADS 768/1G1 74-15 11B Reprint 
WILDER, IRA 

Fire-Fighting Foam Portable Test Kit. 

PATENT-3 555 885 74-06 13L Not available NTIS 
WILDER, S. E. 


Tables and Charts of Equilibrium Normal Shock and 
Shock Tube Solutions for Pure CO2 with Velocities to 


16 Km/Second. 

N74-28762/4GI 74-22. 20D = PC$7.00/MF$2.25 
WILDIN, M. W. 

Transicat Behavior of Circular Foil Heat-Flux Gages. 

SLA-73-982 74-17 14B PC$S.75/MF$2.25 
WILDMAN, ROBERT 


Reprint: Seaweed Culture in Japan. 
COM-74-50849-12/GI 
74-24 8A (Order as COM-74-50849) 


WILDMAN, ROBERT D. 
Reprint: Aquaculture in the National Sea Grant Pro- 
CoM-74-50849-07/G1 
74-24 6C (Order as COM-74-50849) 
WILE, DAVID SHERIDAN 
A Generative, er Pan meg, Basis for General 


IDs “tor ‘SB PC$6.25/MF$2.25 
WILENSKY, GAIL R. 
National Health Insurance: Costs and Distributional 


Effects, 
PB-234 289/7GI 74-19 6E PC$6.50/MFS$6.50 
WILES, JOHN A. 


Use of the Analog Computer in the Study of the Ef- 
fects of Aerodynamics on Ballistic Trajectory. 
AD-770 081/8GI 74-02 19D PC$4.25/MF$2.25 


WILES, RICHARD I. 
Project PRIME--A Valid Department of Defense 


ment Tool for Field Commanders. 

AD-773 121/9GI 74-06 15SE PC$4.25/MF$2.25 
WILETS, L. 

Fission: Theory and Beyond (A Study of Collective 

Dynamics). 

RLO-1388-668 74-14 20H PC$3.00/MF$2.25 

Viscosity in the Fission Process. 

RLO-1388-661 74-14 20H PC$3.00/MF$2.25 


WILEY, AVERILL J. 
Treatment of Sulfite Evaporator Condensates for 


Recovery of Volatile umgennate. 
PB-233 139/SGI 74-17 7A PC-GPO/MF$2.25-NTIS 
WILEY, JAMES C. JR. 


Vinyl-Substituted Siloxane and Siloxazane Polymers. 
PATENT-3 803 086 74-17 7C Not available NTIS 


WILEY, L. L. 
ae of the U.S. Diver's Company ‘Aquamatic’ 


egulator. 
AD-772 834/8GI 74-06 6K PC$3.75/MF$2.25 
WILEY, LLEWELLYN N. 


Across-Time Prediction of the Performance of Airman 
Administrators and Mechanics. 
AD-786 409/3GI 74-25 Si PC$3.7S/MF$2.25 


WILEY, P. 8. 
The Influence of Polarization on Millimeter Wave 


pen enor Bp Raia. 
N74-10140/3G1 74-04 20N PC$4.75/MF$2.25 
The Influence of Polarization on Millimeter Wave 


a a, 
N74-10141/1GI 74-04 20N PC$S.25/MF$2.25 
The Influence of Polarization on Millimeter Wave 


epegeies Tenet Bake. 
N74-21798/SGI 74-17 20N PC$7.50/MF$2.25 


A fommesing Model for Rain Depolarization. 
N73-33107/6GI 74-02 20N PC$3.75/MF$2.25 


WILEY, T. A. r 
Early Production History on Hybrid Microcircuits 


Contening Beam-Lead Semiconductors. 
BDX-613-1116(Rev.) 74-25 9E PC$4,00/MF$2.25 


Review of Hybrid M 
SLA-73-1063 


WILEY, T. J. IR. 


Deep Sea Drilling Project. Technical Report No. 6. 
Core Bits. 
PB-232 159/4GI 74-15 133 PC$6.25/MF$2.25 


s. 
74-24 9E PC$6.25/MP$2.25 


Deep Sea Drilling Project. Technical Report No. 7, 
bron Resumes Itt. 
-231 9S4/9GI 74-15 83 PC$6.25/MF$2.25 
WILEY, WILLIAM J. 
Reprint: Flexure Hinge Grating Suspension. 
AD-782 453/SGI 74-19 14B Reprint 


PA-1200 


WILFERT, G. L. 


Technique for Environmental Decision Making Using 
Quantified Social and Aesthetic Values. 
BNWL-1787 74-16 181 PC$7.60/MF$2.25 


WILGUS, D. 8. 


Adaptive Voting Computer System. 
PATENT-3 783 250 74-09 9B Not available NTIS 


WILHAM, CARL A. 
Hypochlorite Modified Cyanoethylated Starch Having 
Intact Granule Form 
PATENT-3 S15 718 

WILBEIT, T. T. 
Hydrologic Applications of Nimbus 5 Esmr Data. 
N74-19978/7G1 74-14 8H PC$3.75/MF$2.25 
Microwave Maps of the Polar Ice of the Earth. 
N74-10373/0GI 74-04 8F PC$3. 15/MF$2. 25 
Microwave Signatures of Snow and Fresh Water Ice. 
N74-10381/3GI 74-04 8L PC$3.25/MF$2.25 


A Multi-Sensor Analysis of Nimbus 5 Data on 22 


74-18 7C Not available NTIS 


January 1973. 
N74-22115/1GI 74-17 4B PC$4.25/MF$2.25 
Polar Sea Ice Observations by Means of Microwave 
Radiometry. 
N74-13090/7GI 74-07 83 PC$3.25/MF$2.25 


WILHELM, H. E. 
Theoretical Investigations on Plasma Processes in the 


Kaufman Thruster. 

N74-23350/3GI 74-18 21C PC$4.75/MF$2.25 
WILHELM, HARLEY A. 

Method of Making Uranium Dioxide Bodies. 

PATENT-3 761 546 74-07 183 Not available NTIS 
WILHELM, HORST E. 


Investigations on the Dynamics of MHD Flows. 
AD-773 932/9GI 74-07 201 PC$4.75/MF$2.25 


Iodine Filter Program. 
BNWL-tr-114 74-21. 18G PC$4.50/MF$2.25 


Observations on the Effect of Stepwise Ionization on 
the Distribution Function and Transport and Balancing 
Maxima of Electrons in a Neon Low-Pressure Plasma 


at a Low Degree of lonization--Translation. 

AD-782 5SS/7G1 74-19 201 PC$3.25/MF$2.25 

Technology Transfer-Transportation. 

N74-33397/2GI 74-26 13F PC$3.75/MF$2.25 
WILHELM, J.G 

Filter Program. 

BNWL-tr-115 74-21 183 PC$4.75/MF$2.25 


WILHELM, JOHN P. 
A Methodology for Determining Investment Costs for 


Automated Storage Facilities. 
AD-777 864/0GI 74-13 1SE PC$6.25/MF$2.25 
WILHITE, D. L. 


Hartree-Fock Lattice Constant and Bulk Modulus of 


Diamond. 
AD-780 344/8GI 74-16 20L Reprint 
Repriat: Electron Momentum Distribution in Diamond. 


AD-780 321/6GI 74-16 7D Reprint 
Reprint: Hartree-Fock Directional Compton Profiles 
for Diamond. 

AD-786 254/3GI 74-24 20B Reprint 


Reprint: Hartree-Fock Lattice Constant and Bulk 

Modulus of Diamond. 

AD-773 093/0GI 74-06 20L Reprint 
WILBITE, DOUGLAS L. 


Reprint: Electronic Structure of SiHS(-) and Model 
Studies of Inter- and Intramolecular Exchange in Pen- 
tacoordinate Silicon Species. An ab Initio Investiga- 


AD-769 785/7GI 74-01 7D Reprint 


Reprint: Silicon-29 NMR: Unusual Chemical Shift 

Trends in the Substituted Phenyltrifiuorosilane System. 

AD-779 769/9GI 74-15 7D Reprint 
WILBJELM, J. 

Thule Geophysical Observatory. Magnetic Results, 


1967. 
N74-20992/SGI 74-15 8N PC$4.25/MF$2.25 


WILK, G. 
Structures in Proton--Proton Elastic Cross Section and 
Two Components of Pomeron. 
INR-1448 74-17 20H PC$4.00/MF$2.25 
WILKENING, E. A. 
Quality of Life in Kickapoo Valley Communities, 
PB-228 651/6GI 74-09 SK PC$S.25/MF$2.25 
WILKENS, E. PETER H. 


Seasonal Occurrence of Young Gulf Menhaden and 
Other Fishes in a Northwestern Florida Estuary. 
COM-74-50275/8GI 

74-11 6C PC-GPO/MF$2.25-NTIS 


WILKENS, W 
Selection of Materials and Components for Spacecraft. 
N74-17579/SGI 74-11 22B PC$3.75/MF$2.25 


WILKENSON, BILL 


Radar Image Processing System. 

AD-786 421/8GI 74-25 171 PC$4.2S/MF$2.25 
WILKERSON, A. K. 

Phosphorescence Microwave Photoexcitation Spec- 

troscopy: A New Technique for the Study of Energy 

Transfer in Molecular Crystals. 

AD-776 266/9GI 74-10 7D PC$3.25/MF$2.25 


The X-Ray Structure Determination of the 1:1 Charge 
Transfer Complex of Naphthalene and 
Tetrachlorophthalic Anhydride at 120K 

AD-783 705/7GI 74-21 20B PCS3. 7S/MF$2.25 


WILKERSON, JOSEPH B. 


Design and Performance Analysis of a Prototype Cir- 
culation Control Helicopter Rotor. 
AD-912 213/6GI 74-14 1C PC$4.25/MF$2.25 


WILKES, DANIEL 
Legal Factors in Econometric Modeling of Local 
Floodplain Management Devices in the Connecticut 
River Basin. 
PB-226 765/6GI 74-06 13B PC$4.25/MF$2.25 
WILKES, GARTH L. 


Synthetics of Novel Polymers with Unusual Properties 
by Radical Polymerization 


AD-775 5$35/8GI 74.09 7C PC$3.25/MF$2.25 
WILKES, J. O. 

Application of Ideal Reactors to Studies in Atmospher- 

ic Chemistry. 

BNWL-1773 74-06 4A PC$4.00/MF$2.25 
WILKES, M. A. 


LAP6 Use of the Stucki-Ornstein Text Editing Al- 


gorithm. 
AD-771 747/3GI 74-05 9B PC$3.75/MF$2.25 
WILKEY, I. S. 


Reprint: An Unusual Cutaneous Infection from Papua 
New Guinea. 
AD-774 638/1GI 
WILKIE, D. 
Effect of Manufacturing Tolerances on the Effective 
Friction Factor of a Number of Parallel Passages. 
TRG-Report-2480 74-08 18) PC$3.00/MF$2.25 
WILKIE, DENNIS F. 
Preliminary Design Studies of Magnetic Suspension for 
High Speed Ground Transportation: (Volume II. Ex- 
perimental Ride Simulation Studies). 
PB-230 489/7GI 74-12 13F PC$3.75/MF$2.25 
Preliminary Design Studies of Magnetic Suspensions 
for High Speed Ground Transportation. Volume II, 
Experimental Ride Simulation Studies. 
PB-224 893/8GI 74-01 13F PC$3.75/MF$2.25 
WILKIE, W. H. 
Fluid Dynamics of a Spherical Particle: Tabulation of 
Settling Velocity, Reynolds Number, Drag Coefficient, 
Relaxation Time, and Acceleration-Distance in Air and 


Water. 

ORNL-TM-4100 74-08 20D PC$10.75/MF$2.25 
WILKINS, BERT JR. 

A Study of Beach Ground-Water Hydrology and 


Chemis’ 
74-07 8H PCS$4.75/MF$2.25 


7408 6E Reprint 


try. 
AD-773 $52/SGI 
WILKINS, D. E. 
Research Study and Analysis for Improvement of 
Shaped Charge Code. 
AD-776 388/1GI 74-11 19A PC$S.25/MF$2.25 
WILKINS, DONALD J. 


A Cost-Benefit Analysis of Competitive Versus Sole 
Source Procurement of Aircraft Replenishment Spare 


Parts. 

AD-777 247/8GI 74-12 1SE PC$S.25/MF$2.25 
WILKINS, J. BR. 

Automatic Microbial Transfer De: 

PAT-APPL-409990 74-04 cM “css. 25/MF$2.25 


The Chemical/Physical and Microbiological Charac- 
teristics of Typical Bath and Laundry Waste Waters. 
N74-17857/SGI 74-12 13B PC$3.75/MF$2.25 


Domestic Wash Water Reclamation for Reuse as Com- 
mode Water Supply Using Filtration: Reverse-Osmosis 
aa Technique. 

9607/2GI 74-13 6K PC$3.75/MF$2.25 


Measurement of Gas Production of Microorganisms. 
. PAT-APPL-491 416 74-26 6M PC$3.25/MF$2.25 


WILKINS, J. W. 
Reprint. Aa Introduction to Band Structure Calcula- 


tions. 
AD-777 513/3GI 74-12 20L Reprint 
Reprint: Model Calculations for the Phase Transition 


Ly . 
AD-777 $14/1GI 74-12 20L Reprint 








WILKINS, JEANETTE 
Clinical Evaluation of Bacterial Polysaccharide Vac- 


ines. 
PB-232 $58/7GI 74-15 6E PC$3.75/MF$2.25 


WILKINS, LESLIE T. 


Parole Decision-Making: Supplemental Report Eleven. 
Information Overload: Peace or War with the Com- 
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Earth Strain Measurements and Strain Release in 
Nevada and Adjacent Areas. 
COO-2138-12 74-23 8G PC$7.S0/MF$2.25 


Investigation of Explosion-Induced Ground Motios 
and Its Relationship to Natural Seismicity. Annual 
Technical Report. 
COO-2138-11 


12A PC$3.25/MF$2.25 


74-15 20L Reprint 


74-11 7E Reprint 


74-26 20E PC$4.25/MF$2.25 


13F PC$S.25/MF$2.25 


13M PC$3.75/MF$2.25 


74-04 8K PC$7.25/MFS$2.25 











WILLIS, D. L. 
Radioecological Studies of Amphibians. 
Progress Report, June 16, 1973--June 15, 1974. 
RLO-2227-T-8-5 74-22 6R PCS. 50/MF$2.25 

WILLIS, DAVID E. 

Multiple Seismic Events. 
AD-780 126/9GI 74-16 
Multiple Seismic Events. 
AD-784 909/4GI 74-23 

WILLIS, H. H. 

pany gre for the Production of exp 242 cm from 


241 AM in a Fast Saas. 
AERE-R-7363 74-06 18B PC$3.00/MF$2.25 
onan J. A. 


An Analog Recording and Computerized Analysis 
System for Behavioral Data 
AD-777 359/1GI 74-12 9B PCSA. 75/MF$2.25 


A Computer Based Physiological Temperature Mea- 


surement System. 
AD-770 111/3GI 74-02 6B PC$3.25/MF$2.25 


A Practical Circuit for Hydrogen Clearance Blood 
Flow Measurement. 


Annual 


173]. PC$3.75/MF$2.25 


173° PC$4.25/MF$2.25 


AD-783 520/0GI 74-21 6L PC$3.25/MF$2.25 

Real-Time Display of Radiation Field Intensity Dis- 

tribution 

AD-770 603/9GI 74-02 18D PC$3.25/MF$2.25 
WILLIS, J. B. 


Reactor Physics Results from the ATR Power Demon- 


stration Program. 
ANCR-1080 74-02 18K PC$S.45/MF$2.25 
WILLIS, K 
Automation Applications in an Advanced Air Traffic 
Management System. Volume VA: Delta Simulation 


Model User's Guide. 
PB-236 809/0GI 74-26 17G PC$7.00/MF$2.25 


Automation Applications in an Advanced Air Traffic 
Management System. Volume VB: Delta Simulation 


Model Programmer's Guide. 

PB-236 810/8GI 74-26 17G PC$5.75/MF$2.25 
WILLIS, MAX S. 

Effects of Column Asymmetry on Thermal Diffusion 

Separations. 

AD-774 201/8GI 74-08 18B PC$4.25/MF$2.25 
WILLIS, PAUL 


Profit by Cameras. Seafood eeoeoeing Time/Motion 
Studies for Design of Better System 
COM-74-10045/4GI 74-04 cH "PC$3.75/MFS$2.25 


WILLIS, R. B. 
High Pressure Liquid Chromatography of Phenols and 


Metal Ions 
IS-T-601 7404 7D PC$8.00/MF$2.25 
WILLIS, REED 


Preliminary Indicators of Income/Wealth mag 
tion Associated with Bureau of Reclamation Projec' 
PB-227 243/3GI 74-07 2B PC$3. 1SIMPS2. 2s 


WILLIS, ROBERT 


Optimization of the Assimilative Waste Capacity of the 
Unsaturated and Saturated Zones of an Unconfined 
Aquifer System. 
PB-232 428/3GI 


WILLIS, W. J. 


200-Gev Isa with Room Temperature M 
BNL-18635 74-13 20G PC 


WILLISTON, STEPHANIE 
Model for Landscape Resource Assessment. Part I of 


74-15 13B PC$6.25/MF$2.25 


ts. 
00/MF$2.25 


the ‘Metropolitan Landscape Planning Model’ 
(METLAND), 
PB-226 437/2GI 7405 13B PC$6.25/MF$2.25 


WILLKE, THEODORE L. 


Corona Discharge — Structure for Electrofluid 
Dynamic Generato 
PATENT-3 725 737 


WILLMARTH, W. W. 
moon Measurement of the Mean Period between 


ADTs 861/9GI 74-09 20D Repriat 


Reprint: Measurement of the Structure of the 
Reynolds Stress in a Turbulent eT Layer. 


74-08 201 Not available NTIS 


AD-775 310/6GI in Reprint 
WILLMER, J. 

User Manual for LIFE! Computer Program. 

AD-774 849/4G1 74-09 9B PC$4.25/MF$2.25 
WILLMER, J. L 


Computer Program for the Finite Element Analysis of 
Concrete Airfield Pavements. 
AD-771 160/9GI 74-04 1E PC$4.75/MF$2.25 


WILLMERS, R. R. 
Coke Structural Analysis. The Structure of Teesside 


Experimental Cokes, 
PB-232 279/0GI 74-18 21D PC$3.25/MF$2.25 





WILLMORTH, N. E. 





Report of the CACTOS Project: Investigation of Com- 
putation and Communication Trade-Offs in Military 
Command and Control Systems. 

AD-775 219/9GI 74-09 17B PC$4.75/MF$2.25 


Reprint: Experiments in Communication Networks. 
AD-777 487/0GI 74-12 17B Reprint 


Software Milestone Measurement Study. 
AD-775 305/6GI 74-09 9B PC$6.25/MF$2.25 


WILLOUGBBY, A. B. 
Blast Hazards of the Liquid Propellants LCO and 
LN20 


AD-780 638/3G1 
WILLOUGBBY, H. E. 


The Non-Linear Growth of Hurricanes through CISK, 
AD-782 662/1GI 74-20 4B PC$3.75/MF$2.25 


WILLOUGEBY, HARVEY 


Reprint: Freshwater Fish Culture in Japan. 
COM-74-50849-13/GI 
74-24 6C (Order as COM-74-50849) 


Reprint: Freshwater Fish Culture in the United States. 
COM-74-50849-09/GI 
74-24 6C 


WILLOUGHBY, HUGH E. 


On the Intensity of Hurricanes in Relation to the Sea's 
Temperature, 
AD-773 759/6GI 


WILLOUGHBY, P. L. 


MIKE ‘SS Unit Semi-Closed Circuit Mixed-Gas Scuba. 
AD-784 149/7GI 74-22 6K PC$4.25/MF$2.25 


WILLS, D. F. 
Nuclear Aircraft Liquid-Metal Valve Development 
Program. 
PWAC-228 
WILLS, JOHN E. 


Drain Valve Having Auxiliary Seal. 
PATENT-3 698 420 74-01 13K Not available NTIS 


WILLSKY, A. 8. 
Estimation and Detection of Signals in Multiplicative 
Noise. 
N74-12846/3GI 74-07 9D PC$3.75/MF$2.25 


Estimation for Bilinear Stochastic Systems. 

N74-29034/7GI 74-22 12A_ PC$4.25/MF$2.25 
WILLSKY, ALAN S. 

Invertibility Conditions for a Class of Finite State 


Systems Evolving on Groups. 
AD-771 598/0GI 74-04 12A PC$3.25/MF$2.25 


Some Estimation Problems on Lie Groups. 
AD-771 596/4GI 74-04 112A PCs3. 25/MF$2.25 
WILLSON, A. E. G. 


Bibliography on Ear Protection, 
AD-772 110/3GI 74-05 6S PC$3.75/MF$2.25 


WILLSON, M. C. 

Planar High Energy Permanent Magnets 

AD-771 956/0GI 74-05 9A PCS3. 75/M F$2.25 

Planar High Energy Permanent Magnets. 

AD-780 085/7GI 74-16 9A PC$3.75/MF$2.25 
WILLSON, M. JOSEPH 

Combining Computer Synthesized Surfaces. 

PB-229 665/SGI 74-10 9B PC$4.25/MF$2.25 

Computer Synthesis of Surface Geometry. 

PB-225 215/3GI 74-02 9B PC$4.25/MF$2.25 
WILLYARD, D. L. 

Characterization and Schedule Development for Gold- 

Ribbon Hybrid-Microcircuit Crossovers 

BDX-613-897 74-02 9E PC$4.00/MF$2.25 
WILMARTH, ROBERT W. 

Rail Gage Apparatu 

PAT-APPL-378- 310 
WILMER, G. E. JR.. 

Skylab Thruster Attitude Control System. 

N74-30306/6GI 74-24 22B PC$S.25/MF$2.25 
WILMES, JOHN J. 

Seamobile Air Cav 

AD-785 486/2GI 
WILMORE, D. 


Calculation of Graphite Corrosion and Coolant Com- 
position in Helium Cooled H.T.RS.: The Effect of 


Bulk Flow 
AERE-R-6527 and Suppl. 
74-04 183 PC$3.00/MF$2.25 


Frump: A Computer Programme for the Calculation of 
Stresses in Reactor Fuel Pins. 
AERE-R-7380 74-04 183 PC$S.50/MF$2.25 


Transient Model for the Calculation of the Corrosion 
Rate of an H.T.R. Core under Fault Conditions. 
AERE-R-7414 18] PC$3.25/MF$2.25 


74-17 211 PC$S.75/MFP$2.25 


(Order as COM-74-50849) 


74-07 4B PC$3.25/MF$2.25 


74-13 18N PC$4.50/MF$2.25 


74-04 14B PC$3.25/MF$2.25 


"74-23 1SG PC$7.00/MFS2.25 










WILSON, B. A. 


WILMORE, DOUGLAS W. 


Metabolic Rate, Ambient Temperature and 
ee Interrelationships Following Thermal 
njury, 

AD-785 699/0GI 74-24 6S PC$3.25/MF$2.25 


Reprint: Anabolic Effects of Human Growth Hormone 
and High Caloric Feedings Following Thermal Injury. 
AD-781 690/3GI 74-18 6E Reprint 


Reprint: Clinical Evaluation of a 10% Intravenous Fat 
Emulsion for Parenteral Nutrition in Thermally Injured 
Patients. 

AD-771 287/0GI 74-04 6E Reprint 


Reprint: Essential Fatty Acid Deficiency in Red Cells 
after Thermal Injury: Correction with Intravenous Fat 
Therapy. 

AD-774 981/SGI 74-09 6E Reprint 


Reprint: Postburn Edema of the Upper Extremity: 
Evaluation of Present Treatment. 
AD-770 408/3GI 


WILMOTH, HARRINGTON L. 


A Study Into the Feasibility of Incorporating the 
AECP (Airman Education and Commissioning Pro- 
gram) Into the AFROTC Program. 

AD-777 250/2GI 74-12 SI PC$S.25/MF$2.25 


WILMOTH, R. G. 


Measurement of Surface Stay Times for Physical Ad- 
sorption of Gases. 
N74-10691/SGI 


WILMOTH, ROGER C. 


Application of Reverse Osmosis to Acid Mine 
Drainage Treatment. 
PB-232 449/9GI 74-16 7A PC-GPO/MF$2.25-NTIS 


Limestone and Limestone-Lime Neutralization of Acid 


Mine Drainage. 
PB-234 607/0GI_ 74-22 7A PC-GPO/MF$2.25-NTIS 


Reverse Osmosis-Neutralization Process for Treating 


Mineral Contaminated Waters. 
PATENT-3 795 609 74-26 


WILMS, G. R. 


Reprint: Toughness Differences between Silicon-Killed 
and Semi-Killed Mild Steel Plate. 
AD-780 347/1GI 74-16 11F Not available NTIS 


WILMSEN, C. W. 


Electrical Conduction through Thermal and Anodic 
Oxides of Indium Antimonide, 
AD-785 078/7GI 74-23 20L PC$3.25/MF$2.25 


WILMSEN, CARL W. 


Electronics of Compound Semiconductor Interfaces: 
Summary of Workshop may Held at Fort Col- 
lins, Colo., on February 5-6 

AD-776 262/8GI aie ML PC$4.75/MF$2.25 


Quantum Size Effects in Semimetals and Semiconduc- 


tors. 

AD-774 914/6GI 7409 20L PC$3.25/MF$2.25 
WILSDORF, H. G. F. 

Superplastic Deformation of the Zn-Al Eutectoid at 


Constant Strain Rates. 
AD-773 955/0GI 74-08 11F PC$3.25/MF$2.25 
WILSDORF, HEINZ G. F. 


Void Initiation in Ductile Fracture. 
AD-775 881/6GI 74-10 11F PC$3.25/MFS$2.25 


WILSEY, N. D. 
Fast Neutron Irradiation of PbS and InSb lafrared De- 


tectors. 
AD-777 676/8GI 74-12 17E PC$3.75/MF$2.25 
WILSHIN, FRANCIS 


Sagamore Hill National Historic Site, New York. 
Historical Base Map Documentation. Historic 


7402 6E Reprint 


74-04 7D PC$S5.75/MF$2.25 


7A Not available NTIS 


Resource Study, 

PB-236 171/SGI 74-25 SD PC$8.75/MF$2.25 
WILSON, A. D. 

Agricultural Land Use Mapping. 

E74-10032 74-03 8B PC$3.75/MF$2.25 
WILSON, A. M. 


On Ergodic Automorphisms of a Solenoid. 


N74-22257/1GI 74-17 12A PC$3.2S/MF$2.25 
WILSON, A. 8. 

The Radar Echoing Area of the E573 Rocket Motor 

Exhaust Jet. 

N74-12452/0GI 7406 21B PC$3.25/MF$2.25 
WILSON, ANDREW R. 

Research on Internal Electromagnetic Pulse 

Phenomena. 

AD-770 613/8GI 7402 2ON PC$S.75/MFS$2.25 
WILSON, B. A. 


Electrochemical Aspects in the Failure of Dewpoint 


Sensing Elements. 
N74-10424/1GI 74-04 4B PCS$3.25/MF$2.25 








PA-1205 


WILSON, B. G. 


Automatic Testing and Handling of Beam 
Transistors and Diodes. Technological Spinoff Report. 
BDX-613-1081 74-16 9A PC$4.00/MF$2.25 


WILSON, BARBARA L. 
Three Decades of Endeavor - A Bibliography: 


1974, 
AD-782 977/3G1 


WILSON, C. B. 
Environmental Status of the Hanford Reservation for 


January--June 1969. 
BNWL-CC-2478 74-10 8H PC$6.75/MF$2.25 


Environmental Status of the Hanford Reservation for 
July--December 1959 
BNWL-CC-2583 


WILSON, C. R. 


Reprint: Trans-Auroral Zone Auroral Infrasonic Wave 
Observations. 
AD-776 874/0GI 


WILSON, C. WOODROW JR. 


Reprint: Potential Energy Surface for the Hydrogen 
Molecule Helium System. 
AD-781 465/0GI 


WILSON, CHARLES R. 
Design and Test of an Air Cushion Field Dolly for 


UH/AH Helicopters. 
AD-779 386/2GI 74-15 13F PC$3.25/MF$2.25 


Design of a Powered Wheel Kit for UH/AH Helicop- 


ters. 

AD-779 387/0GI 74-15 13F PC$3.25/MF$2.25 

Expedient Means for Moving Helicopters. 

AD-781 493/2GI 74-18 1C PC$3.25/MF$2.25 
WILSON, CHARLES W. Ill. 

Improved Method of Purifying Concentrated Color Ex- 

tracts from Citrus Peels 

PAT-APPL-275 012 


WILSON, CURTIS B. 


Study of the Etiologic Events and Angiten--Antibody 

Systems in Human a and The Course 

of Nephritis in Transplated Patie: 

PB-234 332/SGI 74-20 cE PC$3.25/MF$2.25 
WILSON, D. 

Utility of Placental Tissue as an Indicator of Trace 

Element Exposure to Adult and Fetus. 

ORO-2401-80 74-18 6E PC$4.00/MF$2.25 
WILSON, D. J. 


—e Heat Exchanger Performance Specifica- 


AERE- R-7450 74-04 13A PC$3.00/MF$2.25 


Comparison Between Experimentally Determined Flow 
Instability Thresholds and Calculations Using the Com- 
puter Code Toscle. 

AAECI/E-296 74-15 18K PC$3.25/MF$2.25 
Deformation Characteristics and Time-Dependent 
Notch Sensitivity of Udimet 700 at Intermediate Tem- 


peratures. 

N74-30335/SGI 74-24 11F PC$4.75/MF$2.25 
Features Controlling the Early Stages of Creep Defor- 
mation of Waspaloy. 

N74-27019/0GI 74-20 11F PC$3.75/MF$2.25 
Relationship of Mechanical Characteristics and Micros- 
tructural Features to the Time-Dependent Edge Notch 
Sensitivity of Inconel 718 Sheet. 

N74-27020/8G1 74-20 11F PC$3.75/MF$2.25 


Twist: A Numerical Technique for Calculating the 
Steady-State Mass Fraction Variation in an Axi-Sym- 
metric Binary Gas Mixture Subjected to Pressure 
Gradients. 

AAEC/E-261 


WILSON, D. L. 
Spatial Distributions and Employment Trends of 
Manufacturing Industries in East Tennessee (1943-- 
1973). 
ORNL-NSF-EP-38 

WILSON, D. W * 
Evaluation of the Resuspension Pathway Toward Pro- 
tective Guidelines for Soil Contamination with 


Radioactivity. 
8H PC$4.00/MF$2.25 


1944- 
74-20 6E PC%6.25/MF$2.25 


74-10 8H PC$6.00/MF$2.25 


74-11 4A Reprint 


74-18 7D Reprint 


74-11 7C PC$3.25/MP$2.25 


74-04 20D PC$4.50/MF$2.25 


74-22 SC PC$13.50/MF$2.25 


UCRL-7525¢ 74-21 


Modeling Radiation Exposures to Populations from 
Radioactivity Released to the Environment. 
UCRL-74389 7 6R PC$3.00/MF$2.25 


Reprint: Energetics of Swimming in Man. 
AD-784 667/8GI 74-22 6S Reprint 
WILSON, DENNIS L. 


Burst Phase Shift Keyed Receiver. 
PAT-APPL-327 360 74-15 17B PC$3.25/MF$2.25 


Burst Phase Shift Keyed Receiver. 
PATENT-3 815 029 74-26 17B Not available NTIS 


WILSON, DONALD F. 
CH-54B Main Gearbox Thermal Mapping Program. 


AD-772 664/9GI 74-06 1C PC$4.75/MF$2.25 


WILSON, DONALD G. 


A Vector Integrating Current Meter. 
74-19 8C PC$3.75/MF$2.25 


AD-781 918/8GI 
WILSON, DONALD M. 


The Use of Water Cooling for Protection Against 
Thermal Radiation from a Nuclear Weapon Detona- 
tion, 
AD-787 640/2GI 
WILSON, DOUGLAS 
Hawaii's Floating City abe 
Concrete for Lo Floating Structure 
COM-74-10848/1GI 74-12 13C PCSé: 75/MF$2.25 
WILSON, E. J. N. 
Transverse Collective Instability in the Nal 500-Gev 
Accelerator. 
CONF-740522-24 74-21 20G PC$4.00/MF$2.25 
Transverse Single Particle Instability in the Nal 500- 
Gev Accelerator. 
CONF-740522-23 


WILSON, EDWARD L. 


Finite Element Formulations for Large Displacement 
and Large Strain Analysis, 

PB-225 300/3GI 74-02 20K PC$4.25/MF$2.25 
NONSAP: A Structural Analysis Program for Static 
and Dynamic Response of Nonlinear Systems, 

PB-231 112/4GI 74-11 20K PC$6.25/MF$2.25 


Static and Dynamic Geometric and Material Nonlinear 


Analysis 
PB-231 11 3/2GI 
WILSON, ELIZABETH 


The Image of an Ellipsoid Under a Dimension-Reduc- 
ing Linear Transformation. 
AD-771 425/6G1 74-04 


WILSON, ELMER M. 


Self-Destructing Pesticidal Formulations and Methods 
for Their Use. 
PATENT-3 767 783 74-01 6F Not available NTIS 


Self-Destructing Pesticidal Formulations and Methods 
for Their Use. 
PATENT-3 767 783 
WILSON, ELWYN E. 
Great Lakes Navigation Season, 1973, 
COM-74-90018-03-04/GI 
74-21 4B (Order as COM-74-90018-03) 
Mariners Weather Log, Volume 17, Number 1, 
COM-73-90027-01/GI 74-26 4B MF$2.25 


Mariners Weather Log, Volume 17, Number 2, March 
1973, 
COM-73-90027-02/GI 74-25 4B MF$2.25 


Mariners Weather Log, Volume 17, Number 4, July 
1973, 
COM-73-90027-04/GI 


Mariners Weather Log, 
November 1973, 
COM-73-90027-06/GI 74-26 4B MF$2.25 


Mariners Weather Log, Volume 18, Numbe: 
COM-74-90018-01/GI 74-10 4B  MFS2. 25 


Mariners Weather Log, Volume 18, Number 2, March 


1974. 
COM-74-90018-02/GI 74-16 4B MF$2.25 


Mariners Weather Log, Volume 18, Number 3. 
COM-74-90018-03/GI 74-21 8C MF$2.25 


Mariners Weather Log, Volume 18, Number 4. 
COM-74-90018-04/GI 74-22 4B MF$2.25 


Mariners Weather Log, Volume !8, Number 5, Sep- 
tember 1974, 
COM-74-90018-05/G1 


WILSON, F. 


Development and Testing of a Cadmium Telluride 
High Temperature (750 F) Infrared Fire Detector. 
AD-773 324/9GI 74-07 1B PC$4.25/MF$2.25 


WILSON, G. 
Design, Development, and Laboratory Testing of A 
Conceptual Helicopter-Transported Container Handling 
Device. 
AD-783 394/0GI 
WILSON, G. A 
Computer Programing Applications 
Medicine. 
UR-3490-335 
WILSON, G. G. 


Summary of Wind Tunnel Determined Acrodynamic 
Coefficients for the 155 mm XM549 Projectile Con- 


figuration. 
SLA-73-607 74-04 1SF PC$S.45/MF$2.25 


74-26 18C PC$5.25/MF$2.25 


Program. 


74-21 20G PC$4.00/MF$2.25 


74-12 20K PC$7.00/MF$2.25 


12A  PC$3.75/MF$2.25 


74-19 6F Not available NTIS 


74-25 4B MF$2.25 


Volume 17, Number 6, 


74-26 4B MF$2.25 


74-20 1C PC$S.75/MF$2.25 


in Nuclear 
74-02 6E PC$3.00/MF$2.25 


WILSON, GEORGE S. 


Considerations in Spectroelectrochemical Evaluation 
of Homogeneous Electron Transfer Involving Biologi- 
cal Molecules. 


AD-783 916/0GI 
WILSON, GERALD P. 


A Quantitative-Comparison Testing. 
Hypothesis Testing and M-Ary Testin 
AD-786 494/5GI 74-25 9D Poss. 25/MF$2.25 


WILSON, GREGORY J. 


Technology Development Report: Results of Static 
Electricity Discharge System Tests (Active and Pas- 
sive)-Heavy Lift Helicopter. 

AD-784 130/7GI 74-22 


WILSON, H. B. © 
Modal Response of Free Rockets under Thrust Load- 


ing. 
AD-775 377/SGI 74-09 19G PC$4.25/MF$2.25 
WILSON, H. W. 


Annual Report, 1972--73. 
SURRC-5S0/74 


WILSON, HENRY A. 


Reprint: Short-Wavelength Edge Emission Bands in 
Undoped Cadmium Sulfide. 
AD-773 698/6GI 


WILSON, HOWARD L. 


Compton Scattering Kernel for Maxwellian Electrons. 
AD-769 483/9GI 74-01 20H PC$3.75/MF$2.25 


WILSON, J. 


Training Manual for Tax Auditing Workshop. 
PB-233 063/7GI 74-17 SC PC$6. OSIMFS2. 25 


WILSON, J.C. 


Wind Tunnel Investigation of Simulated Helicopter En- 
gine Exhaust Interacting with Windstream. 
N74-17758/SGI 74-12 1A PC$3.75/MF$2.25 


WILSON, J. D. 


An Improved ASW Simulation Model. 
AD-773 967/SGI 74-08 ISA PC$S.75/MF$2.25 


WILSON, J. E. 


Radiation Chemistry of Monomers and Polymers. 
N74-22802/4GI 74-18 7E PC$4.75/MF$2.25 


Radiation-Induced Grafting on Polyamides. 
AD-775 918/6GI 74-10 7E PC$4.25/MF$2.25 


WILSON, J. F. 


Electric Hydrogen Recombiner for Pwr Containments. 
Equipment Qualification Report. 
WCAP-7820(Suppl.2) 74-09 I18E PC$4.50/MF$2.25 


Integral Flange Design Program. 
N74-20568/3GI 74-14 13E PC$3.75/MF$2.25 


WILSON, J. H. 


California Four Cities Program, 1971 - 1973. 
N74-28443/1GI 74-20 13B PC$3.75/MF$2.25 


Mariner Venus Mercury, 1973. 
N74-10778/0GI 74-04 22A PC$3.75/MF$2.25 


WILSON, J. L. 


Asymmetrical Booster Ascent Guidance and Control 
System Design Study. Volume 1: Summary. 
N74-32299/1GI 74-25 22C PC$4.75/MF$2.25 


Asymmetrical Booster Ascent Guidance and Control 
System Design Study. Volume 4: Sampled Data Stabili- 
ty Analysis Program (Sadsap) User’S Guide. 

N74-32302/3GI 74-25 22C PC$10.50/MF$2.25 


WILSON, J. S. 


Laboratory Program of Study Flashing and Scaling 
Characteristics of Geothermal Brines. 
PB-233 051/2GI 74-17 7A PC$4.75/MF$2.25 


WILSON, J. V. 


High-Power Electromechanical Cable Connectors for 
Deep Ocean Applications. 
AD-777 084/SGI 74-12 9A PC$3.75/MF$2.25 


WILSON, J. W. 
Intermediate Energy Proton-Deuteron Elastic Scatter- 


ing. 
N74-10663/4GI 
WILSON, JAMES A. 


Plant Species as Wildlife Cover and Erosion Control 
on ‘Mudflats’ in lowa's Large Reservoir Systems. 
PB-226 347/3GI 7405 13B PC$4.75/MF$2.25 


WILSON, JAMES C. 


Method of Producing Multicomponent Metal-Metal 
Oxide Single Crystals. 
PATENT-3 796 673 74-25 20B Not available NTIS 


WILSON, JAMES DENNIS 


Thrust Augmented Wing Sections in Potential Flow. 
AD-786 221/2GI 74-24 1A PC$S.75/MFS$2.25 


WILSON, JAMES E. 
Service Behavior of Asphalt Concrete. A Ten-Year 
Si 


tudy, 
PB-228 158/2G1 
WILSON, JAMES F. 


Dynamic Stability and Stress Analysis of Alternative 
Guideways for Levitation Vehicles. 
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on a Slender Cone at Hypersonic Mach Numbers. 

AD-782 278/6GI 74-19 20D PC$3.75/MF$2.25 


74-13 


74-04 7C PC$3.00/MF$2.25 


74-02 6K Not available NTIS 


74-14 14B PC$3.75/MF$2.25 


7405 7D PC$3.25/MF$2.25 





Study of Casing Treatment Stall Margin Improvement 
Phenomena. 
N74-20435/SGI 74-14 21E PC$6.25/MF$2.25 


WISLICENUS, GEORGE F. 
Hydrodynamic Design Principles of Pumps and Duct- 
ing for Waterjet Propulsion. 
AD-775 620/8GI 74-10 13K PC$6.25/MF$2.25 


WISNER, WARREN M. 


The Frequency of Potentially Unfavorable Tempera- 
ture Conditions in St. Louis, Missouri. 
COM-74-10204/7GI 74-05 4B PC$3.25/MF$2.25 


WISNESKI, DAVID 
POLISH, A FORTRAN Program to Edit FORTRAN 
Programs. 
PB-236 340/6GI 
WISNIEWSKI, JERZY 
An Analysis of Animal Remnants Occurring in Anthills 
of Formica polyctena Forst. (Hym., Formicidae) 
(Analiza Resztek Pochodzenia Zwierzecego Wystepu- 
jacych w Mrowiskach Formica Polycteno Forst. 
(Hym., Formicidae)), 
TT-73-54042 74-17 6C PC$3.25 
An Analysis of Species Composition of Beetles Occur- 
ring in Anthills of Formica rufa L. and Formica polyc- 
tena Forst. (Hymenoptera, Formicidae) (Analiza 
Skladu Gatunkowego Chrzqszczy Wystepujqcych w 
Mrowiskach Formica rufa L. i Formica polyctena 


Forst (Hymenoptera, Formicidae)), 
TT-73-54030 74-21 6C PC$3.25 


Changes in the Morphology of Mites (Zmiany w Bu- 


dowie Morfologicznej Roztoczy), 
TT-73-54021 74-21 6C PC$3.25 


Growths Observed on Worker Ants Formica Polyctena 
Forst. (Hym., Foricidae) (Narosla Zaobserwowane na 
Robotnicach Formica Polyctena Forst. (Hym., For- 
micidae)), 
TT-73-54043 

WISSA, ANWAR E. Z. 
Frost Susceptibility of Massachusetts Soils Evaluation 
of Rapid Frost Susceptibility Tests. 
PB-232 198/2GI 74-15 8M PC$8.50/MF$2.25 


WISSE, J. A. 


The Plume of a Large Cooling Tower, Part 2 de Pluim 
van een Grote Koeltoren, II. 
N74-27142/0GI 74-20 4B PC$3.25/MF$2.25 


WISSEMAN, CHARLES L. JR. 
Tick-Borne Pathogens with Special Reference to a 
Possible Extra-Human Cycle of Epidemic Typhus In- 


fection 
74-20 6M PC$3.75/MF$2.25 


74-26 9B PC$3.75/MF$2.25 


74-21 6C PC$3.25 


AD-783 069/8G1 


Tick-borne Pathogens with Special Reference to a 

Possible Extra-Human Cycle of Epidemic Typhus In- 

fection. 

AD-784 990/4GI 
WISSHAK, K. 


Systematic Experiments on Neutron Deficient Nuclei 
in the Region 50 Less Than or Equal to (N,Z) Less 


Than or Equal to 82. 
74-15 20H PC$8.50/MF$2.25 


74-23. 6M = PC$3.75/MF$2.25 


KFK-1768 
WISTAR, R. 
Preparation and Testing of Rabbit Antihuman Thymo- 
cyte Globulin. 
PB-235 756/4GI 
WISWALL, R. H. 
Application of Metal Hydrides to Ground Transport. 
BNL-18719 74-15 21D PC$4.00/MF$2.25 
Iron Titanium Hydride as a Source of Hydrogen Fuel 
for Stationary and Automotive Applications. 
BNL-18651 74-21 21D PC$4.75/MF$2.25 
Metal Hydrides as Hydrogen Storage Media. A Sum- 
mary with Appendix. 
BNL-18887 
WISWALL, R. H. JR. 
Engineering-Scale Energy Storage Reservoir of Iron 
Titanium Hydride. 
BNL-18634 74-16 
WISWALL, RICHARD H. JR. 
Separation of Hydrogen from Other Gases. 
PATENT-3 793 435 74-24 7A Not available NTIS 
WITCHER, J. N. 
Mist/Adedit System for File Management of Adsep 
Data Keyed Offline. 
ORNL-4964 


WITHBROE, GEORGE L. 


The Evolution of Solar Active Regions Based on 8.6 

mm and Other Solar Observations. 

AD-774 021/0GI 74-08 3B PC$3.75/MF$2.25 
WITHERSPOON, A. D. 

Behavioral Interview Guide (BIG), 

PB-236 205/1GI 74-25 $3. PC$3.75/MF$2.25 


74-23 6E PC$4.25/MF$2.25 


74-21 21D PC$4.25/MF$2.25 


10C PC$3.00/MF$2.25 


74-22 9B PC$5.45/MF$2.25 


The Post-Prison Analysis of Criminal Behavior and 
Longitudinal Follow-up Evaluation of Institutional 


Treatment. 
PB-236 413/1GI 74-25 SK PC$4.25/MF$2.25 


The Weekly Activity Record (WAR): A Measure of 
Time Allocation in the Analysis and Prediction of 


Criminal Behavior and Recidivism. 
74-25 SJ PC$3.75/MF$2.25 


PB-236 268/9GI 
WITHERSPOON, L. R. 


Data Processing of Radionuclide Cerebral Angiograms 
in the Differential Diagnosis of Intracranial Disease. 
CONF-740708-35 74-24 6E PC$4.00/MF$2.25 


WITHERSPOON, P. A. 
Seepage and Groundwater Effects Associated with Ex- 


plosive Cratering. 
AD-782 356/0GI 19D PC$7.25/MF$2.25 
WITKAMP, M. 


Energy Flow and Nutrient Cycling in a Cryptozoan 
Food-Web. 
6F PC$5.45/MF$2.25 


74-19 


EDFB-IBP-73-8 74-11 


Litter and Soil Microbial Dynamics in a Deciduous 
Forest Stand. 
EDFB-IBP-73-10 


WITMER, E. A. 


Application of the Collision-Imparted Velocity Method 
for Analyzing the Responses of Containment and 
Deflector Structures to Engine Rotor Fragment Im- 


act. 
74-10 21E PC$7.50/MF$2.25 


Pp 

N74-16592/9GI 

Experimental and Data Analysis Techniques for 
Deducing Collision-Induced Forces from Photographic 
Histories of Engine Rotor Fragment Impact/Interaction 


with a Containment Ring. 
N74-18399/7GI 74-12 21E PC$4.75/MF$2.25 


WITMER, EMMETT A. 


Buckling and Postbuckling Studies of Moment-Loaded 
Thin-Wall Cylindrical Shells with Cutouts. 
AD-779 463/9GI 74-15 13M PC$4.75/MF$2.25 


Buckling and Postbuckling Studies of Torsion-Loaded 
Thin-Wall Cylindrical Shells with Cutouts. 
AD-774 287/7G1 7408 20K PC$S5.25/MF$2.25 


Experimental Transient and Permanent Deformation 
Swdies of Impulsively-Loaded Rings and Cylindrical 
Panels, Both Stiffened and Unstiffened. 

AD-779 485/2GI 74-15 20K PC$S5.25/MF$2.25 


Finite-Element Predictions of Transient Elastic-Plastic 
Large Deflections of Stiffened and/or Unstiffened 
Rings and Cylindrical Shells. 

AD-779 453/0GI 74-15 20K PC$7.00/MF$2.25 


WITMER, F. E. 


Conversion of Anthracite Coal to Acetylene 
PB-235 301/9GI 74-23 7A PCSS: 25/MF$2.25 


WITMER, RICHARD E. 


Some Forest Interpretation Potentials of Hyper-Al- 
titude Photography and ERTS-A Imagery Applications 
and Prognostications Tennessee Valley Test Site. 

PB-226 216/0GI 74-05 2F PC$3.25/MF$2.25 


WITRIOL, NORMAN M. 
Vibrational Energy Transfer in Hydrogen Halide 


Lasers, 
AD-785 687/5GI 


WITT, A. N. 
A Search for Continuous Fluorescence in Reflection 


Nebulae. 
N74-20472/8GI1 


WITT, F. J. 
Test of 6-Inch-Thick Pressure Vessels. Series 1: Inter- 
mediate Test Vessels V-1 and V-2. 
ORNL-4895 74-13 18E PC$7.60/MF$2.25 


WITT, FRED 
Deformation Textures of Shear Spun Shaped Charge 


Liners, 
AD-785 700/6GI 19A PC$3.25/MF$2.25 


WITT, K. 
The Calculation of Physical and Thermodynamic 
Characteristics of Pressure Fluids, and the Determina- 
tion of the Overall Effectiveness in Pumps Considering 
the Pressure Fluid Thermodynamics die Berechnung 
Physikalischer und Thermodynamischer Kennwerte 
von Druckfluessigkeiten — die Bestimmung des 
Gesamtwirkungsgrades Pumpeno Unter 
Beruecksichtigung der Ttaroedpunnth fuer die 


Druckfluessigkeit. 
N74-296 I 11H PC$7.00/MF$2.25 


74-13 6M PC$7.60/MF$2.25 


74-24 20E PC$3.25/MF$2.25 


74-14 3B PC$3.75/MF$2.25 


74-24 


74-24 


WITT, T. J. 


Reprint: Measurements of 2e/h Via the AC Josephson 
Effect. 
COM-73-50896/2GI 


74-01 14B_ Not available NTIS 


WITTAUER, G 


Investigations into the Effect of Different Furocu- 
marines on DNA Repair and Semiconservative DNA 
Synthesis. 

SGAE-2247 


74-21 6R PC$4.00/MFS2.25 


WITTE, A. F. 


Comparison of Shock Spectra and the Least Favorable 
Response Techniques in a Transient Vibration Test 


Program. 

SLA-73-5934 74-17 14B PC$4.00/MF$2.25 
WITTE, D. F. 

Vessel Traffic System (VTS) Simulation Simulator 

Facility Concept Definition Study 

AD-786 566/0GI 74-25 
WITTE, H. 

Economy and Practical Applications of Large Wind- 

Driven Power Plants, Part |. 

N74-15741/3GI 74-10 10B PC$3.25/MF$2.25 


The Economy and Practicality of Large Scale Wind 
Generation Stations (Conclusion). 
N74-16802/2GI 74-11 10B PC$3.25/MF$2.25 


WITTE, K 
Models Based on Multichannel R-Matrix Theory for 


Evaluating Light Element Reactions. 
LA-UR-74-738 74-22 20H = PC$5.25/MF$2.25 


WITTE, L. C. 
Characterization of Heat Transfer in Nutrient Materi- 
als, Part 1. 
N74-30499/9GI 74-24 6H PC$3.75/MF$2.25 


Characterization of Heat Transfer in Nutrient Materi- 
als, Part 2. 
N74-30500/4GI 74-24 6H PC$3.75/MF$2.25 


Heat Transfer Characteristics of an Emergent Strand. 
N74-16622/4GI 74-10 20M PC$3.75/MF$2.25 


Vapor Explosion: Heat Transfer and Fragmentation. 


Final Report. 
ORO-3936-12 74-23 20M PC$4.00/MF$2.25 


Vapor Explosion: Heat ee — Fragmentation. 
Iv. Rapid Quenching of Molten M 
ORO-3936-6 74-25 2 ‘PCSS.25/MF$2.25 


Vapor Explosion: Heat Transfer and Fragmentation. 
Vi. Transient Film and Transition Boiling from a 
Sphere. 

ORO-3936-9 74-25 20M PC$7.75/MF$2.25 


Vapor Explosion: Heat Transfer and Fragmentation. 
Vii. Molten-Metal/Water Interactions Prior to a Vapor 


Explosion. 
19D PC$12.00/MF$2.25 


iy PC$7.00/MF$2.25 


P 
ORO-3936-11 
WITTE, R. S. 
High Performance Pulsed Xenon-lon Laser Develop- 


ment 
AD-771 401/7GI 


WITTEMAN, W. 


Application of Thick Film and Bulk Coating Technolo- 

gy to the Subterrene Program. 

LA-UR-74-20 74-15 81 PC$3.25/MF$2.25 
WITTENBERG, L. J. 


Tritium Inventory Considerations in Lithium Blankets. 
BNWL-SA-4871(Rev.) 74-22 18A PC$4.00/MF$2.25 


WITTER, R. W. 


Hoffman HSPP-1 Solar Converter, 
AD-786 384/8GI 74-25 10B 


WITTER, RICHARD L. 


Method for Producing Vaccine for Immunization of 
Poultry Against Marek’s Disease. 
PATENT-3 642 574 74-17 2E Not available NTIS 


WITTER, ROBERT F. 


Alcoholic Precipitation and 1000X Centrifugation 
Preparation of Hypercholesterolemic and Hyper- 
triglyceridemic Sera as Lipid Determination Control. 

PATENT-3 764 556 74-06 6A Not available NTIS 


WITTIG, G. 
Apparatus for Sodium Distillation for Analytical Pur- 


s ‘"Nadestan 4°". 
KFK-1941 74-20 7D PC$4.00/MF$2.25 


Experiences with the Liquid Metal Oxygen Meter of 
Gulf United Nuclear Corporation in Sodium Circuits. 
KFK-EXT-6/74-3 74-24 14B PC$4.50/MF$2.25 


WITTKOPF, W. A. 


Three-Dimensional Power Distribution Analysis 
BAW-10061 74-02 181 PC$4,00/MF$2.25 


WITTLIN, G. 


Development and Experimental Verification of 
Procedures to Determine Nonlinear Load-Deflection 
Characteristics of Helicopter Substructures Subjected 
to Crash Forces. Volume I. Development of Simplified 
Analytical Techniques to Predict Typical Helicopter 
Airframe Crushing Characteristics and the Formulation 
of Design Procedures 

AD-784 191/9GI 74-22 1C_ PC$8.50/MF$2.25 


Development and Experimental Verification of 
Procedures to Determine Nonlinear Load-Deflection 
Characteristics of Helicopter Substructures Subjected 
to Crash Forces. Volume Le Test Data and 

of Refined Program ‘Krash’, Including a User's Guide 


and Sample Case. 
AD-784 192/7GI 74-22 1C_ = PC$7.50/MF$2.25 


74-16 


74-04 20E PC$3.75/MF$2.25 


PC$3.25/MF$2.25 


PA-1211 





WITTLIN, G. 


Laboratory Method for Evaluating Effect of Runway 

Grooving on Aircraft Tires. 

AD-780 614/4GI 74-17 
WITTMAN, F. 

Effect of Adsorbed Water Films on the van der Waals 

Force Between Quartz Glass Surfaces. 

N74-21312/S5GI 74-15 7D PC$3.25/MF$2.25 
WITTMAN, ROBERT E. 

Conference on Transparent Aircraft Enclosures (10th) 

held at Las Vegas, Nev. on 5-8 Feb. 1973. 

AD-769 344/3GI 74-01 1C PC$19.25/MF$2.25 
WITTMAN, WALT 

Reprint: Sea Ice. Part 2. Ice Distribution and Forecast 

Services, North American Arctic Waters. 

COM-73-90027-06-01/GI 

74-26 4B (Order as COM-73-90027-06) 

WITTMANN, THOMAS J. 

An Investigation of Automatic Restraint and Body 

Positioning Techniques. 

AD-773 857/8GI 
WITTMANN, WALT 


Reprint: Sea Ice. Part 3. Ice Distribution and Forecast 

Services, Eurasian Waters. 

COM-74-90018-04-01/GI 
74-22 4B 


WITTMEYER, H. 


An Orthogonality Method for the Determination of the 
Dynamic Parameters of an Elastic Body from Its 
Ground Resonance Test. 

N74-28405/0GI 74-20 20K PC$3.75/MF$2.25 


WITTNER, MURRAY 
Mechanisms of Structural Functional Defects in Pul- 


monary Oxygen Toxicity. 
PB-227 480/1GI 74-08 6S PC$3.25/MF$2.25 
WITTWER, L. A. 
Effects of Nuclear Scattering and Energy Loss On 
Small Signal High-Altitude Electromagnetic Pulse Cal- 


culations. 
74-17 20N PC$3.25/MF$2.25 


1C PC$6.25/MF$2.25 


74-07 6G PC$5.25/MF$2.25 


(Order as COM-74-90018-04) 


AD-780 588/0GI 


Sensitivity of Self-Consistent High-Altitude Elec- 
tromagnetic Pulse Calculations to ee and 
Improved Source and Ionization Model: 

AD-781 051/8GI 74-17 18C PCS3: 75/MF$2.25 


WITTWER, LEON A. 
CHEMP: A Code for Calculation of High-Altitude 
EMP. 
AD-783 239/7GI 74-20 18C PC$3.25/MF$2.25 


Propagated EMP from Tangent and Buried Bursts. 
AD-783 246/2GI 74-20 20N PC$3.75/MF$2.25 


WITzZ, J. 


Bone Marrow Response of Beagles to Fractionated 
Doses of Mixed Gamma-Neutron Radiation 
AD-777 032/4GI 74-11 6R PC$3.25/MF$2.25 


WITZELL, W. E. 


Crack Growth Behavior of 2219-T87 Aluminum Alloy 
from 20 K (-423 F) to 422 K (300 F). 
N73-32430/3GI 74-02 11F PC$4.25/MF$2.25 


WIXOM, R. L. 


Application of Nitrogen Metabolism in Autotrophic 
Bacteria to Chemosynthetic Bioregeneration in Space 
Missions, Supplement. 
N74-19720/3GI 


WIXSON, BOBBY G. 


An Interdisciplinary Investigation of Environmental 
Pollution by Lead and Other Heavy Metals from In- 
dustrial Development in the New Lead Belt of 


Southeastern Missouri. 
PB-227 460/3GI 13B PC$7.25/MF$2.25 


WLODYKA, L. E. 


Reprint: lon Composition in an IBC Class II Aurora |. 
Measurements. 
AD-782 745/4G1 


WLODYKA, RAYMAND A. 


Input Power Characteristics of a 
Thyristor Converter. 
PB-226 281/4GI 


WNUK, M. P. 


Prior-to-Failure Extension of Flaws = Monotonic 
and Pulsating Loadings: Inclastic Fat 
N74-17601/7GI 74-11 20K "Pcss. 75/MF$2.25 


WNUKOWSKI, JOSEPH 


Area Youth Work Demonstration Project Involving In- 
digenous Personnel. 
PB-235 519/6GI 


WOAN, C. J. 


Basic Gas Dynamic Equations in a Moving Orthogonal 
Coordinate System, 
AD-774 318/0GI 


74-14 6M PC$3.25/MF$2.25 


74-08 


74-20 4A_ Reprint 


Three-Phase 


74-06 10B PC$4.75/MF$2.25 


74-24 SK PC$4.75/MF$2.25 


74-08 20D PC$3.25/MF$2.25 


PA-1212 


WOBBER, FRANK J. 


Application of EREP Imagery to Fracture-Related 
Mine Safety Hazards and Environmental Problems in 
Mini 


ining. 

E74-10258 74-07 81 PC$3.25/MF$2.25 
Application of ERTS-1 Data to the Protection and 
Management of New Jersey's Coastal Environment. 
E74-10010 7403 83 PC$3.25/MF$2.25 
Application of ERTS-1 Data to the Protection and 
Management of New Jersey's Coastal Environment. 
E74-10391 74-11 13B PC$3.25/MF$2.25 
Application of ERTS-1 Imagery to —— — 
Mine Safety Hazards in *. + pinion. Int 

E74-10238 $3. 75/MFS2. 25 
Facilitating the rss of ERTS Imagery Using 
Snow Enhancement Techniques. 
E74-10180 74-06 8B PC$3.25/MF$2.25 


Facilitating the Exploitation of ERTS-1 Imagery Using 


Snow Enhancement Techniques. 
E74-10080 74-03 8G PC$4.25/MF$2.25 


Study of Application of ERTS-A Imagery to Fracture- 
Related Mine Safety Hazards in the Coal Mining In- 
dustry. 

E74-10083 74-03 81 PC$3.25/MF$2.25 
Study of Application of ERTS-A Imagery to Fracture- 
Related Mine Safety Hazards in the Coal Mining In- 


dustry. 
E74-10336 74-09 81 PC$3.25/MF$2.25 
WOBIG, H. 


Effect of Perturbations on the Magnetic Field of the W 
VIl-Stellarator. 
IPP-2-218 74-16 18A PC$5.00/MF$2.25 


Stellarator Fields with Twisted Coils. 
IPP-2-215 74-09 18A PC$3.50/MF$2.25 
WOBUS, H. B. 


Determination of Ballistic Winds for Rocket-Assisted 
Projectiles (RAP). 

AD-778 318/6GI 74-13 19A PC$3.25/MF$2.25 
A Discussion of Deficiencies in Ballistic Winds as 
Presently Computed for Rocket-Assisted Projectiles. 
AD-777 965/SGI 74-13. 19D PC$3.25/MF$2.25 

WODINSKY, CAROL LYNN 

Research and Demonstration on Rehabilitation of 
Chronically Unemployed Recipients of Public 
Assistance, 
PB-236 557/SGI 


WODRICH, D. D. 


Retrievable Surface Storage Facility for Commercial 
High-Level Waste. 
ARH-SA-175 74-18 18G PC$4.00/MF$2.25 


Retrievable Surface Storage of High-Level Radioactive 

Wastes. 

ARH-SA-166 
WODTKE, C. H. 


Remotely Sees § Plasma Torch: A Tool for Nuclear 

Reactor Dismantling 

CONF-731105-2 
WOEHLCKE, L. CARL 


Aviation Cost Allocation Study: National Oceanic and 
Atmospheric Administration, 
PB-229 313/2GI 74-09 1B PC$4.25/MF$2.25 


Aviation Cost Allocation Study: United States Coast 

Guard, 

PB-229 314/0GI 
WOERLE, R. 


Sudies on the Antioxidative Effectiveness of Selected 
Phenols and Aromatic Amines in n-Hexadecane at 
Elevated Temperatures. 
N74-26646/1GI 


WOESTEN, W. J. 
A New Small-Volume Cell for Studying Infrared Spec- 
tra of Chemisorbed Species. 
N74-26959/8GI 74-20 6B PC$3.25/MF$2.25 
WOESTMAN, JOHN W. 
Nonscratching Windshield Wiper Blade. 
AD-778 759/1GI 74-14 1C PC$3.75/MF$2.25 
Radio Controlled IR Indicator Light for Military Dogs. 
AD-777 022/SGI 74-11 20F PC$3.75/MF$2.25 
WOGLOM, GEOFFREY R. H. 


The Implications of Search Unemployment for Labor 
Market Behavior and the Phillips Curve. 
PB-228 426/3GI 74-08 SI PC$5.75/MF$2.25 


WOGMAN, N. A. 


Comparison of Ge(Li) and er 9 Systems for 

Measurements of Environmental Sam 

BNWL-SA-4876 74-16 18D C83. 25/MF$2.25 
WOGSLAND, NEAL C. 

40mm Floating 

AD-781 485/86 

Helicopter Dropsight. 

AD-784 $51/4GI 


74-25 SK PC$S5.75/MF$2.25 


74-07 18G PC$3.00/MF$2.25 


74-06 181 PC$3.50/MF$2.25 


74-09 1B PC$S5.25/MF$2.25 


74-20 7C PC$3.75/MF$2.25 


74-18 19A PC$S5.25/MF$2.25 


74-22 19E PC$3.25/MF$2.25 


WOHL, B 


Flight Evaluation of Two Segment Approaches for Jet 


Transport Noise Abatement. 
N74-16995/4GI 74-11 1B PC$7.00/MF$2.25 


WORL, J. G. 


Integrated Communications-Electronics Systems and 
Facilities for Army Garrisons. 
AD-$12 018/9GI 74-18 17B PC$7.00/MF$2.25 


WOHL, MARTIN 


Para-Transit: Neglected Options for Urban Mobility. 
PB-234 320/0GI 74-22 13F PC$11.25/MF$2.25 


The Practicalities of Determining Marginal Delay 


Times and Costs, 
PB-234 286/3GI 13B PC$4.00/MF$4.00 
WOHLBERG, C. 


— in Water in Relation to Cooling Tower Opera- 


LA. '5301-MS 
WOHLBERG, CORNEL 
Method of Coating Graphite Tubes With Refractory 
Metal Carbides. 
PATENT-3 778 301 74-20 11C Not available NTIS 
Method of Forming Impermeable Carbide Coats on 
Graphite. 
PATENT-3 778 300 74-20 
WOHLLEBEN, D. K. 
Magnetic Properties of Metals and Alloys Under Pres- 
sure. 
AD-770 062/8GI 
WOHLLEBEN, K 
Influence of Proton Irradiation on the Critical Current 
Density J sub C (B,T) of Nbti Einfluss von Protonen- 
bestrahlung Auf die Kritische Stromdichte J sub C 
(B,T) von Nbti. 
N74-11582/S5GI 
WOHLMUT, P. 
Bubble Chamber Scanning and Library System for the 
University of Hawaii High Energy Physics Group. 
UH-S11-161-73 74-16 18D PC$6.00/MF$2.25 
WOHLMUT, P. G. 


Non-Strange Boson Spectrum Above 1.5 Gev. 

UH-S11-159-73 74-14 20H PC$3.00/MF$2.25 
WOHLRABE, FRANK C. 

Method for Conducting an Electro-Chemical Oxida- 

tion. 

PATENT-3 131 137 
WOHLSCHLEGAL, G. 

A Contribution to the Stability and Transfer Behavior 

on Nonlinear Control Systems with Two Variables Ein 

Beitrag Zum Stabilitaets- und Uebertragungsverhalten 

Nichtlinearer Zweigroessenregelkreise. 

N74-29602/1GI 74-24 12A  PC$S5.75/MF$2.25 
WOJCICKI, ALFRED W. 

An Implementation of Conventional Methods of Mea- 

suring the Amplitude and Phase of Backscatter Fields. 

AD-770 015/6GI 74-02 20N PC$3.75/MF$2.25 
WOJCIECHOWICZ, JOHN J. 


Automated Reliability Assessment Program. 
AD-778 935/7GI 74-14 17G PC$3.75/MF$2.25 


WOJCIECHOWSKI, C. J. 


Space Shuttle Vehicle Rocket Plume Impingement 
Study for Separation Analysis. Tasks 2 and 3: Defini- 
tion and Preliminary Plume Impingement Analysis for 
the Msc Booster. 
N74-20595/6G1 


WOJCIECHOWSKI, J. 


A Method of Catalytic Removal of Organic and Car- 

bon Monoxide from Gases. 

N74-25652/0GI 74-19 7A PC$3.25/MF$2.25 
WOSTASINSKI, R. J. 

Automatic Lightning 

System. 

PATENTED-3 759 152 

74-02 14E Not available NTIS 
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isymmetric Inlet with 40 Percent Internal Contraction 
on Design. 

N74-31417/0GI 


WOOLLEY, J. M. 


Decompression Schedules for Use in Behavioral Stu- 

dies with Laboratory Rats. 

AD-773 946/9GI 7408 6S PC$3.25/MF$2.25 
WOOLLEY, J. P. 


A Study of Ingestion and Dispersion of Engine Ex- 
haust Products in Trailing Vortex Systems. 


11F Not available NTIS 


74-08 6C PC$4.00/MF$2.25 


74-01 


74-25 21E PC$4.25/MF$2.25 





N74-16497/1GI 74-10 21E PC$5.75/MF$2.25 
WOOLLEY, JOHN DUDLEY 


On the Efficiency of Extensible Languages, 
PB-227 718/4GI 74-09 9B PC$8.50/MF$2.25 


WOOLLEY, MARGARET L. 
Bibiography of the Electromagnetics Division June 30, 


1972 to June 30, 1973, 
COM-73- 11971/1GI 7406 20N PC$3.25/MF$2.25 
WOOLLEY, R. D. 


Ae-C Attitude Determination and Control Prelaunch 
Analysis and Operations Plan. 
N74-13587/2GI 74-07 22B PC$4.75/MF$2.25 


WOOLLEY, R. L. 
A Method for Calculation of a Fully Stalled Flow. 
AD-783 303/1GI 74-20 20D PC$7.25/MF$2.25 
WOOLLEY, RUTH M. 


Reprint: Analysis of Composite-Reinforced Cutouts 
and Cracks. 
COM-74-50478/8GI 74-15 


WOOLLISCROFT, L. J. C. 


Ion Mass Spectrometry of the Lower Ionosphere. 
AD-787 785/SGI 74-26 7D PC$4.75/MF$2.25 


WOOLRIDGE, PERRY B. 
An Analysis of the Selected Reserve Forces System. 
AD-775 479/9GI 74-09 15C PC$3.25/MF$2.25 
WOOLSEY, CHARLES C. JR. 


Method of Fabricating a Nuclear Reactor Fuel Ele- 
meat. 
PATENT-3 809 731 74-26 


WOOLSON, WILLIAM A. 


Adjoint Monte Carlo Generation of Radiation 
Response Functions for Complex Missiles. 

AD-777 088/6GI 74-12 16D PC$4.25/MF$2.25 
Models of Photon Radiation in Air. 

AD-784 956/SGI 74-23 18H PC$4.25/MF$2.25 


WOOLWINE, GEORGE M. 


Measuring the Intangible Values of Natural Streams. 
Part II. Preference Studies and Completion Report. 
PB-229 838/8GI 74-11 8H PC$7.25/MF$2.25 
WOOSLEY, A. P. 
Msfc Skylab Electrical 
Evaluation. 
N74-30315/7GI 
WOOSTER, D. 
Undergrounding of Nuclear Reactors by Open Pit Ex- 
cavation. 
UCID-16536 
WOOTEN, A. ROBERTA 
Bibliography on Reliability. 
AD-773 722/4GI 74-07 
WOOTEN, RUTHERFORD 
Environmental Effects of HARD PAN I Test Series. 
AD-784 793/2GI 74-23 16A PC$6.25/MF$2.25 
WOOTEN, RUTHERFORD C. JR. 
Ecological Study Requirements for Vandenberg Air 
Force Base, California. 
AD-784 800/5GI 74-23 6F PC$4.25/MF$2.25 
A Review of Publications on the Bird-Aircraft Strike 
Hazard. 
AD-775 731/3G1 
WOPAT, P. 
Quality of Life in Kickapoo Valley Communities, 
PB-228 651/6GI 74-09 SK PC$S5.25/MF$2.25 
WORCESTER, P. F. 
Microwave Integrated Circuit Filter and Schiffman 
Line Design. 
AD-906 687/9GI 74-24 9E PC$4.25/MF$2.25 
Microwave Integrated Circuits for Lightweight Array 
Antennas. I-Band MIC Component Design and Per- 
formance in Phased Array Antenna Modules and Other 
Microwave Systems. 
AD-906 734/9GI 
WORD, LARRY E. 


Development of a Test Bed for peciettin ¢ “4 Small 
Unit Doctrinal Alternatives in the Combat A 
AD-785 668/5GI 74-24 SI PC$3. 25/MPS2. 25 


WORDEN, EDGAR C. 


Controller for Reculating the Resistance of a Melt. 
PATENT-2 882 328 74-10 9E Not available NTIS 


Dynamic Resistance Recorder. 
PATENT-2 879 472 74-11 14C Not available NTIS 


WORDEN, R. P. 
Deep Inelastic Structure Functions of the Photon. 
RL-74-65 74-21 20H PC$4.00/MF$2.25 
Fixed Pole Sumrule in Photon--Photon Scattering. 
RL-74-082 74-24 20H PC$4.00/MF$2.25 


11D Not available NTIS 


18] Not available NTIS 


Power Systems Mission 


74-24 22B PC$12.00/MF$2.25 


74-22 181 PC$4.00/MF$2.25 


14D PC$19.25/MF$2.25 


74-10 1B PC$3.25/MF$2.25 


74-24 9E PC$3.75/MF$2.25 


WORK, ROBERT W. 


A Study of the Transformation of Spider Polypeptides 
to Silk Fibers. 
PB-232 881/3GI 


74-17 ILE PC$3.25/MF$2.25 


WORKING, M. M. 


Simulated Trajectories Error mp nna wicca Ver- 
sion 2. Volume 2: Programmer’S Man 
N74-11657/SGI 74-05 22C Pca. 25/MF$2.25 


WORKMAN, G. L. 


Photolysis of Spacecraft Contaminants. 
N74- 74-15 14B PC$3.25/MF$2.25 


WORKMAN, R. D. 
Evaluation of a Decompression Computer Developed 


for Divers. 
AD-777 672/7GI 74-12 6S PC$4.2S/MF$2.25 


Evaluation of Granular Baralyme Carbon Dioxide Ab- 
sorbent in Place of Shell Natron for Use with the 
Deep-Sea Helium-Oxygen Diving Outfit, 

AD-770 162/6GI 74.02 6K PC$3.25/MF$2.25 


Surface Decompression from Air Div: 
AD-770 097/4GI 74-02 6S ‘PCs. 75/MF$2.25 


Visual Field Perimeter and Distortion in Diving Masks. 

AD-780 319/0GI 74-16 6K PC$3.75/MF$2.25 
WORLE, R 

Investigation of Synthetic Fluids Based on n-Sub- 


stituted Melamines. 


N74-31601/9GI 74-25 7C PC$3.25/MF$2.25 


WORLEY, HERBERT E. 


Bridge Deck Deterioration Study. 
13B PC$4.25/MF$2.25 


PB-224 942/3GI 
WORLEY, MILTON 8S. 
Integrated Life Support System Design Study - Ad- 


vanced Tanker. 
AD-771 760/6GI 7405 1C PC$10.00/MF$2.25 


Integrated Life Support System - Design Study Medi- 
um STOL Transport. 
AD-773 589/7GI 


WORLEY, R. D. 


Disposal of Waste or Excess High Explosives. 
Progress Report, January--March 1974. 
MHSMP-74-14 74-22 19A PC$5.00/MF$2.25 


Light Enhancement from High Explosives. Period 
Covered: July--September 1973. 
MHSMP-73-43-P 74-10 


WORLTON, T. G. 
Anisotropic Thermal Expansion and Compressibility of 
Black Phosphorus. 
CONF-731118-3 74-15 20L PC$3.00/MF$2.25 


Symmetry Properties of the Lattice Dynamics of 

Twenty-Three Crystals. 

ANL-8053 74-13 20B PC$13.60/MF$2.25 
WORMLEY, D. N. 

Linearized Models, Stability Criteria and Experimental 

Verification for Plenum Air Cushions with Compres- 


sor-Duct Interactions. 
PB-235 750/7GI 


WORMUTH, H. J. 
Reprint: Serological, Clinical Parasitological Investiga- 
tions of Specific Pathogen-Free Piglets before and 
after Infection with Toxoplasma gondii. 
AD-769 175/1GI 7401 6M Not available NTIS 


WORNOM, D. E. 
Apolio Saturn 511 Effluent Measurements from the 


APOLLO 16 Launch Operations: An Experiment. 
N74-17571/2GI 74-11 22D PC$3.25/MF$2.25 


WOROBEL, R. 


Q-Fanstm for General Aviation Aircraft. 
N74-13726/6GI 74-08 21E PC$8.50/MF$2.25 


WORONIAK, A 
Feasibility of Obtaining a 1967 Ruble/Dollar Conver- 


sion Ratio. 
AD-781 252/2GI 74-18 SC PC$S5.75/MF$2.25 


WORONIAK, ALEXANDER 


Ruble/Dollar Conversion Ratio Survey. 
AD-781 255/SGI 74-18 SC PC$4.25/MF$2.25 


WORRALL, R. D. 

Conceptual Design for an Urban Transportation 
Planning Information System. 

PB-233 246/8GI 74-17 13B PC$9.50/MF$2.25 


Network Flow Simulation for Urban Traffic Control 
System. Phase II. Volume 1. Technical Report. 
PB-230 760/1GI 74-11 13B PC$8.75/MF$2.25 


Network Flow Simulation for Urban Traffic Control 
System. Phase II.Volume 2. 1 ~"y 
for UTCS-1. Network Simulation Model. Part 

PB-230 761/9GI 74-11 13B  PC$7. TS/MPS2. 25 


Network Flow Simulaiion for Urban Traffic Control 
System. Phase II]. Volume 3. Program Documentation 
for UTCS-1. Network Simulation Model. Part II. 

PB-230 762/7GI 74-11 13B PC$7.00/MF$2.25 


74-05 


74-07 


1C PC$9.50/MF$2.25 


19A PC$3.00/MF$2.25 


74-23 13F PC$S.75/MF$2.25 


WORTMAN, JOHN D. 


Network Flow Simulation for Urban Traffic Control 
System. Phase II. Volume 4. User's Manual for UTCS- 
1. Network Simulation Model. 

PB-230 763/SGI 74-11 13B  PC$7.25/MF$2.25 


Network Flow Simulation for Urban Traffic Control 
System. Phase II. Volume 5. Applications Manual for 
UTCS-1. Network Simulation Model. 

PB-230 764/3GI 74-11 13B PC$4.25/MF$2.25 


WORRELL, R. B. 


Prime Implicant Algorithm with Factoring 
SLA-74-718 74-22 12A PCS. 00/M F$2.25 


Set Equation Transformation System (Sets). 
SLA-73-28-A 74-24 12A_ PC$5.75/MF$2.25 


Using the Set Equation Transformation System in 


Fault Tree Analysis. 
SLA-74-5241 74-25 9B PC$4.75/MF$2.25 
WORSHAM, MARK P. 


A Selected Bibliography of Alabama County and Re- 
gional Planning and Development Documents. Revised 
Edition, 1974. 

PB-236 026/1GI 74-24 13B PC$8.75/MF$2.25 


A Selected Bibliography of Alabama Local Planning 
and Development Documents. Volume I: 1939-1973. 
PB-232 006/7GI 74-13 13B PC$8.50/MF$2.25 


WORSTELL, R. V. 
Systems Analysis of Irrigation Water Management in 


Eastern Idaho. 
PB-226 100/6GI 13B PC$4.75/MF$2.25 
WORTH, G. A. 


Simex: Simulation Executive with Automatic Scaling. 
HEDL-SA-571 74-04 9B PCS$S. rubhas 25 


Simex: Simulation Executive with Automatic Sc 4 
HEDL-TME-73-55 74-02 9B PC$S5.45/MF$2.25 


WORTH, G. M. 


Portal Monitor for Diversion Safeguards. 
LA-UR-73-1564 74-09 18D PC$3.00/MF$2.25 


WORTHAM, A. W. 


Reprint: Forecasting Using Equations with Smoothed 
Coefficients. 
AD-780 349/7GI 


WORTHINGTON, GEORGE R. L. 


Aeration and Foam Control in Sparged Fermentation. 
PATENT-3 563 858 74-05 7A Not available NTIS 


WORTHINGTON, W. 


1000 exp 0 C Tiltable Specimen Holder for the 650-Kv 
Hitachi Microscope. 

LBL-2587 74-23 14B PC$4.00/MF$2.25 
New 1000 exp 0 C Double Tilt Stage for the Hitachi 


650 Kv Microscope 
LBL-2587(Rev.) 74-26 14B PC$4.00/MF$2.25 
WORTHLEY, ELMER G. 


Effects of CS and Its Breakdown Products on the 
Growth of Duckweeds. 
AD-772 928/8GI 7406 6F PC$3.25/MF$2.25 


The Toxicity of TNT and Related Wastes to an 
Aquatic Flowering Plant, ‘Lemna perpusilla’ Torr 
AD- 778 158/6GI 74-13 6F PC$3.25/MF$2.25 


WORTHLEY, JONATHAN P. 


The Application of Error Models to the Determination 
of Error Causes in Digital Channels. 
AD-777 273/4GI 74-12 17B PC$4.75/MF$2.25 


WORTMAN, D.C. 
Studies Relative to Possible Laser Pumped by Nuclear 
beta Rays. I. Optical Spectra of Litmf sub 4 Doped 


with a Rare Earth 
20E PC$3.75/MF$2.25 


74-04 


74-16 12A_ Reprint 


on. 
HDL-TDR-1621 74-21 
WORTMAN, DONALD C. 


Studies Relative to Possible Laser Pumped by Nuclear 
Beta Rays. I. Optical Spectra of LiTtmF4 Doped with a 
Rare Earth Ion, 
AD-775 424/SGI 


WORTMAN, DONALD E. 


Analysis of the Ground Configuration of Trivalent 
Thulium in Single-Crystal Yttrium Vanadate, 
AD-776 343/6GI 74-11 7D PC$3.25/MF$2.25 


Laser Related Study of Triply lonized Promethium in 


LiYF4, 
AD-769 589/3G1 7401 7D PC$3.75/MF$2.25 


Studies Relative to Possible Laser Pumped by Nuclear 

Beta Rays. Il. Power and oe juirements 

AD-780 728/2GI 74-17 PC$3. 75/MF$2. 25 
WORTMAN, J. J. 


Particulate and Aerosol Detector. 
N74-22112/8GI 74-17 14B PC$3.25/MP$2.25 


Study of Contemporary Electronic Components under 

a Fluid-Pressure Environment. 

AD-769 980/4GI 7402 9C PC$7.50/MF$2.25 
WORTMAN, JOHN D. 


Parametric Influences on the Response of Structural 
Shells, 


7409 2L PC$3.75/MF$2.25 


PA-1219 





WORTMAN, R. H. 
AD-773 666/3G1 74-07 20K PC$3.75/MF$2.25 
WORTMAN, BR. H. 


Rural At-Grade Intersection IMumination. 
PB-234 993/4GI 74-22 13B PC$4.75/MF$2.25 


WORTMANN, EBERHARD OTTO 


Design and Implementation of a Ring Interface/Host 
Adapter for an IBM System 360. 
AD-787 440/7G1 74-26 9B PC$4.75/MF$2.25 


WORTMANN, F. X. 


A Method for Avoiding Insect Roughness on Aircraft. 
N74-21646/6GI 74-17 1A  PC$3.25/MF$2.25 


WOSEOBOINIKOW, PAUL 


Construction of a Far Infrared Laser System and 
Evaluation of the HCN Laser. 
AD-778 478/8G1 74-14 20E PC$S.25/MF$2.25 


WOTTAWA, A 
Influence of Prednisoloneacetate on the DNA Synthes- 
is of Cells of Synovial Fluid in Patients with Chronic 


SGAE-2221 74-17 6A PC$4.00/MF$2.25 
WOUCH, G. 

Electromagnetic Containerless Processing Require- 

ments and Recommended Facility Concept and Capa- 


bilities for Space Lab. 
N74-31942/7GI1 14B =PC$6.25/MF$2.25 
WOUK, ARTHUR 


Reprint: Book Reviews: Multiparameter Eigenvalue 
Problems: ae and Compact Operators. 
AD-772 840/5G 74-06 12A_ Reprint 


WOUTERS, L. F. 
Digital Conversion of Two-Dimensional Analog Dis- 


plays. 
UCID-15702 74-26 18C PC$4.00/MF$2.25 


Economics of Thermodynamic Solar Power Systems. I. 
The Efficiency Function. 
UCID-16386(Pt.1) 74-09 10A PC$3.00/MF$2.25 


Economics of Thermodynamic Solar Power Systems. 
li. The Turbine Trade-off. 
UCID-16386(Pt.2) 74-09 10A PC$3.00/MF$2.25 


Emp Protection Engineering: The Need for Documen- 
tation. 
18C PC$3.00/MF$2.25 


” 74-25 


PEM-1 74-11 


Shallow Solar Pond Energy Conversion System: An 
Analysis of a Conceptual 10-Mwe Plant. 
UCRL-S1533 74-15 10B PC$4.00/MF$2.25 


Shallow Solar Pond Energy Conversion System: An 
Analysis of a Conceptual 10-Mwe Plant. 
UCRL-51533(Rev.1) 74-20 10B PC$4.00/MF$2.25 
Shallow Solar Pond Scheme. Performance Assessment 
of a Model System. 
UCID-16437 
WOZNIAKOWSKI, H. 
Generalized Information and Maximal Order of Itera- 
tion for Operator Equations. 
AD-787 099/1GI 74-26 
WOZNIAKOWSKI, HENRYK 
Maximal Stationary Iterative Methods for the Solution 
of Operator Equations, 
AD-777 445/8GI 74-12 
WRASIDLO, WOLFGANG J. 


Poly (N-Amido) Imides as Semipermeable Membranes. 
PATENT-3 816 303 74-20 7C Not available NTIS 


WRAY, A. GILBERT 


Lateral and Camber Force Characteristics of a Pair of 
Cross-Country Tires through a ro Range of Infla- 
tion Pressure, Normal Load, and Slip Angle. 

AD-773 656/4G1 74-07 13F PC$4.75/MF$2.25 


WRAY, G.A. 


A Systematic Experimental a of brace 

Parameters Affecting Model Tire Hydr 

N74-12044/5GI 74-06 20D PCSé. 75/MF$2.25 
WRAY, JAMES R. 


Census Cities Experiment in Urban Change Detection. 
E74-10417 74-12 8B PC$3.25/MF$2.25 


Urban and Regional Land Use Analysis: CARETS and 

Census Cities Experiment Package. 

E74-10581 74-19 “SB PC$3.25/MF$2.25 
WRAY, K.L. 


Aerosol Propagation Effects. 
AD-782 627/4GI 74-19 7D PC$3.75/MF$2.25 


WRAY, S. T. JR.. 


Dorman Computer Program (Study 2.5). Volume 2: 
User’S Guide and Programmer'S Guide. 
N74-19828/4GI 74-14 9B PC$4.75/MF$2.25 


Dorman Computer Program (Study 2.5). Volume 4: 
Dorman Program Listing, UNIVAC 1108 Version. 
N74-19830/0GI 74-14 9B PC$4.75/MF$2.25 


74-12 10A PC$6.25/MF$2.25 


12A  PC$3.75/MF$2.25 


12A PC$3.75/MF$2.25 


PA-1220 


WRAY, W.O. 


An Experimental Investigation of Leading-Edge Vor- 

tex Augmentation by Blowing. 

N74-19643/7GI 74-14 1A  PC$4.75/MF$2.25 
WRAY, WILLIAM O. 

Sensitivity of Material Response Calculations to the 

Equation of State Model. 

AD-772 919/7G1 74-06 20L PC$4.25/MF$2.25 


WRENCH, JOHN W. JR. 


The Converging Factors for the Fresnel Inte " 
12A PC$5.25/MF$2.25 


AD-772 521/1GI 
WRENN, M. E. 

Design and Construction of a Detection System for 

Determination of Lead in Blood Using Low Energy X- 


Ray Fluorescence Analysis. 
COO-3040-1 74-26 7D PC$6.25/MF$2.25 
WRIGHT, A. D. 


Factors Related to pees Instructional Informa- 


tion Sequences: Phase 
AD-777 832/7GI 74-13 SI PC$7.00/MF$2.25 
WRIGHT, ANTONY 


Reprint: New Anionic Rearrangements. XIX. 
Stereochemistry of the Alkoxysilane to Silylcarbinol 
Anion Rearrangement. 

AD-783 112/6GI 74-20 7C Reprint 


Reprint: New Anionic Rearrangements. XVII. 1,2- 
Anionic Rearrangements from Oxygen to Carbon in 
Benzyloxyorganosilanes and Benzyloxyorganoger- 
manes. 

AD-783 115/9GI 74-20 7C Reprint 


Reprint: New Anionic Rearrangements. XVIII. 1,2- 
Anionic Rearrangements from Sulfur to Carbon in 
Benzylthiotrimethyigermance. 
AD-783 111/8GI 


WRIGHT, B. 


Further Studies on Secondary Electron Emission. 
N73-32146/SGI 74-02 20L PC$3.75/MF$2.25 


WRIGHT, B. R. 
Ignition and Flammability Properties of ‘Fire-Safe 
Fuels’. 


AD-784 281/8GI 74-22 21D PC$4.25/MF$2.25 
WRIGHT, BERNARD R. 

A Technique for Evaluating Fuel Mist Flammability. 

AD-776 965/6GI . 74-11 14B  PC$3.75/MF$2.25 
WRIGHT, BILLY D. 


Circular Symmetric Bootlace Lens System. 
PATENT-3 680 137 74-01 9E Not available NTIS 


WRIGHT, CATHERINE M. 


Reprint: Impaired Performance on Delayed Matching 

in Monkeys by Heptabarbitone, Pentobarbitone Sodi- 

um and Quinalbarbitone Sodium. 

AD-777 334/4GI 74-12 60 Not available NTIS 
WRIGHT, CHARLES H. 


Development of a Process for + megs | an Ashless, 
Low-Sulfur Fuel from Coal. = . Laboratory 
Studies. Part 1, Autoclave Experimen 

PB-236 305/9G1 74-25 7A PC-GPO/MF$2.25-NTIS 


Dual Temperature Coal Solvation Process. 
PAT-APPL-446 971 74-11 7A  PC$3.75/MF$2.25 


WRIGHT, CHARLES JR. 
Introduction to the Symbol 2R Programming Lan- 


uage, 
PB-228 115/2G1 74-08 9B PC$3.25/MF$2.25 
WRIGHT, COREY J. 


The Role of Fiscal Constraints Within the Department 
of Defense Planning, Programming, and Budgeting 


System. 

AD-773 122/7GI 1SC PC$4.25/MF$2.25 
WRIGHT, D. 

Payload Performance 

Releases. 

EGG-1183-1629 
WRIGHT, D. D. 

Reprint: Combustion Design Fundamentals. 

AD-776 475/6G1 74-11 21E Reprint 
WRIGHT, D. G. 

Ultrasonic under Sodium Viewing for Fast Reactors: 


Principles and Problems. 
R/M/N-705 74-25 18E PC$4.00/MF$2.25 


WRIGHT, D. J. 
Physics of Diagnostic Radiology. Proceedings of a 
Summer School Held at Trinity University, San An- 
tonio, Texas, July 12--17, 1971. 
FDA-74-8006 74-09 6R PC$13.60/MF$2.25 
WRIGHT, D. JOHN 


Physics of Diagnostic Radiology, 
PB-227 844/8GI_ 74-08 6E PC-GPO/MF$2.25-NTIS 


WRIGHT, D. U. JR. 


Measurements of the Structure and Circulation of the 
Stratosphere and Mesosphere, 1971-2. 


74-06 


74-20 7C Reprint 


74-06 


of Shaped-Charge 
74-18 4A PC$4.25/MF$2.25 


Barium 


N74-14320/7GI 
WRIGHT, DAVID E. 


Evaluation of an Infrared Oil Film Monitor. 
AD-778 814/4GI 74-14 14B PC$4.75/MF$2.25 


WRIGHT, DAVID J. 
The Coho Project: Living Resources Prediction Feasi- 


bility Study. Volume I. 
PB-234 057/8GI 74-19 6C PC$3.75/MF$2.25 


The Coho Project: Living Resources a Feasi- 
bility Study. Volume II. Environmental Repo 
PB-234 058/6GI 74-19 6C PC$7. 7 OO/M F$2.25 


The Coho Project: Living Resources Prediction Feasi- 
bility Study. Volume III. System Evaluation Report, 
PB-234 059/4GI 74-19 6C PC$4.25/MF$2.25 


WRIGHT, DONALD N. 
Development of a System for Identification of Bacteria 
ln on Microcolony Heat Emission and Infrared 
ADT 78 669/2G1 74-14 6M PC$3.25/MF$2.25 


The Relationship of ‘Pseudomonas aeruginosa’ to 
Otitis Externa and Atypical Pneumonia in Divers and 
Swimmers. 

AD-778 670/0GI 


WRIGHT, E.M 


Asymptotic Enumeration of Combinatorial Structures. 
AD-773 659/8GI 74-07 12A_ PC$4.75/MF$2.25 


WRIGHT, F. F. 
Sea, Ice and Surface Water Circulation, Alaskan Con- 


tinental Shelf. 
E74-10118 74-05 8C PC$3.25/MF$2.25 


WRIGHT, F.H.G. 1 


74-08 4A PC$4.75/MF$2.25 


74-14 6M PC$3.25/MF$2.25 


FAIL. 
AD-778 310/3GI 
WRIGHT, G. N. 


Effect of Reactor Coolant Radioactivity Upon Con- 
figuration Feasibility for a Nuclear Electric Propulsion 
Vehicle. 

N74-12364/7GI 


WRIGHT, G. R. JR. 
Temperature Measurement in a High-Temperature Car- 
bon Multilayer Reentry Vehicle Heatshield. 
SLA-73-8014 74-11 18F PC$3.00/MF$2.25 
WRIGHT, G. W. 


1200 exp 0 F Nuclear-Tolerant Electropneumatic Ac- 

tuator for Project Pluto. 

UCRL-12279 74-12 181 
WRIGHT, H. A. 

Isodata: A Computer Program for Calculating Isodata 


Contours. 
ORNL-TM-4296 74-14 18G PC$3.00/MF$2.25 


Microscopic Description of Energy Deposition in Tis- 


sue by Pion BEAMS. 
CONF-730952-7 74-09 6R PC$3.00/MF$2.25 


WRIGHT, H. E. JR. 
Quarternary Geology and Climate. Volume 16 of the 
Proceedings of the 7th Congress of the International 


Association for Quaternary Research, 
PB-231 677/6GI1 74-13 8G PC$6.25/MF$2.25 


WRIGHT, H.N. 


Reprint: Backward Masking for Tones in Narrow-Band 
Noise. 
AD-773 034/4GI 


WRIGHT, |. G. 


Development of High-Emittance Scales on Thoriated 
Nickel-Chromium-Aluminum-Base Alloys. 
N74-14189/6GI 74-08 11F PCS4. 25/MF$2.25 


WRIGHT, IAN G. 


Oxidation and Hot Corrosion of Ni-Cr- and Co-Cr- 
Base Alloys Containing Rare Earth Oxide Dispersions. 
AD-779 057/9GI 74-15 IF PC$S.25/MF$2.25 


WRIGHT, J. B. 


Defense Nuclear Agency Working Cross Section 
Library: Description and Contents. 
ORNL-RSIC-34(Vol.1\(Rev.) 

74-22 20H PC$14.00/MF$2.25 


74-13 9B PC$4.25/MF$2.25 


74-06 21F PC$3.25/MF$2.25 


PC$4.25/MF$2.25 


74-06 SJ Reprint 


WRIGHT, J. F. 


Five-Particle, Shell-Model Calculation Using a Spin- 
Dependent Potential as Applied to exp 101 TC and the 
Nuclear Decays of exp 101 Mo, exp 101 TC, exp 142 


Xe, and exp 142 CS. 
IS-T-619 74-15 20H PC$9.00/MF$2.25 
WRIGHT, J. H. 


Simplexone Controller for Optimization Studies. 
AECL-4219 74-08 181 PC$4.00/MF$2.25 


WRIGHT, J. J. 


Charged Particle Radiation Environment for the LST. 
N74-28156/9GI 74-20 3A PC$3.25/MF$2.25 


WRIGHT, J. L. C. 
Reprint: Production of Bikaverin by ‘Fusarium ox- 
ysporum’ and Its Identity with Lycopersin. 





AD-781 055/9GI 74-17 6M Not available NTIS 


WRIGHT, J. M. 


Reprint: Photoelectron Spectra of Cyclopropylicarbin- 
yl/trimethyltin and Allyltrimethyitin. A Comparison of 
Sigma-Sigma and Sigma-Pi Conjugation. 

AD-781 207/6GI 74-18 7C Reprint 


WRIGHT, J. P. 
Pretest Ground Motion Calculations for the MIXED 


COMPANY Event of the MIDDLE NORTH Series. 
AD-781 316/SGI 74-18 19D PC$6.25/MF$2.25 


WRIGHT, J. R. 
Reprint: ty Kee Research in the National Bureau of 
Standards (U.S.A.): How it Relates to Other Federal 
ncies and to Industry. 
COM-74-S1011/6GI 74-26 13C Not available NTIS 


Reprint: Performance Criteria in Building 

COM-74-50982/9GI 74-26 13M Not ot avaliable NTIS 
WRIGHT, J. W. 

Reprint: Kinesonde Observations of lonosphere 

Modification by Intense Electromagnetic Fields from 


Platteville, Colorado. 
COM-74-10245/0GI 74-06 4A Reprint 
WRIGHT, JEFFREY L. C. 
Reprint: Tenellin and Bassianin, Metabolites of 
“Beauveria Species’. Structure Elucidation with 15N- 
and Doubly 13C-Eariched a. Using 13C 
Nuclear Magnetic Resonance Spectroscop’ 
AD-782 176/2GI 4-19 6 Notas available NTIS 


WRIGHT, JOHN C. 


An Investigation Into the Extent and Cause of 
Eutrophication in Canyon Ferry Reservoir, Montana. 
74-23 6C PC$3.75/MF$2.25 


PB-235 337/3G1 
WRIGHT, JOSEPH P. 


Ground Motion Calculations for Events II and III of 
the MIDDLE GUST Series. 
AD-780 199/6GI 74-16 19D PC$S.75/MF$2.25 


WRIGHT, JUDITH A. 


Evaluation of an Infrared Oil Film Monitor. 
AD-778 814/4GI 74-14 14B  PC$4.75/MF$2.25 


WRIGHT, L. D. 
Reprint: Delta Morphology in Relation to the 


Discharge/W ave-Power Climate. 
AD-787 230/2GI 74-26 8G Reprint 


WRIGHT, LOUIS E. 
Investigations in the Theory of Electron Reactions 


with Nuclei. 
AD-786 774/0GI 74-25 20H PC$3.25/MF$2.25 
WRIGHT, LYNN D. 


Analysis of Major River Systems and Their Deltas: 
Morphologic and Process Comparisons. 
AD-776 258/6GI 74-10 8G PC$S5.25/MF$2.25 


Reprint: Lineaments and Coastal Geomorphic Patterns 
in the Alaskan Arctic. 
AD-782 120/0GI 74-19 8G Reprint 


Reprint: Variability of Modern River Deltas. 

AD-771 264/9GI 74-04 8H Reprint 
WRIGHT, M. C. H. 

Aperture Synthesis Observations of HI in the Galaxy 

M83 


AD-779 371/4G1 
WRIGHT, M. D. 

Natural Thermal Ventilation Experimental Studies. 

AD-785 916/8GI 74-24 158C PC$5.25/MF$2.25 
WRIGHT, M. J. 

Soils of the Mt. Lofty Botanic Garden, 

PB-225 158/SGI 74-02 8M Peas: 75IMF$2.25 
WRIGHT, M. L. 


Feasibility Study of in-situ Source Monitoring of Par- 
ticulate Composition by Raman or Fluorescence 


Scatter. 
PB-225 042/1GI 7D PC$7.25/MF$2.25 
WRIGHT, M. P. 


‘In Situ’ Non-Destructive Testing of Aircraft Struc- 

tures by Holographic Interferometry. 

AD-771 212/8GI 74-04 1C PC$3.25/MF$2.25 
WRIGHT, MAURICE A. 


The Mechanical Properties of Metal Matrix Com- 

posites Subjected to Cyclic Temperature Changes. 

AD-774 890/8GI 74-09 11D PC$S.25/MF$2.25 
WRIGHT, MONTE D. 

Reprint: Soldiers and Statesmen. Proceedings of the 

Military History Symposium (4th) Held at the Air 

Force Academy, Colo., on 22-23 October 1970. 

AD-775 474/0GI 74-09 SI PC-GPO/MF$2.25-NTIS 
WRIGHT, N. 

Bleachable Absorber Laser Amplifier and Detector: 


BALAD. 
AD-780 $63/3GI 74-17 17E =PC$4.75/MF$2.25 


Surface Dressing: A Survey of Windscreen Damage, 
PB-231 392/2GI 74-13 13B 4 PC$3.25/MF$2.25 


74-15 3B PC$3.75/MF$2.25 


74-01 


WRIGHT, ORVILLE R. 
Optimizing the Expectation of Mission Success. 
AD-785 243/7GI 74-23 14D = PC$3.25/MF$2.25 
WRIGHT, PETER 
Evaluation of Respiratory Syncytial Virus ts-1 and In- 
fluenza A (H 3N2) ts-1 Mutants as Vaccine Candidates 


in Children. 

PB-233 670/9GI 74-19 6E PC$3.75/MF$2.25 
WRIGHT, RB. E. 

Investigation of the Effectiveness of Cyclone Separa- 


tors on Fluidic Power Supplies. 
AD-774 370/1GI 7408 13G PC$4.25/MF$2.25 


Preliminary Photolithographic Procedures for Hybrid 

Substrates with Conductive Vias. 

SLA-73-805 74-06 9E °C$3.50/MF$2.25 

Reliability Testing of Laminar Jet Fluidic Elements. 

AD-785 755/0GI 74-24 13G PC$4.25/MF$2.25 
WRIGHT, R. H. JR. 

Numerical Analysis of a Coaxial Flashlamp - Pumped 

Rhodamine 6G Dye Laser. 

AD-774 792/6GI 74-09 20E PC$3.75/MF$2.25 


Reprint: Shock-Wave Termination of Laser Action in 
Coaxial Flash Lamp Dye Lasers. 
AD-775 505/1GI 
WRIGHT, RB. Q. 
Uke-III: A Computer Program for Translating Neutron 
Cross Section Data from the Ukaea Nuclear Data 
Library to the Evaluated Nuclear Data File Format. 
ORNL-TM-2880(Rev.) 74-06 20H PC$3.50/MF$2.25 
WRIGHT, R. W. 


Parametric Study of Pressure Generation and Sodium- 
Slug Energy from Molten-Fuel-Coolant Interactions. 
ANL-8105 74-25 181 PC$4.00/MF$2.25 


WRIGHT, RICHARD N. 


Building Performance in the 1972 

Earthquake. 
COM-73-50971/3GI 

74-05 13M PC-GPO/MF$2.25-NTIS 

Reprint: Buildings in the 1972 Managua Earthquake. 
COM-74-50959/7GI 74-26 13M Not available NTIS 
Reprint: Summary Report Technical Committee No. 
26: Limit States Design. 
COM-74-S0455/6GI 74-15 13M Not available NTIS 


Reprint: Survey of Fire and Live Loads. 

COM-74-50450/7GI 74-14 13M Not available NTIS 
WRIGHT, ROBERT H. 

Retention of Flying Skills and Refresher Training 

— Effects of Nonflying and Proficiency 

Flying. 

AD-774 853/6GI 74-09 SI PC$4.75/MF$2.25 
WRIGHT, SHERMAN E. JR. 


A Proposed Tactical Aatisubmarine Warfare Service 


Utilizing Resonant Bubbles. 
AD-772 789/4GI 74-06 15A PC$3.75/MF$2.25 


WRIGHT, STEPHEN G. 
A Survey of Earth Slope Failures and Remedial Mea- 
sures in Texas. 
PB-224 979/SGI 
WRIGHT, T. L. 
Project Foggy Cloud V, Panama Canal Warm Fog 


Dispersal 
AD-773 473/4GI 74-07 4B PC$4.75/MF$2.25 
WRIGHT, T. R. 
Out-of-Pile Creep Behavior of Uranium Carbide. 
N74-27177/6GI 74-20 18] PC$4.75/MF$2.25 


Preparation of Refractory Cermet Structures for Lithi- 

um Compatibility Testing. 

N74-10543/8GI 714-04 
WRIGHT, THOMAS R. 

Management of Hard Tissue Avulsive Wounds and 

Management of Orofacial Fractures. 

AD-786 684/1GI 74-25 6L PC$4.25/MF$2.25 
WRIGHT, THOMAS W. 

Reflection of Weak Shock Waves in Elastic Solids, 

AD-780 736/SGI 74-17 20L + PC$3.75/MF$2.25 
WRIGHT, W. R. 

Reprint: Abyssal Circulation Over the Greater Aatilles 

Outer Ridge. 

AD-775 961/6GI 
WRIGHT, WAYNE M. 


Reprint: Specularly Scattered Sound and the Probabili- 

ty Density Function of a Rough Surface. 

AD-775 629/9GI 74-10 20A Reprint 
WRIGHT, WILLIAM BH. JR. 


Pulser for EMP Simulation. 
AD-776 344/4GI 74-11 14B 


7409 20E Reprint 


Managua 


74-02 13B PC$5.25/MF$2.25 


11B) PC$3.75/MF$2.25 


74-10 8C Reprint 


PC$4.25/MF$2.25 


WU, F. Y. 


WRIGHTON, MARK 5S. 


Reprint: Electronic Absorption and Emission Spectral 
Studies of Square-Planar Rh({I) and Tr{I) Complexes. 
Evidence for a Charge-Transfer Emitting State. 

AD-785 795/6GI 74-244 7D Reprint 


WRIGLEY, ARTHUR N. 


Process for the Preparation of Surfactants. 
PATENT-3 745 181 74-13 7C Not available NTIS 


WRINKLE, W. W. 


Apparatus for Remote Handling of Materials. 
PATENT-3 790 347 74-12 13L Not available NTIS 


WROBLEWSKI, J. S. 


Reprint: A Simulation of the Mesoscale Distribution of 
the Lower Marine Trophic Levels off West Florida. 
AD-775 912/9GI 74-10 8A _ Reprint 


WRONA, STANISLAW 


Nectar Secretion and Honey Productivity of Cau- 
liflower x Pasture Cabbage Hybrid (Nektarowanie i 
Wydajnosc Miodowa Mieszanca Kalafiora z Kapustq 


Pastewngq), 
TT-73- 9 74-21 6C PC$3.25 
WRONOWSKI, T. 
Influence of Heparin on the Acute Response of Rab- 
bits Exposed to Supralethal Doses of X-Rays. Prelimi- 


nary Information. 
INR-1463 7406 6R PCS$3.00/MFS$2.25 
WRUBLE, D. T. 


Noble Gas Surveillance Network, April 1972--March 


1973. 
NERC-LV-539-504 8H PC$3.25/MF$2.25 
WU, BENJAMIN J.C. 
Computer Programs for Calculating Condensation Rate 
. Steady, Adiabatic Expansions in Supersonic Noz- 
s. 
AD-775 257/9GI 74-09 20D PC$5.25/MF$2.25 
WU, C.K. 
Low Frequency Modes in the Raman Spectra of 
Polyethylene and Paraffins. I. Lattice Vibrations and 
Their Pressure Dependences. 
CONF-730342-1 7402 2L PC$3.00/MF$2.25 
WU, C. T. 
Reprint: Superconductivity and Phase Stability of 
Selenium at High Pressures. 
AD-778 229/SGI 
WU, CHIEN-HENG 


Certain Unresolved Problems in the Theory of ‘eo 
Membranes With and Without Reinforcing Cord 
AD-787 538/8GI 74-26 2K PC$3. 2S/MPS2. 25 


Reprint: Ellipsoidlike Deformations of Tubelike Bal- 
loons-Asym: og Solution with Boundary Layer. 
AD-770 7403 1C Reprint 


WU, CHIN CHANG 


Solar Sea Power. 
PB-228 068/3GI 


WU, CHIN-HUA 8. 
Reprint: Rates of Termination of Radicals in Solution. 
VII. Allylic Radicals. 
AD-776 879/9GI 
WU, CHING CHANG 


Solar Sea Power. 
PB-228 069/1GI 


wu, D.S. 


Mixing Zones Studies of the Waste Water Discharge 
from the Consolidated Paper Com ig into the 
Wisconsin River at Wisconsin Rapids, Wisconsin. 

N74-26871/S5GI 74-20 8H PC$4.25/MFS$2.25 


Remote Sensing in the Mixing Zone. 
N74-19041/4GI 74-13 13B 


WU, E. M. 
The Dependency of Composite Strength on Volume 
Fracti 


raction, 
AD-777 685/9GI 74-12 11D = PC$3.75/MF$2.25 
The Effect of Stress on Diffusion in Composites - Ex- 


perimental Observations, 
AD-774 964/1GI 7409 11D PC$3.25/MFS$2.25 
WU, EDWARD M. 


Basic Failure of Composites. Part 1. Data Averaging of 
Anisotropic Composite Material Constants. 
AD-781 130/0GI 74-17 11D PC$3.75/MF$2.25 


Basic Failure of Composites. Part Il. Diagnostic Ex- 


periment for Laminate Failure. 
AD-781 131/8GI 7417 IID = PC$4.25/MFS$2.25 


oGgs Bee te See 
AD-769 346/8GI 7401 WD PCS$4.25/MFS$2.25 


wu, F.Y 
Repriat: CW Dye Laser for Ultrahigh-Resolution Spec- 


troscopy. 
AD-785 730/3GI 


74-11 


74-13 20L Reprint 


7408 10B PC$5.25/MF$2.25 


74-11 7D Reprint 


7408 10B PC$S5.75/MF$2.25 


PC$3.75/MF$2.25 


74-24 20E Repriat 


PA-1221 











WU, F. Y. 


Reprint: Jet Stream cw Dye Laser for High-Resolution 


Spectroscopy. , 

AD-770 758/1GI 74-03 20E Reprint 
WU, J. B.C. 

Reprint: Stress Fields and Energies of Interface 


Curved Dislocations. 
AD-786 325/1GI 


wu, J3.c 
Potential Flow Studies of Lift-Fan Inflow Interference 


Phenomena. 
AD-773 194/6GI 74-06 20D PC$5.25/MF$2.25 


Reprint: Numerical Solutions of Time-Dependent In- 
compressible Navier-Stokes Equations Using an In- 
apne Formulation. 


74-25 20L Reprint 


770 820/9G 74-03 20D Reprint 
wu, J.J. 
A Thermal, Thermoelastic, and Wear Analysis of 
High-E: Disk Brakes. 
N74-18325/2GI 74-12 131 PC$4.25/MF$2.25 
WU, J. M. 


Aa ~ gamma Solution of Unsteady Transonic Flow 
Problem 
AD-783 621/661 


WU, JAIN-MING 


An Approximate Transonic Calculative Method Ap- 
to Various Smooth Shaped Nose-Cylindrical 


jodies. 
AD-782 968/2GI 74-20 20D PC$3.75/MF$2.25 


A First Order Theory for Transonic Flow over a Coni- 
cal Flare 


AD-782 974/0GI 74-20 20D PC$3.25/MF$2.25 


A Theory for Subsonic and Transonic Flow over a 
Cone - with or without Small Yaw Angle. 
AD-776 374/1GI 74-11 16C PC$4.75/MF$2.25 


WU, JIN 


Correlation of Micro- and Macroscopic Structures of 
Wind Waves and Differential peas and 
Smoothing of Surface Waves by Win 

AD-772 634/2GI 74-06 4B css. 75/MF$2.25 


Effects of Wind-Induced Drift Currents on the 
Propagation of Surface Waves. 
AD-770 145/1GI 74-02 8C PC$3.75/MF$2.25 


Microscopic Structure of Disturbed Water Surface 
under Fiuctuating Winds. 
AD-770 144/4GI 74-02 8C PC$3.75/MF$2.25 


Reprint: Physical and Dynamical Scales for Generation 


74-21 1A PC$3.75/MF$2.25 


of Wind Waves. 
AD-770 359/8GI 74-02 8C Reprint 
Reprint: Prediction of Near-Surface Drift Currents 


from Wind Velocity. 


AD-770 369/7GI 74-02 8C Reprint 

Wind-Induced Drift Currents. 

AD-770 585/8GI 74-02 8C PC$3.75/MF$2.25 
WU, JULIAN J. 


A Unified Finite Element Approach to Columns Sub- 
jected to Nonconservative Loads, with Damping Ef- 
fects and Various End Conditions. 

AD-783 483/1GI 74-21 13M PC$3.25/MF$2.25 


wu, K.C. 


Correlation of Properties and Microstructure in 
Welded Titanium Alloys. 
AD-769 919/2GI 74-02 


WU, KELVIN K. 


Physical Properties and the Mechanics of Penetration 
and Loading of Bulk Materials as Related to Rapid Ex- 
cavation. 

AD-769 885/SGI 


WU, KENNETH K. 
Platelet Typing and Refractoriness to Platelet Transfu- 
sions. 
PB-233 647/7GI 
WU, LUNG-HSIANG 
Theoretical Stress and Stiffness Data for Discretely 
+ om =~ Mgaggaaa Shear Webs with Curvilinear 
ns. 
PB-232 965/4GI 74-16 13M PC$4.25/MF$2.25 
WU, MAO-FOU 
Observation and Analysis of Trace Constituents in the 


11F PC$S.75/MF$2.25 


74-02 13B PC$3.75/MF$2.25 


74-18 6E PC$3.25/MF$2.25 


Stratosphere. 

PB-231 958/0GI 74-14 4A  PC$7.50/MF$2.25 
WU, P.C. 8. 

Sodium Compatibility Studies of Low Friction Carbide 

Coatings for Reactor Application 

CONF-740301-3 74-14 11C PC$3.00/MF$2.25 
WU, PAUL 


Wind Tunnel Tests of Gas Diffusion from a Leak in 
the Shell of a Nuclear Power Reactor and From a 
Nearby Stack, 

COM-73-11882/0GI 


74-01 


18H PC$4.25/MF$2.25 






WU, RICHARD W.-H. 


Experimental Transient and Permanent Deformation 
Studies of Impulsively-Loaded Rings and Cylindrical 
Panels, Both Stiffened and Unstiffened. 

AD-779 485/2GI 74-15 20K PC$S.25/MF$2.25 
Finite-Element Predictions of Transient Elastic-Plastic 
Large Deflections of Stiffened and/or Unstiffened 
Rings and Cylindrical Shells. 

AD-779 453/0GI 74-15 20K PC$7.00/MF$2.25 


wu, 8. 
The Meteorological Effects on Microwave Apparent 


Temperatures Looking Downward over a Smooth Sea. 
N74-10580/0GI 74-04 4B PC$3.75/MF$2.25 


wu, S.M. 


A Note on the Application of Suteeny Stochastic 
Processes for Modeling of Space Serie: 


AD-780 647/4GI 74-17 12A mcs. 25/MF$2.25 
WU, S. T. 

Environmental Design Criteria. 

N74-21431/3GI 74-15 4A PC$3.25/MF$2.25 


A Noncoherent Model for Microwave Emissions and 
Backscattering from the Sea Surface 
N73-33542/4GI 74-02 ay * PC$3.75/MF$2.25 


A Numerical Calculation of Outward Propagation of 


Solar Disturbances. 
N74-32239/7G1 74-25 3B PC$4.75/MF$2.25 


A Study of Dynamical Behavior of Space Environ- 


meat. 
N74-32250/4GI 74-25 4A PC$S5.75/MF$2.25 
A Theoretical Model of the Wave Particle Interaction 


of Plasma in Space. 
N74-32184/SGI 74-25 201 PC$4.25/MF$2.25 


A Theory of Microwave Apparent Temperature over 
the Ocean. 
N74-14270/4GI 74-08 4B PC$6.25/MF$2.25 
Toward Radscat Measurements over the Sea and Their 
Interpretation. 
N74-14269/6GI 

wu, Ss. Y. 
Ferroelectric Displays. 
AD-781 950/1GI 

WU, SHEN-JYH 


Analysis of Unsteady Flow Toward Artesian Wells by 
Three-Dimensional Finite Elements. 
PB-236 925/4GI 74-26 8H PC$6.25/MF$2.25 


WU, SHIOU-FU 


Reprint: Quantum Mechanical Computational Studies 
of Chemical Reactions: II. Isotopic Exchange Reac- 
tions for the Collinear H + H2 System. 

AD-772 361/2GI 74-05 7D Reprint 


WU, SHU-YAU 


Feasibility of Silicon Carbide High Frequency, High 
Power Devices. 


74-08 4B PC$S.25/MF$2.25 


74-19 9E PC$4.75/MF$2.25 


AD-772 642/SGI 74-06 9A PC$3.75/MF$2.25 
WU, T. H. 

Investigation of Soil-Structure Interaction: Flexible 

Culvert Pipes. 

PB-224 974/6GI 74-02 13B PC$4.75/MF$2.25 
WU, T.T. 


Analysis of Crossed Wires in a Plane-Wave Field. 
AD-784 972/2GI 74-23 9E PC$4.25/MF$2.25 


Beyond the Rising Total Cross Sections. 
COO-3227-38 74-21. 20H PC$S5.00/MF$2.25 


WU, T. YAO-TSU 
Reprint: Hydromechanics of Low-Reynolds-Number 
Flow. Part 1. Rotation of Axisymmetric Prolate 


Bodies. 
AD-783 125/8GI 74-20 20D Reprint 


Reprint: Variational Calculus Involving Singular Ia- 

tegral Equations. 

AD-778 475/4GI 74-14 20D Reprint 
WU, TAI T. 


The Horizontal Wire Antenna Over a Conducting or 
Dielectric Half-Space: Current and Admittance, 


AD-781 776/0GI 74-18 9E PC$3.75/MF$2.25 
WU, W.R. K. 

Hydrogenation of Coal and Tar, 

PB.233 396/1GI 74-17 7A  PC$7.25/MF$2.25 
WU, W. Ww. 


Remote Sensing of Pollutants in = sapped by In- 
frared Emission Radiometry-Spectrosc 
PB-229 798/4GI 74-10 14B PCs. 75/MF$2.25 


wu, Y.C.L. 


Magnetohydrodynamic Power Generation with the 

Combustion Products of Char. 

PB-234 395/2GI 74-21 PC$4.25/MF$2.25 
WU, YUAN-LI 

Communist China's Trade Patterns and Economic 

Capability. 

AD-780 119/4GI 


74-16 SC PC$6.25/MF$2.25 





WU, YUNG-CHI 


Material Properties Criteria for Thermal Safety. 
COM-74-50978/7GI_ 74-25 6P Not available NTIS 


Reprint: Osmotic Coefficients and Mean Activity 
— of Uni-univalent Electrolytes in Water at 
COM-74-50098/4GI 74-08 7D Not available NTIS 


Reprint: Young's Mixture Rule and Its Significance. 
COM-74-50980/3GI_ 74-25 7D Not available NTIS 
WUEBBLES, D. J. 


pages ly of Time-Varying Parameters in Stratospher- 


ic Modeli 
UCRL-?. 74-25 4A PC$4.00/MF$2.25 
A Two-Dimensional Theroretical Model for Strato- 


spheric Ozone Density Distributions in the Meridional 


Plane. 
COM-73-50949/9GI 
74-02 4A PC-GPO/MF$2.25-NTIS 

WUEHRMANN, ARTHUR H. 

Dental Radiology Teacher's Manual, 

PB-233 S68/SGI 74-18 6E PC-GPO/MF$2.25-NTIS 
WUENEKE, C. D. 

Comparison of Module Method with an Integrated 

Monte Carlo Method in Calculating Radiation Trans- 

port in Compartment Walls Vergleich der Modul- 

Methode MIT Einer Integralen Monte-Carlo-Methode 

bei der Berechnung des Strahlungstransportes in den 

Waenden Eines Compartments. 

N74-32107/6GI 74-25 


WUENNENBERG, H. 


Vstol Aircraft Stability and Control Experience from 
Methods and Results of Do 31 Flight Tests. 
N74-21651/6GI 74-17 1C PC$4.75/MF$2.25 


WUENSCH, BERNHARDT J. 

Self-Diffusion in Silicon Nitride. 

AD-779 901/8GI 74-16 11B PC$3.75/MF$2.25 
WUENSCHER, JAMES E. 


Landscape Compartmentalization: An Ecological Ap- 
proach to Land Use Planning, 
PB-231 554/7GI 74-13 


WUERKER, R. F. 


Application of Holography to Flow Visualization 
within Rotating Compressor Blade Row. 


18F PC$5.25/MF$2.25 


13B PC$S.25/MF$2.25 


N74-18152/0GI 74-12 21E PC$S5.75/MF$2.25 
WUERZ, H. 

Neutron Thermalization in Liquid Ortho- and Para- 

Hydrogen. 

KFK-1697 74-04 20H PC$8.25/MF$2.25 


Theoretical and Experimental preter al of Ore 
po nye by Neutron — gamma Radia 
KFK-177 74-02 81 PCS$S. SO/MPS2. 25 


WUEST, W. S. 


Solid Motor Diagnostic Instrumentation. 
N74-15459/2GI 74-09 21H PC$4.75/MF$2.25 


WUKELIC, GEORGE E. 


Relevance of ERTS-1 to the State of Ohio. 
E74-10250 74-07 8F PC$3.75/MF$2.25 


Relevance of ERTS-1 to the State of Ohio. 
E74-10641 74-19 8B PC$3.25/MF$2.25 


WULF, WILLIAM A. 
ALPHARD: Toward a Language to Support Structured 


Programs. 
AD-785 417/7GI 74-23. 9B PC$3.25/MF$2.25 


The Design of an Optimizing Compiler, 
AD-773 838/8GI 74-07 9B PC$S.25/MF$2.25 


WULFECK, J. W. 
Transfer of Training from Predictor to Conventional 


Displays. 
AD-777 171/0GI 74-12 SI PC$3.25/MF$2.25 
WULFECK, WALLACE H. Il. 


1974 Proceedings: Annual Interdisciplinary Conference 
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Gua, and Firing Schedule, 
AD-785 701/4GI 14-24 


YALCINTAS, M. G. 


Calculation of the Radiation Dose to the Trabecular 
Section of a Rat Femur. 
UR-3490-583 


YALI, N. N. 
The Crumbling of Clods in the Inter-Rows (Droblenie 


74-13 7D Not available NTIS 


"74-23 60 PC$3.25/MF$2.25 


74-19 7C PC$3.25/MF$2.25 


74-11 


2. 
11F 6PC$3.25/MF$2.25 


PC$3.25/MF$2.25 


19F PC$3.25/MF$?.25 


74-24 6R PC$10.75/MFS$2.25 


Komev v Mezhduryadyakh), 
PB-225 193-T/GI 7401 2C PC$3.25/MF$2.25 
YALOF, STANLEY 


Continuous Pass Fluoridized Wire Coatings. 
AD-784 224/8GI 74-22 11C PC$3.25/MFS$2.25 





YAMABAYASHI, H 


Production of Mercury-197 and -203. 3. Labeling of a 
Large Quantity of Metallic Mercury by Heterogeneous 
Isotope-Exchange Reaction. 

JAERI-M-5320 74-13 7E PC$4.00/MF$2.25 


YAMADA, H. 
An Analysis of the Equation of Motion for Rotary- 
Drive Vibratory-Output Gyros. 
N74-23055/8GI 74-18 17G PC$3.25/MF$2.25 
Study of a Radial-Exiting Hysteresis Gyro Motor. 
N74-22875/0GI 74-18 9C PC$3.25/MF$2.25 
YAMADA, KOICHI 


Novel Process of Producing L(+)-Tartaric Acid. 
PATENT-3 585 109 74-17 6M Not available NTIS 


YAMADA, M. 
Thermal Degradation and Stabilization of 
Epichlorohydrin Rubbers. 
N74-32990/SGI 74-26 113) PC$3.25/MF$2.25 
YAMADA, R. 


Computer Programs for the Analysis of Fuel-Rod 
Behaviors. 
JAERI-M-5628 


YAMADA, ROBERT T. 


Optimized Lead Selenide Detector Array. 
AD-917 628/0GI 74-18 17E PC$4.25/MF$2.25 


YAMADA, Y. 


Soft Phonon Modes in Cspbcl sub 3 . 
BNL-18247 7407 20L PC$3.00/MF$2.25 


YAMAEEV, R. M. 


Ccba Calculation for the exp 154 SM(D,p) exp 155 SM 
Reaction at E/sub D/ = 12 Mev. 
JINR-E4-7596 74-14 20H PC$3.00/MF$2.25 


YAMAGATA, N. 


Report of the Japanese Antarctic Research Expedition 
in Dry Valleys, Victoria Land--Translation. 
AD-772 764/7GI 7406 8D PC$3.25/MF$2.25 


YAMAGISHI, S. 


Removal of Fission Gas Release Loop from Jrr-3. 
JAERI-M-5511 74-26 18E PC$3.75/MF$2.25 


YAMAGUCHI, 


74-24 183 PC$7.50/MF$2.25 


Physical Properties of the Powder Polyethylene 
Produced by Radiation-Induced Polymerization 
(Takathene). 


JAERI-M-5524 
YAMAGUCHI, K. 


Primary Structure and Molecular Weight Distribution 
of Radiation-Polymerized Ly ye me “Takathene 
JAERI-M-5570 74-25 7E PC$3.75/MF$2.25 


Properties of Polyethylene Produced by Radiation 
Polymerization of Ethylene in Gas Phase. 
JAERI-M-5592 74-25 TE PC$4.25/MF$2.25 


YAMAKAWA, GEORGE M. 


74-24 TE PC$4.75/MF$2.25 


Attack Helicopter Evaluation, Blackhawk S-67 
Helicopter. 

AD-771 161/7GI 74-04 1C PC$7.00/MF$2.25 
Attack Helicopter High-Altitude Evaluation, 


Blackhawk S-67 Helicopter. 
AD-771 051/0GI 74-04 1C PC$3.75/MF$2.25 


Engineering Flight Test, AH- “ Helicopter, 

Heavyweight Autorotational Evaluatio 

AD-785 $53/9GI 74-23 1C mPcss -75/MF$2.25 
YAMALEEV, R. M. 


Possibilities in Calculations of Stripping Form Factors. 
JINR-P4-7425 74-06 20H PC$3.75/MF$2.25 


Wave Functions and Particle Transfer Form Factors of 

exp 42 Ca and exp 18 O. 

JINR-E4-7959 74-24 20H PC$4.50/MF$2.25 
YAMAMOTO, A. 


Aerodynamic Investigation of an Air-Cooled Axial- 
Flow Turbine. Part 1: Turbine Design and eo 
Stage Performance Without Supply of Cooling-A 

N74-30241/5GI 74-24 21E PC$3. 75/MFS2. 25 


YAMAMOTO, HARRY Y. 
System for Stirring Reaction Mixtures in Cuvettes 
While Making Conitinuous Measurements in a Spec- 


trophotometer. 
PB-226 058/6GI 7404 7D PC$3.25/MF$2.25 


YAMAMOTO, K. 
Production of Mercury-197 and -203. 3. Labeling of a 
Large Quantity of Metallic Mercury by Heterogeneous 
Isotope-Exchange Reaction. 
JAERI-M-5320 74-13 TE PC$4.00/MF$2.25 
YAMAMOTO, N. 
Anisotropy of Electron Distribution Function of after- 


Glow Plasma Generated by Electron Cyclotron 
ia Heating and Confined in Magnetic Mirror 


IPPJ-175 74-25 201 PC$3.25/MF$2.25 


Anisotropy of Electron Distribution Function of after- 
Glow Plasma Generated by Electron Cyclotron 
Resonance Heating and Confined in Magnetic Mirror 
Field. 
N74-19339/2GI 
YAMAMOTO, R. H. 


Model Highlighting the Security of Operating Systems. 
UCRL-75667(Rev.1) 74-25 9B PC$4.00/MF$2.25 


YAMAMOTO, T. 


Observation of Ion Acoustic Wave by Microwave 
Scattering Method 
IPPJ-172 74-25 201 PC$3.25/MF$2.25 


Observation of lon Acoustic Wave by Microwave 


Scattering Method. 
N74-12409/0GI 74-06 201 PC$3.75/MF$2.25 


Spectrophotometric Study of the Reaction Between 
Thorium and Chlorophosphonazo-lIll. 
JAERI-M-5426 74-18 7D MF$2.25 


YAMAMURA, HENRY I. 
Choline: High Affinity Transport into Synaptosomes of 


Rat Brain. 
AD-774 813/0GI 74-09 6A PC$3.75/MF$2.25 
YAMAMURA, S. H. 


Reprint: Buoyant Convection in Radiating Horizontal 
Fluid Layers. 
AD-1777 349/2GI 


YAMAMURA, S. S. 


Determination of Acidity of Complex Solutions Using 
an a-Silicon/Stainless Steel Electrode. 
CONF-740314-2 74-22 183 PC$4.50/MF$2.25 


YAMANE, K. 


An Observation on Spanwise Distribution of Vertical 
Atmospheric Turbulence. 
N74-22674/7GI 74-18 


YAMASHITA, MICHIKO 
Enzymatic Improvement of Soybean Flavor and Sta- 


bility 
PATENT- 3 585 047 
YAMASBHITA, S. 


Eddy Current Effects in the Bore Tubes of Linac 

Focusing Magnets. 

KEK-73-1 74-21 
YAMASBHITA, YOSHIHIKO 


Hawaii's Floating City Development Program. Internal 

Thermal and Humidity Control. 

COM-74-10323/SGI 74-09 13M = PC$S5.75/MF$2.25 
YAMATE, GEORGE 

Development of Emission Factors ne Estimating At- 


mospheric Emissions from Forest Fire: 
PB-230 889/8GI 74-12 13B PCSS. 75/MF$2.25 


YAMATO, H. 


Conceptual Design of a Gas Cooled Tokamak Reactor. 
JAERI-M-5502 74-25 18A PC$3.25/MF$2.25 


Experimental Observation of Collisionless Drift Waves 

in the Jaeri Toroidal Hexapole (Jft-1). 

JAERI-M-5263 74-12 201 
YAMAUCAI, 8. 

Energy Wave Number Characteristics for Cubic 

Systems with Anisotropic Linear-Expansion-Coeffi- 

cient Tensor. Fifth Topical Progress Report, January 1- 


-December 31, 1973. 
UCLA-34-P-201-8 74-16 20L PC$4.75/MF$2.25 


Kinetics of Order--Disorder. Fourth Topical Progress 

Report, January 1--December 31, 1973. 

UCLA-34-P-201-7 7407 20L PC$3.75/MF$2.25 
YAMAUCHI, HIROSHI 


Hawaii's \ oe of Water Rights: An Economic 
Evaluatio 


74-13 201 PC$3.25/MF$2.25 


74-12 20D Not available NTIS 


1A PC$3.25/MF$2.25 


74-17 6H Not available NTIS 


20G = PC$4.00/MF$2.25 


PC$4.00/MF$2.25 


PB-225 563/6GI 74-03 SD PC$3.75/MF$2.25 
YAMAUCAHI, T 

Cam by Controllable Color Changes. 

AD-782 845/2GI 74-20 7D PC$4.25/MF$2.25 
YAMAURA, Y. 


Development of a High Temperature Strain Gage. li. 
JAPFNR-141 74-14 14B PC$S.00/MF$2.25 


YAMAWAKI, M. 


Vaporization Behavior of Silicon Nitride 
AD-773 333/0GI 74.07 11B PC$3.75/MF$2.25 


YAMAZAKI, Y 
Study on the Behavior of Fission Products in Sodi- 
um(1). First, Second, Third, and Fourth Sodium Circu- 


lation Experiments. 
JAPFNR-142 74-21 18E PC$5.S0/MF$2.25 


Vibrations of Jpdr-II Fuel Rod Induced by Coolant 


Flow. 
JAERI-M-5478 18E =PC$4.75/MF$2.25 
YANAGDDA, NORIO 


Hypolimnetic Flow Regimes in Lakes and Impound- 
meats. 
PB-235 391/0GI 


74-26 


74-23 8H PC$7.00/MF$2.25 


YANG, CHENG Y. 


YANAI, M. 


Determination of Bulk Properties of Tropical Cloud 

Clusters from Large Scale Heat and Moisture Budgets, 

Appendix B. 

N74-12151/8GI 
YANASE, M. 

A Swidy on the Role of the Brain in the Establishment 

- Adaptation to Repeated Immobilization Stress. Part 

Changes in Brain Activity and eel Functions 

pi Repeated Immobilization Stre 

N74-22722/4G1 74-18 68 “PCs. 75/MF$2.25 
YANCEY, DEAN 

A Feasibility Study for a Mobile Submersible Vehicle 

to be Used for the Control, Management, Study of 

Natural Processes, Protection and Conservation of In- 


land Water. 
PB-236 914/8GI 13) PC$4.25/MF$2.25 
YANCEY, R. B. 


Summary of Stability and Control Characteristics of 

the Xb-70 Airplane 

N73-31958/4GI1 
YANCEY, T. 


Recent Sediments of the Central California Continental 
Shelf, Pillar Point to Pigeon Point. Part C. Interpreta- 
tion and Summary of Results. 
AD-773 464/3GI 74-07 
YANCHENKO, E. L. 


Influence of a Change in Humidity on the Optical and 
Microphysical Properties of an Atmospheric Aerosol-- 


74-11 4A PC$3.25/MF$2.25 


74-06 4A PC$3.75/MF$2.25 


74-26 


74-02 1C PC$4.25/MF$2.25 


8) PC$4.75/MF$2.25 


YANCISIN, G. J. 


— (Fleet Ballistic Missile) Weapon System Provi- 
joning Study, 
AD-778 061/261 


YANDELL, E. L. JR 


Analytical Modeling of Thermal Discharges. A Review 
of the State of the ART. 
ANL/ES-18 


YANENKO, N. N. 


An Implicit System for Calculation of Flow of a 
Viscous, Heat-Conducting Gas. 
N74-31763/7GI 74-25 20D PC$3.25/MF$2.25 


YANEVA, N. B. 


Analysis of Experimental Data Taking into Account 
Electron Correlations. 
JINR-P 10-7302 


YANEY, PERRY PAPPAS 


Optical Studies of Gd(3+) in the MeF2 Systems. 
AD-783 330/4GI 74-20 7D PC$3.75/MF$2.25 


YANG, A. C. 


Reprint: Silicon Schottky Retinas for Infrared Imaging. 
AD-775 213/2GI 74-09 17E Reprint 


YANG, A. LC. 
Long-Lived Radionuclides Produced at Bikini and 
Eniwetok Atolls (I). 
RLO-2225-T-18-3 
YANG, B. T. 
Gaseous Dispersion into Stratified Building Wakes. 
COO-2053-3 74-21 8H PC$8.75/MF$2.25 
YANG, C 
Many-Particle Theory of Nuclear Systems with Appli- 
cation to Neutron Star Matter. 
N74-12479/3G1 74-06 3B PC$3.75/MF$2.25 
Production of Radiation by a Charged Particle Moving 
Through a Continuous Periodic Medium. 
BNL -tr-547 7408 20H PC$4.00/MF$2.25 
YANG, C. C. 


Reprint: Immunochemical Studies on the Tryptophan- 
Modified Cobrotoxin. 


74-13 1SE PC$6.25/MF$2.25 


74-22, 8H PC$7.60/MF$2.25 


74-06 18D PC$3.25/MF$2.25 


74-04 18H PC$3.50/MF$2.25 


AD-774 000/4GI 74-08 6A Reprint 

Reprint: lodination of Cobrotoxin. 

AD-774 O11/1GI 7408 6T Reprint 
YANG, C. 8. 

Contribution to the Theory of Indexing. 

PB-226 063/6GI 7404 SB PC$3.25/MF$2.25 
YANG, CHEN-CHUNG 


Structure-Activity Relationships and Immunochemical 

Studies on Cobrotoxia. 

AD-779 433/2GI 
YANG, CHEN-I. 

Analysis of Rain Erosion of Coated Materials. 

AD-769 448/2GI 7401 11C PC$4.25/MFS$2.25 
YANG, CHENG Y. 

Estimation of Stationary and Non-Stationary Ocean 

Wave Spectra. 

AD-772 105/3GI 


74-15 6A PC$3.75/MP$2.25 


7405 8C PCS$3.75/MF$2.25 


PA-1225 





YANG, CHIH TED 


YANG, CHIH TED 
Unit Stream Power for Sediment Transport in Natural 


Rivers. 
PB-236 415/6GI 74-26 8H PC$3.75/MF$2.25 


YANG, CZAU-SIUNG 
Reprint: Reproductive Parameters of the Taiwan Mon- 
key (Macaca cyclopis). 
AD-782 799/1GI 
YANG, D. P. 
Development of Rabbit Diploid Cell Strains. 


74-20 6C Reprint 


PB-234 714/4GI 74-22 6C PC$S5.25/MF$2.25 
YANG, D. Y. 
Reprint: Scanning Electron Micrographs of Self- 


} anyone Breakdown Regions in Al-Si02-(100)Si 
‘truct 


AD-784 691/8GI 74-22 20L Reprint 
YANG, J.C. 8. 

Analysis of Rigid Polyurethane Foam as a Shock 

Mitigator. 

AD-772 484/2GI1 74-06 19H PC$4.25/MF$2.25 


Application of Nonlinear Analysis (Plastic) to NAS- 
TRAN using RING Elements Including Aspect Ratio 
Effect. 

AD-774 255/4GI 74-08 19A PC$4.75/MF$2.25 


Attenuation of Stress Waves in Single and Multi- 

Layered Structures. 

N74-16585/3GI 
YANG, J. M. 


Representation of Information in the Design-Construc- 
tion Process. 


74-10 22B PC$7.25 


AD-784 926/8GI 74-23, SA PC$3.75/MF$2.25 
YANG, J. Y. ‘ 
Determination of the Formation Mechanisms and Com- 


sition of Photochemical Aerosols. 
-230 987/0GI 74-11 7E PC$S.25/MF$2.25 


YANG, JANN-NAN 


Reliability Analysis of Fatigue-Sensitive Aircraft Struc- 
tures Under Random Loading and Periodic Inspection. 
AD-779 830/9GI 74-16 11F PC$4.25/MF$2.25 


YANG, L. 


Post-Operational Examinations of Two Carbide-Fueled 
in-Pile Converters. 
GA-11004 


YANG, L. C. 


Optically Actuated Two Position Mechanical Mover. 
PATENT-3 798 896 74-15 131 Not available NTIS 


Optically Detonated Explosive Device. 
PATENT-3 812 783 74-20 19A Not available NTIS 


YANG, MARK C. K. 


Time Series Analysis of Gunner Tracking Error. 
AD-771 933/9GI 74-05 19E PC$7.00/MF$2.25 


YANG, N.C. 
Reprint: 2,3-Naphtho-2,5-bicyclo(2.2.0)hexadiene. 
AD-782 188/7GI 74-19 7C Reprint 
YANG, PAUL JING-YEA 
Studies in the Analysis of Metropolitan Water 
Resource System. Volume VIII. Some Data and 
Methods for Analyzing Metropolitan Wastewater 
Reclamation and Reuse Systems. 
PB-230 435/0GI 74-11 13B PC$6.25/MF$2.25 
YANG, SEN-CHI 
Low Sensitivity Design of Optimal Feedback Systems 
for Longitudinal Control of Automated Transit Vehi- 


cles, 
PB-231 441/7GI 


74-09 18N PC$5.50/MF$2.25 


74-12 13F PC$6.25/MF$2.25 
YANG, T. 
Test Train Program 
PB-226 048/7GI 74-04 13F PC$S5.25/MF$2.25 
YANG, T. K. 


Effect of Hyperbaric Exposure at 9.6 ATA (N2-02) 
and Fast Decompression on Sphingoglycolipids of Rat 
Liver, Plasma, and Red Bleod Cells. 

AD-780 153/3GI 74-16 6S Reprint 


YANG, T. T. 
Characterization of Self-Focusing Mechanisms in 
Laser Materials. Interim Final Report, February 14, 


1974. 
UCRL-13597 74-22 20E PC$4.25/MF$2.25 
YANG, W 


Search for Massive Long Lived Particles in Aluminum 
haw Irradiated by 300 Gey and 400 Gev Protons. 
3071-29 74-16! 20H PC$4.50/MF$2.25 


YANG, W. H. 
Saye of Dynamic Deformation of a Porous Medi- 


PB.232 882/1GI 74-16 11F PC$3.25/MF$2.25 
Dynamic Analysis of the Deformation of Structures 


| and of Metal Forming. 
PB-232 552/0GI 74-15 11F PC$3.75/MF$2.25 


PA-1226 


Modeling, Simulation and Verification of Impact 


Dynamics. Volume 2. State of the Art, Computer 

Simulation of Vehicle impact. 

PB-229 226/6GI 74-10 13L PC$4.75/MF$2.25 
YANG, WEN-JEI 


Heat Transfer and Flow hme Performance of 
Heated Perforated Flat Plate 
PB-236 675/SGI 4-26 


YANICHKIN, L. P. 


Conversion of Liquid Hydrocarbons--Tran 
AD-780 995/7GI 74-17 7A Poss. aS/MPS2. 25 


YANKO, RONALD E. 
Design of Training Systems, Phase 1 Report. Volume 


1. 
AD-774 931/0GI 74-09 SI PC$11.50/MF$2.25 


Design of Training Systems, Phase 1 Report. Volume 
2. Appendices. 
AD-774 932/8GI 


YANO, S. 


Calibration of the Neutral Particle Energy Analyzer at 

the Energies from 0.3 to 4.0 Kev for Measurement of 

Ion Temperature of Plasmas. 

JAERI-M-5275 74-18 201 MF$2.25 

Measurement of the lon Temperature for the 

Discharge Condition Case 2 in Jft-2 (Tokamak Device). 

JAERI-M-5276 74-18 201 MFS$2.25 
YANO, Y 

Radionuclide Generators: Current and Future Applica- 

tions in Nuclear Medicine. 

LBL-2446 74-16 18B PC$3.50/MF$2.25 

Rubidium-81 Used as a Myocardium Imaging Agent. 

LBL-2157 74-07 60 PC$3.00/MF$2.25 


YANOFF, MYRON 


Reprint: Histopathology of Transient Neonatal Lens 
Vacuoles. 
AD-771 241/7GI 74-04 6E Reprint 


Reprint: Pigmentary ‘Glaucoma’. A Histologic Study. 


13A PC$5S.75/MF$2.25 


74-09 SI PC$7.25/MF$2.25 


AD-783 207/4GI 74-20 6E Reprint 
YANOV, A. E. 

Sorption Pump--Translation. 

AD-779 203/9GI 74-15 13K PC$3.25/MF$2.25 


YANOVITSKAYA, G. T. 


Approximation of the Geometric — of the Moon 
Using Spherical Harmonics--Transla‘' 
AD-778 633/8GI 74-14 3B C33: 25/MF$2.25 


YANOW, G. 


High Enthalpy Hypersonic Boundary Layer Flow. 
N73-32187/9GI 74-02 20D PC$6.25/MF$2.25 


YANOWITZ, FRANK G. 
Reprint: Quantitative Exercise Electrocardiography in 
the Evaluation of Patients with Early Coronary Artery 
Disease. 
AD-778 396/2GI 74-14 6E Reprint 


Reprint: The Correlation of Coronary Angiography and 
Abnormal Electro-Cardiographic Response to Maximal 
Treadmill Testing in Seventy-Six Asymptomatic Men. 

AD-771 864/6GI 74-05 6E Reprint 


YANSON, I. K 


Weak Superconductivity and Macroscopic Coherent 
States in Superconductors--Translations. 
AD-770 734/2GI 74-03 20L PC$3.25/MF$2.25 


YANSSEN, D. 
Properties of Low-Lying Collective States of Even Mo 


Isotopes. 
JINR-P4-7533 74-14 20H PC$3.00/MF$2.25 
YANTOVSKIHL, E. I. 


Magnetohydrodynamic Generators--Tran: 
AD-779 787/1GI 74-15 10B Pest? OS /MPS2. 25 


YANUTSH, D. A. 


Statistical Methods of Studying Natural Objec 
JPRS-62251 74-21 8B PCS$S. OSIMPS2. 25 


YANYSHEVA, N. YA. 
Determination of Maximum Permissible Concentration 
of Benzo(a)pyrene in the Atmosphere of Populated 


Areas--Translation. 
AD-786 344/2GI 74-25 63 PC$3.25/MF$2.25 
YAO, ANDREW CBHI-CHIH 


On A Problem of Katona on Minimal Separating 


stems, 
Pbene 917/7G1 74-11 12A  PC$3.25/MF$2.25 
On the Evaluation of Powers, 
PB-236 332/3GI 74-26 12A PC$3.25/MF$2.25 


YAO, FOONG FRANCES 
On Lower Bounds for Selection Problem 


PB-230 950/8GI 74-12 12B PCS4.25/MFS2. 25 
YAO, SAM 

Low-Radar-Cross-Section OH-6A Helicopter Tail 

Rotor Blade. 

AD-781 564/0GI 74-18 1C PC$4.25/MF$2.25 





YAO, Y. P. 


Quantization and Gauge Freedom in a Theory with 
Spontaneously Broken Symmetry. 
COO-1112-189 74-10 20) PC$4.50/MF$2.25 


Verification of Multiplicative Renormalization of a 
Model with Spontaneously Broken Symmetry 
COO-1112-190 74-10 203 PC$3.00/MF$2.25 


YAP, WILLIAM 
Reprint: Binding of Ions to Oligopeptides. 
COM-74-5S09S0/6GI 74-25 6A Not available NTIS 
YAPLEE, BENJAMIN S. 


Nadir Seeker Orientation of a Space Vehicle in Rela- 

tion to the Planet Being Orbited. 

PATENT-3 774 207 74-26 22A Not available NTIS 
YAR-MUKHAMEDOV, SH. KH. 


Study of Wear-Resistance in Nitrided Electrolytic 
Coatings on Some Alloyed Steels--Translation. 
AD-782 831/2GI 74-20 11C PC$3.25/MF$2.25 


YARBRO, O. O. 
Iodine Scrubbing from off-Gas with Concentrated 
Nitric Acid. 
CONF-740807-15 
YARBROFF, I. 


The Role of Atmospheric Carbon Monoxide in Vehicle 
Accidents, 
PB-233 318/SGI 74-18 


YARBROUGH, DAVID W. 
Reprint: Low Temperature Formation of Silicon 
Oxide. 
AD-773 991/SGI 
YARBROUGH, S. H. 
Limit Criteria for Low Cost Airframe Concepts. 
AD-777 572/9GI 74-12 1C PC$S5.25/MF$2.25 
YARDLEY, JAMES T. 


Reprint: Infrared Up-Conversion with Resonantly 

Two-Photon Pumped Metal Vapors. 

AD-781 455/1GI 74-18 20F Reprint 
YAREMENKO, B. R. 

The Course of Traumatic Shock in Dogs Sustaining 

Prolonged Hypodynamia. 

N74-17815/3GI 74-12 6S PC$3.25/MF$2.25 

Influence of Prolonged Hypodynamia on Certain 

Physiological Functions in Dogs. 

N74-19752/6GI 74-14 6S PC$3.25/MF$2.25 
YAREMENKO, YU. V. 

Turbo-Cooling Installation--Translation. 

AD-781 238/1GI 74-18 13A  PC$3.25/MF$2.25 
YARGER, H. L. 

Kansas Environmental and Resource Study: A Great 


Plains Model. 
E74-10229 7407 8F PC$4.25/MF$2.25 


YARGER, HAROLD L. 
Kansas Environmental and Resource Study: A Great 
Plains Model. 
E74-10091 7403 8F PC$3.75/MF$2.25 
Kansas Environmental and Resource Study: A Great 
Plains Model. Monitoring Fresh Water Resources. 
E74-10342 74-10 8H PC$3.25/MF$2.25 


Kansas Environmental and Resource Study: A Great 
Plains Model. Monitoring Fresh Water Resources. 


74-25 


18G PC$4.00/MF$2.25 


13L PC$4.75/MF$2.25 


74-08 7D Reprint 


E74-10776 74-26 8H PC$4.25/MF$2.25 

Skylab Study of Water Quality. 

E74-10735 74-23 8H = PC$3.25/MF$2.25 
YARIN, L. P. 


Investigation of the Influence of Low-Frequency Pul- 

hom on the Aerodynamics of a Gas Flame--Transla- 

AD: 775 783/4G1 
YARIO, W.R 


Final Report on the Testing of Graphite- ant “ome 
Rocket (Rover) Fuel in a Pulsed Reactor (Trea 
ANL-6783 74-25 18N PC$7. TS /MPS2. 25 


YARIV, A. 


Reprint: Channel Optical Waveguides and Directional 
Couplers in GaAs-Imbedded and 
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AD-777 067/0GI 74-12 $3| PC$3.75/MF$2.25 
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AD-780 749/8GI 74-17 {7G PC$S.75/MF$2.25 
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UH-511-145-73 74-16 20G PC$4.00/MF$2.25 
YOUNT, S. L. 
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YOUSSEF, A. M. 
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ield. 
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YOUSSEF, H 

Fourier Realization of the Optimal Phase Demodulator, 

AD-770 175/8GI 7402 12A_ PC$3.25/MF$2.25 
YOXTHEIMER, J. A. 

Software Reliability Study. 

AD-787 784/8GI 74-26 9B PC$S5S.25/MF$2.25 
YU, C.L. 


Flush-Mounted Antennas Radiating on Aircraft Type 
Surfaces. 
N74-28707/9GI 74-22 9E PC$4.25/MF$2.25 


A Study of KC-i35 Aircraft Antenna Patterns. 
N74-26663/6GI 74-20 9E PC$3.25/MF$2.25 


A Technique to Combine the Geometrical Theory of 
Diffraction and the Moment Method. 


74-17 SI PC$S.7S/MF$2.25 


74-06 7D Reprint 


74-08 201 PC$3.25/MF$2.25 


AD-777 976/2GI 74-13 9E PC$3.75/MF$2.25 
YU, C. T. 

Contribution to the Theory of Indexing. 

PB-226 063/6GI 74-04 SB PC$3.25/MF$2.25 
YU, CHEN-FU 
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YU, H.M. 
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YU, HENRY H. S. 


An assessment of Instrumentation and Monitoring 
Needs for Significant Air Pollutants Emitted by Air 
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Pollutants. 
AD-778 938/1GI 74-14 13B PC$7.00/MF$2.25 
YU, J.C. M. 


Stress Distribution of a Cylindrical Shell Nonradially 

Penetrated into a Spherical Pressure Vessel. 

CONF-731003-3 74-02 13M PC$4.00/MF$2.25 
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Radiation Field Compression by Dispersive Broadband 

Antennas. 

AD-783 278/SGI 
YU, KARL K. 


GEISHA Semiconductor Reliability Studies. A Portion 
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74-20 9E PC$10.25/MF$2.25 


AD-777 054/8GI 74-11 9A PC$S.25/MF$2.25 
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Reprint: Dynamics of Charged Vortex Rings in Super- 
fluid Helium. 

AD-776 864/1GI 74-11 20M Reprint 
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AD-784 009/3GI 74-22 12B PC$3.75/MF$2.25 
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AD-783 075/SGI 74-20 12B PC$3.25/MF$2.25 
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YU, P. Y. 
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Myocardial Infarction Research Unit: Comprehensive 
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PB-231 195/9GI 74-12 6E PC$7.00/MF$2.25 
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AD-778 413/SGI 74-14 20L PC$4.25/MF$2.25 


Reprint: Anomalous Temperature Dependence of the 
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YU, SHAW L. 


Unrecorded Pollution and Dynamics of Biochemical 
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YU, W.S. 
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upplies. 
N74-29571/8GI 74-24 9C PC$3.75/MF$2.25 
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YU, Y. P. 
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BNL-18672 74-16 20H PC$4.00/MFS2. 25 
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BNL-18671 74-16 20H PC$3.00/MF$2.25 
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74-16 20H PC$3.00/MF$2.25 


74-12 13B PC$4.75/MF$2.25 


74-15 21D PC$4.00/MF$2.25 


74-11 10B PC$S5.75/MF$2.25 
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Localized Thermal Pollution in Shallow Streams (Near- 
Field Temperature Distributions). 


74-02 20H PC$3.25/MF$2.25 
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YUAN, L. C. L. 

Recent Progress in the Transition Radiation Detector 
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N74-14121/9GI 74-08 18D PC$3.25/MF$2.25 
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PB-227 715/0GI 74-09 
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Soil Mechanics and Bituminous Materials Research 
Laboratory. Design Considerations for Asphalt Pave- 
ments. 
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YUCKER, W.R. 
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YUDIN, L. A. 
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the Atmosphere--Translation. 
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YUDINA, T. V. 
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YUDOVIN, B.S. 
Marine Combined Plants with Booster Engines--Trans- 


AD-78S 341/9GI 
YUE, ALFRED S. 

High Strength Eutectic Composites. 

AD-776 412/9GI 74-11 11D PC$3.25/MF$2.25 
YUE, H. J. 


Microwave-Optical Double Resonance (Modr) Spec- 
troscopy of the Lowest Triplet States of Halogenated 


Benzenes. 
COO-3435-16 74-24 7C PC$10.50/MF$2.25 


YUE, JOHN T. 
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Soft-X-Ray Emission Spectra of Metals. 
AD-776 601/7GI 74-11 
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Below the Surface of the Ground. 
AD-771 988/3GI 7405 17D PC$7.00/MF$2.25 


Passive Location of an Airborne Transmitter by 
Microwave Holography. 
AD-781 772/9GI 


YUEN, HORACE P. 
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Systems via Optimal Quantum State Generation. 
AD-775 888/1GI 74-10 17B PC$4.25/MF$2.25 


Reprint: Multiple-Parameter Quantum Estimation and 
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Conducted in the Gemini and APOLLO Programs: 
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74-24 9B PC$S.25/MF$2.25 
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During the Gemini and POLLO Programs 
(Alterations in Blood and Steletal Apparatus, Mineral 
and Electrolyte Metabolism in the Astronauts). 
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Urban-Field Land Use from RB-57 Photography: The 
Boston and New Haven Areas. 
PB-225 116/3GI 74-01 
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IPRS-62360 74-20 20D PC$3.25/MF$2.25 
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IPRS-62385 74-20 20D PC$3.25/MF$2.25 
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ITF-73-169P 74-24 11F PC$5.50/MF$2.25 


System of Charged Particles Limited by the Plane Sur- 
face. 
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Molecules at T = OK. 
AD-778 830/0GI 


YUKOV, E. A. 
Broadening of Spectral Lines of Unhydrogenlike lons-- 
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Diagnostics of Dense Laser Plasmas and Superdense 


Hot Plasmas, 
JPRS-61878 
YULDASHEV, A. KH. 
Isolation and Separation of Water Soluble Cotton Seed 
Proteins by Ion Exchange Resins (Vydelenie i Raz- 
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TT-73-58035 74-20 6A PC$3.25/MF$2.25 
Studies on Albumins and Globulins of Cotton Seeds by 
Disc-Electrophoresis on Polyacrylamide Gel (Izuchenie 
Albuminov i Globulinov Semyan 9 7a Disk- 
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TT-73-58033 74-20 6A PC$3.25/MF$2.25 
YULDASHEV, A. SH. 
The Isolation and Separation of Cotton Seed Peptides 
by Ion-Exchange Resins (Vydelenie i Razdelenie Pep- 
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Smolakh), 
TT-73-58034 74-20 6A PC$3.25/MF$2.25 


YULEGINA, M. V. 


Color Developer Composition Change in the Process 
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AD-779 608/9GI 74-15 14E PC$3.25/MF$2.25 


YUMATOV, A. YU. 


Ntheta Sector of the Lee Model with the Form Factor 
from the Class of Entire Functions. 
JINR-P2-7551 74-13 20H PC$3.00/MF$2.25 
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Model of Weak Interactions. 
JINR-P2-7985 74-26 20H PC$4.25/MF$2.25 
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Hawaii's Floating City Development Program. Struc- 
tural Sizing of Flotation Modules and Construction 
Barge. 
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Incorporation of Monitoring Data in the Frequency As- 
signment Process of the FCC Spectrum Management 
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Management of New Jersey's Coastal Environment. 

E74-10247 74-08 8C PC$4.25/MF$2.25 
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COO-3285-10 74-06 20H PC$3.00/MF$2.25 
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YUREV, P.G. 
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YUREV, V. 
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YURGENS, D. I. 
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YURINOV, A. A 
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AD-786 111/SGI 74-24 21B PC$3.25/MF$2.25 
YURKOVSKII, YA. 
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74-26 19D PC$3.25/MF$2.25 


74-25 18D PC$4.00/MF$2.25 
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N74-28157/7GI 74-20 6R PC$4.25/MF$2.25 
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AD-778 796/3GI 74-14 8K PC$3.25/MF$2.25 


YUROVETSKH, E. V 
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AD-781 449/4GI 74-18 133 PC$3.25/MF$2.25 
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YUUKI, H 
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N74-33317/0GI 74-26 22B PC$3.25/MF$2.25 


ZABASHTA, L. A. 


Strength of Thin Intermediate Layers. 
N74-14583/0GI 74-08 11D PC$3.25/MF$2.25 


ZABAVNIKOV, N. A. 


Determination of the Coefficient of Resistance to 
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PB-229 767-T/GI 74-11 2C PC$3.25/MF$2.25 


ZABAZNYI, P. A. 


Spring and Winter Wheat Varieties, 
JIPRS-60420 74-02 2D PC$4.25/MF$2.25 
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ZABELIN, A. I. 
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ye spetane Concentrations During Coal Mining. An 


74-16 SI PC$3.75/MF$2.25 


18) PC$3.00/MF$2.25 
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Uranium-Molybdenum Alloys. 
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74-18 81 PC$3.25/MF$2.25 


ZABINSKY, J. M. 
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Continuing Conceptual Design Study. 
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ZABLINA, Z. A. 
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Translation. 
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ZABLOTSKAYA, G. R. 


Experimental Investigation of Interaction Processes of 
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ZABLOTSKIIL, I. E. 
bag Break Indicator for a Turbomachine--Transla- 


AD-779 834/1GI 74-16 21E PC$4.25/MF$2.25 
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AD-780 365/3GI 74-16 21E PC$3.25/MF$2.25 


Experimental Determination of Natural Forms of 
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AD-776 740/3GI 74-11 21E PC$3.25/MF$2.25 


Experimental Study of Resonance Vibrations of 
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TT-72-51094 74-08 6M PC$3.25/MF$2.25 
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of Slowing-down Neutrons. 
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ZABOROWSKI, J. S. JR. 
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